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Embracing  therein  the  Officers  of  the  Eevohitiou  and  of  the  War  of  1812, 
tofjether  with  the  Vohinteer  General  Staff  during  the  War  with  Mexico, 
and  a  llegister  of  all  Appointments  by  tlie  President  of  the  United  States 
n  tlie  Vohinteer  Service  during  the  Rebellion.     Containing  the 

OFFICIAL  MILITARY   RECORD      j 

OF  ALL  WHO  HAVE  BEEN  OFFICERS  of  the  ARMY  for  the  PAST  100  YEARS.: 

ALSO, 

A  MILITARY  HISTORY  OF  THE  DEPARTMENT  OP  WAR. 
The  late  President  Garfield  wrote:     "It  is  a  valuable  work."        i 
Ex-President  Hayes  says:     "It  is  an  important  work."  ^ 

General  W.  T.  Sherman,  General-in-Chief  of  the  Army,  saj's:  "Aii| 
immense  amount  of  most  valuable  matter,  important  not  only  to  thei 
military  world,  but  to  all  citizens."  | 


From  the  Hon.  Alex,  Ramsay,  Secretary  of  War.  "1  cannot  express! 
in  terms  too  strong  my  appreciation  of  the  value  of  this  work  as  a  Book; 
of  Reference  relating  to  the  Army."  - 

General  W.  S.  Hancock,  says:  "An  important  contribution  for  thei 
benefit  of  the  Army,  as  well  as  the  general  public."  '. 

"The  most  valuable  Military  Book  of  Reference  ever  published  in  thisi 
(country," — Army  and  Nary  Register.  \ 
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OFFICIAL   COMMENDATIONS- 


T.ETTER    FROM    THE    IIONORABIiE   SECRETARY  OF 

THE  NAVY. 

NAVY  DEPARTMENT, 

Washington,  Fehrnar//  "lOfh,  1881. 
My  Dear  Sir: 

Understanding  that  you  have  in  process  of  publication  a  work 
entitled  the  ''General  Navy  Register  for  One  Hundred  Years/'  com- 
piled from  the  Original  Manuscript  Records  of  this  Department,  I  take 
pleasure  in  bearing  testimony  to  the  value  of  the  work  as  a  convenient 
book  of  reference  relating  to  the  Navy. 

Ver}"-  truly,  yours, 

N.  GOEF,  .Ik.. 

Secretary  of  the  Navy 
T.  11.  8.  Hamersly,  Esq. 


FROM  THE  ADMIRAI.  OF  THE  NAVY  AXI>  THE  OFFICERS 
OF  THE  NAVY  DEPARTMENT. 

We  take  pleasure  in  recommending  to  the  Navy  and  the  Public, 
the  "General  Navy  Register  of  the  United  States  f«ir  Our  Hundn-d 
Years,"  now  completed,  and  in  process  of  publication. 

It  has  been  compiled  from  tlie  Original  Manuscript  Kecord.s  of  the 
Navy  Department,  by  permission  of  the  Honorable  Secretary  of  the 
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favy,  and  the  alphabetical  arrangement  of  the  names  of  OflScers,  with 
heir  services,  makes  it  :i  convenient  and  valuable  work  of  reference. 
The  necessity  of  such  a  work  has  long  been  felt. 

DAVID   D.  PORTER, 

Admiral. 

WILLIAM  N.  JEFFERS, 

Chief  Bureau  of  Ordnance. 

WILLIAM   H    SHOCK, 

Engineer-m-Chief,  U.  S.  N._ 

EARL   ENGLISH, 
Chief  Bureau  Equipmen   and  Recruiting. 

WILLIAM   D.  WHITING, 

Chief  of  the  Bureau  oj  Navigation. 

R.  L.  LAW, 
Chief  Of  the  Bureau  of  Yards  and  Docks. 

PHILIP   S.  WALES, 

'Surgeon  General.. 

GEORGE  F.  COULTER, 

Paymaster  General,  U.  S.  N.. 

J.  W.  EASBY, 
Chief  of  the  Bureau  <f  Construction  and  Repair. 

WILLIAM   B.  RExMEY, 

Judge  Advocate  General     U.  S.   N. 

C.  H.  WELLS, 

Chief  Signal  Officer.  U.  S.  N. 

JOHN    W.  HOGG, 

Chief  Clerk,  Navy  Department. 

WILLIAM   P.    MOflAN, 

Navy  Department. 

W.  S.  McNARY, 

Navy  Department.. 


HARTLEY  i  GRAHAM,    I 

I 
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This  Coii3j)any  insures  the  lives  of  Officers  of  te 
Army  and  Xavy  without  extra  premium  except  wht 
actually  engaged  in  warfare,  which  premium  if  not  pa 
at  the  assum])tion  of  the  extra  risk,  ivill  not  invalidate  ti 
policy^  hut  will  he  a  lien  upon  it. 

The  Directors'  Annual  Report,  containing  a  detaih 
statement,  together  with  the  results  of  the  investigation  > 
the  Insurance  Commissioner  of  Massachusetts,  can  be  ol 
tained  at  the  i 


OFFICE  OF  THE  COMPA^^^, 
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BBI^J.  F.  SXKVBXS, 

Presiden 
JOS.  M.  OIBBKIVS,  I 

Secretary, 


PREFACE. 


The  General  lu'^islcr  of  the  United  States  Navy  and  ]\Iarino 
ps,  for  One  Hundred  Years,  (1Y82  1882,)  contains  in  Alplialu-tical 
ler,  tlie  names  of  all  Officers  of  the  Navy,  Commissioned,  Warraiit^'d, 

Appointed,  including  Volunteer  Officers  who  have  entered  the 
rice  since  the  establishment  of  the  Navy  Department  in   1798,  show- 

the  dates  of  their  original  entry,  of  their  progressive  rank,  and  in 
it  manner  they  left  the  service  if  not  now  in  it,  thus  showing  the 
ire  official  record  of  every  one  who  has  been  or  is  an  Officer  of  the 
7y  of  the  United  States,  whether  of  the  Regular  or  Volunteer  service; 
jpiled  from  the  original  manuscript  Records  of  the  Navy  Department 
permission  of  the  Honorable  Secretary  of  the  Navy,  and  to  which  is 
ed  a  sketch  of  the  Navy  from  ITV")  to  1798,  with  Lists  of  Officers  in 
^ice  between  those  dates. 

The  General  Navy  Register  owes  its  origin  to  the  labors  of  Messrs. 
nes  C.  Dulin  and  Jesse  E.  Dow,  of  the  Navy  Department-,  who  have 
sfully  transcribed  the  records  herein  contained,  and  who  have  been 
sted  in  their  work,  so  far  as  the  Engineer  and  Medical  Corps  of  the 
vy  are  concerned,  by  Passed  Assistant  Engineer  Harrie  Webster, 
ited  States  Navy,  Assistant  to  the  Engineer-in-Chief  of  the  Navy, 
[  Mr.  Daniel  Carrigan,  Chief  Clerk  of  the  Bureau  of  Medicine  and 
gery.     The  work  of  editing  and  arranging  the  work  ibr  ])ublication 

been  my  own. 

Captain  R.  S.  Culluni,  United  States  Marine  Corps,  has  furnished 

Register  of  said  Corj)s  to  date,  and  by  permission  of  Rear-Admiral 
ble,  United  States  Navy,  the  List  of  Vessels  of  the  United  States 
i^y,  from  1798  to  1874,  which  is  lir<»ught  down  to  January  1st,  1881, 
Mr.  H.  A.  Goldsborougli,  Chief  Clerk  of  the  Rureau  of  Construction 
I  Repair,  is  also  appended.     In  addition,  tlu'  work  also  contains  a 
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List  of  all  Midshipmen  of  the  JS'aval  Acadt'tiiy  since  its  establisl 
arranged  alphabetically  by  classes,  with  date  of  appointment  ol 
Midshipman,  and  a  similar  List  of  all  Cadet  Engineers,  togethe 
otlier  important  information  relating  to  the  Navy. 

That  the  work  meets  the  hearty  approbation  of  the  Navy  I 
ment  is  shown  hy  the  letters  of  commendation  of  the  Honorable 
tary  of  the  Navy,  and  of  the  Officers  of  the  Navy  Department,  p 
within. 

The  book  forms  a  companion  work  to  the  "  General  Army  R( 
of  the  United  States  for  One  Hundred  Years,"  compiled  by  mys 
advertisement  of  which  will  be  found  in  this  volume. 

From  the  period  of  tlie  llevolutionary  War,  to  the  time  of 
gut  and  Porter,  the  Navy  of  the  United  States  has  done  its! 
duty,  bravely  and  well.  The  record  of  the  United  States  Nav 
Marine  Corps,  and  of  the  Volunteer  Navy  during  the  War  of  the 
lion,  is  a  record  tliat  the  United  States  may  and  does  cherisl 
honest  love  and  pride,  and  is  shown  by  this  book,  for  the  History! 
Navy  is  the  official  record  of  its  officers,  and  they  are  here,  both  R 
and  Volunteer,  complete. 

It  is  a  matter  of  gratification  to  me,  and  to  those  who  havi 
associated  with  me,  in  the  com[)iling  of  this  work,  that  this  Register : 
lished  at  tliis  time,  when  the  condition  and  future  of  the  Navjl 
United  States  is  receiving  that  large  share  of  public  attention,  th 
only  the  future  welfare  of  our  Navy,  but  also  of  our  country,  der 
That  this  is  so,  is  notably  instanced  in  the  annual  message  of  the 
dent  of  the  United  States  to  Congress,  of  December^  1881,  in  wh 
urgently  seconds  the  recommendations  of  the  present  Honorable: 
tary  of  the  Navy,  for  the  increase  of  the  number  of  vessels  a»nd  ei 
men. 

That  these  recommendations  will  receive  the  earnest  attentic 
result  in  the  favorable  action  of  Congress  there  is  no  reason  to 
and  the  time  which  the  Navy  has  so  long  hoped  and  looked  for  se( 
be  at  liand,  when  the  Navy  of  the  United  States  shall  be  so  incie;i 
to  number  of  vessels  and  men,  as  to  give  us  that  rank  which  oui 
rests  as  a  nation  demand,  among  the  great  naval  powers  of  the 
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The  jiersoiincl  of  tlie  Navy  already  compari's  most  favorably  with 
it  of  any  Navy  in  the  workl.  All  tiiat  is  necessary,  is  to  make  that 
r.sonnel  available  by  giving  to  the  Navy  that  increase  of  men  and 
ps  recommended  Dy -President  Artliur  and  Honorable  Secretary  of  tlie 
.vy  Hunt,  in  the  message  above  referred  to. 

The  jjreparation  of  tliis  hook  has  been  a  labor  of  years,  and  it  has 
311  very  carefully  compiled. 

Thanks  are  due  and  are  tendered  to  the  Honorable  Secretary  of  the 
,vy  and  to  the  Chiefs  of  all  the  Bureaus  of  the  Navy  Department,  and 
their  j)redecessors  in  office,  during  the  preparation  of  tliis  book,  for 
2ir  most  valuable  aid  and  their  encouragement  of  the  undertaking. 

Especial  thanks  are  also  due  John  W.  Hogg,  Esq.,  Chief  Clerk  of 
3  Navy  Department,  and  to  William  P.  Moran,  Esq.,  and  W.  S. 
jNary,  Esq.,  of  the  Navy  Department,  for  many  courtesies  and  much 
;istaiice,  and  for  early  encouragement  and  advice  to  Rear-Admiral  C. 
P.  Rodgers,  United  States  Navy,  and  to  the  Officers  of  the  Navy  and 
irine  Corps  in  general,  for  the  interest  they  have  taken  in  the  book. 

It  is  now  submitted,  with  the  hope  that  it  may  prove  useful  to  the 
ivy  and  the  country,  to  whom  the  records  herein  given,  with  those  of 
eir  brothers  of  the  Army,  (already  published)  belong. 

THOMAS   H.  S.   HA.AIE11SLY. 

Februaky  15,  1883. 
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SECRETARIES  OF  THE  NAVY. 


Name. 


*GEORGE  CABOT... 
BEN  J.  STODDERT. 


State. 


.  Mass. 
.'Md. 


ROBERT  SMITH Md. 

PAUL  HAMILTON Is.  C. 

WILLIAM  JONES IPenn. 

R.  W.  CROWNINSHIELD...  Mass. 


SMITH  THOMPSON 

SAMUEL  L.  SOUTHARD... 

JOHN  BRANCH 

LEVI  WOODBURY 

MAHLON  DICKERSON 

JAMES  K.  PAULDING 

GEORGE  E.  BADGER 

ABEL  P.  UPSHUR 

IDA VID  HENSH AW 

JTHOMAS  W.  GILMER 

LEWIS  WARRINGTON 

JOHN  Y.  MASON 


GEORGE  BANCROFT. 
JOHN  Y.  MASON 


WILLIAM  B.  PRESTON.., 

WILLIAM  A.  GRAHAM.. 
JOHN  P.  KENNEDY 


JAMES  C.  DOBBIN. 
ISAAC  TOUCEY 


GIDEON  WELLES. 


N.  Y. 
N.  J. 

N.  C. 

N.  H. 

N.  J. 

N.  Y. 
N.  C. 

Va. 

Mass. 

Va. 

U.  S.  N. 
Va. 

Mass. 
Va. 

Va. 

N.  C. 
Md. 

N.  C. 
Conn. 

Conn. 


ADOLPH  E.  BORIE Penn. 

GEORGE  M.  ROBESON....  N.  J. 

RICHARD  W.  THOMPSON.  Ind. 
ALEXANDER  RAMSEY\  . . .  Minn. 
NATHAN  GOFF,  Jr ,W.  Va. 

WILLIAM    H.   HUNT La. 


Date  of 
Appointment. 


3  May,  1798. 
21  May,  1798. 

26  January,  1802. 

7  January,  1809. 

12  January,  1813. 
19  December,  1814. 

30  November,  1818. 
9  December,  1823. 

7  March,  1829. 

23  May,  1831. 
30  June,  1834. 

1  July,  1838. 
5  March,  1841. 

13  September,  1841 

24  July,  1843. 

15  February,  1844. 
ad  interim. 

14  March,  1844. 

11  March,  1845. 
10  September,  1846 

8  March,  1849. 

1  AujTUst,  1850. 
26  July,  1852. 

8  March,  1853. 
7  March,  1857. 


7  March,  1861. 

9  March,  1 869. 
26  June,  1869. 

13  March.  1877. 

Actin<(  Secretary, 
20  December,  1880, 

7  January,  1881. 

7  March,  1881. 


By  whom  Appointed. 


John  Adams. 
Tliomas  Jefferson. 

>  James  ]\Iadison. 
i  James  Monroe. 


VAn 


drew  Jackson. 


Martin  Van  Buren. 
W.  II.  Harrison. 


1 
I 
}-  John  Tyler. 

i  James  K.  Polk. 

Zachary  Taylor. 

[  Millard  Fillmore. 

Franklin  Pierce. 
James  Buchanan. 

(  Abraham  Lincoln. 
/  Andrew  Johnson. 

[  Ulysses  S.  Grant. 

}•  Rutherford  B.  Hayes 

J 

Jas.  A.  Garfield. 


•  Declined. 
1 


tNot  confirmed  by   Senate.  J  Killed  on  board  Princeton,  28  February,  1844. 


ASSISTANT 

SECRETAEIES    OF 

THE    NAVY. 

Namk. 

j  State. 

1 

1 

.  Mass. 
.  Conn. 

Date  of 
Appointment. 

By  whom  Api)ointed. 

GusTAVUs  V.  Fox 

William  Faxon 

1  August,  1861. 
1  June,  1866. 

Abraham  Lincohi. 
Andrew  Johnson. 

SOLICITORS    AND    JUDGE    ADVOCATES. 


Name. 

State. 

Date  of 
Appointment. 

By  whom  Apjiointed. 

William  E.  Chandler 

John  A.  Bolles 

N.  H. 

Mass. 

9  March,  1865. 
10  June,  1865. 

Abraham  Lincoln. 
Andrew  Johnson. 

BOARD    OF    ]SrAYT    COMMISSIONERS. 

Created  ly  the  Act  of  February  7,  1815,  and  abolished  hy  the  Act  of  August  31,  1843. 


Rank  and  Name. 


Dates  of  Service. 


Commodore  John  Rodgers 

Commodore  Isaac  Hull 

( Commodore  David  Porter 

Commodore  Stephen  Decatur.  .  . , 

Commodore  Isaac  Chauncey 

Commodore  Charles  Morris 

Commodore  William  Bainbridge 
Commodore  Jacob  Jones 

Commodore  Lewis  Warrington.  . , 

Commodore  Thomas  Tingey 

Conmiodore  D.  T.  Patterson 

Commodore  Charles  Stewart... 
Commodore  A.  S.  Wadsworth.  . . . 

Commodore  J.  B.  Nicolson 

Commodore  William  M.  Crane  . 
Commodore  David  Conner 


25  April,  1815,  to  15  December,  1824. 

8  October,  1827,  to  1  Mav,  1837. 
25  April,  1815,  to  30  November,  1815. 
25  April,  1815,  to  31  December,  1822. 
30  November,  1815,  to  22  March,  1820. 
81  Dec,  1822,  to  15  Dec,  1824. 
29  July,  1833,  to  27  January,  1840. 

3  March,  1823,  to  1  September,  1825. 
15  May,  1826,  to  1  June,  1827. 

14  July,  1832,  to  1  June,  1841. 

15  December,  1824,  to  20  June,  1827. 
15  December,  1824,  to  7  August,  1826. 

5  January,  1827,  to  20  June,  1830. 

4  November,  1840,  to  31  August.  1842 
8  October,  1827,  to  27  October,  1827. 

13  October,  1828,  to  1  July,  1832. 

3  November,  1830,  to  5  June,  1833. 
29  May,  1837,  to  9  September,  1840. 

8  June,  1840,  to  1  March,  1841. 

6  May,  1841,  to  31  August,  1842. 
29  July,  1841,  to  31  August,  1842. 


SECRETARIES    OF    NAVY    BOARD. 


James  K.  Paulding 7  February,  1815,  to  9  November,  1823. 

Charles  W.  Goldsborough 10  November,  1823,  to  31  August,  1842. 


CHANGE    OF    OUGAE'IZATIOK 

The  Act  of  Congress,  approved  31  August,  1842,  abolished  tlic  Board  of  Navy 
Commissioners  and  established  in  lieu  thereof,  the  following  Bureaus,  viz: 

int. — Bureau  Nnvy  Yards  and  Docks. 

2d. — Bureau  Construction,  Equipment  and  Repair. 

3(Z. — Bureau  Provisions  and  Clothing. 
4th. — Bureau  Ordnance  and  Hydrogra/phy. 
nth. — Bureau  Medicine  and  Surgery. 

A  subsequent  Act  of  Congress,  approved  5  July,  1863,  established  the  present 
organization,  viz : 

1st. — A  Bureau  of  Yards  and  Docks. 

2d. — ^1  Bureau  of  Equipment  and  Recruiting. 

3fZ. — ^l  Bureau  of  Navigation. 
4th. — A  Bureau  of  Ordnance. 
5th. —  A  Bureau  of  Construction  and  Repair. 
Qtth. — A  Bureau  of  Steam  Engineering. 
Ith. — A  Bureau  of  Provisions  and  Clothing. 
8th. — A  Bureau  of  Medicine  and  Surgery. 


CHIEFS   OF  BUREAUS. 


Bureau. 


Chief. 


Dates  of  Service. 


Yards  and  Docks, 


Ordnance  and 

Hydrography. 

(In   the  year   1862 
"  Hydrography  "  was 
transferred     to     the 
Bureau     of    Naviga 
tion.) 


Navigation, 


(Office 
attached 
1865.) 


of 

28 


Detail 
April, 


Equipment  and 

Recruiting, 


Commodore  Lewis  Warrington. 
Rear- Admiral  Joseph  Smith. 
Rear-Admiral  Daniel  Ammen. 
Rear-Admiral  C.  R.  P.  Rodgers. 
Rear-Admiral  John  C.  Howell. 
Captain  Richard  L.  Law. 


Commodore  "William  M.  Crane. 
Commodore  Lewis  Warrington. 
Commodore  Charles  Morris. 
Captain  Duncan  N.  Ingraham. 
Captain  G.  A.  Magruder. 
Captain  A.  A.  Harwood. 
Rear-Admiral  John  A.  Dahlgren. 
Commander  Henry  A.  Wise. 
Rear-Admiral  John  A.  Dahlgren. 
Rear-Admiral  A.  Ludlow  Case. 
Commodore  William  N.  Jeffers. 


Rear-Admiral  C,  H.  Davis. 
Captain  Percival  Drayton. 
Admiral  David  D.  Porter. 
Rear-Admiral  T.  A.  Jenkins. 
Rear-Admii-al  James  Alden. 
Rear-Admiral  Daniel  Ammen. 
Captain  Wm.  D.  Whiting, 


Rear-Admiral  Andrew  H.  Foote. 
Commander  Albert  N.  Smith. 
Rear-Admiral  Melancton  Smith. 
Rear-Admiral  William  Reynolds. 
Commodore  Robert  W.  Shufeldt, 
Commodore  Earl  English. 


1  Sept.,  '42,  to  24  May,  '46 
25  May,  '46,  to  30  April,  '69 

1  May,  '69,  to  30  Sept.,  71. 

1  Oct.,  '71,  to  21  Sept.,  '74. 
22  Sept.,  '74,  to  30  June,  '78. 

1  July,  '78. 


1  Sept.,  '42,  to  18  Mar.,  '46. 
25  May,  '46,  to  12  Oct.,  '51. 
13  Oct.,  '51,  to  21  Jan.,  '56. 
10  Mar.,  '56,  to  33  Sept.,  '60. 
24  Sept.,  '60,  to  23  April,  '61. 

24  April,  '61,  to  22  July,  '62. 
22  July,  '62,  to  24  June,  '63. 

25  June,  '63,  to  1  June,  '68. 
22  July,  '68,  to  23  July,  '69. 
10  Aug.,  '69,  to  9  April,  '73. 
10  April,  '73. 


17  July,  '62,  to  27  April,  '65. 
28  April,  '65,  to  4  Aug.,  '65. 
Ad  interim. 

24  Aug.,  '65,  to  11  April,  69. 
12  April, '69,  to  30  Sept., '71. 
1  Oct.,  '71,  to  4  June,  '78. 
11  June,  78. 


17  July,  '62,  to  3  June,  '63. 
4  June,  '63,  to  8  Sept.,  '66. 

17  Sept.,  '66,  to  17  July. '70. 

18  July,  '70,  to  31  Jan.,  '75. 
1  Feb.,  '75,  to  19  Nov., '78. 

20  Nov.,  '78. 


CHIEFS   OF    JiVnVWJS.— Continued. 


IkruK.vr 


ClIIKF. 


Datks  ok  Skjivick. 


Construction,  Equip- 
ment, and  Repair. 

(Afterwards  clianged 
to  Construction  and 
Repair.)  ! 

(For  E([uipnient,  see 
Bureau  Equipment 
and   Recruiting.)        | 


Provision  and 

Clothing. 


Medicine  and 

Surgery. 


Steam  Engineering, 


Commodore  D.vvid  Conner. 

Captain  Hkvkkly  Kennon. 

Commodore  Cmaulks  Mouuis. 

Commodore  Cfiaui.ks  W.  Skinnkr. 

Commodore  William  B.  Shubrick 

Chief  Naval  Con'r  Samukl  Hartt. 

Chief  Naval  Con'r  John  Lenthall.  17  Nov.,  '5:],  to  22  Jan.. 

Chief  Con'r  Isaiah  IIanscom.  23  Jan.,  '71,  to  27  April, 

Chief  Con'r  James  AV.  Easi.v.        28  April, '77. 


1  Sept.,  '42,  to  1   M;ir.. 

2  Mar.,  '43,  to  0  April. 
10  April, '44,  to  31  iMav. 

1  June,  '47,  to  28  Fell., 
1  Mar.,  '.52,  to  30  June, 
1  July,  '53,  t«  1(5  Nov., 


Charles  W.  Goldsbouough.  1  Sept.,  '42,  to  20  Jan., 

Commodore  William  B.  SiiubrickiSI  Jan., '44,  to  14  Ai)ril, 
Gideon  Welles.  il5  April,  '4fi,  to  8  July, 

Purser  William  Sinclair.  9  July,  '49,  to  30. Sept., 

Pay  Director  Horatio  Bridge.  1  Oct., '54,  to  11  July, 
Payin'r-Gen.  Edward  T.  Dtnn.  12  July,  'G9,  to  17  Feb., 
Paym'r-Gen.  Jon.vf  O.  .Bradp'ord.  18  Feb.,  '73.  to  22  Feb., 
Paym'r-Gen.  Jame.s  II.  Watmougii23  Feb.,  '77,  to  17  Nov., 
Paym'r-Gen.  Geo.  F.  Cutter.  18  Nov.,  '77. 


Surgeon  William  P.  C.  Barton. 
Surgeon  Thomas  PIarris. 
Surgeon  William  AVhelan. 
Surgeon  Pmineas  J.  Houwitz. 
Surgeon-Gen.  William  M.  AVood. 
Surgeon-Gen.  Jonathan  M.  Foltz. 
Surgeon-Gen.  James  C.  Palmer. 
Surgeon-Gen.  Joseph  Beale. 
Surgeon -Gen.  AVm.  Grier. 


'44. 
'40. 
'49. 
•54. 
'09. 
'73. 
'77. 
'77. 


1  Sept.,  '42,  to  31 

1  April,  '44,  to  30 

1  Oct.,  '53,  to  1 1 

12  June,  '(15,  to  30 

1  July,  'tilt,  to  24 
25  Oct.,  '71,  to  9 
10  June.  '72,  to  4 

5  Julv,  '73,  to  30 

2  Fell.,  '77,  to  5 


Mar., 

'44 

Sept., 

'53 

June, 

'05 

June, 

'09 

Oct., 

'71 

June, 

'72 

Julv. 

'73 

Dec, 

'70 

Oct, 

'78 

Aug., 

'79 

Surgeon-Gen.  J.Wintiirop  Taylor  21  Oct.,  '78,  to  19 
Surgeon-Gen.  Philif  S.  Wales.     20  Jan.,  '80. 


T^      •    •    ni.-  ^T»  ...  T  (  20Mar.,'G9,to30Mar. '02. 

Lng  r  in  Chief  Benj.  1- .  IsnERWooD  ^  ., -  ^j^^  '  ^^  j'  ^^  j ,.  ,  ^,,^. .,.., 


Eng'r  in  Chief  .Tames  W.  King. 
Eng'r  in  Chief  W.  W.  W\  Wood. 
Eng'r  in  Chief  Wm.  II.  Shock. 


15  Julv, '62.  to  14  Mar.,  '73. 
31   Mar., '7.3,  to  3  Mur., '7' 
4  Mar.,  '77. 


THE  NAVY  FROM  1775  TO  1798. 


FoK  the  facts  connected  witli  the  events  of  our  Revolutionary  war  we  are  indebted 
to  the  United  States  Naval  Chronicle  by  Charles  W.  Goldsborough.  We  give  simply 
the  essential  facts  of  the  chronologist. 

During  the  Revolutionary  war  the  suijerintending  direction  of  the  Navy  was  com- 
mitted, in  the  first  instance,  to  a  Committee  of  three  members  of  Congress,  viz  :  Messrs. 
Deane,  Langdon  and  Gadsden,  who  were,  in  October,  1775,  required  to  fit  out  two  swift 
sailing  vessels,  the  one  of  10,  the  other  of  14  guns,  and  a  proportionate  number  of 
swivels  and  men,  to  cruise  "  eastward,''''  for  the  purpose  of  intercepting  such  transports 
as  might  be  laden  with  munitions  of  war,  and  other  supplies  for  the  British,  then  in 
Ijossession  of  the  town  of  Boston,  and  for  such  other  purijoses  as  Congress  might  direct. 
Having  resolved  to  fit  out  two  more  vessels  (30  October)  viz.,  one  of  20,  the  other  of 
36  guns,  four  members — Messrs.  Hopkins,  Hewes,R.  H.  Lee  and  J.  Adams — were  added 
to  the  Committee;  and  when  Congress,  by  resolution  of  1?  December,  1775,  deter- 
mined to  build  thirteen  additional  vessels  of  war,  they  increased  the  number  of  the 
Naval  Committee,  so  as  to  make  it  consist  of  one  member  from  each  colony,  to  be  ap- 
pointed by  ballot;  and  on  the  14  December  the  following  gentlemen  were  accordingly 
thus  appointed,  viz:  Messrs.  Bartlett,  Hancock,  Hopkins,  Deane,  Lewis,  Crane,  R. 
Morris,  Read,  Chase,  R.  H.  Lee,  Hewes,  Gadsden  and  Houston. 

To  this  Committee  Naval  subjects  were  generally  referred,  with  an  instruction  to  ex- 
amine and  report  thereon,  for  the  final  decision  of  the  House.  Congress  reserved  to 
themselves  the  right  to  appoint  all  commission  officers,  as  low  as  and  including  Third 
Lieutenants,  and  gave  to  the  Committee  the  power  of  appointing  all  officers  of  subor- 
dinate rank.  The  Committee  were  authorized  to  give  such  instructions  for  the  employ- 
ment of  the  ships  as  might  ajipear  to  them  "most  conducive  to  the  defence  of  the 
United  Colonies,  and  to  the  distress  of  the  enemy's  naval  forces  and  vessels  bringing 
suiDplies  to  their  fleets  and  armies." 

In  performing  the  duties  assigned  to  them,  the  Committee  experienced  great  incon- 
venience for  want  of  professional  practical  information,  and  upon  the  subject  being 
brought  before  Congress  they  resolved  (6  November,  1776,)  "  that  three  persons,  well 
skilled  in  maritime  aflairs,  should  be  immediately  appointed  to  execute  the  business  of 
the  Navy,  under  the  direction  of  the  Marine  Committee,  and  allowed  to  each  a  salary 
of  $1,500  per  annum;  and  on  13  November,  John  Nixon,  John  Wharton  and  F. 
Hopkinson,  Esqrs.,  were  appointed.  They  were  styled  in  the  resolutions  of  Congress 
"  The  Continental  Navy  Board,  or  Board  of  Assistants  of  the  '  Marine  Committee,'  " 
and  sometimes  "  Board  of  the  Middle  District."  There  was  also  an  "  Eastern  Board," 
consisting  of  three  persons,  who  executed  the  instructions  of  the  Committee  in  their 
district. 

This  system  of  administering  the  civil  department  of  the  Navy  continued,  it  is  be- 
lieved, till  October,  1779,  when  Congress,  by  resolution,  (28)  decided  that  a  Board  of 
Admiralty  should  be  established,  "to  consist  of  three  Commissioners  not  members  of 
Congress,  and  two  members  of  Congress,  any  three  to  form  a  Board,  for  the  despa-tch  of 
business,"  Early  in  1781  (11  January)  we  find  that  James  Reed,  Esqr.,  was.  by  resolu- 
tion of  Congress,  invested  with  full  power  to  conduct  the  business  of  the  Navy  Board 
in  the  "  Middle  Department,"  and  soon  after  this,  (27  February)  Major  General  Alex- 
ander M'Dougall  was  elected  Secretary  of  Marine.     In  the  same  year,  (29  August)  it 
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was  resolved  tliat  an  "  Agent  of  Marine  "  should  be  appointed  "  with  authority  to  di- 
rect, lit  out,  equij)  and  employ,  the  ships  and  vessels  of  war  belonging  to  the  United 
States,  according  to  such  instructions  as  he  shall  fntni  time  to  time  receive  from  Con- 
gress;" and  "  that  as  soon  as  the  said  Agent  shall  enter  into  the  execution  of  his  ofiic-e 
the  functions  and  appointments  of  the  Jioard  of  Admiralty,  the  several  Navy  Boards 
and  all  civil  olliccrs  appointed  under  them  "  should  cease. 

In  September  (0)  a  resolution  was  passed,  by  which  the  duties  prescribed  to  the 
"  Agent  of  :Marine,"  until  he  should  be  ai)pointed,  devolved  on  the  Superintendent  of 
Finance,  Robert  Morris,  who,  indeed,  appears  to  have  had  tlie  chief  agency  in  the  Civil 
Administration  of  the  Navy  during  the  greater  part  of  the  Revolutionary  war.  In  tiie 
earliest  periods  we  find  that  the  orders  of  the  commanders  generally,  Ijear  his  signa- 
ture, and  continued  to  be  most  fre([uently  signed  by  him,  until  a  Board  of  Admiialty 
was  established,  when  the  correspondence  was  directed  under  the  8uj)erintending  di- 
rection of  the  Board  by  Mr.  John  Brown,  their  Secretary.  After  the  Boaid  of  Ad- 
miralty was  abolished,  we  again  find  the  chief  duties  of  the  Department  devolving 
upon  Mr.  Morris.  It  would  seem  that  the  nation  could  not  conveniently  have  con° 
ducted  either  its  naval  or  its  fiscal  operations,  without  the  agency  of  this  distinguished 
patriot. 

The  lists  of  otEcers,  appointed  during  the  Revolutionary  war,  are  obviously  imper- 
fect; they  arc,  however,  as  complete  as  the  information  in  our  possession  will  enable  us 
to  make  them.  The  frequent  changes  in  the  administration  of  the  Civil  De])aitment  of 
the  Navy,  the  occasional  resolutions  of  Congress  conferring  sometimes  upon  one  of  the 
Boards  the  power  of  appointing;  at  others  given  to  individual  members,  in  conjunction 
with  commanders,  authority  to  ajjpoint  subalterns,  the  destruction  of  papers  by  fires 
and  other  causes,  have  involved  this  branch  of  the  subject  in  great  uncertainty,  and  it 
is  impossible,  at  this  day,  to  present  a  perfect  list  of  the  officers.  "Were  the  in- 
formation attainable,  it  would  be  particularly  gratifying  to  show,  not  only  the 
names  of  those  who  served  in  the  Continental  Navy,  but  of  those  also  who  served  on 
board  the  shijis  fitted  out  at  the  expense  of  the  respective  colonies  and  on  board 
privateers. 

From  the  Journals  of  Congress  and  other  sources,  we  find  the  following  Commission 
Ofl[icers  were  appointed  by  them  daring  the  war. 


When  appointed. 
1775,  Dec.  22. 


1776,  April  17. 

U  Ik  u 

"      June  G. 


Captains  and  Commanders. 

Names. 

Ezekiel  Hopkins. 
Dudley  Saltonstall. 
Abraham  Whi])ple. 
Nicholas  Biddle. 
John  B.  IIo])kins. 
William  Manly. 
Isaac  Cozneau. 
Thomas  Thompson. 
Samuel  Tom])kins. 
Christopher  Miller. 
John  Barry. 
Thomas  Read. 
Charles  Alexander. 
James  Nicholson. 
Hector  McNiel. 
Thos.  Grennall. 
Elisha  Ilinman. 
John  Ilodge. 
John  Manly. 
Lambert  AVickes. 
William  Hallock. 
lloystefl  Hacker. 
Isaiah  Robinson. 
John  Paul  Jones. 


15. 

Aug.  13. 
"      22. 

Oct.  10. 


Captains,  &c. — Continued. 
When  appointed.  Names. 

1776,  Oct.  10.     James  Josiah. 
"        "      "         Joseph  Olney. 

"        ''      "         James  Robinson. 

"        "      "         John  Young. 

"        "      "         Elisha  Warner. 

"        "      "         Lieutenant  Commandant 

J.  Baldwin. 
"        "      "         Thos.  Albertson. 

1777,  Feb.  5.  Henry  Johnson. 
"  March  15.  Daniel  Waters. 
"  "         "    Samuel  Tucker. 

1778,  May  1.        William  Burke. 
"     June  18.       Peter  Landais. 
"     Sept.  25.       Seth  Harding. 

1779,  "     17.        Silas  Talbot. 

Samuel  Nicholson. 
John  Nicholson. 
Henry  Skinner. 
Benjamin  Dunn. 
Samuel  Chew. 


1775,  Dec.  22. 


Lieutenants. 

John  Paul  Jones, 
Rhodes  Arnold 


1st. 
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Lieutenants,  &c. — Continued. 
W?ien  appointed.  Names. 

Stansbury, 


1775,  Dec.  22 


1776,  June  6 


July 


Hoysted  Hacker, 
Jonathan  Pitcher,  " 

Benjamin  Seabury,  2nd 
Josepli  Olney,  " 

Elisha  Warner,  " 

Thomas  Weaver,  " 

McDougall,       " 

John  Fanning,  3rd. 
Ezekiel  Burroughs,  " 
Daniel  Vaughan,  " 

Israel  Turner,  1st. 

Joseph  Doble,  2nd. 

Mark  Dennet,  3rd. 

Peter  Shores,  " 

John  Wheelwright,  " 
Josiali  Shackford,         " 


Lieutenants,  &c. —  Continued. 
When  appointed.  Names. 

1776,  Aug.  17.     William  Barnes, 
"         "       "        Thomas  Vaughan, 
"         "     22.      Jonathan  Maltby, 
"         "      "       David  Phipps, 
"         "      "        Wilson. 


1777,  Feb.  5. 
"     Aug.  6. 
"   12. 
1781,  July  20. 


1st, 
3rd 

1st. 
2ud 

1st. 
2nd 

1st 
2nd 


John  Nicholson, 
Elijah  Bowen, 
John  Rodeg, 
William  Molleston,  3rd 
Richard  Dale,  ' 

Alexander  Murray,        ' 

Plunkett, 

Joshua  Barney,  ' 

Isaac  Buck. 
John  Stevens. 
Aquilla  Johns. 


With  respect  to  the  relative  rank  of  the  Officers,  Congress  by  resolution  of  17 
April,  1776,  decided  that  the  nominations  or  appointments  of  Captain  or  Commander 
should  not  "  establish  rank."  It  was  to  be  settled  by  Congress  before  the  Commissions 
should  be  granted,  and  we  find  that  by  a  resolution  of  10  October,  1776,  Congress 
established  tlie  rank  and  command  of  Captains,  as  follows  : 


1. 

2. 

3. 

4. 

5. 

6. 

7. 

8. 

9. 
10. 
11. 
12. 
13. 
14. 
15. 
16. 
17. 
18. 
19. 
20. 
21. 
22. 
23. 
24. 


James  Nicholson Virginia 28  Guns. 

John  Manly Hancock 32  " 

Hector  McNiel Boston 24  " 

Dudley  Saltonstall   Trumbull 28  " 

Nicholas  Biddle Randolph 32  " 

Thomas  Thompson Raleigh 32  " 

John  Barry Effingham 28  " 

Thomas  Reed Washington 32  " 

Thomas  Grennall Congress 28  " 

Charles  Alexander Delaware 24  " 

Lambert  Wicks Reprisal 16  " 

Abraham  Whipple Providence 28  " 

Jolm  B.  Hopkins Warren 32  " 

John  Hodge Montgomery 24  " 

William  Hallock Lexington 16  " 

Hoysted  Hacker Hamden 

Isaiah  Robinson Andrew  Doria 14  " 

John  Paul  Jones Providence 12 

James  Josiah 

Elisha  Hiuman Alfred 28  " 

Joseph  Olney Cabot 16  " 

James  Robinson Sachem 10  " 

John  Young Independence 10  " 

Elisha  AVaruer Fly 

Lieutenant  ,Iohn  Baldwin Wasp 8  " 

"  Thos.  Albertson Musqueto 4  " 


The  Marine  Committee  were  empowered  to  regulate  tlie  rank  of  Lieutenants. 
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MiLHINES. 


Major. 

fi'hen  appoint fj. 

I7TG,  June  25.     Samuel  Nichols. 

Cai'iains. 

''         ■■       •■  Andrew  Porter. 

"         "       '*  Joseph  Hardy. 

"         "       *'  Samuel  Sliaw. 

"         '•       "  Benjumin  Deane. 

''  Robert  Mullin. 

*  John  Stewart. 

■ ,  July   22.  George  J.  Osborne. 

"      "  Richard  Palmer. 

1781,  Sept.  G.  William  Nicholson. 

Lieutenants. 
1776,  June     25.    Daniel  Henderson, 
"         "        "       David  Love, 


177G,  June  25. 


1st. 


Lieutenants.  —  Continxted. 

When  appuiiUii^. 

Franklin  Reed, 
Peregrine  Brown. 
James  McCMure, 
William  (Jiliiiore, 
Al)el  Morgan, 
Hugh  Moiitgomerj', 
Thomas  I'owiial, 
Richard  Harri.son, 
Stephen  Meade, 
Natlianiel  Tliwing, 
Benjamin  Thompson. 
Alpheus  Rice, 
Abraham  Vandyke, 
William  Nicholson, 
Louis  de  la  Valette, 


July    22. 


Aug.  24. 

1779,  July  24. 
1787,  "  17 
,  Sept.  0 


2nd. 


Lst. 
2nd. 

lst. 
2nd. 

lst. 


On  referring  to  the  list  of  Captains  and  Commanders,  and  comparing  it  with  the 
list  established  by  resolution  of  10  October,  177G,  it  will  be  seen,  that  Congress,  in 
arranging  the  rank  did  not  include  the  names  of  Ezra  Hopkins,  William  Manly,  Isaac 
Cozneau,  Samuel  Tompkins  or  Christopher  Miller. 

It  is  presumed  that  the  Commanders  a]>pointed  after  10  October,  1770,  ranked 
iiccording  to  the  dates  of  their  respective  appointments. 

Having  established  the  relative  rank  of  Commanders  in  the  Navy — with  each 
Dther,  Congress,  on  15  November  following,  resolved,  that  the  rank  of  Naval  Officers 
Vi  the  rank  of  Officert;  in  the  land  service,  should  be 

Admiral as  a  General. 

Vice-Admiral as  a  Lieutenant-General. 

Rear-Admiral as  a  Major-Gcneral. 

Commodore as  a  Brigailier-General. 

Captain  of  a  ship  of  40  gun?  and  upwards as  a  Colonel. 

*'  "  20  to  40  guns as  a  Lieutenant-Colonel. 

"  "  10  to  to  20  gur  s as  a  Major. 

Lieutenant    "  "         "  "     as  a  Captain. 

And  at  the  same  date  the  following  was  fixed  as  the  pay  of  the  Oflicers  of  the 
Navy : — 

Ships  of  20  gum  and  upwards.  SUip.i  r/  10  to  20  gum. 


Captains  per  month. 
Lieutenants    " 
Master  '' 

Surgeon  " 

Midshipman  " 
Gunner  " 

Chaplain         " 
Seaman  " 


$60. 
30. 
30. 


12. 
ir,. 
20. 

8. 


$48 
24 
24 

21-2-3 
12 
13 

None. 
8 


And  that  vessels  under  10  guns,  should  be  commanded  by  Lieutenants,  and  that 
the  pay  in  such  vessels  should  be  Lieutenants,  ^:>0 ;  Mate.  ^15;  Boatswain,  Gunner, 
fcc,  $12  ;  and  the  following  allowances  were,  on  25  July,  1777,  established,  viz:  Com- 
manders of  vessels  of  10  guns  and  u])wards,  $5.33  per  week  for  subsistence ;  under  10 
guns,  $4.00.  Cabin  expenses — Commanders  of  10  guns  and  upwards,  $2.G6  per  week 
whilst  at  sea. 
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Lieutenants,  Surgeons,  Captains  of  Marines  and  Chaplains  $4  per  week  subsistence 
in  domestic  ports  when  the  shi])s  should  not  be  in  a  condition  to  receive  them. 

The  pay  of  Commander-in-Chief  was  fixed  (22  December,  1775,)  at  $125  per  month 
and  the  pay  of  Surgeons  was  increased  (IG  July,  1777,)  so  as  to  be  equal  to  that  of 
Lieutenant. 

On  30  September,  177G,  Congress  ^'■Resolved,  That  it  be  recommended  to  the 
Legislatures  of  theUnited  States  to  appoint  gentlemen  in  their  respective  States  skill- 
ful in  physic  and  surgery,  to  examine  those  who  offer  to  serve  as  Surgeons  or  Sur- 
geons' jNlIitcs,  in  the  Army  or  Navy;  and  that  no  Surgeon  shall  hereafter  receive  a  com- 
mission or  warrant  to  act  as  such  in  the  Army  or  Navy,  who  shall  not  jiroduce  a  cer- 
tificate from  some  one  of  the  examiners,  so  to  be  appointed,  to  prove  that  he  is  qualified 
1o  execute  his  oflice." 

On  29  October  it  was  '•'■Resolved,  That  no  private  shij)  or  vessel  of  war,  mer- 
cant  ship  or  other  vessels  belonging  to  the  subjects  of  these  States,  be  permitted  to 
wear  pendants,  when  in  company  with  Continental  ships  or  vessels  of  war  without 
leave  from  the  commanding  vessel  thereof." 

During  the  war  Congress  authorized  the  purchasing,  or  building  and  equipping,  as 
cruisers,  the  following  description  of  vessels: 

1775.  Oct.    13,    2  vessels  of  10  and  14  guns. 
"  "       BO,    2       "        "  20    "    36       " 

"         Dec.    13,  13       "        5  of  32  guns,  5  of  28  guns,  and  3  of  24  guns. 

1776.  Oct.      3,    3,  viz.,  1  frigate  and  2  cutters. 

"        Nov.     9,  10,  3  of  74  guns,  5  of  36  guns,  1  of  18  guns,  and  1  packet. 

1777.  Jan.   23,    2,  viz.,  1  of  36  guns  and  1  of  18  guns. 

Eight  prize  vessels  were,  during  the  years  1776  and  1777,  directed  to  be  purchased, 
and  fitted  out,  and  in  the  course  of  the  war  a  number  of  cutters,  dispatch  boats,  galleys, 
and  fire-shijDS  were,  from  time  to  time,  authorized.  The  cutters  and  dispatcli  boats 
were  generally  under  the  direction  of  a  Secret  Committee,  one  of  whose  duties  was  to 
procure  munitions  of  war,  and  who,  for  that  purpose,  were  authorized  to  export  certain 
articles  of  provisions  to  the  West  Indies.  The  galleys  and  fire-ships  were  for  the 
defence  of  our  waters,  within  land-locked  navigation  and  the  lakes. 

The  thirteeu  ships  authorized  on  13  December,  1775,  were  directed  to  be  built — 
one  m  New  Hampshire,  two  in  Massachusetts  Bay,  one  in  Connecticut,  two  in  Rhode 
Island,  two  in  New  York,  four  in  Pennsylvania,  and  one  in  Maryland ,  and,  by  resolu- 
tion of  6  June,  1776,  they  were  named  as  follows:  The  Congress,  Randolph, 
Hancock,  Washington,  Trumbull,  Raleigh,  Effingham,  Montgomery,  Warren,  Boston, 
Virginia,  Providence  and  Delaware. 

Among  those  authorized,  subsequent  to  13  December,  1775,  and  not  herein- 
before mentioned  by  name,  we  find  the  Columbus,  28;  the  Queen  of  France,  28 ;  the 
Ranger,  18;  the  Alliance,  32,  built  at  Salisbury,  Mass.;  the  Hornet,  brig.  General 
Gates,  frigates  Confederacy,  Deane  (afterwards  changed  to  Hague),  and  Ariel,  sloop 
Saratoga,  Due  De  Lauzun,  and  the  America,  74. 

General  letters  of  reprisal  were  authorized  on  23  March,  1776,  and  thenceforth 
the  public  and  private  cruisers  of  the  United  Colonies  were  at  liberty  to  cajjture  all 
vessels,  armetl  or  unarmed,  belonging  to  the  Crown,  or  to  the  inhabitants  of  Great 
Britain. 

Late  in  the  month  of  December,  1775,  a  small  squadron,  consisting  of  the  Alfred, 
Commodore  Ezekiel  Hopkins,  of  28  guns,  the  Columbus,  Captain  A.  Whipple,  of  14 
guns,  the  Andrew  Doria,  Captain  Nicholas  Biddle,  of  14  guns,  the  Sebastian  Cabot, 

Captain  John  D.  Hopkins,  of  16  guns,  and  the  Providence, Hazard,  of  12  guns, 

with  the  Falcon,  Scorpion  and  Cruiser,  which  were  to  join  them  at  Cape  Fear,  were 
ordered  to  New  Providence,  for  the  purpose  of  seizing  and  transjiorting  to  the  colo- 
nies a  large  quantity  of  ammunition,  which,  it  was  understood,  was  deposited  in  the 
Royal  Magazine  on  that  island.  After  landing  there  was  some  unaccountable  delay, 
and  the  Governor  heard  of  Commodore  Ho])kins'  approach,  in  time  to  remove  the 
powder,  before  he  reached  the  town.  Thus  the  expedition  failed  as  to  the  princii^al 
object.  The  Governor  and  Lieutenant-Governor,  with  about  40  cannon,  a  quantity  of 
shot  and  shell  and  a  few  brass  mortars  were  captured.  A  bomb-brig  of  8  guns  and  a 
schooner  of  6  guns  were  taken  by  the  squadron  on  its  return. 


GENERAL  NAVY  REGISTEK.  1 1 

Commodore  Hopkins'  conduct  was  inquired  into  by  Congress,  and  it  was  found 
lat  he  had  not  jiaid  duo  re,','ard  to  the  tenor  of  liis  instructions,  whicli  "directed  him 
1  annoy  the  enemy's  .shi])s  upon  the  coast  of  the  Soutliern  States."  The  reasons  he 
isigned  for  not  going  from  Providence  to  the  Carolinas  were  not  satisfactory,  and  on 
5  August,  177(5,  Congress  passerl  a  vote  of  censure  upon  liim.  Three  days  afterward 
J  was  ordered  to  Newport,  to  take  "command  of  the  licet  formerly  under  liis  care.'' 
is  found,  liowever,  that  Congress,  in  arranging  the  rank  of  the  ofticers  on  10  October 
llowing,  omitted  his  name. 

Although  in  the  earlier  periods  of  the  revolutionary  war  great  embarrassments 
ere  experienced  for  want  of  an  ellicient  marine  force,  still  much  was  done  by  the 
jssels  of  war  we  then  i)ossessed,  and  by  i)rivateers,  wliosc  energy,  enterprise  and  suc- 
ss  were  astonishingly  great,  considering  the  overwhelming  force  Ijy  which  tliey  were 
)posed.  The  number  of  ca])tures  in  tlie  course  of  tlie  war  has  been  stated  at  bOil, 
■  which  there  were  cither  retaken,  burnt,  ransomed,  sunk,  restored  or  lost  15:5,  leaving 
gain  to  the  nation  of  CiO.  If  we  estimate  these  as  averaging  200  tons,  and  com|)utc 
eir  value  at  $;50  per  ton,  and  their  cargoes  at  $10,000  each,  the  amount  of  captures 
nuld  be  $ll,o7o,U00.  Some  English  authors  have  estimated  the  value  of  the  prizes 
ken  in  the  year  177(3  by  the  American  cruisers  at  one  million  sterling. 

That  our  vessels  captured  property  worth  millions  of  dollars  is  unquestionably 
lie,  but  it  appears  impossible  to  form  any  precise  estimate  as  to  their  value. 

It  is  not  in  our  power,  nor  is  it  the  purpose  of  this  paper,  to  alTord  particular  infor- 
;itiou  as  to  the  movements  of  our  national  ships  during  the  revolutionary  war,  and 
J  are  obliged  to  omit  giving  a  description  of  any  of  those  brilliant  achievements 
at  occurred  during  that  eventful  period. 

Of  the  ships  of  the  line  authorized  during  the  revolutionary  war  only  one,  the 
Qicrica,  was  built,  and  she  was  presented  (3  September,  1782,)  to  his  Most  Christian 
ajcsty,  the  King  of  France,  in  testimony  of  the  sense  entertained  by  Congress 
his  generous  exertions  in  behalf  of  the  United  States,  and  to  replace  in  his  service 
e  3Iagni0que,  which,  by  accident,  was  lost  in  the  harbor  of  Boston.  Of  the  other 
ips  built  and  purchased  during  the  Revolutionary  war,  the  whole  were  either  caj)- 
rcd  or  destroyed  by  the  enemy  or  sold  by  the  United  States.  We  find  (21  April, 
S3,)  that  the  ship  Due  de  Lauzun  was  loaned  to  the  Minister  of  France  for  the 
msportation  of  troops  from  the  United  States;  and  that,  alter  performing  this 
rvice,  she  was  to  be  sold.  The  Alliance  was  ordered  (5  Se])tember,  1783,)  to  be 
rvcyed,  with  a  view  to  her  being  rej)aired  ;  but  on  3  June,  1785,  she  was  ordered  to 
sold ;  and  when  she  was  sold  the  United  States  did  not,  it  is  believed,  own  a  single 
ssel  of  war. 

The  "  Agent  of  Marine,"  to  whom  was  referred  a  resolution  of  the  House  of  Del- 
ates of  the  State  of  Virginia,  of  2G  June,  1783,  reported  (5  August,  1783  :) 

"That,  although  it  is  an  object  highly  desirable,  to  establish  a  respectahle  marine ; 
t,  the  situation  of  the  public  treasury,  renders  it  not  advisable  to  purchase  ships /o/' 
!  p7-c«^«^,  nor  until  the  several  States  shall  grant  such  funds  for  the  constructions  of 
ips,  docla  and  naval  arsenals,  and  for  the  support  of  the  naval  service,  as  shall  enable 
e  United  States  to  establish  their  marine  upon  a  permanent  and  respectable  footing." 
this  report  Congress  concurred. 

Upon  the  application  of  the  Delegates  of  Virginia,  Congress,  by  resolution,  (3 
;tober,  1783,)  authorized  that  State  to  keep,  at  its  own  e\i)ense,  two  armed  vessels 
or  the  defence  of  the  trade  of  that  State,"  confining  the  force  of  each  to  fourteen  six 
unders  and  seventy-five  men. 

The  United  States  had  but  recently  achieved  their  independence  and  assumed  a 
Ilk  among  the  nations  of  the  earth — they  were  still  greatly  embarrassed  with  the  ex- 
nsesofalong,  bloody,  yet  glorious  war;  when  the  Dey  of  Algiers,  tempted  by  a 
irit  of  cujjidity,  seized  some  of  their  merchant  vessels,  and  conducted  their  crews  to 
•ver}-.  This  perfidious  conduct  produced  the  strongest  indigimtion  ;  but  it  was  not 
the  power  of  the  nation  to  avenge  the  insult,  as  promptly  as  tlie  feelings  it  excited 
as  pound  national  jxilicy  dictated.  Negotiations  were  of  necessity,  resorted  to,  but' 
ch  were  the  ditlicuities  which  the  policy  of  the  Dey  imposed,  and  such  was  our  feeble 
ndition,  with  respect  to  arms,  that  years  elapsed  before  any  favorable  result  was  i)ro- 
iced. 

In  this  state  of  things  we  find  the  origin  of  the  Act  of  Congress  of  27  March. 
94,  authorizing  six  frigates  to  l;e  provided — which,  however,  were  to  be  suspended 
the  event  of  jieace  with  Algiers. 


13  GENERAL  NAVY  REGISTER. 

The  resolution  of  the  House  of  Reiiresentatives  (of  2  January,  1794,)  "that 
naval  force  adequate  to  the  protection  of  the  commerce  of  the  United  States  agains 
the  Algerine  corsairs  ought  to  be  provided,"  was  passed  by  a  majority  of  two  vote 
only,  and  the  bill  iounded  upon  this  resolution  (27  March,  1794)  was  passed  b 
a  majority  of  eleven,  but  it  is  understood  that  it  could  not  have  been  passed  if  the  pro 
vision  suspending  all  proceedings  in  the  event  of  peace  with  Algiers,  had  bee: 
omitted.  Under  these  circumstances  the  President,  General  Washington,  determine( 
to  build  the  vessels  contemplated  in  the  first  section  of  the  Act,  viz  :  Four  44  gun 
and  two  '6G  gun  frigates,  and  that  they  should  be  built  in  the  following  ports,  viz  : 

At  Boston One 44 

At  New  York One 44 

At  Philadelphia One 44 

At  Portsmouth,  Va One 44 

At  Baltimore One 36 

At  Portsmouth,  N.  H One 36 

No  time  was  lost  in  making  every  preparatory  arrangement  for  the  building  o 
these  vessels.  Mr.  Joshua  Humphreys,  of  Philadelphia,  a  distinguisheed  shijj  builde 
of  very  extensive  practical  knowledge  in  his  profession;  Mr.  John  Hackett,  of  Salis 
bury,  Mass.,  who  had  constructed  and  built  the  Alliance  frigate,  and  others  were  con 
suited  "  upon  the  best  properties  to  be  adopted  as  a  general  plan  for  the  vessels  now  ti 
be  built,"  and  upon  the  most  advisable  means  of  procuring  the  frames  and  the  material 
of  which  the  vessels  ought  to  be  built.  The  models  submitted  by  Mr.  Humphrey 
were,  after  much  consultation  and  consideration,  adopted;  and  that  gentleman  was  O] 
28  June,  1794,  appointed  the  constructor  and  master  builder  of  the  44  gun  ship,  to  b 
built  at  Philadeljjhia,  with  a  salary  of  $2,000  per  annum,  commencing  on  1  May. 

The  President,  with  the  advice  and  consent  of  the  Senate,  appointed  the  followinj 
gentlemen  Captains  of  the  Navy  : 

1.  John  Barky,  3.  Silas  Talbot,  5.  Richard  Dale, 

2.  Samuel  Nicholson,        4.  Joshua  Barney,         6.  Thomas  Truxtun. 

Ranking  in  the  order  in  which  their  names  are  stated,  and  their  appointment 
were  communicated  to  them  5  June,  1794. 

Captain  Barney  declined  accepting,  not  from  any  disinclination  to  serve  his  conn 
try,  but  in  consequence  of  the  arrangement  as  to  rank.  This  produced  a  vacancy 
which  was  filled  on  18  July,  1794,  by  the  appointment  of  James  Sever,  to  take  rank  af 
ter  Captain  Truxtun. 

The  following  shows  the  distribution  of  the  officers  thus  apiDointed,  and  the  con 
structors  and  agents,  for  building  the  several  ships. 

Captain  and    Superintendent.        Kaval  Constructors.  Navy  Agents.  For  Ships  to  be  Built  at 

John  Barry,  Joshua  Humphreys,  Isaiah  Coxe,  Philadelphia, 

Samuel  Nicholson,  George  Cleghorn,    Henry  Jackson,  Boston, 

Silas  Talbot,  Forman  Cheeseman,Joiin  Blagge,  New  York, 

Richard  Dale,  John  Morgan,  W.  Pennock,  Norfolk, 

Thojias  Truxtun,  David  Stodder,  Jeremiah  Yellott,  Baltimore, 

James  Sever.  James  Hackett,         Jacob  Sheaffe,  Portsmouth,  N.  H 

On  21  December,  1795,  President  Washington  communicated  to  the  Senate  a  lettei 
from  the  Emperor  of  Morocco,  recognizing  the  treaty  of  jjeace  and  friendship  betweei 
the  United  States. 

Peace  with  Algiers  having  been  concluded,  no  farther  progress  could  be  made  ii 
building  the  frigates  ;  for,  as  we  liave  before  seen,  the  law  directed  that  in  such  even 
all  proceedings  should  be  suspended. 

Tlie  President  called  the  attention  of  Congress  to  this  subject,  and  stated  tha 
serious  losses  would  result  from  a  sudden  suspension  of  the  work  and  the  discharge  o 
the  valuable  corps  of  artificers  and  men  employed  in  completing  it. 

In  January,  1796,  the  Chairman  of  the  Committee  of  the  House  of  Representatives 
to  whom  the  subject  of  frigates  had  been  referred,  called   upon  the  Secretary  of  War 
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then  chargcfi  with  the  Biiperintonflcncc  of  tlie  Navy)  for  information  as  to  the  progress 
lade  in  buihlini^  them,  the  expenses  incurred,  &c. 

The  information  was  communieated  to  Congress,  and  on  20  April  following  "  An 
Lctsui)plementary  to  an  Act,  entitled  an  Act  to  jjrovide  a  Naval  Armament"  jjassed, 
uthorizing  tlic  President  to  continue  the  construction  and  e(iuipment  of  tlie  frigates 
f  44  guns  and  one  frigate  of  30  guns,  appropriating  for  this  jjurpose  the  une.\j)ended 
alanee  of  tlie  l{!<iS8,8H8.82  (which  had  been  api)r()j)riated  for  the  six  frigates  hy  Act 
f  9  .Itiiie,  17!M,)  and  the  sum  of  $so.()()0,  which  hy  the  Act  of  9  June,  was  appropri- 
ted  for  a  provisional  eiiuipmeut  of  galleys,  but  no  part  of  which  had  been  expended 
n  that  object 

This  Act  continued  the  construction  ami  equi])ment  of  three  of  the  six  frigates 
nd  discontinued  the  remaining  three,  notwitlistunding  such  jjrogress  had  l)een  made 
lat  the  whole  six  might  have  been  built,  launched  antl  completely  equipped  within  the 
L'ar. 

President  Washington,  in  his  speech  to  both  ITouscs  of  Congress,  7  December, 
790,  after  referring  to  the  many  delays  and  disappointments  arising  out  of  the  Euro- 
can  war  and  the  final  arrangements  made  to  the  Dey  and  regency  of  Algiers,  observes 
inong  other  things,  the  following  : 

"To  an  active  external  commerce  the  protection  of  a  naval  force  is  indispensable." 
To  secure  respect,  to  a  neutral  flag  requires  a  naval  force,  organized,  and  ready  to  vin- 
icate  it  from  insult  and  aggression  ;  "  and  asks,  "Will  it  not,  tlien,  be  advisable  to 
egin  without  delay  to  provide  and  lay  up  the  materials  for  the  building  and  ecjuip- 
ing  of  ships  of  war,  and  to  proceed  in  the  work  by  degrees,  in  proportion,  as  our 
isourccs  shall  render  it  practicable,  without  inconvenience;  so  that  a  future  war  of 
urope,  may  not  find  our  commerce  in  the  same  unprotected  state  in  which  it  was  found 
y  the  present."  • 

The  depredations  committed  upon  our  commerce  by  the  cruisers  of  European 
Dwers,  particularly  those  of  GreatBritain  and  France,  and' the  sull'ering  which  ensued 
lerefrom  to  our  seafaring  citizens,  were  the  causes  of  our  maritime  war  with  the  latter 
ition,  and  the  consequent  extension  of  our  naval  establishment. 

On  9  April,  1798,  the  Secretary  of  War,  who  was  charged  with  the  duty  of  super- 
itending  the  concerns  of  the  Navy,  as  well  as  those  of  the  Army,  addressed  to  the 
hairman  of  the  Committee  of  the  House  of  Representatives,  for  the  protection  of  com- 
erce  and  the  defence  of  the  country,  a  letter  recommending  building  or  purchasing 
?ssels,  with  estimates  for  building,  rigging  and  equipping,  three  ships  of  war,  to  carry 
J,  20  and  16  guns,  together  with  thecostof  manning  and  victualing  the  same  for  twelve 
onths.  Said  letter  and  estimates  were  submitted  to  Congress  early  in  April,  1798, 
id  on  the  27th  of  that  month  an  Act  passed,  entitled  "An  Act  to  provide  an  addi- 
onal  armament  for  the  protection  of  the  trade  of  the  United  States  and  for  other  pur- 
ises,"  authorizing  the  President  to  cause  to  be  built,  purchased  or  hired,  a  number 
'  vessels,  not  exceeding  twelve,  to  carry  not  more  than  23  guns  each,  to  be  armed, 
;ted  out  and  manned,  under  his  direction ;  and  appropriating  $950,000  to  carry  these 
revisions  into  effect. 

On  oO  April,  1793,  the  office  of  Secretary  of  the  Navy  was  established  by  law. 

On  3  !May,  1798,  Hon.  George  Cabot,  of  Massachusetts,  was  nominated  and  con- 
■med  as  Secretary  of  the  Navy,  but  declined  the  appointment. 

On  4  May,  1798,  another  Act  was  passed  authorizing  the  building  or  purchasing 
'  a  number  of  email  vessels,  to  be  equipped  as  galleys  or  otherwise,  and  stationed  in 
ich  jjorts  of  the  United  States  as  the  President  might  direct.  Eighty  thousand  dol- 
rs  was  ap])ropriated  lor  this  object. 

On  21  May,  1798,  Benjamin  Stoddert,  Esq.,  of  Georgetown,  in  the  District  of  Co- 
mbia,  was  appointed  to  the  office  of  Secretary  of  the  Navy,  and  in  June,  1798,  en- 
red  upon  the  duties  of  his  office  as  Secretary  of  tlie  Navy. 

From  this  date  we  commence  the  compilation  of  the  General  Register  of  the 
avy. 


14 


GENERAL  NAVY  REGISTER. 


OHAl^GE    OF    TITLES. 

Admiral— Created  by  Act  of  Congress  25  July,  18G6. 

Vice-Admiral— Created  by  Act  of  Congress  21  December,  1864. 

Rear  Admiral-       do.         do.  do.       16  July   1862         ,    ^      .    „  „ 

Medical  Directors  and  Medical  Inspectors,  )    —Created    by   Act   of    Congress    3 

Pay  Directors  and  Pay  Inspectors,  S  March,  1871. 

Purser  to  Paymaster— Act  of  Congress  22  June,  1860.  .   ,    ^    .  r^ 

1st  Assistant  Engineer  to  Passed  Assistant  Engineer,  )  Act  ot  Congress 

2d         do  do.     do.  Assistant  Engineer,  >    24  February, 

3d         do."  do.  (Abolished  Act  of  Congress  15  July.  1870.)  )  1874. 

Acting  Master's  Mates  to  Mates— Act  of  Congress  3  March,  1865. 

Cadet^Midshipman— Act  of  Congress  15  July,  1870. 


OFFIOEES  OE    THE  LINE. 


Admiral. 

Vice-Admiral. 

Rear  Admiral. 

Commodore. 

Captain. 

Commander. 

Lieutenant-  Commander. 


Lieutenant. 

Master. 

Ensign. 

Passed  Midshipman. 

Midshipman. 

Acting  Midshipman. 

Cadet  Midshipman. 


MEDICAL  CORPS. 


Medical  Director. 

Medical  Inspector. 

Surgeon. 

Passed  Assistant  Surgeon. 


Assistant  Surgeon. 

Acting  Passed  Assistant  Surgeon. 

Acting  Assistant  Surgeon. 


PAY    CORPS. 


Pay  Director. 
Pay  Inspector. 
Paymaster. 


Passed  Assistant  Paymaster. 
Assistant  Paymaster. 


ENGINEER  CORPS. 


Engineer-in-Chief. 

Chief  Engineer. 

Passed  Assistant  Engineer. 


Assistant  Engineer. 
Cadet  Engineer. 


NAVAL  CONSTRUCTION,  ETC. 


Naval  Constructor. 
Assistant  Naval  Constructor. 


Chaplain. 

Professor  of  Mathematics. 


OEEICERS  NOT  IN  LINE  OF   PROMOTION. 

.    Master's  Mate  and  Acting  Master's  Mate. 

WARRANT  OFFICERS. 


Boatswain. 
Gunner. 


Carpenter. 
Sailmaker. 
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Abbot,  Charles  \V. 

Purser,  2  September,  \S^>V>.  Pay  Inspector,  :i  March.  1871.  Pay  Director,  3  July,  1871. 
Abbot,  Francis  O. 

Acting  Ensign,  11  May,  1864.     Resigned  5  May,  1865. 

Abbot,  Joel. 

Miclshipnian,  18  June,  1812.    Lieutenant,  1  April,  1818.    Commander,  8  Detember, 
15138.    Captain,  3  October,  1850.     Died  14  December,  1855. 
Abbot,  Trevett. 

Midslii])man,  13  October,  1848.  Passed  Midshipman,  15  June,  1N5I.  ISIaster,  KJ 
Sei)tember,  1855.  Lieutenant,  7  January,  185().  Lieutenant-Commander,  HJ 
July,  1S(12.   Commander,  13  December,  1SU7.     Died    27  October,  1809. 

Abbot,  ivaltor. 

Midshipman,  2  December,  1859.    Ensign,  25  November,  1862.    Lieutenant,  22  Feb- 
ruary, 1804.    Lieutenant-Commander,  25  July,  1800.     Died  3  February,  1873. 
Abbott,  Charles. 

Acting  Second  Assistant  Engineer,  14  August,  1804.     Resigned  5  .June,  1865. 

Abbott,  Charles  F. 

Acting  Assistant  Paymaster  24  April,  1805.     Discharged  10  December,  1865. 

Abbott,  DaTi<l  M. 

Acting  Ensign  and  Pilot,  3  May,  1864.     Acting  Master  and   Pilot,  9  November, 
ist)4.     Honorably  discharged  20  June,  1865. 
Abbott,  George  C 

IJoatswain,  31  January,    802.     Resigned  3  April,  1866. 
Abbott,  Cjicorjje  P. 

Mate,  17  December,  1803.    Honorably  discharged  12  August,  1865. 

Abbott,  lixaac  A. 

Mate,  2  February,  1863.    Acting  Ensign,  19  January  1864.     Honorably  discharged 
25  Decern  I  )er,  1865. 
Abbott,  I^aac  II. 

Midshipman,  lU  May,  1820.     Dropped  since  1824. 
Abbott,  Janios  \V. 

Midshipman,  1  May,  1822.     Resigned  23  May,  1826. 
Abbott,  J.  FraiieiM. 

.Midshipnum,  27  December,  1837.  Passed  l^Iidshipman,  29  June,  1813.  Master,  14 
October,  1850.  Lieutenant,  22  Ai)ril,  1851.  Reserved  List,  13  September,  1855. 
Comn\ander  Reserved  List,  4  April,  1807.     Died  1870. 

.4bl»ott,  J.  (aiirley. 

>bitc.  :'.  December.  18i">:;.     Honorably  discharged  7  December,  1805. 

Abbott,  John  P. 

Purser,  1  October,  1852.     Resigned  1  September,  1H50. 
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Abbott,  Jobn  S. 

:Mi(lsliii)iimn,  23  Scptem])cr,  18G4.   Graduated  June,  1870.    Ensign,  13  July,  1871. 
^Master,  8  November,  1874. 
Abbott,  Nainiiel  W. 

Assistant  Surgeon,  24  January,  1802.     Resigned  27  May,  1874. 

Abbott,  Stcpbeii  A. 

Mate,  18  Ai)ril,  18G4.     IIonora])ly  discharged  25  July,  1865. 

Abbott,  Thomas  C. 

Midshipman,  6  December,  1814.     Last  ajipearance  on    Records  of  Navy  Depart- 
ment, 30  Sejitember,  1815. 

Abbott,  Walter. 

ISIidshipman,  1  January,  1812.    Lieutenant,  5  March,  1817.     Died  12  July,  1825. 

Abbott,  William  A. 

]\Ii(lshipman  13  October,  1848.     Resigned  27  October,  1852. 

Abbott,  Williaiu  A. 

]\Iate.     Acting  Ensign,  13  October,  1862.     Honorably  discharged  30  October,  1865. 

Abcll,  Jobn  II. 

Acting  Assistant  Paymaster,  5  April,  1865.     Honorably  discharged  24  September, 
1865. 
Abell,  Walter  B. 

Mate,  2  February,  1865.     Honorably  discharged  10  November,  1865. 

Aberorombie,  Alexander  R. 

Midshipman,  19  October,  1841.     Dismissed  28  August,  1849. 

Abercrombie,  J.  B. 

Midshipman,  1  January,  1817.     Died  2  March,  1819. 

Abernetliy,  Angrustus  H. 

Acting  Assistant  Surgeon,  28  January,  1865.     Honorably  discharged  10  October, 
1865. 

Abernethy,  John  J. 

Assistant  Surgeon,  9  February,  1837.    Passed  Assistant  Surgeon,  11  March,  1843. 

Surgeon,  7  November,  1850.    Retired  List,  29  October,  1868.    Medical  Director 

Retired  List,  3  March,  1871.     Died,  28  October,  1879. 
Abernitbe,  Jolin. 

Midshipman,  1  September,  1811.     Resigned  20  May,  1814. 

Abjornson,  August. 

Acting  Third  Assistant  Engineer,  14  October,  1864.  Honorably  discharged  23  Octo- 
ber, 1867. 

Able,  Augustus  H. 

Third  Assistant  Engineer,  21  February,  1861.   Second  Assistant  Engineer,  21  April, 
1863.    First  Assistant  Engineer,  1  December.  1864.    Chief  Engineer,  20  Novem- 
ber, 1874. 
Abrahams,  Benjamin. 

Acting  Assistant  Paymaster,  14  December,  1864.     Discharged  24  September,  1865. 

Abrames,  Isaac  S. 

Acting  Third  Assistant  Engineer,  15  November,  1861.    Resigned  11  February,  1862. 

Abrams,  James. 

Acting  Second  Assistant  Engineer,  11  August,  1864.     Resigned  6  June,  1865. 

Aby,  Charles  W. 

Midshipman,  8  February,  1840.    Passed  Midshipman,  11  July,  1846.     Master,  3S 
September,  1854.    Lieutenant,  24  May,  1855.     Died  16  October,  1856. 

Acker,  Edward  O. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 

Ackerman,  Thomas  F. 

Acting  First  Assistant  Engineer,  1  October,  1862.   Resigned  3  June,  1864. 
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Aoklcy,  CiiarlOiH. 

Mute,  22  Noveml.iT,  18r.2.     Acting,'  Eiisjcrn,  31   October,  1803.     Acting  Master,  10 
July,  18(i4.     Honorably  (lischarf,'t'(l  27  .June,  1808. 
AckU\y*  Henry. 

Assistant  Surgeon,  30  July,  ISOl.     Retired    List,  20  June,  1804.     Died  1  Decem- 
ber, ]S<in. 

Afkk'y,  Isaac. 

Acting  Second  Assistant  Engineer,  12  May.  isc,}.     Resigned  1!»  June,  1865. 
Ackley,  John  II. 

Assistant  Surgeon.  24  January,  lSti2.     Passed   Assistant  Surgeon,  5  Marcli,  1800. 
Surgeon,  8  June,  1873.     Died  11  September,  1874. 
Aokloy,  Soth  M. 

Midshipman,  4  October,  1802.     Graduated,  June,  1800.     Ensign,  12  March,  1808. 
Mnster,  2()  March,  ISO'J.    Lieutenant,  21  March,  1870. 
AokMurtli,  M'illiain  F. 

Mate,  14  November,  1862.   Acting  Ensign,  5  February,  1803.     Dismissed  27  June, 
18(i3. 

Adair,  Koborf. 

Acting  Ensign,  1  November,  1804.     Honorably  discharged  23  September,  1803. 
Adair,  William  I>. 

Acting  Scc<)n<l  Assistant  Engineer,  26  December,  1801.    Acting  First  Assistant  Engi- 
neer, I'J  November,  18(J3.     Died  11  October,  1804. 
.AdaniN,  .ilexandor. 

(.'arjjcntcr,  18  March,  1800.     Last  appearance  on  Records  of  Navy  Department. 
AdaniM,  Alfred  IS. 

Acting  Assistant  Paymaster,  2  July,  1803.     Resigned  28  June,  1804. 
AdainH,  Atkinn. 

Master,  18  January,  1809.     Last  appearance  on  Records  of  Navy  Department. 
Adams,  €as»illy. 

Mate,  24  January,  1863.   Acting  Ensign,  3  October,  1863.     Honorably  discharged 
15  September,  1805.  ° 

Adams,  diaries  A. 

Acting  Midshipman,  23  July,   1863.     Graduated  June,  1808.     Ensign,  19  April, 
1809.   Master,  12  July,  1870.    Lieutenant,  8  November,  1873. 
Adams,  Charles  C. 

Acting  Assistant  Paymaster,  6  May,  1861.     Honorably  discharged  7  October,  1865. 
Adams,  Charles  F. 

Mate,  27  January,  1803.    Acting  Gunner,  25  June,  1864.     Honorably  discharifcd  5 
May,  lb05. 

Adams,  Charles  m. 

Acting  Third  Assistant  Engineer,  4  June,  1804.     Honorably  discharged  20  March, 
180G. 
Adams,  Charles  W. 

Mate.    Acting  Ensign,  25  September,  1802.    Acting  Master,  20  July,  1804.     Hon- 
orably disciiarged,  0  June,  1808. 
Adams,  Cyrus  U. 

Acting  Second  Assistant  Engineer,  4  January,  1804.   Acting  First  Assistant  Engi- 
neer, 12  June,  1805.     Honorably  dischargeil  29  October,  1805. 
Adams,  David  P. 

C'iiaplain,  U)  May,  1811.     Died  September,  1823. 
Adams,  Fnos  O. 

Mate.    Acting  Ensign, 21  January,  1863.    Acting  Master,  18  July,  1863.     Dismissed 
18  January,  1805. 
Adams,  Frank  <>. 

Mate.    Acting  Ensign,  30  May,  1863.     Died  23  May,  1865. 
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Adams,  George. 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  6  April,. 
1849.    Reserved  List,  13  September,  18o5.     Died  19  April,  1856. 

Adaiiiiii,  George  K. 

Midshipman,  1  August,  1864.  Graduated,  3  June,  1868.  Lost  on  board  Oneida,  24 
January,  1870. 

Adams,  George  W. 

Acting  Ensign,  28  January,  1863.  Acting  Master,  14  January,  1865.  Honorably 
dischargeii  24  February,  1866.  Acting  Master,  1 1  September,  1866.  Mustered 
out  November  10,  1868. 

Adams,  Henry  A. 

Midshipman,  14  March,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Captain,  14  September,  1855.  Commodore,  Retired  List,  16 
July,  1862.     Died  11  May,  1869. 

Adams,  Henry  A.,  Jr. 

Midshipman,  16  October,  1849.     Passed  Midshipman,  12  June,  1855.     Master,  16 
September,  1855.     Lieutenant,  11  May,  1856.     Lieutenant  Commander,  16  July, 
1863.     Commander,  35  July,  1866.     Captain,  28  March,  1877.    Died  1  February, 
1878. 
Adams,  James. 

Midshipman,  16  January,  1809.     Dropped  1815. 

Adams,  James  !>• 

Midshipman,  27  September,  1864.  Graduated  3  June,  1868.  Ensign,  19  Ai^ril, 
1869.     Master,  12  July,  1870.     Lieutenant,  15  September,  1873. 

Adams,  James  H. 

Master,  10  July,  1812.     Last  appearance  on  Records  of  Navy  Department. 

Adams,  James  H. 

Midshipman,  11  December,  1799.  Discharged  20  May,  1801,  under  Peace  Es- 
tablishment Act. 

Adams,  James  M. 

Third  Assistant  Engineer,  14  May,  1847.  Second  Assistant  Engineer,  26  February, 
1851.  First  Assistant  Engineer,  15  December,  1853.  Resigned  3  August,  1862. 
Acting  First  Assistant  Engineer,  12  August,  1862.  Acting  Chief  Engineer, 
19  January,  1863.     Honorably  discharged  27  December,  1867. 

Adams,  Jeffrey  T. 

Acting  Assistant  Surgeon,  30  November,  1861.     Appointment  revoked  26  July, 
1862. 
Adams,  Jobn. 

Boatswain,  21  May,  1803.     Last  appearance  on  Records  of  Navy  Department,  24 
July,  1840. 
Adams,  John. 

Midshipman,  5  September,  1845.     Dropped  7  October,  1851. 

Adams,  John. 

Acting  Ensign,  30  July,  1863.  Acting  Master,  9  March,  1864,  Died  33  Febru- 
ary, 1867. 

/\dams,  John  Q. 

Midshipman,    3  July,   1835.     Passed   Midshipman,    22    June,  1841.     Master,  2;2 
March,  1848.     Lieutenant,  31  February,  1849.     Lost  in  Albany,  28  Sejjtember, 
1854. 
Adams,  John  Q. 

Gunner,  22  October,  1862.     Resigned  18  February,  1869. 
Adams,  Joseph  II. 

Midshipman,  8  December,  1831.  Passed  Midshipman,  23  June,  1838.  Lieu- 
tenant, 15  February,  1843.     Died  4  October,  1853. 

Adams,  J.  P.  B. 

Midshipman,  2  February,  1829.     Died  38  December,  1835. 
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AdaniN,  J.  T.  A. 

Acting  Assistant  Surgeon,  2   February,  Isfi:!.     Kcsigiu-d  'JO  .liinuary,   IsCm. 
AdaiiiH,  J.  Warren. 

Mate,  22  Juni',  1S(J3.     Acting   Ensign,  2.'j   June,  isci.     Honorably   disclmrgeil   12 
December,  1S05. 
AdaniM,  I^aRiio  P. 

Acting  Midsliipnian,  20  October,  l.sno.  Ensign,  Ki  September,  \st','2.  Lieutenant, 
22  February,  1804.     Lieutenant-Conunander,  2.")  .Iiih ,  l^OC.     Died   11   January, 

i.soa. 
AdaniN,  BTapoIooii  II. 

Acting  Midshipman,  25  January,  l.sli).     Drojiped    12  July,  l.sl'.i. 
AdaiiiM,    IVoMtoii  II. 

Assistant  Surgeon,  24  January,  1802.     Passed   Assistant  Surgeon,  5  Murch,  1800, 
Surgeon,  G  June,  18(i8.     Died   17  Novendter,   18C>!). 
Adams,  Pot  or. 

Hoafswain,  2.'>  August,  1809.     Killed  in   action   1    June,   isi;{. 
AdaiiiH,  I{ic'liar<l. 

Acting  Master,  0  September,  1801,  without  pay.  Appointment  revoked  25  Feb- 
ruary, 1803. 

Adams,  Robert. 

.Midshii)man,  18  May,  1809.     Last  appearance  on  liecords  of  Navy  Department, 
18  September,  1809. 
Adams,  Robert. 

Acting  Master,  24  December,  1801.     Dismissed  27  June,  1802. 
.4dams,  Roderiek  R. 

^lidsliipman,  2  ^lay,  1815.     Drowned  August,  1819. 
AdauiH,  Samuel  li. 

Acting  Assistant  Surgeon.  Resigned  81  May,  1804, 
Adams,  Samuel  W. 

Midsliii)nuin,    1    January,  1808.      Lieutenant,    24    July,    1813.      Commander,    11 
March,  1829.     Died   1  January,  1831. 
Adams,  Samuel  W, 

Master,  3  July,  1813.     Last  appearance  on  Records  of  Navy  Department. 
Adams,  S.  Wardell. 

Midshipman,  18  June,  1812.      Resigned    18  July,  1815.      Midshipman,   10  May, 
1810,     Died  1820. 
Adams,  Slierniau  W. 

Acting  Assistant  Paymaster,  10  March,  1802.     Resigned   11   October,   1804. 
Adams,  Silas. 

Acting  Third  Assistant  Engineer,  13  June,  1803.     Died  2  February,  1804. 
Adams,  \%  .  II. 

:Mi(lshipman,  27  April,  1832.  Passed  Midshipman,  8  July,  1839.  Died  8  No- 
vemljcr,  1^12. 

Adams,  IVilliam. 

Sailmaker,    13    July,  1830.      Last  appearance  on  Records  of  Navy    Department. 
Adams,  IVilliam  Henry. 

Acting  Third  Assistant  Engineer,  14  April,  1805.     Honorably  discharged  20  July, 
1805. 
.4dams,  \¥,  91.  E. 

Midslii])nian,   7  June,  1831.     Passed   Midshipman,  23  June,  1838,     Dismissal  9 
July,  1811. 
Adamsoii,  Alfred. 

Third  Assistant  Engineer,  13  May,  1801.  Second  Assistant  Engineer,  17  December, 
18()2.  First  Assistant  Engineer,  1  January,  1805.  Chici"  Engineer,  19  May. 
1879, 


20  GENERAL  NAVY  KEGISTER. 

AdaniAoii,  Saiuiicl  £. 

Mate,  10  July,  ISd:;.     Honorably  discharged  30  November,  1865. 

Addiokiii,  Joseph  T, 

Assistant   Paymaster,  23    October,   18G9.      Past    Assistant   Paymaster,  4  March, 
1875. 
AddiNOii  Joliii. 

Chaplain,  3  March,  1825.     Resigned  25  February,  1828. 

Addison,  Joseph. 

Acting  Gunner,  7  April,  1863.     Honorably  discharged  29  November,  1865. 

Addison,  S.  Ridout. 

Assistant  Surgeon,  20  June,  1838.     Passed  Assistant  Surgeon,  25  November,  1844. 
Surgeon,  22  September,  1854.     Died  28  August,  1860. 

Adee,  Ang. 

Surgeon's  Mate,  15  July,  1824.     Surgeon,  3  January,  1828.     Died  33  February, 
1844. 

Adkins,  John. 

Actinf  Third  Assistant  Engineer,  26  November,  1862.     Appointment  revoked  18 
September,  18G3.     Acting    Second    Assistant    Engineer,    10   December,    1863. 
Honorably  discharged  13  July,  1865. 
Adkins,  William  E. 

Mate,  1  August,  1864.     Resigned  17  February,  1865. 

Adler,  Augnst. 

Mate.     Acting  Ensign,  3  July,  1863.     Honorably  discharged  2  May,  1868. 

Adiington,  Francis. 

Mate,  9  June,  1862'.     Died  12  November,  1862. 

Agnew,  John. 

Acting  Third  Assistant  Engineer,  10  December,  1864.     Honorably  discharged  26 
August,  1865. 

Agnew,  John  P. 

Acting  Assistant  Surgeon,  19  March,  1864.     Resigned  12  May,  1864. 

Agnew,  Richard. 

Carpenter,  12  January,  1874. 

Ahrens,  A.  H. 

Mate,  17  November,  1864.     Resigned  17  June,  1865. 
Aiken,  Edmund  C 

Mate,  28  July,  1863.     Resigned  22  June,  1864.     Mate,  5  April,  1865.  Appointment 
revoked  8  August,  1866. 
Aiken,  George  W. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  3  Decern 
ber,  1865. 
Aiken,  Josiali  B. 

Acting  Boatswain,  1  September,  1863.     Appointment  revoked  10  August,   1864. 
Acting  Boatswain,  6  September,  1864.     Boatswain,  24  March,  1866. 
Aiken,  W.  Applet  on. 

Acting  Assistant  Paymaster,  10  August,  1861.     Resigned  12  December,  1861. 

Aimee,  Jacob. 

Gunner,  5  December,  1861.     Killed  on  Mercedita,  31  January,  1863. 
Ainsworth,  Charles. 

Acting  Ensign,  3  August,  1863.     Honorably  discharged  14  July,  1866. 
A  it  ken,  Hugh. 

Surgeon's  Mate,  15  July,  1800.     Died  17  September,  1806. 
Albert,  Charles. 

Mate,  11  January,  1862.     Dismissed  3  December,  18G2. 
Albert,  John  S. 

Third  Assistant  Engineer,  8   September,  1855.      Second  Assistant  Engineer,  21 
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July,   1858.      First  Assistant   En^'ineer,  HO  Aiij,'ust,   1859.     Chief  Encineer    "9 
October,  18GI.     Died  3  July,  1880. 
Albert,  Niciiioy. 

Thirtl  Assistunt  Engineer,  11  April.  1859.  Second  Assistant  Eii<,'ine(r,  17  J)»<,i]ji- 
ber,  18()1.  First  Assistant  Engineer,  17  March,  1803.  Chief  Engineer  21  March 
1870.     Resigned  31  December,  1872. 

Albro,  €Sar<liier  I>. 

Acting  Second  Assistant  Engineer,  20  December,  18(52.  Honorably  discharged  19 
August,  ls(i5. 

Albro,  Ciii'orBO  I^. 

< Jiiiiiur,  II  .1  une,  1802. 
Albiiry,  William  II. 

Acting  Master  and  Pilot,  21  November,  1804.     Honorably  discharged  14   Decem- 
ber, i.s(;5. 
Albv,  Solli  B. 

Mi<lshiinnan,  18  June,  1812.     Resigned  4  March,  1814. 
Alcorn,  JaiiiCH. 

Master,  2'.J  June,  1812.     Discharged  18  April,  1814. 
Alcorn,  James  F. 

Acting  Master,  28  April,  1802.      Honorably  discharged  14  May,  1807.     Acting 
Master,  29  July,  1807.     Mustered  out  1  July,  1808. 
Allien,  Charles  II. 

Chaplain,  23  April,  1841.     Died  24  September,  1840. 
Alden,  Humphrey. 

Master,  3  October,  1811.     Resigned  8  June,  1812. 
Alden,  James. 

Midshipman,  1  April,  1828.     Passed  Midshijiman,  14  June,  1834.     Lieutenant,  25 
February,  1841.     Commander,  14  September,  1855.     Captain,  2  January,  1803. 
Commodore,  25  July,  1800.      Rear- Admiral,   19  June,  1871.      Retired  list,  31 
March,  1872.     Died  0  February,  1877. 
Alden,  James  ^I. 

Acting  Ensign,  20  August,  1803.     Acting  Master,  0  January,  1805.     Honorably 
discharged  31  December,  1805.     Secretary  to  Admiral  Porter,  20  July,  1800. 
Alden,  Robert  ^y. 

Midshipman,  1  May,  1822.     Dismissed  14  November,  1831. 
Aldrieh,  Arthur  F. 

Mate,  11  October,  1804.     Acting  Ensign,  28  June,  1805.     Honorably  discharged 
25  October,  1807. 
Aldrieh,  U.  G. 

Mate,  -jy  August,  1802.     Resigned  24  September,  1802. 
Aldriek,  Samuel. 

Midshipman,  7  .luly,  1800.     Discharged  30  April,  1801. 
Alflridge,  Fdmund  W. 

Acting  Second  Assistant  Engineer,  19  April,  1802.     Appointment  revoked  1  July, 
1802. 
Aldridge.  John  II. 

ActiiiLT  Assistant  Surgeon,  4  December,  1803.     Dismissed  28  December,  1803. 
AldridKe,  Kiehard. 

Acting  Third  Assistant  Engineer,  28  July.     Discharged  10  October,  1805. 
Alexander,  A.  A. 

Miflshipnian,  1  Sei)tember,  1811.     Resigned  19  June,  1824. 
Alexander,  Adam  C-. 

Acting  .Midshijjman,  23   November,  1859.     ICnsign,  10  September,  1802.     Died  24 
February,  1804. 
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Alexander,  Alexander. 

Midshipinan,  2  March,  17'JSI.     Resigned  6  February,  1800. 
Alexander,  €lieriali  H. 

Acting  Carpenter,  2  June,  1864.     Honorably  discharged  9  November,  1865, 

Alexander,  Francis. 

]\Iidsliipman,  27  Mav,  1825.  Passed  Midshipman,  22  June,  1841.  Lieutenant,  7 
March,  1849.     Died  11  May,  1849. 

Alexander,  George  W. 

Third  Assistant  Engineer,  31  October,  1848.  Second  Assistant  Engineer,  16  Feb- 
ruary, 1852.     First  Assistant  Engineer,  27  June,  1855.     Resigned  5  April,  1861. 

Alexander,  CiScrard. 

Assistant  Surgeon,  1  May,  1850.     Resigned  8  March,  1856. 

Alexander,  Horace  E. 

Acting  Ensign,  9  June,  1863.     Appointment  revoked  24  December,  1863. 

Alexander,  Jolin. 

First  Assistant  Engineer,  4  March,  1842.     Disrated  to  Second  Assistant  Engineer, 
88  July,  1845.     First  Assistant  Engineer,  26  February,  1851.     Died  26  January, 
1863. 
Alexander,  Joseph  I>. 

Third  Assistant  Engineer,  13  March,  1847.     Resigned  25  August,  1847. 

Alexander,  Joseph  W. 

Acting  Midshipman,  21  September,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  11  March, 
1861.     Dismissed  5  July,  1861. 

Alexander,  Nathaniel. 

Midshipman,  30  November,  1814.     Resigned  1  June,  1821. 

Alexander,  JVeil. 

Mate,  28  October,  1861.     Deserted  20  August,  1862. 

Alexander,  Richard  H. 

Actinf  Third  Assistant  Engineer,  20  August,  1863.     Resigned  17  November,  1864. 

Alexander,  Samuel. 

Master,  26  November,  1814.     Resigned  15  Mftrch,  1815. 

Alexander,  William  H. 

Midshipman,  1  March,  1825.     Resigned  10  November,  1827. 

Alexis,  Liouis. 

Midshipman,  15  July,  1798.  Lieutenant,  4  March,  1807.  Commander,  10  Decem- 
ber, 1814.     Resigned  17  September,  1827. 

Alford,  Edward. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  15  June,  1864.     IIonoral)ly  dis- 
charged 9  April,  1866. 
Alger,  William  H. 

Mate,  18  August,  1863.     Honorably  discharged  30  September,  1865. 

Allan,  John  W. 

Acting  Third  Assistant  Engineer,  6  September,  1804.     Honorably  discharged  5 
July,  1865. 
Allderdice,  William  H. 

Cadet  Engineer,  14  September,  1876.     Graduated  10  June,  1880. 

Allderdice,  Winslow. 

Cadet  Midshipman,  17  June,  1870.  Graduated  1  June,  1874.  Ensign,  17  July,  1875. 
Resigned  31  August,  1880. 

Alice,  Presley. 

Midshipman,  18  May,  1809.     Resigned  5  November,  1810. 

Allen,  Abraham. 

Actiuf  Master,  29  October,  1861.     Honorably  discharged  30  Sei^tember,  1865. 

Allen,  Alfred  W. 

Mate,  4  March,  1870.     Resigned  11  March,  1873. 
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Allen,  Aleck. 

Acting  Muster,  17  October,  ISGl.     Dismissed  23  May,  1802. 
Allen,  Alexander  It. 

Mute,  4  April,  1«G4.     Discharged  12  September,  1865. 
Allen,  AinoH  I>. 

Acting  Assistant  Paymaster,  21  October,  1804.     Honorably  discharged  3  Septem- 
ber, laG.j. 

Allen,  Hurt.  O. 

Acting  Ensign,  0  December,  1804.     Honorably  discharged  17  September,  1805. 
Allen,  Itowen. 

Acting  Muster,  11  November,  1801.     Honorably  dischurged  25  November,  1805. 
Allen,  llnrK^eHM  I>. 

(Junncr,  21  November,  1851.     lietired  list  2  December,  1870. 
Allen,  Caleb. 

.Mi.lshipman,  13  November,  1799.     Discharged  20  Muy,  IMOI,  nnder  Peace  Estab- 
lishment Act. 
Allen,  Charles  N. 

.Vcting  Third  Assistant  Engineer,  7  September,    1804.     Honorably  discharged  5 
July,  ISIJo. 
Allen,  I>rnry  "N. 

Mi(lslni)man,  11  May,  1802.     Resigned  17  September,  1803. 
Allen,  Kbenezer. 

Carpenter,  27  June,  1810.     Resigned  1  May,  1811. 
Allen,  Edward. 

Midshipman,  22  January,  1838.     Dismissed  9  August,  1845. 
Allen,  Edward. 

Acting  Third  Assistant  Engineer,  5  July,  1802.    Acting  Second  Assistant  Engineer, 
10  October,  1803.     Appointment  revoked  23  November,  1805. 
Allen,  Edtvard  Gray. 

Acting  Third  Assistant  Engineer,  21    February,  1805.     Honorably  discharged  8 
February,  1870.     Second  Assistant  Engineer,    1   December,  1S7U.     Dropped  14 
January,  1879. 
Allen,  £<lwin  J. 

Mute.   Acting  Ensign,  30  July,  1802.     Dismissed  30  September,  ia02. 
Allen,  Edwin  J. 

Boatswain,  3  May,  1870. 
Allen,  Francis  B. 

Third  Assistant  Engineer,  1  March,  1802.    Second  Assistant  Engineer,  15  October, 
1803.     Resigned  18  February,  1808. 

Allen,  Francis  P. 

Acting  Master,  12  October,  1801.     Died  24  May,  1863. 
.41Ien,  Frederick  II. 

Acting  Ensign,  18  May,  1804.     Honorably  discharged  13  August,  1865. 
Allen,  George  E. 

Acting  Third  Assistant  Engineer,  24  December,  1803.     Acting  Second  Assistant 
Engineer,  4  March,  1804.     Honorably  discharged  14  August,  1805. 

Allen,  George  M. 

Assistant  Paymaster,  3  March,  1879. 

Allen,  George  O. 

Acting  Assistant  Surgeon,  9  December,  1803.     Honorably  discharged  21  October, 
1805.    Assistant  Surgeon,  3  March,  1808.     Resigned  17  March,  1873. 

Allen,  George  W. 

Acting  Gunner,  9  Muy,  1802.     Appointment  revoked  30  October,  1805. 

Allen,  George  W. 

Acting  Assistant  Paymaster,  22  January,  1804.     Discharged  25  August,  1865. 
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Allen.  Henry. 

Acting  Master,  15  October,  1861.     Dismissed  13  January,  1863. 

Allen,  Henry  F. 

Acting  Third  Assistant  Engineer,  14  November,  1864.     Honorably  discharged  26 

February,  1808. 

Allen,  Henry  S. 

3Iate,  29  October,  1863.     Honorably  discharged  27  August,  1865. 

Allen,  Howard 

Master,  24  April,  1812.     Discharged  27  July,  1815. 

Allen,  H.  R. 

Acting  Third  Assistant  Engineer,  20  July,  1863.     Honorably  discharged  8  August, 

1865. 
Allen,  Isaae. 

Mate.     Died  24  May,  1865. 

Allen,  James. 

Acting  Third  Assistant  Engineer,  22  April,  1863.     Acting  Second  Assistant  En- 
gineer, 19  April,  1864.     Honorably  discharged  22  September,  1865. 

Allen,  James  ]V. 

Acting  Assistant  Surgeon,  10  June,  1861.     Resigned  21  October,  1861. 

Allen,  Jolin. 

Boatswain,  12  November,  1798.     Discharged  10  June,  1801,  under  Peace  Establish- 
ment Act, 

Allen,  John. 

Master,  1  July,  1805,    Dismissed  12  December,  1805. 

Allen,  John. 

Actino'  Third  Assistant  Engineer,  2   December,  1864,     Honorably  discharged  9 
February,  1868. 

Allen,  John  B.  A. 

Actino-  Third  Assistant  Engineer,  8   December,  1861.     Acting  Second   Assistant 
En<nneer,  14  November,  1862.     Honorably  discharged  5  October,  1865. 

Allen,  John  H. 

Actino-  Ensign,  12  December,  1862.     Acting  Master,  16  February,  1864.     Honor- 
ably discharged  12  December,  1865. 

Allen,  John  J. 

Mate,  18  May,  1863.     Resigned  22  August,  1864. 

Allen,  John  M. 

Midshipman,  1  February,  1823.     Resigned  13  February,  1824. 

Allen,  John  S. 

Acting  Assistant  Paymaster,  17  December,  1861.     Discharged  28  December,  1865. 

Allen,  liOiiis  J. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  6  January, 
1862.     First  Assistant  Engineer,   20   May,   1863.     Chief  Engineer,  4   March, 
1871. 
Allen,  Merwin. 

Acting  Ensign,  5  June,  1863.     Honorably  discharged  28  November,  1805. 

Allen,  Moses. 

Purser,  15  May,  1799.     Discharged  18  November,  1801,  under  Peace  Establishment 
Act. 
Allen,  Nathaniel  P. 

Mate,  26  December,  1862.     Appointment  revoked  1  April,  1863. 

Allen,  Oliver  P. 

Midshipman,  28  September,  1846.     Dismissed  17  June,  1851, 

Allen,  Robert  W. 

Acting  Assistant  Paymaster,  20  January,  1864.     Passed  Assistant  Paymaster,  23 
July,  1866.     Paymaster,  1  February,  1868. 
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Allen,  Snmnol. 

Midsliipiiiun.  11  December,  1799.     Discharged  30  April,  1801,  under  Peace  Estab- 
lishrneut  Act. 
Allon,  Naiiiiiol. 

Mi(lsliii)m:in,  l;}  December,  1800.     Discharged  30  A])ril,  IMOI,  under  Peace  Estab- 
lisliinent  Act. 

Alloii,  Saiiiiiol. 

Gunnir,  9  AI;iy,  18:16.     Resigned  1  March,  18:39.     Gunner,  :i December,  1841.     Died 

22  January,  1854. 

Allon,  Sliornian. 

Mate,  21  March,  18C2.     Appointment  revoked  0  October,  18<52. 
Allen,  Tlieodore. 

Third  Assistant  Engineer,  29  July,  1861.     Second  Assistant  Engineer  18  Decem- 
ber, 1S(;2.     Resigned  i:J  June,  1 865.  ' 
Allen,  TlioniaN. 

Acting  Assistant  Surgeon,  19  September,  186:3.     Died  10  February   1865 
Allen,  Meld  N. 

Acting  Midshipman,  24  May,  1852.  Midshipman,  20  June,  1H56.  Passed  Mid- 
sliipman,  29  April,  1859.  Master,  5  September,  1859.  Lieutenant,  24  Februaiy 
1861.  Lieutenant-Commander,  2  January,  186:3.  Commander,  25  July,  187l! 
Died  7  Feliruary,  1875. 

Allen,  M'illiani. 

Mate,  18  September,  1862.  Acting  Boatswain,  11  March,  186:J.  IJoatswain  13 
March,  1806.     Dismissed  24  February,  1868.  ' 

41Ien,  William. 

Gunner,  20  December,  1858.     Dismissed  3  March,  1860. 
411en,  William  A.  II. 

Third  Assistant  Engineer,  21  April,  1863.     Second  Assistant  Engineer,  25  July 
1864.     First  Assistant  Engineer,  22  November,  1872. 
lllen,  IViliiam  K. 

Tliird  Assistant  Engineer,  1  March,  1862. 
iUen,  AVilliam  B. 

Acting  Third  Assistant  Engineer,  5  February,  1864.  Appointment  revoked  10 
March,  1865. 

illen,  IVilliam  €. 

Midshipman,  2  February,  1819.     Died  1831. 
illen,  William  II. 

Midshipman,  28  Ai)ril,  1800.     Lieutenant,   17  February,   1S07.     Commander    24 
July,  1SI:3.     Killed  in  action  14  August,  1813. 
kllen,  William  II. 

Midsliipman,  1  January,  1808.     Lieutenant,  24  July,  181:3.     Killed  in  action  with 
Pirates,  November,  1822. 
kllen,  William  Henry. 

Acting  Third  Assistant  Engineer,  3  September,  1864.  ll.>n..r:d.lv  disfliarjreil  10 
January,  1867.  '  ^ 

kllen,  Wiiliam  II. 

Cadet  Midshipman,  26  September,  1862.  Graduated  20  June  1S76  Fnsirrn  "■> 
November,  1877.  °  '  " 

llley,  Frederick  C. 

Acting  Assistant  Paymaster,  26  September,  18G3.  Discharged  25  August,  1865 
Assistant  Paymaster,  21  February,  1867.  Passed  Assistant  Paymaster,  25  January- 
1870.    Died  26  October,  1879.  *" 

lllyn,  Ciiordon  I^. 

Acting  .Ma>tcr,  24  May,  1861.     Ajjpointment  revoked  29  October,  1802. 
Lllyn,  Xoali  I^. 

Acting  Master,  14  August,  1861.     Appointment  revoked  5  September,  1802. 
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.illibono,  Charles  O. 

Midsliipinan,  24  July,  18(53.     Graduated,  SeptemDer,  186T.     Ensign,  18  December, 
1808.     Master,  2rMarch,  1870.     Lieutenant,  U  November,  1871. 
Allino,  Beniainiii. 

Purser,  28  October,  1798.     Died  22  September,  1804, 

Ailing,  Goorge  B. 

Mate,  1802.     Resigned  28  July,  18G2. 

Allingliani,  Jaiiics  J. 

Assistant  Surgeon,  21  December,  1861.     Passed  Assistant  Surgeon,  8  May,  1865. 
Died  14  October,  1865. 

Allis,  E.  II. 

Acting  Assistant  Surgeon,  25  January,  1862.     Lost  on  Bainbridge,  August,  1863. 

Allison,  Burgess. 

Chaplain,  3  March,  1823.     Died  20  February,  1827. 

Allison,  Jacob  S. 

Midshipman,  10  May,  1820.     Resigned  10  March,  1822. 

Allison,  Oscar  W. 

Third  Assistant  Engineer,  1  February,  1862.  Second  Assistant  Engineer,  15  Octo- 
ber, 1863.     Resigned  8  December,  1869. 
Allison,  Richard. 

Midshipman,  6  June,  1836.    Passed  Midshipman,  1  July,  1842.     Died  5  May,  1847. 

Allison,  Richard  T. 

Purser,  30  October,  1849.     Dismissed  6  May,  1861. 

Allison,  Thomas. 

Midshipman,  15  November,  1810.     Resigned  19  April,  1813. 

Allison,  William  R. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department. 

Allnian,  Philip. 

Acting  Second  Assistant  Engineer,  27  November,  1863.     Discharged  23  January, 
1866. 
Allphin,  Henry  Z. 

Mate,  21  March,  1864.     Honorably  discharged  1  November,  1865. 
Allston,  Millegan. 

Midshipman,  27  October,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Allston,  Thomas  P. 

Midshipman,  15  February,  1840.     Resigned  6  October,  1840. 

Almand,  Albert. 

Midshipman,  10  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.     Died  31  May,  1857. 

Almey,  Thomas  A. 

Mate,  1861.     Killed  in  action  20  May,  1862. 

Alms,  Herman. 

Mate,  5  June,  1803.     Resigned  31  December,  1864. 
Almy,  Frederick  C. 

Mate,  21  July,  1863.     Honorably  discharged  11  January,  1866. 
Almy,  George  B. 

Acting  Master,  9  October,  1861.     Appointment  revoked  7  July,  1864. 
Almy,  John  J. 

Midshijjman,  2  February,  1829.    Passed  Midshipman,  3  July,  1835.    Lieutenant,  8 
March,  1841.    Commander,  24  April,  1861.  Captain,  3  March,  1865.  Commodore, 
31   December,   1869.   Rear-Admiral,  24   August,    1873.     Retired  list,  24  April, 
1877. 
Almy,  John  W. 

Mate,  13  January,  1863.    Acting  Ensign,  24  May,  1864.     Honorably  discharged  15 
December,  1868. 
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iluiy,  Tlioninm  C. 

Master,  20  June,  1812.     Last  appearance  on  Records  of  Navy  Department. 
klNoii,  Robert  W. 

A(  tinj^  Ensign,  22  May,  1803.     Honorably  discharged  30  Novcnil^er,  ISO."}. 
Lltan'er,  iHuac  IH. 

Actin<»   Assistant   Paymaster,   24  June,   1S(;|.     IIonDraMv  tliscliarged  20  March, 

istlti. 

Lltliuii,  (iioorKO. 

Acting  Third  Assistant  Jjngincer,  19  March,  1804.     Ilononibiv  discharged  13  Oc- 
tober, 1805. 
klwyii,  John  C 

Mastir,  2")  May,  1812.    Lieutenant,  24  SeptcmbiT,  1812.     Killed  in  action   2U  De- 
cember, 1812. 
Lniblcr,  Kd^ard. 

Midshipman,  2  April,  1804.     Resigned  30  June,  1804. 
Lnihlor,  JainoH  M. 

Assistant  Surgeon,  1  April,  1874.     Passed  Assistant  Surgeon,  l.T  June,  1877. 
Lmee,  Jacob. 

Gunner,  5  December,  1861.     Killed  on  board  Mercedita,  off  Charleston,  8.  C,  31 
January,  1803. 
imolniif!:,  Henry. 

Midshipman,  1  February,  1820.     Resigned  21  March,  1828. 
LnieH,  Howard  £. 

Assistant  Surgeon,  10  April,  1875.    Passed  Assistant  Surgeon,  7  June,  1878 
InieH,  Hudson  N. 

Acting  Second  Assistant  Engineer,  8  July,  1803.     Apjjointment  revoked  4  June, 
1804. 
imeH,  John  H. 

Third  Assistant  Engineer,  1  July,  1801.     Second  Assistant  Engineer.  18  December, 
1802.     Resigned  30  Septembe'r,  1805. 
inieM,  Mark  B. 

Acting  Ensign,  17  May,  1864.     Honorably  discharged  29  July,  1805. 
imes,  Pelhani  W. 

Acting  Assistant  Paymaster,  19  July,  1801.     Discharged  25  April,  1806. 
imes,  Samuel. 

Midshipman,  23  July,  1804.     Graduated  2  June.   1808.     Ensign,  19  April,  1809. 
Master,  12  July,  1870.     Resigned  3  January,  1873. 
imen,  Sullivan  D. 

Acting  Midshipman,  22  September,  1856.     Midshipman,  15  June,  1800.     Master, 
19   September,    1801.     Lieutenant,  10   July,    1802.     Lieutenant-Commander,  25 
July,  1806.     Commander,  0  January,  1874.     Died  22  November,  1880. 
imiHS,  Stephen. 

Acting  Ensign,  1  October,  1862.     Dismissed  2  March,  1863. 
ininien,  Daniel. 

Midshipman,  7  July,  1836.     Passed  Midshipman,  1  July,  1842.     Master,  10  May, 
1849.     Lieutenant,  4  November,  1849.     Commander,   10   July,  1802.     Captain, 
25  July,  1800.     Commodore,  1  April,  1872.     Rear-Admiral,  11   December,  1877. 
Retired  list,  4  June,  1878. 
Luiiiiernian,  ClmrlCH  II. 

Acting  Ensign,  2  January,  1863.     Acting  Master,  23  July,   1803.     Dismissed  0 
October,  1803. 
^mory,  Edward  I^. 

Acting   Midslii|)man,  1    October,  1862.     Graduated,   September,  1805.     Ensign,  1 
Deccml)er,  1800.     Master,  12  March,  1808.     Lieutenant,  26  March,  1869. 
.mory,  John  II. 

Midshipman,  19  August,  1823.     Resigned  10  May,  1824. 


28  GENERAL  NAVY  REGISTER. 

Amsden,  Cbarlcs  H. 

Cadet    Midshipman,   21  September,   1871.     Graduated,  June,   1875.     Ensign,  18 

July,  1870. 

Amsdeii,  George  W. 

Acting  Third  Assistant  Engineer,  5  June,  1863.     Honorably  discharged  8  Novem- 
ber, 1805. 
Anderson,  Addison  I>. 

Midshipman,  19  August,  1823.     Resigned  17  January,  1825. 

Anderson,  Antoni. 

Acting  Third  Assistant  Engineer,  17  October,  1864.  Honorably  discharged  18 
October,  1805.  Acting  Third  Assistant  Engineer,  9  March,  1807.  Mustered 
out  6  March,  1868. 

Anderson,  Asa. 

Acting  Third  Assistant  Engineer,  0  January,  1865.     Resigned  6  June,  1865. 

Anderson,  Benjamin  F. 

Midshipman,  3  March,  1831.     Resigned  23  June,  1838. 

Anderson,  Cameron. 

Purser,  29  February,  1848.     Died  25  June,  1852. 

Anderson,  Edward  C. 

Midshipman,  25  November,  1834.  Passed  Midshipman,  16  July,  1840.  Master,  30 
November,  1846.     Lieutenant,  27  February,  1847.     Resigned  25  October,  1849. 

Anderson,  Frank. 

Assistant  Surgeon,  24  May,  1875. 

Anderson,  George. 

Acting  Ensign,  14  August,  1863.     Resigned  17  April,  1805. 

Anderson,  George. 

Actino-  Third  Assistant  Engineer.     Lost  on  Narcisms,A:  January,  1866. 

Anderson,  George  C. 

Mate,  27  January,  1862.    Deserted  2  July,  1862. 

Anderson,  George  E. 

Carpenter,  14  June,  1861. 
Anderson,  James. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Died  28  De- 
cember, 1840. 
Anderson,  James. 

Gunner,  19  October,  1799.     Discharged. 

Anderson,  James  F. 

Actino-  Master,  10  February,  1802.     Appointment  revoked  21   November,  1868. 

Anderson,  John. 

Midshipman,  23  September,  1859.     Killed  in  action  24  April,  1862. 

Anderson,  John  D. 

Gunner,  7  August,  1837.     Resigned  10  April,  1840. 

Anderson,  John  W. 

Acting  Second  Assistant  Engineer,  20  October,  1861.     Resigned    25  November 
1862.     Acting  Second  Assistant  Engineer,  4  June,  1864.     Dismissed  5  Novem- 
ber, 1864. 
Anderson,  Joseph. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistant  En- 
gineer, 10  August,  1864.     Honorably  discharged  4  December,  1805. 

Anderson,  Justus  I>. 

Acting  Ensign,  6  May,  1864.     Honorably  discharged  28  June,  1865. 

Anderson,  Marlt  T. 

Midshipman,  1  January,  1825.     Dismissed  31  December,  1828. 

Anderson,  Nicholas. 

Mate,  7  April,  1865.    Mustered  out  23  July,  1870. 
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kiKlcrHon,  Peter. 

Artiii^' Second   Assistant  I^ngineer,  2m   May,  l^»ti;!.     Ildiiomhly   (list!lmr<,'i'(l  7    Di-- 
ceiiil)er,  l.s<38. 
LiiderNoii,  liiclinr<l. 

ActiiiLl  Tliirtl   Assistant  Engineer,    Ki   ()tt<»ber,    lS(il.     Acting  Second  Agsistunt 
Kiigineer,  0  Feliruury,  1Hi')',i.     Dismissed  9  March,  18G5. 

LiKlersoii,  RolM'rt. 

Mate,  4  August,  lN(i;j.     Resigned  5  DeceniKer,  isC}. 

LiidorNon,  Kobert. 

I'.oatswain,  H)  .lune,  1862. 
kiKlernoii,  Siiinuol. 

Surgeon's  Mate,  \,i  Jidy,  17J)!).     Surgeon,  25  August,  1800.     Disclmrged  2:J  July, 
1801,  under  Peace  Establishment  Act. 
LiKlt^rNoii,  Nniiiuel. 

.\cting  Assistant  Pavmaster,   11    August,  1862.      Honorably  discharged  8  July, 
18  Co. 

LiiderNon,  S.  J. 

Mate,  '6  Sei)teniber,  1863.     Died  27  January,  1864. 
LiKlerNOii,  TlioiiinN. 

Midshii)maii,  14  January,  1818.     Resigned  3  March,  1819. 
LUflerHoii,  ThoiniiH  O. 

Midshipman,  14  April,  1800.     Lieutenant,  24  March,  1807.     Resigned  21   August, 
1807. 
LiiflerMon,  W.  G. 

Midsliipman,  2   March,  1803.     Lieutenant,  9    December,   1814.     Died   November, 
1822. 
Liiderson,  William. 

Midshipman,  18  June,  1812.     Resigned  15  May,  1813. 

inderson,  IVilliaiii  £. 

Mate.     Resigned  30  June,  1863. 
Luders4on  W.  Henry. 

Acting  Assistant  Paymaster,  4  June.  1862.     Assistant  Paymaster,  30  June,  1864. 
Paymaster,  4  May,'l8G6.     Resigned  1(5  February,  1869. 
inderNOii,  Tl'illiain  H. 

Acting  Ensign,  31  October,  1863.     Honorably  discharged  3  July,  1865. 

LiiderNon,  William  II. 

Acting   Third  Assistant  Engineer,  27  August,  1862.      Acting   Second  Assistant 
Engineer,  10  June,  1864.     Honorably  discharged  20  Sejjteniber,  1865.     Acting 
Second  Assistant  Engineer,  8  June,  1866.     Mustered  out  20  January,  1868. 
Ludrade,  Cipriano. 

Third  Assistant  Engineer,  ".  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 18t;2.     First  Assistant  Engineer,  13  January,  1865. 
indreNS,  William  A. 

Acting  Second  Assistant  Engineer,  3  January,   1863.     Honorably  discharged   15 
October,  1S(;5. 

Liidrew,  Jaekson. 

Acting  Third  Assistant   Engineer,    17    June,    1864.     Honorably   discharged    12 
August,  1865. 

Liidre^'H,  A.  91. 

Mi.lshipman,  13  April,  1814.     Furloughed  15  August,  1819.     Dead. 

indreHH,  Collin  J. 

Mate,  29  October,  I8(i4.     Honorably  discharged  21  March,  1867. 

Ln<lreHH,  Daniel  W. 

Mate,  9  August,  1864.    Acting  Ensign,  19  November,  1864.  Honorably  discharged 
13  May,  1868. 
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Andrews,  Elijah  T. 

Midsliipman,  19  October,  1841.     Died  22  January,  1849. 

Andrews,  Francis  S. 

Acting  Tliird  Assistant  Engineer,  21  May,  1864.  Honorably  discharged  13  Octo 
ber,  lst)5.  Acting  Second  Assistant  Engineer,  19  December,  1866.  Musterec 
out  21  July,  1809. 

Andrews,  John. 

^Midshipman,  28  June,  1799.    Discharged  8  June,  1801,  under  Peace  Establishmeni 
Act. 
Andrews,  Joseph. 

Gunner,  24  November,  1823.     Died  19  October,  1832. 

Andrews,  Moses  Ii. 

Acting  Tliird  Assistant  Engineer,  28  February,  1863.  Acting  Second  Assistani 
Engineer,  9  July,  1864.     Honorably  discharged  7  August,  1865. 

An<lrews,  ST. 

Cliaplain,  16  August,  1816.     Died  1826. 

Andrews,  S.  C. 

Acting  Master,  9  October,  1861.     Resigned  27  November,  1861. 

Andrews,  Tlionias. 

Acting    Master,   29    October,    1861.      Appointment    revoked   4  February,   1864 
Acting  Master,  19  December,  1864.     Died  27  February,  1865. 
AndreMS,  William  B. 

Mate,  2  December,  1862.     Resigned  7  August,  1863. 
Angell,  IVathan  S. 

Sailmaker,  1  June,  1822.     Resigned  3  May,  1826. 

Angier,  Charles. 

Midshipman,  3  September,  1800.     Discharged  6  July,  1801. 

Angns,  George  W. 

Mate,  21  November,  1867.     Resigned  21  May,  1869. 

Angns,  Saninel. 

Midshipman,  6  November,  1799.     Lieutenant,  4  February,  1807.     Commander,  24 
July,  1813.     Captain,  27  April,  1816.     Dismissed  21  June,  1824. 
Ankers,  John  S. 

Mate.     Resigned  17  July,  1862.     Acting  Ensign,  27  October,  1862.     Honorablj 
discharged  28  October,  1865. 
Annan,  John  W. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 
Anson,  R.  £. 

Mate,  22  October,  1862.     Acting  Ensign,  31   July,  1863.     Acting  Master,  8  May 

1865.  Honorably  discharged  30  November,  1865.     Acting  Master,  4  January 

1866.  Resigned*13  June,  1868. 
Anthon,  George. 

Midshipman,  20  June,  1806.     Warrant  returned  7  July,  1811. 
Anthony,  Charles  M. 

Acting  Ensign,  18  December,  1863.     Acting  Master,  27  July,  1865.     Master,  11 
March,    1868.      Lieutenant,    18    December,    1868.     Lieutenant-Commander,  21 
April,  1878. 
Anthony,  John  G. 

Midshipman,  1  July,  1830.     Resigned  14  June,  1837. 
Anthony,  Joseph. 

Surgeon,  20  June,  1798.  Discharged  1  May,  1801,  under  Peace  Establishmen 
Act. 

Apgar,  Allen  S. 

Acting  Assistant  Paymaster,  1  September,  1863.  Honorably  discharged  19  Octo 
ber,'  1865. 
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App<>r1»y,  IVilliHiii. 

Act  ill-,'  First   Assistjint  Enf(iiic»'r,  17  December,  1802.     Renigncd  23  June,  1864. 
Api>loK»(<''«  ICeubfii. 

A<tiii;,' (tiiiiiur.     lUsij^'nufl  1$  .liiiu',   1SG4. 
Applotoii,  (liooru^c  II. 

M;ttc,  2  April,  1m;i.     lli'sij,'iie.l  18  January,  18(57. 
AppoI<l,  SiiiiiiK'I  A. 

Acting  Third  Assistunt  Enf,'inccr,  12  Marcli,  18f'):5.     Actinjj  Second  Assistant  En- 
gineer, 14  October,  18(54.     Honoral)ly  discharged   1  July,  1808. 
A  r  been  III,  Iloiirj-  P. 

ilatc,  2  Januarv,    18(54.      Acting  Ensign,  3  November,  1864.     Appointment  re- 
voked 2l»  July,  1805. 
Arboiia,  John  €i. 

Mate.     Hisignod  (5  March,  180:{. 
Arbiitlinot,  C  K. 

Acting  First  Assistant  Engineer,   1    October,   1802.      Ilonorably   discharged    20 
Novcnjber,  I8(i5. 
Arch  bold,  Saiiiiiol. 

Third  Assistant  Engineer,  27  May,  184:3.     Second  Assistant  Engineer,  28  July, 
181.").     First  Assistunt  Engineer,   10  July,    1847.      Cliief  Engineer,   11    March, 
1851.     Engineer-iuchief,  10  October,  1857.     Resigned  25  March,  1801. 
Archer,  Carson. 

Assistant  Surgeon,  23  July,  1850.     Declined  13  August,  1850. 
Arolior,  E<lwar<l  K. 

Third  Assistant  Engineer,  20  June,  1850.     Resigned  3  November,  1800. 
Arclier,  (.oorRC  W. 

Midsliipnuin,  1  May,  1822.     Last  appearance  on  Records  of  Navy    Department 
Dead. 
Archer,  John. 

Lieutenant,  8  November,  1798.     Discharged  30  April,   1801,  under  Peace  Estab- 
lishment Act. 
Archer,  Uiehartl  C 

Purser,  25  Ai)ril,  1812.     Died  24  June,  1824. 
Archer,  S(erliii{;. 

Surgeon's  Mate,  18   April,   1800.     Surgeon,  11   April,  1803.     Last  appearance  on 
Records  of  Navy  Department,  November,  1805. 
Archer,  Thomas  T. 

Acting  Third  Assistant  Engineer,  12  March,  1803.    Acting  Second  Assistant  En- 
gineer, 29  September,  1804.     Ilonorably  discharged  7  November,  1865. 
Arey,  .41bert  R. 

Mate,  19  June,  1803.     Api)ointment  revoked  19  November,  1804. 
Arey,  .4rlhnr  It. 

ilate,  13  September,  1804.     Ilonorably  discharged  23  January,  1807. 
Arey,  l>avi<l  II. 

Acting  Ensign,  3  May,  1804.     Resigned  29  May,  1805. 
Arey,  Henry. 

Acting  Ensign,  7  July,  1862.     Acting  Master,  9  August,  1804.     Acting  Volunteer 
Lieutenant,  5  September,  1804.     Ilonorably  tlischarged  11  October,  1807. 
Arey,  TlioiiiaH  S. 

A(  ting  KnsiL;M,  3  May,  18(54.     Honorably  discharged  29  July,  1865. 
Arey.  William  K. 

Acting  KiisiuMi,  7  September,  1864.     Resigned  21  April,  1865. 
ArkiiiM,  William. 

Mate,  5  August,  1803.     Ilonorably  discharged  21  December,  1865. 
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Arm  ant,  Terrence. 

Midshipman;  19  December,  1839.     Resigned  18  July,  1840. 

Arniandt,  Paul. 

Mate,  5  Marc'li,  18G3.  Acting  Ensign,  27  July,  1863.  Honorably  discharged  27 
February,  1S()G.     Mate,  8  July,  1807.     Mustered  out  12  March,  1868. 

Arinborg,  Ciiarles. 

Acting  Ht'cond  Assistant  Engineer,  1  September,  1863.     Honorably  discharged  24 
January,  1806. 
Arinoiitroiit,  George  TV. 

Acting  Midshipman,  23  November,  1861.  Graduated  22  November,  1864.  En- 
sio-if,  1  November,  1860.  Master,  1  December,  1806.  -Lieutenant,  12  March, 
imS.     Lieutenant-Commander,  20  March,  1869.     Died  13  August,  1875. 

Ariiiislead,  Robert. 

Carpenter,  M  March,  1800.     Discharged  18  July,  1801. 

Arniistead,  Robert. 

Midshipman,  13  July,  1814.     Last  appearance  on  Records   of  Navy  Department. 
Dead. 
Armour,  Samuel  I>. 

Midshipman,  15  November,  1809.     Dismissed  19  November,  1812. 

Arms,  Frank  H. 

Acting  Assistant  Paymaster,  14  April,  1864.  Passed  Assistant  Paymaster,  23 
July,  1866.     Paymaster,  14  October,  1871. 

Arms,  liyman. 

Cadet  Midshipman,  24  September,  1870.     Graduated  1  June,   1874.     Ensign,  17 
July,  1875. 
Armstrong,  Aaron  H. 

Acting  First  Assistant  Engineer,  10  December,  1803.  Honorably  discharged  18 
November,  1805. 

Armstrong,  Aeneas. 

Midshipman,  2  October,  1850.  Passed  Midshipman,  20  June,  1850.  Master,  22 
January,  1858.     Lieutenant,  20  September,  1800.     Resigned  21  November,  1800. 

Armstrong,  Caleb  II. 

Mate,  29  Deceml)er,  1802.     Acting  Ensign,   9  September,  1803.     Honorably  dis- 
charged 15  December,  1868. 
Armstrong,  Charles  W. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
3  March,  1831.     Died  27  February,  1850. 

Armstrong,  C.  W. 

Acting  Assistant  Paymaster,  30  March,  1805.     Discharged  7  October,  1865. 

Armstrong,  Francis. 

Midshipman,  3  May,  1815.     Furloughed  17  July,  1821.     Dead. 

Armstrong,  George. 

Acting  Second  Assistant  Engineer,  22  June,  1803.     Resigned  7  September,  1863. 

Armstrong,  G.  5f. 

Acting  Ensign,  15  July,  1803.     Appointment  revoked  20  November,  1803. 

Armstrong,  G.  W. 

Acting  Carpenter,  6  December,  1862.     Resigned  2  October,  1863. 

Armstrong,  Henry. 

Acting  Third  Assistant  Engineer,  21  December,  1861.  Acting  Second  Assistant 
Engineer,  26  November,  1862.     Dismissed  26  May,  1863. 

Armstrong,  James. 

Midshipman,  15  November,  1809.     Lieutenant,  27  April,  1810.     Commander,  8 
March,  1825.     Captain,  8  September,  1841.     Commodore,  Retired  list,  4  April, 
1807.     Died  25  August,  1868. 
Armstrong,  James. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Died  18 
September,  1854. 
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Arnmfroiie,  JniiiOM  F. 

Midsliijmiiiii,  7  Miirch,  1m;V3.     Passed  Midshipman,  23  June,  1838.     Lieutenant.  8 
December,  1842.     Commander,  8   June,    Ifsi'd.     Ciiptuin,   Retired   list,  4    Ajjril, 
18(57.     Ouptain,  Active  list,  from  27  September,   1800.     Retired  list,  2  Scptem- 
l.ir,  1S72.     Died  I'J  April,  1873. 
AriiiNlroii);,  J.  I>. 

Assistant  Surgeon,  27  May,  1812.     Last  appearance  on  Records  of  Navj*  Depart- 
ment, 1»24.     Dead. 
irniMfroiit;,  John. 

iloatswiiiii,  11  May,  1800.     licsifriicd  3  December,  1800. 
AriiiMlronti:,  JoHopli  Tl. 

Artiii^'  Jliisigii,  ;!U  .lanuary,  isnr,.      Honoraljly  discharged  7  August,  18C5. 
Ariiislroii);,  Ti.  II. 

Acting  Assistant  Surgeon,  28  Marcli,  1873. 
AriiiMtroii);,  TlioiuitH. 

Carixiitir   17  .June,  isi2.     Died  G  September,  1830. 
Ariii!«froii|;    TlioiiiaH. 

Acting  Third  Assistant  Engineer,  0  July,  18C4.  Honorably  discharged  1  ]\Iarch, 
1800 

ArniHtrons,  William  C. 

Aeting  Sciond   Assistant  Engineer,   1   October,  1802.     Honorably  discharged   10 
Deienil)er,  18(!;1. 
ArniMfroiiK,  William  ^I. 

Midshipman,  30  November,  1814.  Lieutenant,  3  March,  1821.  Commander,  8 
September,  1841.  Reserved  list,  13  September,  1855.  Captain,  Active  list, from 
24  March,  1855.     Died  28  June,  1801. 

AriiiHtroiig,  IVilliaiit  91. 

Acting  Knsigu,  23  January,  1804.     Ilonoraljly  discharged  17  August,  1805. 
iriiiMf  roil);,  William  UlrX. 

;Midslii2)man,  20  November,  1848.     Resigned  4  October,  1854. 
/irnaiid,  William  S. 

Mate,  19  November,  1802.     Honorably  discharged  29  August,  1860. 
iriiott,  John  P. 

Mate,  30  January,  1862.     Resigned   9  September,  1803.     Mate,   10  October,  1863. 
Acting  Ensign,  22  March,  1804.     Honorably  discharged  20  October,  1805. 
4rnold,  A.  C. 

Aiting  Third  Assistant  Engineer,  8  December,   1804.     Honorably  discharged  9 
June,  1800. 
4rnold,  CharloA  F. 

Midshipman,  14  October,  1862.     Graduated  June,  1866.     Ensign,  12  March,  1868. 
Master,  20  March,  1809.     Lieutenant,  21   March,   1870.     Dismissed  19  October, 
1875. 
4riiol<l,  Conway  II. 

Acting  Midshipman,  30  September,  1863.     Graduated  Juno.  1867.     Ensign,  18  De- 
cember, 1808.     Master,  21  March,  1870.     Lieutenant,  22  June,  1871. 
irnolcl,  Fd\var<l  A. 

Acting  Assistant  Surgeon,  5  November,  1802.     Resigned  22  August,  1803. 
irnold,  Fdivard  G. 

Mate,  23  December,  1802.     Dismissed  9  June,  1863. 
irnold,  Fdwar<l  It. 

Third  A.ssi.-^taiit  Engineer,  1  July,  1801.     Resigned  13  April,  1804. 

krnold,  Henry  ^.  T. 

Midshipman.  13  March,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  0  Feb- 
ruary, 1H54.  Lieutenant,  12  September,  1854.  Lieutenant-Commander,  10  July, 
lb02.     Commander,  3  March,  1865.     Retired  list,  30  October,  1^71. 
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Arnold,  John. 

:Mastcr,  3  July,  1813.     Last  ai)pearance  on  Records  of  Navy  Department. 

Arnold,  Joseph. 

Midslupman,  4  March,  1823.     Last  appearance  on  Records  of  Navy  Department, 
October,  1828.     Dead. 

Arnold,  liOroy. 

Third  Assistant  Engineer,  10  February,  1853.     Resigned  18  February,  1856. 

Arnold,  Thomas. 

Midslnpman,ll  November,  1850.     Resigned  21  September,  1855. 

Arnold,  William. 

Gunner, 21  April,  1845.     Died  21  March,  1863. 
Arnold,  William. 

Mate,  21  October,  1863.     Honorably  discharged  19  September,  1865. 

Arrants,  Richard  B. 

Mate,  18U1.     Acting  Master,  21  April,  1862.     Resigned  16  August,  1865. 

Arranls,  William  B. 

Mate,  4  March,  IHCl.     Acting  Ensign,  14  September,  1863.     Ensign,  13  March 
18(;8.     Master,  18  December,  1868.     Retired  list,  23  May,  1870. 

Artlinr,  Charles  G. 

Mate,  27  December,  1801.      Acting    Volunteer  Lieutenant,  18  May,  1864.      Dis- 
missed 29  September,  1804. 

Arthur,  Charles  W. 

Acting  Ensign,   3  November,    1802.      Honorably   discharged  23   October,  1865 
Acting  Ensign,  18  May,  1806.     Discharged  31  December,  1867. 

Arthur,  Elliott  J. 

Midsliipman,  27  September,  1805.     Graduated  4  June,  1809.     Ensign,  12  July 
1JS70.     Master,  13  December,  1873.     Lieutenant,  1  July,  1876. 

Arthur,  George. 

Assistant  Surgeon,  13  February,  1877. 

Arthur,  Henry  H. 

Acting  Third  Assistant  Engineer,  15  December,  1863.     Acting  Second  Assistan 
Engineer,  18  March,  1865.     Honorably  discharged  24  January,  1868. 
Arthur,  William  A. 

Acting  Master,  25  March,  1862.     Honorably  discharged  1  March,  1866. 

Arthur,  William  S. 

Acting  Third  Assistant  Engineer,  18  March,  1865.     Honorably  discharged  8  Feb 
ruary,  1870. 
Arundel,  Robert. 

Master,  20  May,  1812.     Died  10  November,  1813. 

Ashbridge,  J.  H. 

Sailing  Master,  14  August,  1813.     Midshipman,  1  February,  1814.     Resigned  ( 
November,  1819. 
Ashbridge,  Richard. 

Assistant  Surgeon,  3  July,  1876. 

Ashbury,  George. 

Acting  Master,  28  August,  1861.     Honorably  discharged  8  December,  1865. 

Ashby,  George  E. 

Acting  Second  Assistant  Engineer,  21  December,  1861.     Resigned  38  October,  1864 

Ashcroft,  Richard. 

Acting  Second  Assistant  Engineer.     Dismissed  22  May,  1863. 

Ashcroft,  Robert  C. 

Acting  Second  Assistant  Engineer,  8  December,  1864.     Honorably  discharged  2' 
September,  1865. 

Asher,  Allen. 

Midshipman,  1  April,  1838.     Resigned  1  November,  1828. 
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4Mhinon<l,  Jnnios  J. 

Act  iiii,' 'I'll irtl  Assistimt  Engineer,  18  November,  iyi;3.     Honorably  discharged  :i 
July,  lyc.i. 
iMiiiiioiid,  li.   P. 

Mlilshiiiman,  I'J  October,  1811.     Hesigncd  5  November,  1815. 
IsliiiioiKi,  I'lioina.s  K. 

Miite,  12  May,  lbG3.     Acting  Ensign,  2~>  Junuury,  ISfi.'j.     Honorably  discharged  21 
October,  iyG5. 
.4  Mil  111  II II,    liCWiH. 

rui^LT,  1  I'fbriiary,  1851.     Died  1  Murcli,  LSM. 
4Mlitoii,  FriiiioiM  91. 

Third  Assistant  Engineer,  20  ^lay,  ISO:].  Retired  list,  22  January,  1800.  Activo 
list,  ly  July,  1MG7.  Second  Assistant,  25  July,  ISGC.  Kesi^ncd-1  January,  isTl. 
Second  Assistant  Engineer,  11*  April,  lb7:j.     Tassed  Assistant  Engineer,'l  1   De- 

cfinlicr,  1S7S. 

4!>«lifoii,  Oiirdon  C. 

Midshipnum,  U  December,  1823.     Passed  Midshipman,  23  May,  1829.     Lieutenant, 
21  June,  1S33.     Died  11  October,  1840. 
4h1i(oii,  Iloiiry. 

Midsliipniaii,  10  February,  1838.     Died  31  January,  1810. 
4Hhwortli,  Diiiiiol. 

Acting  Third  Assistant  Engineer,   17  August,  18G4.     Honorably   discharged  20 
December,  1805. 
4sbworth,  Jolin. 

Acting  Third  Assistant  Engineer,  27  April,  18G5.  Honorably  discharged  20  De- 
cember, 1805. 

4»4kinH,  William  K. 

Acting  Ensign,  U  November,  18GG.     Discharged  20  May,  18G7. 
4MpoI<l,  Edward. 

Acting  Third  Assistant  Engineer,   8  December,  1802.     Acting  Scc(md  Assistant 
Engineer,  18  October,  18G4.     Honorably  discharged  5  October,  1805. 
4spinwall,  John. 

Mate,  y  June,  1802.     Acting  Ensign,  28  July,  1804.     Honorably  dipchargc<l  4  Jan- 
uary, 1800. 
48pin\f  all,  John  S.  G. 

Acting  Second  Assistant  Engineer,  IG  November,  18G1.     Appointment  revoked  1 
April,  18(i2.     Acting  Second  Assistant  p]ngineer,  4  February,  1803.     Honorably 
discharged  21  November,  18G5. 
4s8erson,  Peter  C. 

Mate,  27  May,  1802.     Acting  Ensign.  24  November,  18G2.     Honorably  discharged 
28  February,  1809.     CiviTEngineer,  G  March,  1874. 
4ston,  Albert. 

Third  Assistant  Engineer,  21  February,  1861.     Second  Assistant  Engineer,  8  De- 
cemlnr,  1802.      First  Assistant  Engineer,  1   December,   18G4.     First  Assistant 
Engineer,  25  July,  186G.     Chief  Engineer,  12  June,  1873. 
4ston,  Ralph. 

Third  As>istantEngineer,  9  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
ttiuber,  1803.     First  Assistant  Engineer,  1  January,  1808. 
4(hearn,  Ira. 

Mate,  24  January,  18G3.     Honorably  discharged  5  January,  180(5. 
4tkins,  FraiieiH   II. 

Acting  Assistant  Surgeon,  9  March,  1S04.     Resigned  28  November,  1864. 
ktkiiiH,  iHaae  F. 

Mate,  2  Januarv,  1^<04.  Acting  Ensign,  5  October,  1864.  Honorably  discharged 
24  October,  1805. 
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itkiiiH,  James. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  21  Octo- 
ber, 18G1.      First  Assistant  Engineer,   1    October,  1863.     Resigned  1   August, 
1865. 
Atkins,  Jolin  R.  P. 

]\Iate,  11  January,  1864.     Acting  Ensign,  19  January,  1865.     Honorably  discharged 
11  November,  1865. 
Atkins,  Thomas  H. 

Acting  Assistant  Surgeon,  10  March,  1863.     Resigned,  28  November,  1864. 

Atkinson,  Arthur  H. 

Acting  Master,  24  August,  1862.     Honorably  discharged  11  May,  1865. 

Atkinson,  George  H. 

Acting  First  Assistant  Engineer,  1   October,  1862.     Acting   Chief  Engineer,  30 
June,  1864.     Honorably  discharged  20  November,  1865. 
Atkinson,  Frith  B. 

Mate,  5  April,  1863.     Honorably  discharged  13  May,  1868. 

Atkinson,  James. 

First  Assistant  Engineer,  26  May,  1839.     Disrated   to  Second  Assistant  Engineer, 
28  July,  1845.     Drojiiied  18  January,  1848. 
Atkinson,  John  W. 

Acting  Master,  10  October,  1862.     Acting  Volunteer  Lieutenant,  7  October,  1864. 
Honorably  discliarged  28  October,  1865. 

Atkinson,  Paul. 

Boatswain,  5  January,  1856.     Died  2  December,  1868. 
Atkinson,  William  B. 

Midshipman,  16  March,  1799.     Last  appearance  on  Records  of  Navy  Department, 
23  April,  1799.     Dead. 

Atlee,  Henry  C. 

Mate,  4  March,  1864.     Honorably  discharged  10  June,  1865. 

Attmore,  Charles. 

Mate,  1862.     Resigned  18  March,  1865. 
Atwater,  Charles. 

Mate,  19  March,  1862.     Dismissed  23  May,  1862. 
Atwater,  Jforman. 

Acting  Ensign,  12  September,  1862.     Lost  on  "  Monitor,''''  30  December,  1862. 

Atwood,  A.  P. 

Mate,  1861.     Acting  Ensign,  4  May,  1864.     Resigned  17  May,  1865. 
Atwood,  Benjamin. 

Mate,  21  November,  1862.     Resigned  5  May,  1863.     Mate,  26  May,  1863.     Ap- 
pointment revoked  7  April,  1864.      Mate,  9  May,  1870.     Appointment  revoked 
31  July,  1871. 
Atwood,  £dwai'd. 

Midshipman,  17  May,  1800.     Warrant  returned. 

Atwood,  Joseph  B. 

Acting  Second  Assistant  Engineer,   19  January,  1864.     Honorably  discharged  4 
September,  1865. 
Atwood,  liConard. 

Acting  Third  Assistant  Engineer,  31  December,  1862.     Appointment  revoked  31 
May,  1864. 

Atwood,  M.  C. 

Midshipman,  17  December,  1810.     Purser,  26  March,  1814.     Died  12  May,  1823. 

Atwood,  Robert  IV. 

Acting  Assistant  Surgeon,  13  August,  1861.     Resigned  24  Sejjtember,  1863. 

Atwood,  Samuel. 

Acting  Ensign,  12  April,  1865.     Honorably  discharged  3  December,  1865. 
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Aublo,  JamoH  Ij. 

A(tin<^  First  Assistant  Engineer,  1  October,  IW2.     Resigned  28  March,  180H. 
Aiioliiiileok,  AloxaiKlor. 

Second  Assistant  F^ngineer,  23  Miirch,  18-18.  Dismissed  28  July,  1848.  Acting 
First  Assistant  Engineer,  i:{  .Iiinuiiry,  1802.  Acting  Chief  P^ngineer,  15  t>ep- 
temljer,  18():{.     Resigned  :J1  May,  1805, 

Aiioliiiiiify,  II.  J. 

Mi(lshii)iiiiin,  10  May,  1820.     Lieutenant,  17  May,  1828.     Died  H  <)ttt<)l>er,  1835. 
Aii|;<'r,  John  I*.  J. 

Midsliij)inim,  25  Scj)tember,  1800.     Graduated  June,  1870.     P^nsign,  KJ  July,  1871. 
Ma.ster,  22  July,  1871. 
Aiild,  JaiiiCH. 

.Mute,   21    September,   1863.     Acting   Ensign,  10    August,  1804.     Honorably  dib- 
cli;irged  20  October,  1865. 
.4ulick,  Hampton. 

Assistant  Surgeon,  3  February,  1870.     Passed  Assistant  Surgeon,  '.i  February,  1870. 
Aulick,  John  II. 

Midshipman,  15  November,   1809.     Lieutenant,   9   December.  1814.     Commander, 
;{  .March,  lH:n.     Caj)tain,  8  September,  1841.     Commodore,  Retired  list,  4  .\pril, 
1.^07.     Died  27  Ai)ril,  1873. 
.4uli<'k,  Richmond. 

Midshipman,  19  October,  1840.     Passed  Midshipman,  11   July,  1840.     Master,  28 
April,  1854.     Lieutenant,  24  November,  1854.     Lieutenant-Commander,  10  July, 
1802.     Retired    list,   27  January,  1805.     Commander,   3   March,  1805.     Died  8 
June,  1808. 
AuHt,  JoHoph  C. 

Acting  Second  Assistant  Engineer,  6  January,  1805.     Resigned  27  June,  1865. 
AuNtin,  Alvin  A. 

Assistant  Surgeon,  G  October,  1874. 
4nN(in,  Benjamin. 

Surgeon's  Mate,  24  July,  1813.     Resigned  23  November.  1824. 
iuNtin,  Benjamin  R. 

Mate,  4  February,  1802.     Dismissed  28  June,  1802. 
4nH(iii,  Charles  A. 

Acting  Master,  28  October,  1801.     Resigned  4  Marcli,  1862. 
iuHtin,  Kdward  A. 

Acting  Thirtl  Assistant  Engineer,  9  June,  1803.     Dismissed    15  January,  1804. 
iUNtin,  K<lward  S. 

Mate,  14  October,  1802.     Honorably  discharged  22  Marcli,  1800. 
inNfin,  John. 

Acting  Second  Assistant  Engineer,  13  January,  1804.     Appointment    revoked   19 
March,  1804. 
Inntin,  John  H. 

Acting  Assistant  Surgeon,   10  March,  1864.     Assistant  Surgeon,    is  3Iay,    1804. 
Resigned  14  January,  1865. 
luHlin,  M  illiam  D. 

.'iidshii)man,  3  November,  1840.     Passed  Jlidshipman,  1 1   July,  l^^H"..     Master.  21 
June,  1854.     Lieutenant,  5  February,  1855.     Resigned  13  May,  1H57. 
iii/.e,   C'harlen  A. 

Midshipman,  13  December,  1831.     Resigned  3  September,  1836. 
tvant,  JoNCph. 

-Mute.  7  January,  1802.     Acting  Ensign,  23  October,  1802.     Acting  Master,  8  May 
lsf,5.     Died  3  November,  1806. 

Averetl,  SamiK*!  IV. 

Acting  Midsliipman,  8  November,  1855.  Mid.shipman,  9  June,  1859.  l>ismiss<>4l 
5  June,  1801. 
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ATerill,  James  D. 

Acting  Third  Assistant  Engineer,  11  November,  1863.     Honorably  discharged  21 
August,  18G5. 
Avery,  Edward  I>. 

Acting   Assistant  Surgeon,  30  May,  1864.      Honorably   discharged  10  October, 
1SG5. 

Avery,  George. 

Midsliii^man,  28  June,  1812.     Last  appearance  on  Records  of  Navy  Department,  7 
December,  1812.     Dead. 

Avery,  George  H. 

Acting  Ensign,  12  September,  1862.     Acting  Master,  27  May,  1864.     Dismissed  14 
November,  1865. 

Averj>  George  R. 

]\Iate,  21  November,  1863.     Resigned  15  December,  1864. 

Avery,  Giiy  H. 

Acting  Master,  14  October,  1861.     Dismissed  7  August,  1862. 

Avery,  Henry. 

Acting  Ensign,  26  December,  1862.     Appointment  revoked  6  July,  1863. 

Avery,  Joseph  li. 

Acting  Master,  1  October,  1862.     Resigned  25  May,  1863. 
Avery,  ILathaiu  B. 

Midshipman,  19  December,  1831.    Passed  Midshipman,  15  June,  1837.    Lieutenant, 
8  September,  1841.     Dropped  28  September,  1855. 

Avery,  Thomas. 

Acting  Third  Assistant  Engineer,  14  April,  1865.    Honorably  discharged  12  Sep- 
tember, 1865. 
Avery,  William  B. 

Acting  Ensign,  10  June,  1863.     Honorably  discharged  10  August,  1865. 

Axe,  David. 

Mate,  13  December,  1862.     Dismissed  22  February,  1864. 

Axford,  TFilliam. 

Midshipman,  28  February,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 30  March,  1799. 
Axtell,  A.  B. 

Mate,  18G2.     Resigned  2  December,  1862. 

Axtell,  Enos  A. 

Acting  Third  Assistant  Engineer,  eO  September,  1864.     Honorably  discharged  18 
October,  1866. 
Ayers,  Joseph  G. 

Acting  Assistant  Surgeon,  17  December,  1864.     Honorably  discharged  24  Septem- 
ber, 1866.     Assistant  Surgeon,  18  October,  1866.     Passed  Assistant  Surgeon,  12 
October,  1869.     Surgeon,  7  January,  1878. 
Aydelot,  Benjamin. 

Master,  8  May,  1812.     Dismissed  2  April,  1814. 
Ayre,  Samnel. 

Surgeon,  29  December,  1812.     Resigned  17  April,  1817. 
Ayres,  Samnel  L*.  P. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  17  January, 
1861.     First  Assistant  Engineer,  21  April,  1863.     Chief  Engineer,  21  March,  1870. 
Ayres,  Stephen  T. 

Mate,  22  September,  1864.    Honorably  discharged  14  July,  1865. 
Ayres,  William  P. 

Acting  Third  Assistant  Engineer,  3  April,  1862.     Acting  Second  Assistant  Engi- 
neer, 22  October,  1863.     Honorably  discharged  29  December,  1865. 
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Bann,  William. 

Actiiij,'  Tliinl   Assistant  Engineer,  8  December,  1863.     Honorably  discharged  2 
St'ptL'inhcr,  ISGO. 
Itul»l»,  TlioiiiaH  I>. 

Matt',  21  November,  1861.     Acting  Master,  11   July,  1802.     Honorably  discliurged 
20  0(;t()ber,  1805. 
RahiK  M  illiam  T. 

A>>ist;uit  Sui^con,  20  April,  1847.     Resigned  15  July,  1850. 
ilal>lM'tl,  (  harloN  Xi  . 

.MKlsliipinaii,  25  Maicli,  181-1.     Resi{,'ncd  S»  .lune,  1M14. 

Ital»l»i<lK<S  J.  1*. 

-Mi.lsliij.inaii,  :!()  November,  1814.     Struck  off  24  .luue,  1819. 

Ital»l»ilf,  C  liarloH  W. 

(  arpenter,  2  J  uly,  1847.     Died  23  September,  1805. 
Iial»i>if(,  El»oiiC7.er. 

Artiiii^  Third  Assistant  Engineer,  5  November,  1S03.     Resigned  27  May,  1865. 
Ital»l»i(f.  Kdivard  K. 

iMiilshipmaii,  15  November,  1800.     Lieutenant,  1  Mav,  1815.     Commander,:?  March, 
1835.     Died  9  Sei)tember,  1840. 
Ilabhitt,  Vitx  Henry. 

.Midsliipman,  2  Ai)ril,  1804.     Lieutenant,   5   June,  IKIO.     Killed  in  action  15  .Jan- 
uary, 1S15. 
{abbift,  Ciiooree  II.  T. 

Cadet  Engineer,  1  October,  1873.     Graduated  21  June,  1875.     Assistant  Engineer, 
1  July,  1S77. 
labbift,  Sylvester  C. 

Acting  Tliird  Assistant  Engineer,  18  April,  1863.     Honorably  discharged  7  Novem- 
ber," l>!(i5. 
labbitt,  Tlioiiias. 

Surgeon,  21  April,  1804.     Resigned  25  Ai)ril,  1810. 
Sabbitt,  W.  I>. 

Surgeon's  Mate,  28  March,  1820.     Surgeon,  4  May,  1825.     Died  24  May,  1826. 
labbift,  W.  K. 

Mate,  11  March,  1805.     Resigned,  8  September,  1805. 
labooek,  Charles  .4. 

Midshipman,  8  A])ril,  1850.     Pas.sed  Midshipman,  20  .June,  1850.     Master,  22  Jan- 
uary, 1858.      Lieutenant,  2    October,    1859.     Lieutenant-Commander,    10    .July, 
1802.     Commander,  28  October,  1W09.     Died  29  .luiic,  ISTO. 
tabooek,  Claude. 

.\ctiiig  First  Assistant  Engineer,  9  March,  1863.     Resigned  18  March,  1805. 
tabeook,  Convc^rne  A. 

Acting  Ensign,  18  July,  1804.     Honorably  discharged  23  May,  1805. 
labooek,  Franklin. 

Acting  Third  Assistant  Engineer,  3  November,  1863.     Honorablv  discharged  28 
October,  1805. 
tabooek,  Henry. 

A(  ting  Master,  4  November,  1801.     Resigned  28  June,  1862. 
labooek,  Ilcriiiaiii. 

Assistant  Surgeon,  24  Se])tcmbcr,  1802.     Passed  Assistant  Surgeon,  30  October, 
1805.     Resigned  28  November,  1808. 
labooek.  Jam  en  I>. 

Acting  Ensiirn.  10  August,  1864,     Honorably  discharged  29  July,  1S05. 
labooek,  William  C. 

Midshii)man.  2  1   S»j)tember,  1867.      Graduated  6  June,  1871.     Ensign,  14  July, 
1872.     Master,  9  October,  1875. 
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Babcock,  William  li. 

Mate,  22  January,  1862.     Acting  Master,  10  May,  1862.     Honorably  discharged  liJ 
January,  1866. 
Baber,  George  F.  B. 

Midshipman,  24  April,  1850.  Lost  on  '■'■Porpoise,''''  last  intelligence  from  ship,  21 
September,  1854. 

Babin,  Ilosea  J. 

Acting  Assistant  Surgeon,  10  February,  1865.  Assistant  Surgeon,  13  May,  1865. 
Passed  Assistant  Surgeon,  23  June,  1869.     Surgeon,  17  March,  1876. 

Babsou,  £dwin. 

Mate,  11  November,  1861.     Acting  Master,  14  June,  1862.     Honorably  discharged 
1  November,  1865.    Acting  Master,  11  December,  1866.    Mustered  out  26  March, 
1869. 
Bache,  Albert  D. 

Acting  Assistant  Paymaster,  19  November,  1862.     Passed  Assistant  Paymaster,  23- 
July,  1866.     Paymaster,  11  June,  1868. 
Bache,  Benjamin  F. 

Midshipman,  1  January,  1817.     Resigned  22  July,  1824. 

Bache,  Benjamin  F. 

Surgeon's  Mate,  9  July,  1824.  Surgeon,  3  January,  1828.  Retired  list,  7  February, 
1863.     Medical  Director,  Retired  list,  3  March,  1871. 

Baehe,  George  M. 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
3  May,  1835.     Drowned  8  September,  1846, 

Baehe,  George  M. 

Acting  Midshipman,  19  November,  18&7.  Midshipman,  1  June,  1861.  Lieutenant, 
16  July,  1862.  Lieutenant-Commander,  25  July,  1866.  Commander,  5  April,. 
1875.     Retired  list,  5  April,  1875. 

Bache,  J.  G. 

Mate,  6  December,  1862.     Resigned  11  January,  1865. 

Baehe,  Richard. 

Midshipman,  3  June,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  25 
February,  1841.     Drowned  27  March,  1850. 
Bachelder,  George  G. 

Mate,  14  November,  1862.     Appointment  revoked  29  August,  1864. 

Back,  William. 

Acting  Gunner,  2  May,  1864.     Resigned  10  May,  1865. 
Backus,  SylTanus. 

Acting  Midshipman,  28  September,  1857.  Midshipman,  22  August,  1861.  Lieu- 
tenant, 16  July,  1862.     Wholly  retired  31  July,  1866. 

Bacon,  Albert  W. 

Acting  Assistant  Paymaster,  7  November,  1863.  Passed  Assistant  Paymaster,  1 
August,  1866.     Paymaster,  25  October,  1874. 

Bacon,  Francis  H. 

Acting  Ensign,  13  September,  1862.  Honorably  discharged  10  September,  1865. 
Acting  Ensign,  29  March,  1666.     Appointment  revoked  2  December,  1868. 

Bacon,  Frank  A. 

Midshipman,  25  May,  1832.  Passed  Midshipman,  23  June,  1838.  Lost  on  Ex- 
ploring Expedition  1  May,  1839. 

Bacon,  Frederick  A.  G. 

Acting  Ensign,  6  November,  1863.     Honorably  discharged  10  March,  18G7. 

Bacon,  George. 

Midshipman,  1  October,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22 
January,  1858.  Lieutenant,  26  October,  1858.  Lieutenant-Commander,  16. 
July,  1862.     Resigned  6  June,  1865. 
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Bacon,  Granville. 

Acting  Assistant  I'uymaster,  14  December,  1804.     Discharged  15  November,  1805. 
Ba<*»ii,  Henry. 

S:iilinaker,  2tj  February,  \H'.i'.].     Appointment  revoked  27  March,  1847. 
Bacon,  JaniCH  <«. 

Acting  Assistant  Surgeon,  21  February,  1802.     Resigned  25  November,  1803. 
Ba<'on,  J.  K. 

Acting   Assistant  Surgeon,  12  March,  18U4.     Honorably  discharged  11  October, 
1SG5. 
Bacon,  William  T. 

Acting  Ensign,  20  January,  1803.     Acting  Master,  10  August,  1804.     Honorably 
discharged  28  October,  1805. 
Iladcock,  CaOorKO. 

I'uisLT.     Discharged  29  October,  1801, 
ISad^cr,  C'liHric!^  J. 

Mi(lshii)iniii,  22  June,  1809.     Graduated   31   May,  1873.     Ensign,   10  July,    l>i74. 
Master,  1  November,  1879.    . 
Badger,  Oncar  C 

Midsliii)in;in,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  Scptcmlier,  18r)r).     Lieutenant,  15  September,  1855.     Lieutenant -Commander, 
If.  .July,  18()2.     Commander,  25  July,  1800.     Captain,  25  November,  1872. 
Badgiey,  Morii^an. 

Acting  Third  Assistant  Engineer,  21  December,  1801.     Resigned  19  November, 
lS*i2. 
Bad  lam,  William  II. 

Third  Assistant  Engineer,  3  May,  1859.     Second   Assistant  Engineer,  8  (October, 
1801.     Resigned  10  March,  1800. 

Baer,  W.  II. 

Acting  Assistant  Paymaster,  7  September,  1804.     Honorably  discharged  11   Octo- 
ber, 1005. 
Bii^lcy,  Andrew  H. 

Acting  First  Assistan*  Engineer,  22  May,  1803.     Honorublv  discharged  4  Novem- 
ber, 1805. 
Ba^K,  John  S. 

Assistant  Surgeon,  7  January,  1875.     Passed  Assistant  Surgeon,  29  May,  1878. 
Ba^nell,  Benjamin. 

Boatswain,  20  November,  1799.     Discharged  23  May,  1801. 
Bagot,  William. 

Master,  8  June,  1804.     Dismissed  10  November,  1810. 

ISailey,  Alfred. 

Midshipman,  28  January,  1841.     Resigned  7  July,  1845. 
Bailey,  Frederick  C. 

Mate,  28  November,   1804.     Honorably   discharged   23   August,   1806.     Mate,   29 

August,  18t;t;.     Mustered  out  27  November,  1868. 

Kailey,  Frank  II. 

Cadet  Engineer,  1  October,  1873.     Graduated  21   June,  1875.     Assistant  Engineer, 
1  July,  1877. 

Bailey,  O.  B. 

Acting  Ensign,  10  September,  1862.     Honorably  discharged  4  November,  1865. 

Bailey,  JamcH. 

Gunmr,  1  August,  1803.     Last  appearance  on  Records  of  Navy  Department 

Bailey,  JamcH. 

Midshipniiin.  10  January,  1809.     Resigned  25  February,  1810. 

Bailey,  JamcH  II. 

Acting  First  Assistant  Engineer,  22  June,  1803.     Dismissed  8  August,  1S03. 
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Bailey,  James  M. 

Acting  Ensign  10  April,  1863.     Honorably  discharged  14  November,  1865 

Bailey,  John  R. 

Mate,  27  July,  1863.     Dismissed  26  July,  1864. 

Bailey,  John  T. 

Sailmaker,  23  December,  1875. 

Bailee ,  Joseph  H. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer,  2  August, 
1859.     First  Assistant  Engineer,  17  March,  1863.     Dropped  11  July,  1873. 

Bailey,  liewis  C. 

Midshipman,  23  August,  1798.  Lieutenant,  1  November,  1800.  Discharged  20 
October,  1801,  under  Peace  Establishment  Act. 

Bailey,  l^oudon. 

Master,  11  September,  1799.  Discharged  10  June,  1801,  under  Peace  Establish- 
ment Act. 

Bailey,  Itlahlon  G. 

Mate,  7  August,  1863.  Acting  Ensign,  18  January,  1864.  Honorably  discharged 
28  October,  1865. 

Bailey,  Theodorus. 

Midshipman,  1  January,  1818.  Lieutenant,  8  March,  1827.  Commander,  6  March, 
1849.  Captain,  15  December,  1855.  Commodore,  16  July,  1862.  Rear-Admiral, 
25  July,  1866.     Retired  list,  10  October,  1866.     Died  10  February,  1877. 

Bailey,  William. 

Acting  Master,  12  August,  1861.  Appointment  revoked  2  July,  1863.  Acting 
Ensign,  7  December,  1863.  Acting  Master,  24  May,  1864.  Honorably  dis- 
charged 19  September,  1865. 

Bailie,  William  li. 

Third  Assistant  Engineer,  16  January,  1863.  Second  Assistant  Engineer,  28  May, 
1864.     First  Assistant  Engineer,  31  January,  1874. 

Bain,  Robert  91. 

Carpenter,  3  July,  1849.     Dismissed  4  June,  1861. 

Bainbridg^e,  Arthur. 

Midshipman,  22  February,  1815.  Last  appearance  on  Records  of  Navy  Depart- 
partment,  30  December,  1822.     Dead. 

Bainbridge,  Joseph. 

Midshipman,  8  April  1799.  Lieutenant,  16  January,  1807.  Commander,  3  March, 
1813.     Captain,  23  November,  1814.     Died  18  November,  1824. 

Bainbridge,  William. 

Lieutenant,  3  August,  1798.  Commander,  29  March,  1799.  Captain,  20  May,  1800. 
Thanks  of  Congress  for  gallantry,  good  conduct  and  services  iu  the  capture  of 
British  frigate  Java.     Died  27  July,  1833. 

Baird,  George  W. 

Acting  Third  Assistant  Engineer,  19  September,  1862.     Third  Assistant  Engineer, 

8  September,  1863.     Second  Assistant  Engineer,  25  July,  1866.     First  Assistant 
Engineer,  17  June,  1874. 

Baird,  Marcos. 

Mate,  1  November,  1862.  Resigned  9  July,  1863.  Mate,  31  August,  1863.  Acting 
Ensign,  5  November,  1863.     Resigned  4  January,  1865. 

Baird,  Samuel  P. 

Midshipman,  27  September,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869.     Resigned 

9  September,  1873. 

Baird,  William  P. 

Acting  Assistant  Surgeon,  1  October,  1862.     Assistant  Surgeon,  21  April,    1864*- 
Resigned  19  June,  1867. 
Bakeman,  George  R. 

Mate,  1  December,  1863.     Resigned  17  October,  1864. 
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Kukor,  Abner. 

Mitlshipman,  17  .Time,  183;J.     Kc8igne<l   17  Septeinln-r,  1m:14. 
Itakcr,  Aiitlioiiy  W. 

MidshipiiKui,  I  .Juiiuury,  18'2'>.     Hosigned  13  September,  1825. 
Uukor,  AhIkt  C. 

Midshipman,  ;50  Sei)tcml>er,    I8fi7.     (Jraduuteil   (i   June,    1871.     Knaign,    14   July, 
1872.     Muster,  0  December,  187G. 
Baker,  CliarloM. 

.Mate.     Dismissed  2:5  July,  1802. 
Ilakor,  Keiijaiiiiii  It. 

Mate,  2  Jaiiiiarv,  Isill.     Died   Hi  June,  1865. 
Itak(>r,  i'liarloH  II. 

riiird  Assistant  Engineer,  2  August,  1855.     Second  Assistant  Engineer,  21  July, 
1858.     First  Assistant  Engineer,  'A  August,  1859,     Chief  Engineer,  29  October 
1861. 
Ilaker.  Cliarlow  T. 

Acting  p]nsign,  24  October,  1804.     Honorably  discharged  14  August,  1805. 
ilakor.  Daniel  F. 

Midsluiuiian,  28  June,  1868.     Graduated  1  June,  1872.     Died  ••")  August,  1874. 
ISakor,  £<l\»ard. 

Acting   Muster,   27   May,    1801.      Acting    Volunteer    Lieutenant,    ;{1    May,    1804. 
Honorably  discharged  7  November,  1805. 
Jakor,  Kdward. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department. 
taker.  Kzra. 

Surgeon,  8  July,  1809.     Resigned  19  May.  1810. 
laker,  Fraiieis  E. 

Midshipman,  17  July,  1832.  Passed  Midshii>man,  23  June,  1838.  Lieutenant,  11 
April,  1844.     Died  10  May,  1844. 

taker,  Fraiieis  II. 

Midshipman,  12  October,  1848.  Passed  !Midshii)man,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  Sejjtember,  1855.  Lieutenant-Commander,  16 
July,  1802.  Commander,  24  July,  1807.  Captain,  13  November,  1878.  Died  3 
March,  1880. 

taker,  Frederick  W. 

Acting  Third  Assistant  Engineer,  5  May,  1864.     Resigned  10  July,  1864. 
taker,  George. 

Mate,  10  October,  1802.     Resigned  26  March,  1863. 
taker,  George  A. 

Third  Assistant  Engineer,  16  January,  1863.     Died  0  June,  1804. 
taker,  George  II 

(Gunner,  8  November,  1851.     Dismissed  16  November,  1855. 
taker,  George  II. 

Acting  Gunner,  12  November,  1804.     Honorably  discharged  12  October,  1865. 
taker,  George  M. 

Acting  Second  Assistant  Engineer,  27  July,  1803.     Honorably  discharged  30  No- 
vember, 18()5. 
taker,  George  S. 

.\(  ting  Third  Assistant  Engineer,  6  January,  1862.     Deserted  20  January,  1863. 
taker,  George  W. 

Acting  Ensign,  23  September,  1802.     Honorably  discharged  15  Febriniry,  1868. 

taker,  George  \S'. 

.\.ctini,'  Thir(l  Assistant  Engineer,  1  October,  1802.  Ajjpointment  revoked  3  Octo- 
ber. ISC,:?. 

taker,  Henry. 

Acting  Ensign,  23  December,  1803.     Honorably  discharged  3  November,  1865. 
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Baker,  Henry. 

Mate,  1  October,  1862.  Actiug  Ensign,  28  April,  1863.  Acting  Master,  17  July» 
1864.     Honorably  discharged  5  November,  1865. 

Baker,  Henry. 

Mate,  20  November,  1862.     Died  from  wounds  received  in  action  23  February, 
1863. 
Baker,  Henry  R. 

Acting  Ensign,  11  August,  1862.  Acting  Master,  6  July,  1864.  Ensign,  12  March, 
1868.  Master,  18  December,  1868.  Lieutenant,  21  March,  1870.  Retired  list, 
2  December,  1876. 

Baker,  James. 

Mate,  20  January,  1862.     Dismissed  29  November,  1862. 

Baker,  Jobn. 

Acting  Master,  26  August,  1861.     Honorably  discharged  4  November,  1865. 

Baker,  John. 

Gunner,  16  June,  1814.     Died  31  December,  1819. 

Baker,  John  C. 

Midshij^man,  1  September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 25  June,  1812.     Dead. 
Baker,  John    F. 

Mate,  24  February,  1864.     Resigned  6  June,  1865. 

Baker,  John  H. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 

Baker,  John  H. 

Mate,  13  May,  1863.     Appointment  revoked  9  July,  1863. 

Baker,  John  O. 

Acting  Carpenter,  24  November,  1863.     Resigned  8  November,  1864. 

Baker,  John  P. 

Midshipman,  11  February,  1847.    Resigned  21  March,  1851. 
Baker,  Jonathan. 

Mate,  15  November,  1861.     Acting  Master,  18  June,  1862.     Honorably  discharged 
24  May,  1868. 
Baker,  liOrenzo. 

Acting  Master  and  Pilot,  1  April,  1865.     Appointment  revoked  9  June,  1865. 

Baker,  liOthrop. 

Acting  Master,  1  April,  1862.     Resigned  30  March,  1864. 

Baker,  lHatthias  W. 

Acting  Third  Assistant  Engineer,  26  November,  1861.     Api^ointment  revoked  8 
January,  1863. 
Baker,  Nathan. 

Purser,  20  May,  1803.     Resigned  4  May,  1805. 
Baker,  ]K^eheniiah  M. 

Mate,  14  October,  1862.     Resigned  30  May,  1865. 
Baker,  Nelson  B. 

Midshipman,  26  November,  1828.    Died  22  June,  1830. 
Baker,  Philemon. 

Assistant  Surgeon,  7  March,  1838.     Died  22  March,  1839. 
Baker,  Richard  B. 

Midshipman,  15  January,  1801.     Discharged  12  October,  1801. 
Baker,  Roswell  F. 

Acting  Third  Assistant  Engineer,  18  June,  1864.  Honorably  discharged  18  Sep- 
tember, 1868. 

Baker,  Samuel  H. 

Midshipman,  24  September,  1861.  Graduated  November,  1864.  Ensign,  1  Novem- 
ber, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1863.  Lieutenant- 
Commander,  26  March,  1869 
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Bnkor,  Thomas. 

Lieutenant,  'Jo  ilay,  1798.     Captain,  III  July,  1799.     Discharged  i:{  April,  1801. 
linker,  Tlioiuns  II. 

Mate.  8  .luMiiary,  1802.    Acting  Ensign,  28  October,  1862.  Honorably  discharged  22 
Novenil>tr,  1805. 
linker,  IVillinni. 

Siir^'eon's  Matf,  '2  April,  1804.     Resigned  11  October,  180r). 
linker,  William  I.. 

Mute,   lil    Auirust,    180:3.     Acting    P^nsign,  1.5    September,  1804.     Honorably  dis- 
charged 27  November,  1805. 
linker,  M'infield  N. 

MiJsliiiiinan,  30  July,  18GG.     Graduated  June,  1870.     Resigned  'J."i  Aufrust,  1870. 
linker,  Yoriek. 

Mi.lsliiiiMian,  IS  June,  1812.     Cashiered,  UO  December,  181J». 
ilnl<-li,  K<lwnr<i. 

Ai  tinir  KiisiLTn,  18  June,  18G3.     Appointment  revoked    17  November,  1864. 
ilnUii.  Frniik  li. 

Acting  Assistant  Paymaster,  29  March,  1805.     Discharged  17  October,  1806. 
Ilaleli,  Ueorge  B. 

Miiisliii)inan,   30    December,    1837.     Passed   Midshipman,   29  June,  1843.     Lieu- 
tenant, 16  August,  lsr)0.     Commander,  16  July,  1802.     Captain,  25  July,  1860. 
Commodore,  13  August,  1872.     Rear-Admiral,  5  June,  1878. 
Ilnleli,  John  W. 

Acting  Master,  4   September,  1801.     Acting  Volunteer  Lieutenant,  30  July,  1864. 
Honorably  discharged  20  October,  1865. 
Baleli.  IVilliam. 

Cliai)lain.  30  October   1799.     Dischargea  -"O  May,  1801. 

Ilaldwiii,  Aug.  N. 

Miilsliii)man,  2  Fel)raary,  1829.     Passed  Midshipman,  4  June,  1830.     Lieutenant, 
8  Sei)tember,   1S41.     Reserved  list,  13  September,  1855.     Commander,  24  April, 
1801      Captain,  Retired  list,  4  April,  1807.     Died  1  February,  1876. 
Baldwin,  Charles  E. 

Mate,  15  September,  1802.     Resigned  2  May,  1863. 
Baldwin,  Charle»4  II. 

Midshipman,  24  April,  1839.      Passed    Midshipman,  2    July,  1845.      Master,  17 
Januarj-,  1853.     Lieutenant,  2  December,  1853.     Resigned  28  February,  1854. 
Acting   Lieutenant,   27   December,   1801.      Commander,  18    November,    1862. 
Captain,  12  June,  1809.     Commodore,  8  August,  1876. 
Baldwin,  Charles  II. 

Acting  Master,  22  November,  1861.     Honorably  discharged  10  December,  1865. 
Acting  Master,  23  April,  1807.     Resigned  4  September,  1868. 
Baldwin,  K.  M. 

Mate,    1    October,    1801.     Acting    Master,   24    February,   1862.    Honorably  di»- 
eiiarge.l  12  March,  1800. 
Baldwin,  1  raneis  T. 

Mate.  28  July,  1803.     Resigned  25  March,  1865. 
Baldwin,  Frederiek  P. 

Midshipman.  30  September,  1841.     Dismissed  6  June,  1845. 
Baldwin,  Henry  D. 

Mate,  11  Sej)tember,  1862.    Honorably  discharged  29  May,  1865 

Baldwin,  Isaac. 

Surgeon's  Mate,  24  July,  1813.     Last  appearance  on  Records  of  Navy  Department, 

1S15. 

Baldwin.  James  F.  P. 

Acting  Third  Assistant  Engineer,  1   October,  1862.     Acting  Second  Assistant  En 
gineer,  1  July,  1864.     Honorably  discharged  25  November,  1865. 


46  GENERAL  NAVY  REGISTER. 

Baldwin,  J.  M. 

Midshipman,  30  November,  1814.     Died  22  July,  1815. 

Baldwin,  Josepb  F. 

Mate.     Resii^ned  7  July,  1862. 

Baldwin,  John  B. 

Acting  Third  Assistant  Engineer,  2  July,  1863.     Honorably  discharged  16  Novem 
ber,  1865. 
Baldwin,  Lloyd  B. 

Assistant  Surgeon,  1  May,  1875. 

Baldwin,  N.  P. 

Acting  Chief  Engineer,  1  October,  1862.     Honorably  discharged  7  December,  1865 

Baldwin,  O.  P. 

Midshipman,  8  January,  183-4.     Resigned  8  August,  1835. 

Baldwin,  Rnssell. 

.Midshipman,  7  May,  1813.     Lieutenant,  13  January,  1825.     Died  25  April,  1832. 

Baldwin,  Tlioiuas. 

Midshipman,  30  May,  1803.     Resigned. 

Baldwin,  Thomas. 

Acting  Master,  1  October,  1862.     Honorably  discharged  8  December,  1865 

Baldwin,  Thomas  £. 

Mate,  19  June,  1862.  Acting  Ensign,  9  August,  1862.  Acting  Master,  10  Juh 
1863.  Acting  Volunteer  Lieutenant,  19  July,  1864.  Honorably  discharged  { 
December,  1865. 

Baldwin,  W.  H. 

Midshipman,  1  Januaiy,  1812.     Resigned  14  July,  1816. 

Baldwin,  W.  H. 

Sailmaker,  21  May,  1817.     Resigned  21  April,  1826. 
Baldwin,  William. 

Surgeon's  Mate,  10  March,  1812.     Surgeon,  24  July,  1813.     Died  31  August,  1819 
Baldwin,  William  H. 

Acting  Master,  29  October,  1861.     Appointment  revoked  15  July,  1865. 

Baldwin,  W.  S. 

Mate,  9  July,  1863.     Honorably  discharged  3  August,  1865.     Mate,  12  .June,  1866 
Resigned  18  September,  1871. 
Baldy,  George  A. 

Acting  Midshipman,  29  September,  1862.  Graduated  June,  1866.  Ensign,  l: 
March,  1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Resigne< 
7  April,  1874. 

Balestier,  R.  S. 

Mate,  22  October,  1863.     Appointment  revoked  6  May,  1865. 

Balfonr,  Oeorge. 

Surgeon,  9  March,  1798.     Resigned  12  April,  1804. 
Balfour,  Gilbert. 

Acting  Assistant  Surgeon,  22  March,  1865.  Honorably  discharged  10  Octobei 
1865. 

Ball,  Charles  H. 

Second  Assistant  Engineer,  19  July,  1861.     Resigned  31  August,  1865. 
Ball,  George  W. 

Mate,  30  August,  1864.     Honorably  discharged  21  October,  1865. 
Ball,  John. 

Boatswain,  14  October,  1824.     Resigned  11  November,  1833.     Boatswain,  16  Jun( 
1837.     Died  8  March,  1839. 
Ball,  John  Li. 

Midshipman,  4  December,  1822.  Lieutenant,  27  May,  1830.  Cashiered  17  Jam 
ary,  1840. 
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Ball,  l.ysandor  C. 

Mute.  •2t>  OctolfCT,  18<)3.     Acting  Ensign,  Hi  Marcli,  ld65.     Honorably  discharged 

1  Novfinlicr,  lHnr>. 

Hall,  Kiohard  T.  n. 

A.ssi.-lunt  I'ayiniisttr,  16  June,  1880. 
■tail,  Uilliaiii  II. 

Midshipman,  1  April,  1H2S.     Passed  Midshipman,  11  June,  1m:m.     Lieutenant,  25 
Febnuiry,  1H41.     Died  1:5  Septeniljer,  18(11. 
Kalian  lino,  I>avi<i  M. 

Assist iiiit  Sur;;c«)ii,  :JJ  May,  I8<i2.     Died  10  September,  18(53. 
Itallar<l,  K(lwar<i. 

.Master,  'J8  I'tlniiai y,  1800.     Last  appearance  on  Records  of  Navy  Department. 
llallard,  Kdwaril  J. 

.Miilslii])niaii,  >' 4   F(l)runry,  IsO'J.     Lieutenant,  2  June,  1813.     Killed  in  action  1 
.lune,  ix\:i     (Commission  issued  before  news  of  the  action  was  received.) 
Ballard,  llonry  K. 

Midsliipinan.   1   November,    1804.     Lieutenant,  20  Ai)ril,    1810.     Commander,  27 
April,  181(»      Captain,  3  March,  182.").     Died  23  May,  1855. 
Itallard,  John. 

LiiiiteiKiiit,  2  October,  1798.     Resigned  15  August,  1801. 
Ballard,  Joiialliaii  ^1. 

Miister's  Mate,  14  June,  1842.     Gunner,  23  November,  1847. 
Ballard,  M'illiani. 

MidsliipiiKiM,  2  March,  1803.     Lieutenant,  28  March,  1807.     Last  appearance  on 
Records  of  Navy  Department.     Dead. 
Ballean,  TlioinnH. 

Miilsiiipniaii.  1  .January,  1825.  Last  appearance  on  Records  of  Navy  Department, 
30  August,  1825.     Dead. 

Balls,  John  G. 

Acting  Tiiiril  Assistant  Engineer,  20  March,  18(55.     Honorably  discluirged  14  Feb- 
uary,  1808. 
BalfhiN,  DaTid  Y. 

Mate.  21  October,  1864,     Discharged  5  October,  1865. 
Baltzer,  Robert  M. 

Assistant   Surgeon,   8  February,   1832.     Passed   Assistant   Surgeon,  8  November, 
l.s:!().     Died  4  January,  1838. 
Bam  ford,  C'harlo!^  C 

.Mate,  30  Duceuiher,  lSt;3.     Resigned  29  May,  186.5. 
Banipton,  Bonjaniin  C 
Third  Assistant  Engineer,  21  May,  1857.     Second  Assistant  Engineer,  2  August,  1859. 
First  Assistant  Engineer,  17  December,  1862.     Retired  list,  6  September,  1873. 
Bancroft,  Kirk  II. 

Acting  Assistant  Surgeon,  27  January,  1864.  Honorably  discharged  9  November 
1865. 

Bancroft,  John. 

Acting  Boatswain,  11  September,  1852.     Resigned  20  January,  1853. 
Ban  del,  Bccalnr  A. 

Acting  Third  Assistant  Engineer,  6  May,  1864.  Honorably  discharged  11  Decem- 
ber, 1S65.  Acting  Third  Assistant  Engineer,  10  May.  1866.  Discliarged  31 
August,  ]8()7. 

Bans,  ^'oilH  <\ 

.Master,  23  August,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Ban^H,  ICli  A. 

Mate,  26  September,  1863.     Resigned  19  August,  1864. 
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Ranklicad,  J.  M. 

ISIidshipman,  28  February,  1834.     Resigned  23  May,  1837. 

ISanklicad,  John  P. 

Midshipman,  10  August,  1838.     Passed  Midshipman,  20  May,   1844.     Master,  8 
May,  18.51.     Lieutenant,  7  April,  1853.     Commander,  16  July,  1862.     Captain, 
25  July,  1866.     Died  27  April,  1867. 
Banks,  Harrison. 

Acting  Ensign,  24  September,  1863.     Resigned  30  November,  1864. 

Boatswain,  21  July,  1817.     Died  10  November,  1841, 

Ban  nan,  Donglas  R. 

Assistant  Surgeon,  22  October,  1801.     Passed  Assistant  Surgeon,  24  April,  1865. 
Surgeon,  7  November,  1869.     Died  13  November,  1871. 
Banning,  Freeborn. 

Midshipman,  30  April,  1798.     Lieutenant,  1  June,  1799.     Resigned  9  February, 
1802. 
Bannister,  Jobn. 

Midshipman,  2  February,  1829.     Died  3  June,  1835. 

Bannister,  R.  B. 

Assistant  Surgeon,  28  June,  1838.     Died  12  July,  1844. 

Bannister,  S.  B. 

Sailmaker,  17  July,  1826.     Resigned  10  July,  1844. 

Bannister,  W.  C. 

Midshipman,  1  April,  1828.     Resigned  6  June,  1833. 
Banten,  Clinton. 

Acting  Ensign,  24  January,  1863.     Resigned  7  July,  1863. 

Barber,  Francis  M. 

Acting  Midshipman,  27  December,  1861.  Graduated  September,  1865.  Ensign, 
1  December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 
Lieutenant-Commander,  13  January,  1879. 

Barber,  James  £• 

Acting  Assistant  Surgeon,  6  May,  1863.     Resigned  21  March,  1864. 

Barber,  Joel  A. 

Midshipman,  22  June,  1867.     Graduated  6  June,  1871.     Ensign,   14  July,  1872. 
Master,  8  August,  1876. 
Barbot,  Alphonse. 

Midshipman,  26  February,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  10 
June,  1852.     Lieutenant,  22  March,  1853.     Dismissed  10  June,  1861. 
Barclay,  Alexander  J. 

Midshipman,  14  May,  1846.     Resigned  26  July,  1850. 

Barclay,  Charles  James. 

Acting   Midshipman,  21    September,  1860.      Acting  Ensign,   6    October,   1863. 
Master,  10  May,  1866.     Lieutenant,  21  February,  1867.     Lieutenant-Commander, 
12  March,  1868. 
Barclay,  J.  O. 

Acting  Master,  24  May,  1861.     Resigned  23  April,  1864. 

Barclay,  J.  O.  €. 

Assistant  Surgeon,  17   October,  1839.     Passed   Assistant  Surgeon,  25  November, 
1844.     Surgeon,  4  April,  1854.     Died  7  December,  1865. 
Barclay,  John  B. 

Acting  Master,  9  November,  1861.     Resigned   22  August,   1862.     Acting  Ensign, 
18  October,  1862.     Resigned  23  January,  1865. 
Barclay,  Peter. 

Mate,  20  November,  1863.     Honorably  discharged  3  February,  1866. 
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Itarolay,  Itirliard  11. 

Actiiij,'  Ensiixii,  '22  SLpttiuber,  isdl.     lloiionihly  clischurgod  5  October,  1805. 
Uarolay,  Mi  Ilia  111  II. 

Aitiii<^  Tliinl  Assistant  Kngiiu'cr,  '.)   Juno,  180;].     Ilonorubly  discharged  2y  Octo- 
ber, ls(;r). 

Kar«leii,  liCvi. 

Master,  17  March,  1800.     Relieved  2",  April,  1805. 
KarkoiibiUs  C'. 

(arpeiiler,  18  August,  181!).     Discharged  July,  1820. 
ISarkor,  A.  J.  li. 

Male,    12   Noveinbcr,    18151.     Acting   Ensign,    11    April,    1801.     Honorably    dis- 
cliar^'ed  1  November,  1S()5. 
Itarkor,  Albert  S. 

ActiiiLT  Nlidsliipnuui,  25  October,  isrj"j.     Ensign,  2~t  November,  1802.     Lieutenant, 
27   Fi'bruary,  1801.     Lieutenant-Commander,  25  July,   1800.      Comniunder,  28 
March,  1^77. 
Itarker,  Kd^ard  T. 

Acting  Assistant  Paymaster,  2(5  December,  1803.     Discharged  4  February,  1806. 
Itarkor,  €«oorK<»  F. 

Acting  Assistant  Paymaster,  14  August,  1803.     Resigned  4  November,  1804. 
Itarkor,  Henry  S. 

Tliird  Assistant  Engineer,  20  February,  1851.     Died  25  July,  1855. 
Rark(>r,  JaiiiOM  T. 

JMiatswaiii.  27  April,  1872. 
Itarkor,  John  li. 

Acting   Ensign,  15  May,  1803.     Acting  Master,  31   December,  1804.     Honorably 
discharged  18  September,  1805. 
Itarkor,  John  It. 

Mi(lshij)nuin,  11  February,  1841.     Dropped  17  August,  1847. 
Barker,  Joseph  It. 

Acting  Ensign,  25  February,  1804.     Resigned  22  May,  1865. 
Itarkor,  Josiaii. 

Xaval  Constructor;  date  not  known.     Dismissed  9  July,  1846. 
Itarkor,  J.  W. 

Midshipman,  1  July,  1828.     Resigned  20  May,  1829. 
Barker,  Kiohard. 

Midshipman,  30  May,  1820.     Resigned  14  February,  1821. 
Barker,  Stephen   IV. 

Mate,  23  J  uly,  1803.    Acting  Ensign,  1  January,  1805.    Resigned  15  Februarj',  1800. 
Barker,  Theodore. 

-Vcting  Assistant  Paymaster,  1  April,  1803.     Discharged  7  March,  1800. 
Barker,  William. 

Mate,  12  November,  1801.     Appointment  revoked  25]March,  1803.     Acting  Ensign, 
23  April,  1S04.     Honorably  discharged  23  November,  1805. 
Barker,  William  8. 

Mate,  29  Jaiiiiai y,  1803.     Dismissed  23  November,  1863. 
Barker,  William  ^\. 

Midsliipniaii.  20  March,  1800.     Discharged  12  October,  1801,  under  Peace  Estab- 
lislmieiit  .\et. 

Itarkiiiaii,  F.  W. 

Mate,  3  Sejjtember,  1863.     Acting  Ensign,  13  May,  1865.     Honorably  discharged 
15  December,  1865. 
Barlow,  ('liarles  R. 

.Mate,  31  October,  1861.     Acting  Ensign,  17  Julv,  1862,     Resigned   11  February, 
1863. 
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Barlow,  Frederick  S. 

Third  Assistant  Engineer,  23  June,  1860.     Second  Assistant  Engineer,  30  July. 
1802.     Lost  on  the  Tecu7nseh,5  August,  1864. 
Barlow,  Tlioiiias. 

Midshipman,  9  June,  1811.     Resigned  29  December,  1813. 
Barlow,  Walter  IS. 

Acting  Third  Assistant  Engineer,  9  January,  1863.     Honorably  discharged  3  De- 
cember, 1865. 
Barlow,  Walter  S. 

Acting  Second  Assistant  Engineer,  7  July,  1863.     Honorably  discharged  2  Decem- 
ber, 1865. 
Barnard,  Benjamin  H. 

Mate,  15  July,  1864.     Honorably  discharged  24  October,  1865. 
Barnard,  George  A. 

Acting  Third  Assistant  Engineer,   21    May,   1864.     Honorably    discharged    1^ 
August,  1865. 

Barnard,  liemnel. 

Third  Assistant  Engineer,  16  January,  1863.     Resigned  21  March,  1866. 
Barnard,  Robert  C 

Acting  Boatswain,  25  April,  1863.     Appointment  revoked  11  August,  1864. 
Barnard,  Robert  C. 

Acting  Gunner,  23  August,  1851.     Dismissed  4  August,  1852. 
Barnard,  Warren. 

Carpenter,  28  June,  1867. 
Barne$^,  Breasted. 

Carpenter  ;  date  not  known.     Died  2  November,  1819. 
Barnes,  George  P. 

Acting  Sailmaker,  9  November,  1874.     Resigned  31   March,  1875.     Acting  Sail 
maker,  20  February,  1878. 
Barnes  George  W. 

Mate,  24  June,  1863.     Resigned  28  November,  1864. 
Barnes,  George  W. 

Acting  Third  Assistant  Engineer,  4  June,  1864.     Appointment  revoked,  (Sick,)  ( 
September,  1864. 
Barnes,  Henry  E. 

Boatswain,  4  March,  1863.     Retired  list,  19  December,  1876. 
Barnes,  Isaac  M. 

Mate,  23  January,  1865.     Deserted  30  September,  1865. 
Barnes,  James, 

Acting  Third  Assistant  Engineer,  9  January,  1863.     Resigned  21  March,  1863. 
Barnes,  James  O. 

Mate,  11  February,  1862.     Resigned  9  June,  1862. 
Barnes^  John  S. 

Acting  Midshipman,  1  October,  1851.     Midshipman,  10  June,  1854.     Passed  Mid 
shipman,  22  November,  1856.     Master,  22  January,  1858.     Resigned  5  October 
1858.     Lieutenant-Commander,  16  July,  1863.     Resigned  4  February,  1869. 
Barnes,  I^akin. 

Mate,  11  October,  1863.     Acting  Ensign,  23  August,  1863.     Honorably  dischargee 
27  October,  1865.     Acting  Ensign,  9  July,  1866.     Mustered  out  2  June,  1868. 
Barnes,  iVathan,  Jr. 

Midshii^mau,  23  February,  1834.     Resigned  28  August,  1839. 
Barnes,  ]^athan  Hale. 

Midshipman,  27  July,  1863.     Graduated,  2  June,  1868.     Ensign,  19  April,  1869 
Master,  13  July,  1870.     Lieutenant,  13  December,  1872. 
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ItarnoA,  Saninel  K. 

Actinj^  Stcoml  Assistunt Engineer, (5  December,  I8(il.     Resigned  15  February,  1802. 
ISiiriiOM,  M'iiiHloM'  II 

Act  ill!,'  Ensi;^'n,  H  .March,  isdl.      Resigned  2(5  Ai)ril,  isr)5. 

Ituriiolt,  Albort  K. 

Mate,  'Jii  .luiif,   1kS()2.     Acting  Ensign,  0  July,    l>5t»;J.     ilonorubly  disclmrged  yO 

Sc'iiti'ml)or,  ISC,.";. 

Iliiriifl,  lOdwiird  A. 

^litlsliipnuui,  24  June,  1837.  Piisscd  ^lidsliipman,  29  June,  18};}.  .\cting  Master, 
i:?  Jaiuiarv,  1817.  Lieutenant,  4  August,  1850.  Commander,  10  July,  1802. 
Died  -Ji;  May,  1804. 

Kariioff,  .laoob. 

ArtiiiL,'  Third  Assistant  Engineer,  15  June,  1804.     Discharged  5  February,  1805. 
Kariiolt,  JaiiiOM. 

GumiiT,  27  May,  1800.     Not  in  service,  1  June,  1804 
Itariieft,  IVasliiiiKtoii. 

Actiiii;  Tliird  Assistant  Engineer,  9   April,   180:5.     Honorably  discharged  9  Sep- 
tcinlier,  1805. 
Itariiott,  IVilliaiii  C. 

Attiiii,' Tliird  Assistant  Engineer,  10   September,  1801.     Acting  Second  Assistant 
Engineer,  lU  Ai)ril,  1803.     Appointment  revokerl,  (Sick,)  10  March,  1805. 
llarnette,  IVilliam  J. 

Midshipman,  27  July,  1804.     Graduated  2  June,   1808.     Ensign,   19   April,   1809. 
^Master,  12  July,  1870.     Lieutenant,  28  December,  1872. 
Itariiewoll,  Kdvtard. 

Midshipman,  4  July,  1817.     Died  17  September,  1823. 
Kariiewell,  K<lwar<l. 

Master,  29  January,  1814.     Lieutenant,  22  Jidy,  1814.     Lost  in  Epervier,  1815. 
ISarney,  Charles    N. 

Acting  Ensign,  27  January,  1803.  Acting  Master,  27  June,  1804.  Honorably  dis- 
charged 13  October,  1805. 

Barney,  Joseph  ]V. 

Midsliipnian,  30  June,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  23  March, 
1847.     Lieutenant,  5  August,  1847.     Dismissed  4  June,  1801. 
Barney,  Joshua. 

Midshipman,  1  January,  1818.     Died  30  September,  1823. 
Barney,  Joshua. 

Captain,  25  April,  1814.     Flotilla  Service.     Died  1  December,  1818. 
Barney,  Samuel  C 

:\Iidshipman,  27  June,  1835.  Passed  Midshipman,  22  June.  1841.  Master,  23  June, 
1S47.  Lieutenant,  12  November,  1847,  Reserved  list,  12  November,  1847.  Dis- 
missed 0  March,  1803. 

BarnhouMe,  Aui;ustus. 

Midshipman,  10  May,  1820.     Resigned  12  May,  1825. 
Itariihouse,  W.  Li. 

Sailmakcr,  2  February,  1814.     Resigned  (i  July.  1815, 
Barnieoaf,  K.  W. 

Carpenter,  17  December,  1841.     Retired  list,  10  November,  1873. 
Barnieoat,  J.  A. 

Carpenter,  7  June,  1830.     Resigned  14  September,  1830. 
Barniini,  .luKUstUN. 

Acting  Third -Vssistant  Engineer,  10  September,  1801.  Acting  Second  Assistant 
Engineer,  13  September,  1802.  Acting  First  Assistant  Engineer,  21  July,  1804. 
Honorably  discharged  25  October,  18G5. 
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Itariiuiii,  Daniel. 

Acting  Second  Assistant  Engineer,  4  September,  1863.     Dismissed  20  February, 
1SG4. 
Bariiiini,  Richard. 

Assistant  Surgeon,  11  March,  1829.     Resigned  23  Sei^tember,  1829. 
Barnwell,  Williani  J. 

Surgeon's  Mate,  28  July,  1810.     Surgeon,  27  Ai^ril,  181G.     Resigned  15  December, 
1823. 

Barr,  John. 

Gunner,  4  August,  1841.     Died  20  April,  1846. 

Barr,  John  C 

Acting  Tliird  Assistant  Engineer,  1   October,  18G2.      Acting    Second   Assistant 
Engineer,  23  December,  18G3.     Resigned  28  September,  18G4. 

Barr,  John  O. 

Mate,  1  October,  18G2.    Acting  Ensign,  28  September,  1864.    Honorably  discharged 
28  February,  18GG. 
Barr,  William  M. 

Acting  Third  Assistant  Engineer,  19  December,  1861.     Third  Assistant  Engineer, 

17  March,  1863.     Second  Assistant  Engineer,  1  September,  1864.     Resigned  16 
April,  1866. 

Barrabino,  N.  C 

Assistant  Surgeon,  28  February,  1833.     Passed  Assistant  Surgeon,  1  August,  1837. 
Surgeon,  8  September,  1841.     Died  13  April,  1852. 
Barrand,  John  T. 

Midshipman,  20  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 

18  April,  1855.     Lieutenant,  14  September,  1855.     Died  29  August,  1860. 

Barrel!,  Oeorge. 

Midshipman,  17  August,  1799.     Resigned  17  April,  1810. 
Barrett,  £dTrard. 

Midshipman,  3  November,  1840.     Passed  Midshipman,  11  July,  1846.     Master,  1 
March,   1855.      Lieutenant,  14   September,  1855.      Lieutenant-Commander,  16 
July,  1862.     Commander,  6  February,  1866.     Captain,  7  May,  1871.     Commo- 
dore, 11  June,  1879.     Died  31  March,  1880. 
Barrett,  George  TV. 

Mate,  2  October,  1861.     Acting  Ensign,  9  April,  1863.     Acting  Master,  24  August, 
1864.     Honorably  discharged  28  October,  1865. 
Barrett. 

Mate,  16  August,  1861.      Acting  Ensign,   30  September,  1863.      Honorably  dis- 
charged 18  July,  1868. 
Barrett,  Peter, 

Gunner,  7  May,  1862.     Died  6  November,  1871. 
Barrett,  Thomas  B. 

Midshipman,  8  May,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant,  11 
February,  1844.     Died  11  November,  1847. 
Barrett,  Thomas  H. 

Acting  Third  Assistant  Engineer,  25  July,  1864.     Honorably  discharged  19  June, 
1865. 
Barrett,  William  H. 

Carpenter,  3  October,  1872. 
Barrett,  William  M. 

Mate,  22  January,  1865.     Honorably  discharged  20  December,  1865. 
Bar  ringer,  Jeremiah. 

Acting  Third  Assistant  Engineer,  18  November,  1864.     Honorably  discharged  17 
September,  1865. 

Barrington,  Samnel. 

Surgeon's  Mate,  3  January,  1828.     Passed  Assistant  Surgeon,  3  March,  1835.     Sur- 
geon, 9  February,  1837.     Died  4  September,  1862. 
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llurriiiKtoii,  IVilliain  J. 

Act iiii,' Tliird  Assistant  Engineer,  i:{   December,  1«02.     Ilononkbly   ciiscliiirL'ed  "7 
Murch,  1S(;«,  ^ 

Barroll,  Iloiiry  II. 

Mitlshipuiaii,  'Jy  September,   18(57.     Gruduated   G  .June,   1S71.     Ensii;n    It    Inly 
1S72.     Master,  20  October,  1«75.  ■" 

liarroii,  Jaoob. 

Actint^  Knsi<;n,  13  March,  1803.     Resigned   9  November,  180:].     Acting  Ensign,  0 
March,  1S04.     Acting  JSIaster,  20  April,    180.1.     Honorably  discharged  2o''l)e- 
ciinber,  1805.     Acting  Master,  11  December,  180C.     Mustered  out  31  May,  1808. 
Barron,  JaiiiOH. 

l.itutcnant,  0  March,  1798.     Captain,  22  May,  1799.     Died  21  April,  1851. 
Barron,  Jolin. 

■Vctin^g  Third  Assistant  Engineer,  28  December,  1801.     Acting  Second    .Assistant 
Engineer,  22  January,  1804.     Resigned  (Sick,)  2  March,  1805. 
Barron,  Saninel. 

Captain,  13  Sci)tember,  1798.     Died  29  October,  1810. 
Barron,  Samuel. 

.Midshipman,  1  January,  1812.     Lieutenant,  3  Marcli,  1827.     Commander,  15  July, 
1847.     Cai)tain,  14  September,  1855.     Dismissed  22  May,  1801. 
Barron,  William  J. 

Acting  Third  Assistant  Engineer,  19  September,  1804.     Resigned  22  June,  18C5. 
BarroHKliolonKli,  £flward. 

Acting  Third  Assistant  Engineer,  15  September,  1864.     Honorably  discharged  20 
December,  1805.  "  ° 

Barrows,  Henry  C. 

Acting  Third  Assistant  Engineer,  23  March,  18G5,     Honorably  discharged  4  Jan 
uary,  1870. 
Barry,  £dwar(l. 

Master,  28  February,  1809.     Died  3  May,  1830. 
Barry,  Edward  B. 

Midshipman,  20  July,  1805.     Graduated   4   June,   1809.     Ensign,  12  July,  1870. 
Master,  29  January,  1872.     Lieutenant,  G  April,  1875. 
Barry,  £raNtus. 

Acting   Third   Assistant   Engineer,  10    October,  ISOl.     Acting    Second  Assistant 
Engineer,  23  June,  1804.     Honorably  discharged  2G  November,  18G5. 
Barry,  Francis  E. 

Midsliii)inan,  29  June,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  25 
February,  1841.     Died  19  Aiigust,  1S44. 
Barry,  Oarrott. 

Chaplain,  30  May,  1809.    Last  appearance  on  Records  of  Navy  Department,  3  ^lay, 
1813. 
Barry,  Garrett  R. 

Purser,  3  March.  1825.     Pay   Director  on   Retired   list,  3   Marcli.  1871.     Died  2Q 
February,  1870. 
Itarry,  Gerard  II. 

.Vcting  Ensign,  14  May,  18G3.     Ai-)pointment  revoked  (Sick,)  3  October,  I'^t'.i. 
Harry,  George  J. 

Third  Assistant  Engineer,  2G  June,  1856.     Second   Assistant   Engineer,  3   August, 
1859.     First  Assistant  Engineer,  1  July,  1801.     Chief  Entrineer,   10   November, 
1S03.     Retired  list,  24  March,  1«74.     Died  10  Novembar,  1877. 
Itarry,  JaiiK^H  II. 

Mate,   15  N(>veinl)er,  1861.     Acting  Ensign,   24  January,   1804.     Honorably  dis- 
charged 10  September,  1805. 
[tarry,  James  J. 

Third  Assistant  Engineer,  8  December,  1862.     Second  Assistant  Engineer,  8  April, 
ist;4.     First  .Vssistant  Engineer,  1  January,  1808. 
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Barry,,  James  J. 

Midsliii)maii,  20  December,  1837.     Resigned  20  September,  1843. 
Barrj',  John. 

Captain,  G  June,  1794.     Died  13  September,  1803. 

Barry,  John. 

Midsliijiraan,  23  September,  1798.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 
Barry,  John. 

Master,  3  August,  1831.     Resigned  9  July,  1833. 
Barry,  Jonathan. 

Gunner,  8  July,  1837.     Resigned  5  August,  1837. 
Barry,  Patrick  H. 

Third  Assistant  Engineer,  3  May,  1862.     Died  1  August,  1863. 
Barry,  Bohert  T. 

Assistant  Surgeon,   26   March,    1834.     Passed  Assistant   Surgeon,  12  July,  1839. 
Surgeon,  23  February,  1844.     Died  14  August,  1S57. 
Barry,  Thomas. 

Gunner,  2  July,  1814.     Resigned  19  November,  1826.     Master,  19  February,  1841. 
Killed  by  accident,  27  June,  1842. 
Barry,  William. 

Boatswain,  7  May,   1804.     Last  appearance  on  Records  of  Navy  Department,  3 
July,  1807. 
Barry,  William  A. 

Carpenter,  1  May,  1873. 
Barry,  William  W. 

Acting  Assistant  Paymaster,  30  July,  1863.     Discharged  13  September,  1865. 
Barry,  William  W. 

Assistant  Paymaster,  15  March,  1870.     Passed  Assistant  Paymaster,  12  April,  1877. 

Barrymore,  Joseph  H. 

Midshipman,  16  August,  1806.     Resigned  5  December,  1808. 

Barrymore,  William. 

Mate,  4  November,  1861.     Acting  Ensign,  28  January,  1863.     Acting  Master,  23 
July,  1863.     Honorably  discharged  13  December,  1865. 
Barston,  HaTiland. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  18  December, 

1862.  First  Assistant  Engineer,  11  October,  1866.     Lost  on  "  Oneida,'"  24  Janu- 
ary, 1870. 

Barstow,  Bohert. 

Mate,  22  May,  1861.     Acting  Ensign,  1  December,  1862.     Acting  Master,  9  June, 

1863.  Honorably  discharged  18  February,  1867. 
Barstow,  Solomon. 

Mate,  15  March,  1864.     Honorably  discharged  30  September,  1865. 
Barstow,  Sidney. 

Mate,  16  June,  1865.     Appointment  revoked  4  August,  1865. 
Bartholomew,  B. 

Midshipman,  30  November,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 21  May,  1819. 
Bartholomew,  Henry  li. 

Acting  Assistant  Surgeon,  6  November,  1863.     Honorably  discharged  28  Novem- 
ber, 1865. 
Bartholomew,  T,,  S. 

First  Assistant  Engineer,  1  September,  1845.     Resigned  20  April,  1847. 
Bartholomew,  liyman. 

Mate,  21  November,  1861.     Acting  Master,  11  April,  1862.     Died  20  December,  1864. 
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nartlcinan,  Richard  M. 

Third  Assistant  Kii;,'iiu,er,  24  December,  1853.     Second  Assistant  Engineer.  9  Muv, 
18.")7.     First  Assistant  Engineer,  2  August,  1859.     Chief  Engineer,  2H  t)ctobe'r, 
1801. 
Ilarflot,  FraiirlH. 

.MiiUhi|iiii:in,  1   March,   IS'J.I.     Passed  Midshipman,    10  Juno,  \HXi.     Ucsigncd  5 
DLconibcr,  ls:5s. 

]{arllet(,  <  liarloM  IE. 

Assistant  Paymaster,  4  December,  18C9.     Passed  Assistant  Pavmasttr,  25  Heptcm- 
ber,  1875. 
Ilarllolf,  C'liarloM  Ward. 

3Iitishi])inaii,  2   .1  iiiic,   l.'^fiT.     Graduated  (5  June,    1871.      Ensign,   14  July,   1872. 

.Master,  17  Marcii,  1875. 

Ilarflotf,  C'oriioliuH. 

Aitiiig  Ensign,  2^J  September,  1802.     Honorably  discharged  22  November,  18G5. 
Itartlotl,  i:iiMlia  P. 

Acting  Secoiul  Assistant  Engineer,  4  September,  1803.     Acting  First  Assistant 
Engineer,  14  February,  18(54.     Honorably  discliarged  19  NovenilxT,  18f)7. 
Itartlott,  Kxra. 

Mate,  2:]  January,  1862.     Acting  Ensign,  23   November,  1804.     Ilonorablv  dis- 
charged 21  March,  1800. 
Itartlctt,  Frank  W. 

Cailet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Bart  let  1,  Iloiiry  £. 

Acting  Master,  23  June,  1863.     Appointment  revoked  8  February,  18C8. 
Bartlett,  John  K. 

IJoatswain,  4  September,  1858.     Resigned  9   August,  1859.     Re-ajjpointcd  5  Octo- 
ber, 1S59.     Resigned  21  March,  18'73. 
llartlott,  John  R. 

Acting  Midshipman,  28  November,  1859.    Ensign,  8  September,  1803.    Lieutenant, 
27  February,  1804.     Lieutenant-Commander,  25  July,  18G6.      Commander,  25 
April,  1877." 
Bartlett,  Joj^eph  T. 

Midshipman,  9  September,  1841.     Drowned  30  March,  1840. 
Bartlett,  Stephen  V. 

Acting  Assistant  Surgeon,  31  December,  1864.     Honorablv  discharged  31  Decem- 
ber  1805. 
Bartlett,  TI'ashinK<on  A. 

Midshipman.  23  .laiuiary,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 
22  November,  1844.     Dropped  28  September,  1855. 
Bartlin;;    Charles  C. 

Sailmaker,  9  October,  1844.     Resigned  18  July,  1845. 
Itartol    John. 

Mute,  January,  1862.     Acting  Ensign,  20  July,  1863.     Honorably  discharged  12 
October,  1805. 

Barton,  Charles  C 

Midslnpnian,  1  December,  1824.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
25  February,  1841.     Died  28  August,  1851. 
Itarton,  C'harle!^  F. 

Acting  Ensign,  15  February,  1805.     Honorably  discharged  28  Octol^cr,  1805. 
Barton,  F<lMard  1>. 

Acting  Assistant  Paymaster,  22  July,  1801.     Died  1  September,  1802. 
Barton,  G.  Dc  F. 

Acting  Assistant   Paymaster,  5  December,   1802.     Assistant  Paymaster,  2   Julv, 
1804.     Paymaster,  4  May,  1866.     Resigned  12  April,  1869. 
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Barton,  George  F. 

Third  Assistant  Engineer,  20  February,  1851.  Second  Assistant  Engineer,  21  Blay, 
1853.     Died  4  September,  1853. 

Barton,  Janie^^  A. 

Third  Assistant  Engineer,  16  January,  1863.     Resigned  5  March,  1868. 

Barton,  Jeremiah. 

Lieutenant,  8  June,  1798.     Resigned  14  September,  1800. 

Barton,  John  K. 

Cadet  Engineer,  1  October,  1871.  Graduated  31  May,  1873.  Assistant  Engineer,  23 
January,  1874.     Passed  Assistant  Engineer,  1  November,  1879. 

Barton,  John  T. 

Assistant  Surgeon,  30  May,  1844.     Died  22  August,  1846. 

Barton,  Jonahan   Q, 

Acting  Assistant  Paymaster,  30  .January,  1864.  Assistant  Paymaster,  2  March, 
1867.     Passed  Assistant  Paymaster,  10  February,  1870. 

Barton,  Philip  H. 

Acting  Assistant  Surgeon,  5  April,  1864.     Honorably  discharged  9  October,  1865. 

Barton,  Robert  R. 

Surgeon,  24  July,  1813.     Resigned  24  February,  1824. 

Barton,  Thomas  €. 

Mate,  25  October,  1862.     Resigned  14  April,  1864. 

Barton,  William  Henry. 

Acting  Midshipman,  23  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander,  25 
July,  1866.     Resigned  17  June,  1867. 

Barton,  William  H. 

Acting  Gunner,  18  April,  1863.     Honorably  discharged  28  November,  1865. 

Barton,  W.  P.  C. 

Surgeon,  28  June,  1809.     Died  29  February,  1856. 

Bartow,  Theodore  B. 

Chaplain,  8  September,  1841.     Died  18  May,  1869. 

Bartram,  Charles  H. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Appoinknent  revoked  3 
June,  1865. 
Bartram,  William  H. 

Acting  Third  Assistant  Engineer,  12  July,  1864.     Honorably  discharged  1  Novem- 
ber, 1865. 
Bashford,  Andrew  P. 

Mate,  4  April,  1862.  Acting  Ensign,  10  September,  1863.  Honorably  discharged 
2  June,  1868.     Mate,  4  November,  1869. 

Bass,  £.  €. 

Acting  Ensign,  1  October,  1862.     Resigned  19  February,  1864. 

Bassett,  David  L*. 

Acting  Assistant  Surgeon,  18  December,  1861.     Resigned  24  September,  1863. 

Bassett,  Ezra. 

Acting  Ensign,  1  June,  1864.     Honorably  discharged  28  October,  1865. 

Bassett,  Fletcher  S. 

Midshipman,  21  September,  1865.  Graduated  4  June,  1869.  Ensign,  13  July, 
1870.     Master,  13  April,  1872.     Lieutenant,  16  June,  1875. 

Bassett,  H.  W. 

Assistant  Surgeon,  26  May,  1824.  Surgeon,  25  May,  1826.  Killed  in  a  duel,  20 
August,  1830. 

Bassett,  James. 

Master,  18  April,  1814.  Last  appearance  on  Records  of  Navy  Department,  Brig 
"  Enterprise,''''  22  April,  1815. 
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BaNNCtf,  JaineH  C. 

Actiiif^  Assistant  Surgeon,  III  Jannury,  lst;r).     Honorably  discharged  10  October, 
isd"). 

lluHMett,  Orvillo. 

Acting  Third  Assistant  Engineer,  15  December,   1802.     Honorably   discharged  9 
August,  18G5. 
BuHMotf,  Simeon  S. 

Midsliipinaii,  10  S(i)tember,  1H41.     Passed  Midshipman,  10  August,  1847.    Muster, 
11  SLj)tcinbcr,  185.').     Lieutenant,  15  September,  1855.     Died  0  May,  1859. 
BuHNOtf,  WoHloy  W. 

Midsliipman.  U  March.  1838.     Passed  Midsliipman,  2  .Tuly.  1S45.     Master,  20  Feb- 
ruary, 1S.J4.     Dismissed  22   Scj)tembcr,   1854.     Acting  Assistant  I'aymaster,  24 
March,  18()2.      Resigned  14  .lanuary,  1S()5.     Master  on  Retired  list,  8  June,  1872. 
Lieutenant-Commander,  Retired  list,  22  March,  1875. 
riatolieldor,  Aiitlrow  J. 

Acting  Third   Assistant  Engineer,  24   November,  18C2.      Appointment   revoked 
(Sick.)  0  April,  lsi;:{. 
Butolieldor,  Jonepli  C. 

Acting  Third  Assistant  Engineer,  20  December,  18G3.     Honorably  discharged  15 
February,  18G6. 
Batcbollor,  Oliver  A. 

Acting  Midsliipman,  28  November,  1859.     Ensign,  25  November,  1862.    Master,  15 
April,  18(33.     Lieutenant,  22  February,  1864.     Lieutenant-Commander,  25  July, 
1866.     Commander,  25  June,  1877. 
Batenian,  Artliiir  £. 

Mate,  y  October,  1807.     Resigned  18  September,  1871. 
Sates,  Adiia  A. 

>Iate,  31  July,  1863.     Acting  Ensign,  16  August,  1864.     Honorably  discharged  13 
August,  1865. 
Safes,  AlexaiKler  B. 

Third  Assistant  Engineer,  16  January,  1863.     Second  Assistant  Engineer,  28  May, 
1864.     First  Assistant  Engineer,  1  January,  1874. 
Sates,  Charles  J. 

Assistant  Surgeon,  7  March,  1838.     Passed  Assistant  Surgeon,  22  November,  1843. 
Died  26  August,  1847. 
Sates,  Frank. 

Acting  Ensign,  16  February,  1863.    Appointment  revoked  (Sick,)  28  August,  1863. 
Acting  Ensign,  31  March,  1863.     Resigned  13  April,  1864. 

Sates,  Harrj-  C. 

Mate,  28  July,  1864.     Honorably  discharged  1  November,  1865. 
Sates,  John. 

Bi)ats\vain,  20  October,  1845.     Dismissed  29  July,  1857. 
Sates,  John. 

r.oatswain,  5  June,  1861.     Dismissed  28  October,  1864. 
lates,  John  A. 

Purser,  2  March,  1831.     Retired  21  December,  1861.     Died  26  August,  1871. 
lates,  John  A.,  Jr. 

Assistant  Paymaster,  19  March,  1862.     Paymaster,  3  August,  1805.     Died  4  March, 
1807. 
lates,  Moses  M. 

Midshipman,  9  August,  1799.     Resigned  and  entered  the  Army  in  1800. 
Sates,  Nathan  I>. 

.Acting  First  Assistant  Engineer,  3  October,  1861.     Dismissed  16  September,  1863. 
lates.  Xewton  Is. 

.Vssistant  Surgeon,  24  June,  1861.     Passed  Assistant  Surgeon,  22  June,  1864.     Sur- 
geon, 16  September,  1865. 
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Bates,  Nicholas  B. 

Acting  Second  Assistant  Engineer,  18  December,  1861.     Resigned  6  August,  1862. 
Bates,  Pkiueas  K. 

Acting  Master,  13  April,  1862.     Appointment  revoked  18  April,  1862. 
Bates,  Richard. 

Acting  Ensign,  20  December,  1863.  Acting  Master,  20  June,  1865.  Honorably 
discharged  31  October,  1865. 

Bates,  Thomas. 

Acting  Master,  1  October,  1862.     Dismissed  19  March,  1864. 

Bates,  IVilliaiu. 

Acting  Master,  7  December,  1861.     Honorably  discharged  14  November,  1865. 

Bates,  William  H. 

Acting  Assistant  Surgeon,  15  April,  1863.  Honorably  discharged  6  November, 
1865. 

Bath,  Joliii. 

Mate,    3  May,   1862.     Acting  Ensign,  24  January,    1863.     Dismissed  9  October, 
1863. 
Batioue,  Boiuinick  B. 

Acting  Assistant  Paymaster,  15  March,  1865.  Discharged  18  October,  1865. 
Passed  Assistant  Paymaster,  23  July,  1866.  Paymaster,  26  August,  1868. 
Died  5*  September,  1878. 

Battelle,  Everett. 

Third  Assistant  Engineer,  27  June,  1862.     Resigned  29  June,  1S65. 

Batten,  James  M. 

Acting  Third  Assistant  Engineer,  22  August,  1862.  Acting  Second  Assistant 
Engineer,  27  July,  1863.     Honorably  discharged  30  December,  1865. 

Battiii,  John  M. 

Acting  Assistant  Surgeon,  22  March,  1864.  Honorably  discharged  20  March, 
1866. 

Battle,  Samuel  W. 

Assistant  Surgeon,  1  October,  1875. 

Bauer,  Henry  C. 

Acting  Second  Assistant  Engineer,  3  August,  1864.    Honorably  discharged  26  De- 
cember, 1865. 
Baugh,  Richard. 

Midshipman,  16  January,  1809.     Resigned  15  September,  1810. 

Baughman^  Oeorge  £. 

Assistant  Paymaster,  14  July,  1870.     Passed  Assistant  Paymaster,  8  March,  1879. 
Died  4  August,  1880. 
Baughman,  Henry  C. 

Assistant  Engineer,  13  October,  1875. 
Baulsir,  William  J. 

Acting  Master,  27  November,  1861.     Resigned  12  March,  1863. 
Baumgarten,  O.   H.  £. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  24  April,  1865. 
Resigned  5  May,  1865. 
Baury,  Frederick. 

Midshipman,  18  May,  1809.     Lieutenant,  9  December,  1814.     Lost  in  the  Sloop 
"  Wasp,''  1815. 
Baury,  Frederick  F. 

Mate,  1861.  Acting  Master,  14  May,  1862.  Acting  Volunteer  Lieutenant,  25 
August,  1864.     Honorably  discharged  8  February,  1869. 

Baxter,  Alfred. 

Mate,  21  August,  1862.  Acting  Gunner,  17  December,  1863.  Appointment  re- 
voked 30  June,  1864.     Mate,  36  May,  1866.     Resigned  11  April,  1867. 
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Itsivtor,  C'hiirloN  II. 

Acting'  Kiisign,  '2\l  October,  1S()2,     Acting   Muster,  5."J  Murcli,    lS(;i.     IIi.Moruhly 
discliarged  \i  November,  1805. 
Iluxfor,  J.  II. 

Acting  Volunteer  Lieutenant,  2i>  August,  ISOL     Ilonorubly  discbarged  27  Deceni- 
lier,  18(;r,. 

Itavlor,  .laiiiOM  W. 

Mate,  I'J  Fel)iuury,  1SG4. 
itu\l(>r,  OMoar  F. 

Assistant  .Surgeon,  25  January,  1842.     Resigned  17  -Xpril,   1848. 
lla\lor,  Kodiioy. 

Acting  Mast(  r,  iV,  May,  18(>1.     Resigned  3  October,  18C.1. 
Ilaxter,  IVilliani  T. 

Acting  Tliiril  Assistant  Engineer,  10  July,  IHGIJ.     Honorably  discharged  :5   .Janu- 
ary, 180t). 
Say,  \alliaiiiel  G. 

Midsliiinnaii,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  I 
May,  IS!  11.     Cashiered  14  October,  1842. 
layard,  A.  W.  W. 

-MidshipMKin,  3  August,  180-5.     Dismissed  30  October,  1805. 
tayard,  I'liarloH  C 

Midshipman,  y  December,  1841.     Passed  Midshipman,  10  August,  1847.     Died  19 
February,  1850. 

layloy,  Warner  B. 

Acting  Third  Assistant  Engineer,  4  August,  18(54.     Mustered  out  28  April,  1869. 
Second  Assistant  Engineer,  2  September,    1870.     First  Assistant  Engineer,   21 
September,  1877. 
taylor,  Adam  K. 

-Mate,  31  August,  1864.    Honorably  discharged  30  July,  1868.    Mate,  31  December, 
lytj'J.     Resigned  5  September,  1873. 
iayiitoii,  Fdward. 

'Midsliipnuui,  18  May,  1809.     Dismissed  24  August,  1810. 
lajM,  Cjioorge, 

Acting  Second  Assistant  Engineer,  11  March,  1863.     Resigned  25  August,  1865. 
leaeliain,  FliMlia  J. 

CJunner,  7  September,  1861. 
leadel,  Kdward  N. 

Midshipman,  19  October,  1841.     Lost  in  the  G'ramp?/*,  March,  1843. 
tealo,  KdH-ard  F. 

Midshii)man,  14  December,  1836.     Passed  Midshipman,  1  July,  1842.     Master,  1 
August,  1849.     Lieutenant,  28  February,  1850.     Resigned  5  March,  1852. 
Joalo,  CJoorKO. 

Purser,  24  July,  1813.     Died  4  April,  1835. 
ioale,  Joseph. 

Midshipman,   1    April,  1799.     Lieutenant,   19    April,  1800.     Last   appearance  on 
Records  of  Navy  Department. 
lealc,  JoHopli. 

Assistant  Surgeon,  6  September,  1837.     Passed  Assistant  Surgeon,  14  March,  1848. 
Surgeon,  19  A])ril,  1848      Medical  Director,  3  March,  1871.     Surgeon-General,  8 
July,  1873.     Retired  list,  30  December,  1876. 
Scale,  Ilieliard  C 

Lieutenant,  It  March,  1798.     Last  appearance  on  Records  of  Navy  Department. 
(eale.  Ilobert. 

Midshipman,  1  January,  1818.      Last  appearance  on  Records  of  Navy  Depart- 
ment. 
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Bcalc,  Thomas  T. 

Midsliipman,  17  February,  1800.     Resigned  2  June,  1803. 

Beall,  Charles. 

Acting  Tliird  Assistant  Engineer,  20  October,  1863.     Honorably  discharged  27 
September,  1805. 

Beall,  Charles  F. 

Mate,  12  January,  1864.     Honorably  discharged  27  September,  1865. 

Beall,  John  H. 

Surgeon's  Mate,  28  April,  1804.     Resigned  15  October,  1807. 

Beaiu,  Peter  M. 

Mate,  23  December,  1864.     Honorably  discharged  14  September,  1865. 

Beam  an,  !Ezra. 

Actino-  Ensign,  9  April,  1863.     Acting  Master,   for  gallant  conduct,  19  March, 
1804.     Honorably  discharged  31  December,  1865. 

Beaman,  George  W. 

Actino'  Assistant  Paymaster,  5  March,  1862.     Assistant  Paymaster,  11  June,  1862. 
Paymaster,  28  March,  1866. 

Bean,  George  F. 

Mate,  12  February,  1864.     Honorably  discharged  31  October,  1865. 

Bean,  William  S. 

Third  Assistant  Engineer,  15  April,  1847.     Resigned  23  October,  1847. 

Beane,  John  W. 

Midshipman,  23  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  July,  1875. 
Resigned  30  June,  1878. 

Beans,  Samuel  S. 

Acting  Ensign,  5  October,  1864.     Honorably  discharged  17  January,  1866. 

Beard,  Alexander. 

Master,  1  March,  1814.     Discharged  15  April,  1815. 

Beard,  George  M. 

Acting  Assistant  Surgeon,  5  March,  1864.     Resigned  18  October,  1865. 

Beard,  George  W. 

Third  Assistant  Engineer,  25  March,  1862.     Retired  list,  1  February,  1866.     As- 
sistant Engineer,  Retired  list,  24  July,  1867. 

Beard,  George  W. 

Acting  Third  Assistant  Engineer,  11  June,  1864.     Honorably  discharged  30  Octo- 
ber, 1865. 

Beard,  liCwis. 

Midshipman,  10  January,  1840.     Resigned  23  July,  1844. 

Beard,  William  C. 

Midshipman,  4  July,  1805.     Resigned  15  September,  1810. 

Beardslee,  l^ester  A. 

Midshipman,   5   March,   1850.     Passed   Midshipman,  20  June,  1856.     Master,  22 
January,  1858.     Lieutenant,  23  July,  1859.     Lieutenant-Commander,  16    July, 
1862.     Commander,  12  June,  1869. 
Beardsley,  Edward  T. 

Acting  Third  Assistant  Engineer,  1   September,  1864.     Honorably  discharged  19 
May,  1866. 
Beardsley,  Grove  S. 

Assistant  Surgeon,  1  July,  1861.     Passed  Assistant  Surgeon,  22  June,  1864.     Sur- 
geon, 25  July,  1866. 
Beardsley,  Richard. 

Acting  Assistant  Paymaster,  17  December,  1861.     Resigned  27  June,  1864. 
Beardsley,  Rohert. 

Mate,  31  October,  1861.     Acting  Ensign,  3  November,  1863.    Honorably  discharged 
20  January,  1866. 


GENEHAI,   NAVV   HKGISTER.  q1 

BcaMloy,  Goorjjo  F. 

Aitiii<^  Assistant  Surgeon,  5  Marcb,  1SG4.     Honorably  discburi'ed   1.5  September 

dcadie,  Frodoriok  A. 

Mali',  30  SepteiiilHT,  1«<)4.     Honorably   (llscburi,'L-(l    12  October,    isr.r,.     Mute,  12 
May,  ISlJtJ,     Aijpouitment  revoked  20  October,  lN(i(i. 
[{ca((i<%  I.iKiiiM  II. 

Acting  Masur,  1  August,  18G1.     Honorably  di»cbarged  7  December,  inJiS. 
Beat  tits  William  A. 

Mat*',  ."»  .Iimc,  1S02.     Acting  Ensign,  17  October,  lyi; I.     Honorably  discbar^ed  12 
May.  Ib05. 

Icatly,  F.  S. 

Surgeon's  Mate,  27  July,  1819.     Resigned  i;j  December,  1823. 
leaf  ty,  FrauoiM  li. 

Miilsliipmun,  1  March,  182.'3.     Dismissed  10  December,  1830. 
teatly,  Frank  F. 

Midshipman,  21  Sei)tember,  1871.  Graduated 21  June,  1875.  Ensign,  18  July,  1876. 
Scalty,  Iloratio. 

.Mi.lshipmaii,  1  January,  1812.     Resigned  6  September,  1822. 
teafty,  John  T. 

.Midshipniaii,  21  October,  1848.     Resigned  1(5  September,  1850. 
teatty,  Thomas  A. 

Mi. Isliipinan,  l(j  January,  1819.     Lieutenant,  24  July,  1813.     Resigned  29  Novem- 
bor,  1?^14. 
loaiichainp,  Hiram. 

Acting  Assistant  Surgeon,  1  October,  18G2.     Resigned  7  December,  1864. 
leaiioliamp,  Jomc|>!i. 

Acting  Ensign,  3  September,  18G3.     Resigned  17  November,  1864. 
leaiifort,  Francis. 

Aiting  Gunner,  1  October,  18G2.     Resigned  5  June,  18G3. 
tea u mart,  Iloratio  U. 

Assistant  Surgeon,  29  April,  1864.     Passed  Assistant  Surgeon,  2G  October,  1868. 
Surgeon,  5  April,  1875. 
Seanmont,  John  C 

Midshipman,    1    March,   1838.     Passed    Midshipman,  20  May,  1844.     Master,  30 
August,  1851.     Lieutenant,  29  August,   1852.     Commander,  16  July,  1862.     Re- 
tired list.  27  April,  1868.     Captain,  Active  list,  10  June,  1872.     Commodore,  14 
June,  1874. 
ieok,  Alfred  M. 

Mate,  4  February,  1863.     Resigned  9  October,  1863.     Mate,  31  December,  1863. 
Honorably  discharged  25  July,  1865. 
Jeok,  C.  E. 

Acting  Ensign,  29  June,  1863.     Honorably  discharged  2  December,  1865. 
teok,  I>2iiiiel. 

.Midsiiipiuaii,  24  November,  1800.     Resigned  3  January,  1801. 
lerk,  Frsin<'i<4  W. 

31atc,  29  Ajuil,  1863.     Appointment  revoked  16  January,  1864. 
tei'k,  John  II. 

Midshijuiian.  18  May,  1809.     Resigned  16  Sei)tember,  1810. 
teok,  Morris  It* 

Assistant  Surgeon,  2  December,  1841.     Passed  Assistant  Surgeon,  15  March,  1847. 
Resigned  10  May,  1861. 
Keck,  Samnel. 

iMiiUhipman.  12  April,  1813.     Last  appearance  on  Records  of  Navy  Deportment, 
'•  A>/>f «/»«,"  25  September,  1815. 
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Beck,  Sydney  S. 

Mate.     Acting  Ensign,  28  October,  18G2.     Resigned  3  February,  1864. 

Beek,  William  W. 

Mate,  27  ]SIav,  180-4.  Acting  Ensign,  3  December,  1SG4.  Honorably  discharged 
7  October,"l8G8.     Mate,  24  January,  1870. 

Becker,  James. 

]\Iatc,  20  January,  1862.     Dismissed  29  November,  1862. 

Beckett,  B.  F. 

Acting  Second  Assistant  Engineer,  1801.  Api^ointment  revoked  12  February, 
1802.  Actir.g  Second  Assistant  Engineer,  20  June,  1862.  Acting  First  Assistant 
Engineer,  25  February,  1863.     Honorably  discharged  17  November,  1867. 

Beckett,  Matthew. 

Mate,  16  September,  1861.     Resigned  17  May,  1864. 

Beckham,  J.  B. 

Midshipman,  1  December,  1824.     Died  11  September,  1825. 

Beckley,  IVoah. 

Acting  Third  Assistant  Engineer,  2  July,  1862.     Died  Magnolia,  10  October,  1862. 

Beckwith,  Edward  J. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department. 

Beckwith,  Henry  C 

Third  Assistant  Engineer,  27  June,  1862.  Second  Assistant  Engineer,  21  November, 
1863.     First  Assistant  Engineer,  1  January,  1868.  Retired  list,  2  December,  1876. 

Beckwith,  J.  li.  fS. 

Midshipman,  16  January,  1840.     Dismissed  23  September,  1844. 

Beckwith,  S.  91. 

Gunner,  14  March,  1843.     Resigned  30  September,  1853. 

Bedford,  Joseph. 

Midshipman,  1  April,  1804.     Resigned  30  June,  1804. 

Bee,  B.  F. 

Acting  Second  Assistant  Engineer,  12  February,  1862.  Appointment  revoked  21 
July,  1862.  Acting  Second  Assistant  Engineer,  27  October,  1862.  Acting  First 
Assistant  Engineer,  1  March,  1864,     Honorably  discharged  12  September,  1865. 

Bee^  Fphraim  J. 

Assistant  Surgeon,  9  May,  1844.     Died  7  March,  1850, 

Beecher,  Mark  H. 

Professor,  14  June,  1841.     Retired  list,  27  March,  1869. 
Beecher,  "William  P. 

Acting  Assistant  Paymaster,  4  November,  1862.     Drowned  24  June,  1863. 

Beehler,  William  H. 

Midshipman,  28  July,  1864.  Graduated,  2  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  10  September,  1874. 

Beers,  Angnst  P. 

Surgeon's  Mate,  16  November,  1824.     Surgeon,  4  December,  1828.     Died  8  June, 
1831. 
Beers,  Frank  H. 

Mate,  21  November,  1861.  Acting  Ensign,  22  December,  1862.  Resigned  10  May, 
1865. 

Beers,  James  R. 

Mate,  14  November,  1861.  Acting  Master,  15  February,  1862.  Acting  Volunteer 
Lieutenant,  24  June,  1863.     Honorably  discharged  19  December,  1865. 

Beetle,  I>aTid  S. 

Acting  Ensign,  1  June,  1864.     Honorably  discharged  28  August,  1865. 

Beggs,  John. 

Sailmaker,  20  August,  1835.     Died  27  September,  1840. 
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Itolini,  C.  F.  W. 

Actinjx   Voliiiitfcr   T-ieuteii:mt,    20   Aufjtist,  1S(;i.     Actiii;^  Vohmtcer   Lieutcimut- 
C'KiiiinaiuUr,  'Ji  December,  1864.     Honorably  discharged  28  November,  1805. 
Bclelicr,  JaiiiCM  A. 

Mate,  2!)  April,  18G4.     Honorably  discharged  19  November,  1867. 
Belcher,  J.  II. 

Proftssor  Mathematics,  20  September,  1837.     (See  Henshaw.) 
Relelier,  John  A. 

MidsliipiiKiii,  1  September,  1811.     Lieutenant,  27  April,  1816.     Lust  appearance  on 
Kccnrds  of  Navy  Department,  7  December,  1819.     Dead. 
Ilelelier,  ThoiiiiiM  K. 

Actinj^  Tliird  Assistant  Engineer,  5  November,  18G3.     Resigned  ;j  .Tune,  186.'i. 
Bel<leii,  Frederick. 

Matf,  lii  November,  1SG2.     Died  30  September,  1863. 
Beldeii,  Samuel. 

Acting  Kiisigu,  8  Septeml)er,   1S02.     Ac-ting  Muster,  19   February,  186 {.     Acting 
Volunteer  Lieutenant,  18  Muy,  1865.     Honorably   discharged  21   Mardi,  IHiWi. 
Acting  ALister,  5  Aj)ril,  1867.     Ensign,  12  3Iurch,  1868.     :M aster,  18   December, 
1868.     Lieutenant,  21  March,  1870. 
Beldiiii?,  Xieholns  II. 

Acting  Assistant  Paymaster,  13  April,  1865.     Honorably  discharged  15  October, 
lyC.C). 

Belknap,  Alfred  A. 

Purser,  11    March,  1851.     Dismissed   2  August,   1865.     Dismissal   annulled,   and 
commissioned  Pay  Director,  3  March,  1871.     Retired  list,  27  January,  1873. 
Belknap,  Charles. 

Midshipman,  20  .luly,  1864.     Ensign,  18  December,  1868.     Master,  21  Murch,  1870. 
Lieutenant,  21  March,  1871. 
Belknap,  (ieorge  £. 

Midshipman,  7  October,  1847.     Passed  Midshipman,  10  June,  1853.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Captain,  25  January,  1875. 
Bell,  A.  Xelson. 

Assistant  Surgeon,  5  March,  1847.     Passed  Assistant  Surgeon,  1   May,  1855.     Re- 
signed 30  October,  1855. 
Bell,  C'harle$^  II. 

Midshi))niaii,  IS  Juno,  1812.     Lieutenant,  28  March,  1820.     Commodore,  10  Sep- 
tember, 1840.     Captain,  12  August,  1854.     Commodore,  Retired   list,   16  July, 
1862.     Rear- Admiral,  '.:5  July,  1866.     Died  19  February,  1875. 
Bell,  C  harle»  S. 

Midshipman,  9  September,  1841.     Dismissed  28  August,  1849. 
Bell,  l>avid  N. 

MidshiiHuan,  23  September,   1861.     Graduated  September,  1865.     Ensign.  1   De- 
cember,  1866.     Retired   list,   10   July,    1868.     Lieutenant  on   Retired   list,   26 
March,  1869.     Died  25  March,  1870. 
Bell,  Fd^vard  B. 

Boatswain,  15  December,  1852.     Died  12  January,  1875. 
Boll,  <i>eor);e. 

Gunner,  25  June,  1838.     Died  7  September,  1845. 
Bell,  iaeorge  K. 

Acting  Third  Assistant  Engineer,  3  July,  1863.     Honorably  discharged  80  Novem- 
ber, im;5. 
lU'll,  Hamilton. 

Acting  Gunner,  22  November,  1851.     Deserted  in  August,  1854. 
Hell,  Henry  II. 

Midshipman,  4  August,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
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3  March,  1831.  Commander,  12  August,  1854.  Commodore,  16  July,  1802. 
Rear-Admiral,  25  July,  1806.  Retired  ""list,  12  April,  1807.  Drowned  11  Jan- 
uary, 1808. 

Bell,  James. 

Master,  10  January,  1809.     Resigned  19  December,  1809. 

Bell,  James. 

i\Iastcr's  ]\Iate,  22  July,  1816.     Last  appearance  on  Records  of  Navy  Department. 

Bell,  Jefferson. 

Acting  Second  Assistant  Engineer,  25  November,  1862.     Dismissed  9  September, 
1:^03. 

Bell,  John. 

Acting  Boatswain,  16  September,  1873.     Resigned  19  August,  1874. 

Bell,  John  H. 

Midshipman,  16  January,  1809.     Lieutenant,  9  December,  1814.     Commander,  3 
March,  1831.     Died  14  August,  1833 

Bell,  John  B. 

Acting  Ensign,  7  January,  1863.     Honorably  discharged  27  October,  1865. 

Bell,  Joseph  G. 

Acting  Assistant  Surgeon,  5  April,  1864.     Honorably  discharged  19  September, 
1865. 

Bell,  J.  Snowden. 

Acting  Third  Assistant    Engineer,    10    August,    1864.      Appointment  revoked, 
(Sick,)  3  December,  1864. 

Bell,  Bobert  B. 

Midshipman,  1  August,  1820.     Dismissed  19  July,  1824. 

Bell,  Thaddeus. 

Acting  Assistant  Paymaster,  17  January,  1865.     Discharged  15  October,  1866. 

Bell,  Thomas. 

Acting   Second   Assistant   Engineer,  10  December,  1862.      Resigned.  17  March, 
1864. 

Bell,  Thomas  O. 

Boatswain,  18  June,  1838.     Retired  list,  3  July,  1872. 

Bell,  Thomas  W. 

Acting  Ensign,  15  September,  1862.     Honorably  discharged  24  September,  1865. 
Acting  Ensign,  29  January,  1867.     Mustered  out  30  December,  1808. 

Bell,  Walter  D. 

Mate,  5  July,  1802.     Resigned  6  July,  1863. 

Bell,  William. 

Acting  Third  Assistant   Engineer,  1    October,    1862.     Acting   Second    Assistant 
Engineer,  16  January,  1S65.     Honorably  discharged  25  November,  1865. 

Bell,  Wilson  F. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  17  June,  1862. 

Sellandi,  £. 

Acting  Ensign  and  Pilot,  1  October,  1864.     Honorably  discharged  19  February, 
1866. 
Bellows,  Charles  S. 

Mate,  23  January,  1862.     Honorably  discharged  2  August,  1868. 

Bellows,  Edward. 

Assistant  Paymaster,  11  June,  1862.     Paymaster,  20  February,  1866. 

Bellows,  George. 

Acting  Master,  28  December,  1861.     Resigned  21  November,  1863. 

Belrose,  liOuis. 

Midshipman,  20  September,  1861.     Graduated  September,  1865.     Ensign,  1  De- 
cember, 1866.     Resigned  30  January,  1867. 
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Holt,  ^Villiani. 

Surgeon'd  Mate,  23  September,  1811.     DismiBsed  7  April,  1829. 
llelt,  Mi  Ilium  J. 

MidsliiiJinaii,  1  September,  ISll.     liieutenuut,  3  March,  1817.     Commander,  9  Feh- 
rnarv,  1^:57.     Dismissed  2  November,  I8J2. 
lloifoii,  Solomon  I>. 

>MitlsIiij)iiiuii,  1  Jammry,  1825.     Reslgne*!  H".  Febniury,  1827. 

Mate,  23  Uctuljer,  18G1.     Resigned  20  July,  1804. 
IlomiM,  Gooree  F. 

Acting  .\ssistant  Paymftster,  20   Septeniber,  1803.     Discliargcd   20  October,  1805. 
Assi.stant  I'avmaster,  27   Febrmiry,  1807.     Passed  Assistant  Paymaster,  2  Julv, 
ISC,!*.     Disiiusstdri  May,  1875. 
]{oiil»ri<i{;o,  lliclinrd  M. 

ilidsliipman,  20  Noveinixr,  1823.     Last  appearance   on   RecDPcis  ot  Navy    i>ipart- 
uient.     Dead. 
Benckort,  JaiiioM  ^l, 

'riiinl  Assistant  Engineer,  8  October,  1801.     Died  28  June,  1802. 
lionocliot,  Cioorgc  S. 

Acting  Assistant  Paymaster.  20  August,  1862.     Assistant  Paymaster,  30  June,  1864. 
Hcsigncd  11  Augilst,  1805. 
IloiKMlii'f.  IVilliam  It. 

i'i.)lcss..r,  31  May  1841.     Died  20  Juno,  1853. 
JBoiiliiim,  Andrew  £.  K. 

Midsliipman,  24  November,  1847.     Passed   Midshipman,  10  June,  1853.     Master, 
15  Septemt)er,  1855.     Lieutenant,  10  September.  la55.     Lieutenant-Commander, 
10  .luly,  1M!2.     Commander,  25  July,  1800.     Cajjtain,  12  Marcli,  1875. 
Benliam,  C'liarloH  A. 

Mate,  10  Ai)ril,  ist;!.     Appointment  revoked  25  January,  18G5. 
Benliam,  Courtlanclt. 

Midshipman,  31   March,  1837.     Passed  Midshipman,  20  June,  1843.     Master,  21 
September,  1850.     Lieutenant,  9  April,  1851.     Died  30  October,  1852. 
Benliam,  Timothy  G. 

Midsliipman,  30  November,   1814.     Lieutenant,  3   March,   1827.     Commander,  5 
February,  1848.     Reserved  list,  14  September,  1855.     Died  17  June,  IbCO. 
Benliam,  T.  W. 

Mate,  31  January,  1870.     Resigned  12  February,  1876. 
Benliam,  W.  O. 

Midshipman,  2<)  February,  1833.     Resigned  14  November,  1837. 
Benliam,  W.  <■. 

Midsiiii)man,  5  May,  1838.     Resigned  23  August,  1838. 
Benjamin,  Cverarcl. 

.Midshipman,  1  January,   1818.      Last  appearance  on  Records  of  Navy  Depart- 
ment. 

BenEaniin,  J.  S. 

M  iir,  7  .June,  isc,2.    Acting  Ensign, 20  August,  1863.    Resigned  8  November,  1804. 
Benjiimin,  Myron  F. 

Mate,  1   October,  1802.     Acting  Ensign,   18  December,   1802.     Resigned  5  June, 
1803. 
Benjamin,  Park,  Jr. 

Midsliipman,   23  September,   1803.      Ensign,  18  December,   1868.      Resigned  19 
.laiuiary,  1809. 
Beiikliard,  J.  P. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  15  ^lay,  1862. 
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Kenneson,  Robert  H. 

Acting  Second  Assistant  Engineer,  25  March,  18G-4.     Honorably  discharged  4  No- 
vember, 1805. 
ISennet,  Cornelius. 

Master,  9  December,  1812.     Died  18  August,  1840. 

Benuet,  J.  W.  A. 

Acting  Ensign,  20  February,  1865.     Honorably  discharged  12  October,  18G5. 
Bennett,  A.  J. 

Midshipman,  4  July,  1817.     Dismissed  31  December,  1828. 
Bennett,  Charles. 

Acting  Third  Assistant  Engineer,  28  December,  1801.  Acting  Second  Assistant 
Engineer,  15  February,  1864.     Resigned  5  August,  1865. 

Bennett,  C.  W. 

Midshii^man,  29  March,  1839.     Dismissed  6  August,  1839. 

Bennett,  C.  W.  B. 

Midshipman,  5  April,  1837.     Resigned  8  November,  1838. 

Bennett,  £dward. 

Midshipman,  3  January,  1800.     Lieutenant,  5  February,  1807.    Died  20  December, 
1810. 
Bennett,  Franeis  M. 

Cadet  Engineer,  1  October,  1874.     Graduated  10  June,  1879. 
Bennett,  George. 

Acting  Third  Assistant  Enpineer,  11  October,  1804.     Honorably  discharged  0  No- 
vember, 1865. 
Bennett,  George  in.. 

Acting  Second  Assistant  Engineer,  28  December,  1861.  Acting  First  Assistant 
Engineer,  15  December,  1862.     Honorably  discharged  5  December,  1865. 

Bennett,  George  R. 

Acting  Third  Assistant  Engineer,  27  September,  1861.  Acting  Second  Assistant 
Engineer,  8  July,  1862.  Acting  First  Assistant  Engineer,  16  July,  1863.  Hon- 
orably discharged  21  November,  1865. 

Bennett,  J.  A. 

Acting  Ensign,  10  December,  1864.     Honorably  discharged  21  October,  1865. 

Bennett,  Jeremiah  H. 

Acting  Ensign,  11  October,  1862.     Honorably  discharged  12  August,  1865. 
Bennett,  John  F. 

Mate,  31  July,  1863.     Appointment  revoked  25  April,  1864. 
Bennett,  John  W. 

Midshipman,  10  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 
March,  1855.     Lieutenant,  14  September,  1855.     Dismissed  19  April,  1861. 

Bennett,  John  W. 

Acting  Ensign,  12  January,  1863.  Appointment  revoked  4  March,  1864.  Acting 
Ensign,  17  May,  1864.     Honorably  discharged  15  September,  1865. 

Bennett,  liOrey. 

Acting  Third  Assistant  Engineer,  15  August,  1862.     Resigned  23  FeVjruary,  1865. 

Bennett,  L..  T. 

Midshipman,  7  December.  1825.     Passed  Midshipman,  4  June,  1831.     Resigned  18 
October,  1833. 
Bennett,  Rudolph  T. 

Third  Assistant  Engineer,  25  March,  1862.     Second   Assistant  Engineer,  2  Feb- 
ruary, 1865.     First  Assistant  Engineer,  1  January,  1868.     Retired  list,  21  May, 
1880. 
Bennett,  Thomas. 

Boatswain,  19  March,  1858. 
Bennett,  Thomas  W. 

Acting  Assistant  Surgeon,  23  September,  1863.  Honorably  discharged  24  Feb- 
ruary, 1869. 
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Itoiiiiott,  Tlilliain. 

Sailinakcr, 'J:{  A ii<,'ust,  1833.     Resigned   18  April,  ls;m.     Suilmaker,  5  July,  is:{'j. 
K(sijj;m(l  lo  May,  18(51. 
Itoiiiiett.  William  C. 

AitiiiL;  Knsii,'!!,  1  October,  1803.     Resigned  18  Fciiruury,  18(51. 

KoiiiiiM,  Spiro  Y. 

Aitiii!^  Master,  2G  August,'  18(51.     Honorably  discharged  10  May,  1865. 
Iteiisoii,  (liarloH. 

Mi.lsliii)n\aii,  2\  February,  1802.     Cashiered  6  June,  1803. 
lIciiHoii,  <jioorKC  II. 

Mate,  27  May,  18f.2.     Died  9  October,  1863. 
BoiiMoii,  Joiin  C\ 

Mitlsiiiptnan,  22  August,  1812.     Last  appearance  on  Records  of  Navy  Department, 
(turIuiii,'lRdj  7  June,  1815. 
IleiiKoii,  William  S. 

Cadet  Miclshlpiiuin,  21  September,  1872.     Graduated  18  June.  1879. 
Bent,  Silas. 

Midshipman,  1  July,  1836.     Passed  Midshipman,  1  July,  1842.     Master,  7  January, 
1819.     hieutenaut,  1  August,  1849.     Dismissed  25  April,  1861. 
Bciitliall,  John  D. 

Guuuer,  18  Octobor,  1839.     Appointment  revoked  27  March,  1847. 

Bentloy,  John  II. 

Mate,  20  September,  1864.     Honorably  discharged  24  July,  1805. 

Bentloy,  John  W. 

Acting  Master,  10  June,  1861.     Died  27  May,  1864. 

Bentley,  Peter  E. 

Midshipman,  12  April,  1800.     Resigned  4  March,  1802. 

Bentley,  Thomas. 

Actinic  Second  Assistant  Engineer,  10  August,  1861.     Acting  First  Assistant  En- 
gineer, G  January,  1865.     Honorably  discharged  5  July,  1866. 
Bentl)',  J.  K. 

Acting  Vuluntcer  Lieutenant,  1  October,  1862.     Resigned  5  February,  1863. 
Benton,  Josiali  II. 

Acting  Assistant  Paymaster,  11  September,  1862.     Honorably  discharged   25  Sep- 
tember, 1865. 
Benton,  Theodore  M. 

Acting  Gunner,  28  January,  1864.     Honorably  discharged  27  November,  1865. 
Ben  trick,  Charles. 

Mate.     Dismissed  1  May,  1862. 
Bentson,  Kas^mns. 

Acting  Ensign,  7  January,  1863.     Lost  at  Sea,  4  April,  1863. 
Ber^ner,  A.  M. 

Mate,  17  June,  1864.     Resigned  8  October,  1870. 
Bernard,  Henry,  Jr. 

Assistant  Surgeon,  27  November,  1844.     Passed  Assistant  Surgeon,  12  February, 
1850.     Resigned  11  October,  1850. 
Bernard,  Stephen. 

Master,  7  Marcli,  1811.     Resigned  3  August,  1813. 
Bernar<i,  L.emnel. 

Third  Assistant  Engineer,  16  January,  1863.     Resigned  21  March,  1866. 
Bernbanm,  Olc  K. 

ActiiiLj  Ensign,  30  May,  1864.     Acting  Master,  0  .\pril,   ist'..">.     Appointment  re. 
Vok.d  31  August,  1867. 
Bern  ice,  tiieorKe. 

Acting  Third  Assistant  Engineer,  3  December,  1^^J1.     Dismissed  lit  July,  18<52. 
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Bernard,  Heury. 

Midshipman,  12  November,  1800.  Lieutenant,  28  February,  1807.  Resigned  19 
May,  1813.  Captain,  24  December,  1814.  Last  ajipearance  on  Records  of  Navy 
Department. 

Berrclf,  '^Villiaiii  II. 

Acting  Assistant  Surgeon,  17  May,  1804.     Honorably  discharged  10  October,  1865. 

Berrian,  William  I^. 

Mate,  23  August,  1864.     Appointment  revoked  15  June,  1865. 

Berrien,  John  M. 

Midshipman,  1  March,  1835.  Passed  Midshipman,  4  June,  1831.  Lieutenant,  9 
Februarv,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1802. 
Commodore,  26  September,  1866.     Retired  list,  38  December,  1866. 

Berry,  Abraham  H. 

Mate,  37  May,  1863.      Acting  Ensign,  14  May,   1863.     Honorably  discharged  6 
July,  1867. 
Berry,  Albert  G. 

Midshipman,  24  July,  1865.  Graduated  4  June,  1869.  Ensign,  12  July,  1870. 
Master,  27  September,  1872.     Lieutenant,  20  October,  1875. 

Berry,  Charles. 

Midshipman;  1  September,  1811.  Furloughed  17  October,  1815.  Last  appearance 
on  Records  of  Navy  Department. 

Berry,  Daniel  D. 

Acting  Second  Assistant  Engineer,  20  December,  1864.     Honorably  discharged  39 
July,  1865. 
Berry,  G.  H. 

Acting  Ensign,  19  January,  1865.     Honorably  discharged  3  May,  1866. 

Berry,  James  H. 

Acting  Ensign,  13  February,  1864.     Honorably  discharged  19  September,  1865. 

Berry,  J.  Appleton. 

Acting  Assistant  Paymaster,  9  Sept'ember,  1861.  Assistant  Paymaster,  33  July, 
1866.     Appointment  revoked  10  April,  1877. 

Berry,  John  B. 

Acting  Third  Assistant  Engineer,  30  March,  1865.  Honorably  discharged  8 
October,  1868. 

Berry,  Mark. 

Acting  Third  Assistant  Engineer,  31  March,  1864.  Appointment  revoked  8 
August,  1864. 

Berry,  B.  D. 

Carpenter,  13  October,  1833.     Dismissed  8  March,  1836. 

Berry,  Richard. 

Carpenter,  1  July,  1818.     Resigned  16  January,  1834. 
Berry,  Richard. 

Sailmaker,  4  November,  1853.     Died  10  April,  1861. 

Berry,  Richard. 

Mate,  2  October,  1861.     Resigned  39  May,  1863. 

Berry,  Robert  M. 

Acting  Midshipman,  31  January,  1863.  Graduated  June,  1866.  Ensign,  13  March, 
1868.     Master,  36  March,  1869.     Lieutenant,  31  March,  1870. 

Berry,  Thomas. 

Carpenter,  18  December,  1816.     Last  api^earance  on  Records  of  Navy  Department. 

Berry,  Thomas  C 

Boatswain,  29  September,  1854.     Dismissed  11  January,  1859. 

Berry,  William. 

Midshipman,  17  December,  1810.     Lieutenant,  37  April,  1816.     Died  17  July,  1834. 

Berry,  William. 

Boatswain,  30  February,  1813.     Died  26  March,  1819. 
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Berry.,  William  C. 

Actiii<,' Muster,  without  pay, '22  November,  1S(52.     Ai)i)()ii)tnu'nt   rev()k(<l    >'ii  .lan- 
uary,  18G3, 
Kerry  man,  E.  C 

Artiiig  Second  Assistant  Engineer,  13  September,  18(51.     RcsijL^ned  7  October,  1802. 
Berryuian,  Of\«ay  II. 

iliiisliipiiiaii.  2  February,  1829.     Passed  Midsbi2)man,  3  July,  iSlJ/i.     Lieutenant, 
b  September.  ls|l.     Died  2  April,  IHCl. 

Iterrymaii,  Robert. 

Acting  Third  Assistant  Engineer,  25  November,  1803.     Honorably  discharged  27 
July,  18(55. 
Ber(,  CaiiHtave  IV. 

Acting  Third  Assistant  Engineer  19  April,  1804.     Appointment  revoked  2  Feb- 
ruary, IStl"). 

Berfo<ly,  Charles. 

.Mi.lshipman,  :!  March,  1838.     Resigned  31  July,  1842. 
Berlolletfe,  Daniel  X. 

Assistant  Surgeon,  23  June,  1873.     Passed  Assistant  Surgeon,  20  April,  1877. 
Bertoletfe,  J.  C. 

Assistant  Surgeon.  4  Julv,  185S.     Surgeon,  22    Mav,  18(52.     lictired    list,  Seijtem- 
ber  15,  18(55.     Died  1  May,  1808. 
Bertram,  dieorj^e. 

Acting  Third  Assistant  Engineer,  4  February,  1803.     Honorably   discharged  12 
September,  1805. 
Bertsoh,    I^eo. 

Acting  Third  Assistant  Engineer,  11  March,  1865.     Honorably  discharged  14  Feb- 
ruary, 1808. 
Ber^ind,  Edward  J. 

Mi<lshipman.   20  Julv,    1805.     Graduated   4   June,   1809.     Ensign,  12  July,  1870. 
Master,  24  March,  1872.     Retired  list,  14  May,  1875. 
ItesM,  Jolin. 

(iunner,  28  May,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Be»»se,  An^el  B. 

Acting  Third  Assistant  Engineer,  28  July,  1802.     Acting  Second  Assistant   Engi- 
neer, 'J  January,  1804.     Honorably  discharged  12  December.  1S05. 
BeHMe,  Claude. 

Master,  10  September,  1813.     Discharged,  15  April,  1815. 
BesHett,  Russell. 

Master,  24  August,  1812.     Acting  Lieutenant,  1  March,  1814.     Last  appearance  on 
Records  of  Navy  Department.     Dead. 
Best,  Henry. 

Acting  Second  Assistant  Engineer,  14  September,  1861.     Dismissed  10  Novcudier, 
18(52. 
Itest,  William. 

Acting  Ensign  and  Pilot,  21  June,  1805.     Honorably  discharged  4  August,  1800. 
llest,  William  II. 

Acting  Second  Assistant  Engineer,  20  August,  ISOl.    Acting  First  Assistant  Engi- 
neer, 17  June,  1803.     Honorably  discharged  0  March,  1800. 
BeMt,  W.  J. 

Mate,  25  August,  1866.     Appointment  revoked  31  March,  1872. 
Itetlner,  Henry. 

Midshipman,  14  April,  1800.     Discharged  6  August,  1801. 
BefiM.  Barzella  C. 

.\(  ting  Humiii',  9  January,  1803.     Resigned  1  September,  1804. 
:Soi(M.  C'liarleH  R. 

Mate,  22  June,  1803.     Deserted  4  July,  1803. 
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Betts,  Charles  T. 

Acting  Ensign,  19  August,  1864.     Dismissed  5  May,  1865. 
Bet(»i$,  Williaiu. 

Mate,  17  September,  1861.      Resigned  3  April,  1862.     Mate,  13  August,  1863. 
Acting  Ensign,  24  September,  18(32.     Resigned  11  October,  1864. 
Bengloss,  John  I>. 

Chaplain,  2  Jul}^  1864. 

Beverley,  W.  B. 

Midshipman,  9  June,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant,  28 
June,  1843.     Died  30  October,  1846. 
Beverly,  C.  B. 

Midshipman,  1  August,  1827.     Dismissed  16  June,  1834. 
Beverly,  George  W. 

Acting  Ensign,  19  January,  1865.     Honorably  discharged  8  November,  1868. 
Beverly,  McKenzie. 

Midshipman,  19  October  1841.     Struck  oflf  17  March,  1843. 
Bevington,  Ulartin. 

Cadet  Engineer,  15  Se^Dtember,  1875.     Graduated  10  June,  1879. 

Bevins,  Selh. 

Acting  Third  Assistant  Engineer,  5  April,  1865.     Honorably  discharged  22  Sei>- 
tember,  1865. 

Beviiis,  S.  H. 

Mate,  31  December,  1861.     Acting  Ensign,  31  July,  1863.     Honorably  discharged 
1  January,  1866. 

Beyer,  Jnlins  F. 

Acting  Ensign,  9  October,  1862.     Acting  Master,  14  November,  1864.     Honorably 
discharged  26  October,  1865. 
Beyer,  Henry  G. 

Assistant  Surgeon,  19  May,  1876.     Passed  Assistant   Surgeon,  7  August,  1870. 
Beyersdorfi',  li. 

Mate,  31  October,  1861.      Resigned  25  March,  1865.      Mate,  1  February,  1870. 
Died  1877. 
Beyse,  Albert  F. 

Acting  Third  Assistant  Engineer,  6  February,  1864.     Resigned  12  May,  1865. 
Bianchini,  L..  A. 

Teacher,  date  not  known.     Resigned  27  July,  1846. 
Bibb,  Peyton  P. 

Cadet  Midshij)man,  12  June,  1874.     Graduated  4  June,  1880. 
Bibber,  Charles  J. 

Mate,  1  March,  1865. 
Bibles,  Frank  P. 

Mate,  5  April,  1862.     Acting  Ensign,  27  January,  1863.     Dismissed  14  November, 
1865. 
Bickerstatr,  Samuel. 

Acting   Chief  Engineer,   1    October,    1862.     Acting  Fleet  Engineer    Mississippi 
Squadron,  1  June,  1864.     Honorably  discharged  3  Sej^tember,  1866. 
Bicknell,  George  A. 

Acting  Midshipman,  2  December,  1861.     Graduated  June,  1866,  Ensign,  12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Bickshafft,  C.  H. 

Acting  Ensign,  12  December,  1863.     Honorg,bly  discharged  1  October,  1867. 
Biddle,  Clement. 

]\ridsliipraan,  12  February,  1799.     Resigned  30  March,  1804. 
Biddle,  Clement. 

Assistant  Surgeon,  18  June,  1878. 
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Bid<ilo.  F.dirard. 

Miilsliipui:iii,  12  Fel>ruury,  1800.     Last  appearance  on  Records  of  Navy  Dcpart- 
iiitiit..     Doad, 
Bid<llis  Jaiiic'M. 

Mitlsliipiimii,  13  Fobniiiry,  ISOO.     Lieutenant,  11    Ftbruury,  IHOT.     Commander,  ."i 
March,  l«l:3.     C';iptain"28  February,  IBIT).     Died  1  Octohur,  181H. 
Bicldl<%  JaiiiOH  S. 

Miilshiimian,  is  October,  1833.     Passed  Midshipman,  S   July,  18:5!).     1/icutonaut, 
20  August,  IMl.     Resigned  25  September,  185(i. 
Biddlo,  Saiiiiioi. 

Surgeon's  Mute,  10  July,  1824.     Died-14  February,  182(}. 
Bi<ldlo,  8ponc*er  F.  B. 

La.let  Miclsliipiuaii,  13  June,  1874.  ^Gradviatcd  4  June,  1880. 
Biodloiiiaii,  Daniel. 

-Mate,  7  June,  iscr,'.     Resigned  14  July,  1862. 
BioK,  Frederiok  C. 

CadetKngiueer,  1  October,  1874.     Graduated  20  June,  1878. 
Biol  by,  Porfous  P. 

A?.?-istant  Surgeon,  31  March,  1808.     Retired  list,  8  July,  1873.     Died  1  August, 
Is^U. 
iiier,  <ieoreo  II. 

Mi(.lsliipman,  ID  October,  1841.     Passed  Midshipman,  10  August,  1S47.     Master.  14 
September,  lar).").     Lieutenant,  15  September,  185").     Resigned  23  Ajjril,  isci. 
Bi^olow,  Abraham. 

Midshipman,  IS  Jime,  1812.     Lieutenant,  28  March.  1820.     Commander,  22  Janu- 
ary, 1841.     Cajitaiu,  12  September,  1854.     Resigned  1  March,  1857. 
BigoloTi-,  Alpliens. 

Acting  Third  Assistant  Engineer,   20  October,  18G4.      Honorably  discharged  6 
August,  18G6. 
Bi^olow,  B.  F. 

Acting  Assistant  Engineer,  12  December,  1863.     Resigned  5  May,  18(i5. 
Bi^elow,  Goorge  A. 

Acting  Mi(lsliij)man,  20  May,  1853.     Midshipman,  20  June,  1856.     Passed  Mid- 
shipman, 21t  April,  l85'.i.     Master,  5  September,  is."")!!.     Lieutenant,  19  December, 
1860.     Lieutenant-Commander,  16  July,  1862.     Resigned  1*J  March,  1867. 
Bigloy,  Joseph  J. 

Mate,  9  September,  1862.     Dismissed  17  April,  1863. 
Bigl!:s,  Jaine». 

Midshipman,  28  May,  1800.     Resigned  21  June,  1803. 
Bi^lfM,  Joseph  li. 

Midshipman,  16  January,  1800.     Drowne<l  15  April,  1813. 
Biker,  Nieholas. 

Master,  3  July,  1813.     Last  aiipearance  on  Records  of  Navy  Department. 
Bilisoly,  Josepli. 

Third  Assistant  Engineer,  2  August,  1855.     Died  3  September.  lsr(5. 
Blllard,  Jnles  F. 

Acting  Assistant  Surgeon,  15  October,  18()3.  Honorably  discharged  10  October,  186.5. 
Billinger,  F. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Dep.irtuient, 
30  September,  1815. 
Billinp*,  C.  C. 

Midshipman,  18  May,  1809.     liesigned  9  May,  1814. 
Billiii)>:s,  Ifenry  K. 

Acting  Master,  2t">  May,  1862.     Honorably  discharged  21  December,  1865. 
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Billings,  liOtlier  G. 

Acting   Assistant  Paymaster,  24    October,    1862.     Assistant  Paymaster,  3  March, 
1805.     Paymaster,  20  October,  1864. 
Billiii,  George. 

Boatswain,  7  August,  1801.     Resigned  24  December,  1803. 

Bills,  J.  HoTflaiicl. 

Acting  Assistant  Paymaster,  19  April,  1861.     Naval   Storekeeper,  1  August,  1863. 
Resigned  6  February,  1865. 

Bills,  John  G. 

Gunner,  20  June,  1862.     Drowned  16  May,  1863. 

Binder,  George. 

Carpenter,  0  July,  1798.     Master,  11  July,  1812.     Dismissed  6  March,  1813.     Mas- 
ter, 13  AjDril,  1813.     Last  appearance  on  Records  of  Navy  Department. 

Bingham,  I^dward  B. 

Acting   Assistant  Surgeon,  15  March,  1864.     Assistant   Surgeon,    1    April,    1864. 
Passed  Assistant  Surgeon,  23  April,  1868.     Died  24  February,  1873. 
Bingham,  Hamilton. 

Acting   Ensign,  13  December,  1863.     Acting  Ms^ster,  37   June,  1864.     Honorably 
discharged,  15  August,  1865. 
Bingham,  John  F. 

Third  Assistant  Engineer,  25   August,  1862.     Second  Assistant  Engineer,  20  Feb 
ruary,  1864.     First  Assistant  Engineer,  1  January,  1868. 

Bingley,  W.  B. 

Sailmaker,  16  November,  1831.     Resigned  11  September,  1824. 

Biunix,  George. 

Acting  Gunner,  35  June,  1863.     Resigned  10  May,  1865. 
Biondi,  £iigene. 

Mate,  30  November,  1861.     Acting  Ensign,  5  December,  1863.     Acting  Master,  23 
March,  1865.     Honorably  discharged  3  November,  1868.     Mate,  13  July,  1869. 
Resigned  14  August,  1869. 
Bireh,  BeWitt. 

Surgeon's  Mate,  14  July,  1834.     Died  1  May,  1836. 
Birch,  Warren. 

Acting  Ensign,  16  April,  1863.     Appointment  revoked  (sick)  33  June,  1864. 
Bird,  Charles  M. 

Mate,    19   October,   1861.     Acting   Ensign,  3   September,    1863.     Honorably  dis- 
charged 31  October,  1865. 
Bird,  £dward. 

Mate.     Honorably  discharged  5  October,  1865. 

Bird,  John  H. 

Midshipman,  17  December,  1810.     Killed  in  action,  23  August,  1812. 

Bird,  John  B. 

Midshipman,  16  April,  1814.     Resigned  15  June,  1814. 
Birchmore,  William. 

Surgeon's  Mate,  10  January,  1815.     Surgeon,  10  July,  1834.     Lost  in  the  "  Hornet,'''' 
10  September,  1829. 

Birdsall,  John  A. 

Sailmaker,  7  March,  1848. 

Birdsall,  W.  A. 

Mate,  7  March,  1867.     Mustered  out  30  April,  1868. 
Birkheck,  Alexander,  Jr. 

First  Assistant  Engineer,  8  June,  1844.     Chief  Engineer.  3  March,  1847.     Resigned 
33  December,  1 847. 

Birkey,  Henry  W. 

Assistant  Surgeon,  10  January,  1863.     Resigned  16  July,  1874. 


GENERAL  NAVY  REGISTER.  73 

Irnoy,  Frank  C 

Midshij)!!!!!!!,  21  July,  1865.     Graduated  June,  18G9.     Dit.l  is  July,  isTl. 
iriiiis  K(lwar<l  A. 

Acting  Assistant  Piiymastcr,  1(5  December,  1801.     Resifj^ncd  :U  March.  ISOa. 
IrtwiiHtlo,  JaiiiOH. 
M;itc,  4   NovenilKT,  1801.      Acting  Ensign,  27  April,  1H(W.     Acting  Master,  28 
June,  lst;,->.     llonoriihly  discharged  0  Jiinuiiry,  la08. 
[h('1,  .4iiio»  T. 
Mute,  14  Ffbruarj',  1804.     Acting  Ensign,  30  March,  1865.     Honorably  discharged 
22  April,  1800. 
iHliop,  Aloxaiider  IHo. 
Assistant  I'avmastcr,  lu  March,  1862.     Paymaster,  22  November,  18()5.     Retired 
list,  ti  March,  1870. 
ittliop,  fliarlcN  W. 

Mate,  30  Ai)ril,  1870.     Died  81  July,  1870. 
Isliop,  Kdwartl  G. 

.\ctiiig  Assistant  Paymaster,  22  August,  1863.     Discharged  19  October,  1805. 
iHliop,  John. 

Midshipman,  13  March,  1827.     Died  20  June,  1827. 
iHliop,  John. 
Mate,  23  December,  1801.    Acting  Ensign,  1  October,  1803.    Honorably  discharged 
12  December,  1800.     Acting  Ensign,  20  February,  1807.     Resigned  3  July,  1808, 
Mate,  28  May,  1870.     Appointment  revoked  19  September,  1871. 
[shop,  Jo»hua. 
Acting  Mitlshipman,  20  September,  1854.     Midshipman,  11   June,  185S.     Passed 
Midshipman,  28  January,    1801.     Master,  28   February,    1801.     Lieutenant,   19 
April,  1801.     Lieutenant-Commander,  3  March,  1805.     Dismissed  8   February, 
1808.     Commissioned  Lieutenant-Commander,  1  March,  1871. 
(shop,  Saiiiiiel  C. 

Mate,  31  October,  1802.     Resigned  20  March,  1803. 
iHliop,  Theodore  II. 

Carpenter,  8  September,  1802.     Dismissed  18  December,  1807. 
inhop,  IVilliaiii  II. 
Acting  Third  Assistant  Engineer,  10  July,  1801.     Acting  Second  Assistant  Engi- 
neer, I  October,  1802.     Acting  First  Assistant   Engineer,  17   April,  1803.     Ilon- 
oral)ly  discharged  31  August,  1805. 
Ishop,  William  S. 
Assistant  Surgeon,   11    April,   1843.      Passed    Assistant  Surgeon,    11     .Mav.    1845. 
Retired  8  May,  1801.     Surgeon  on  Retired  list,  27  March,  1800.     Died"  28  De- 
cember, 1808." 
iHphani,  John  E. 
Midshipman,   13  December,  1819.      Lieutenant,   17  May,  1828.     Died  24  March, 
1849. 
iHHell,  Fdward. 

Purser,  30  December,  1839.     Resigned  11  January,  1847. 
iNMell,  i:.  N. 

Mate,  18  November,  1802.     Deserted  16  December,  1802. 
isHell,  Frank. 
Acting  Assistant  Paymaster,  14  April,  1864.     Assistant  Paymaster,  27  February. 
1S07.     Passed  Assistant  Paymaster,  13  April,  1809.     Dismissed  29   April,  1874. 
[NNell,  Frederiek  W. 
Third  .\ssistant  Engineer,  21  .Vjjril,  1863.     Second   Assistant  Engineer,  28  Septem- 
ber, 1804.     Resigned  22  October,  1807. 
iHHell,  Caeor^^e  R. 
Midshijunan,  i:<  March,  18:^8.     Passed  Midshipman,  20    May,  1844.     Acting  Mas- 
ter, 21  August,  1848.     Died  10  September,  1848. 
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Bissell,  George  £. 

Acting  Assistant  Paymaster,  17  October,  1863.  Honorably  discliarged  13  Octo- 
ber, 1865. 

Bissell,  O.  J. 

Acting  Assistant  Surgeon,  7  May,  1862.     Appointment  revoked  1 3  November,  1862. 

Bissell,  Simon  B. 

Acting  Midshipman,  1  March,  1825.  Midshipman,  4  June,  1831.  Passed  Mid- 
shipman, 9  February,  1837.  Commissioned  Lieutenant  from  9  February,  1837. 
Reserved  list,  13  September,  1855.  Commander  on  Active  list,  14  September, 
1855.  Captain,  16  July,  1865.  Commodore,  10  October,  1866.  Retired  list,  1 
March,  1870. 

Biss^ell,  S.  S. 

Mate,  17  October,  1862.  Acting  Ensign,  12  August,  1863.  Resigned  27  April, 
1865. 

Bissett,  Frederick  W. 

Third  Assistant  Engineer,  21  April,  1S63.  Second  Assistant  Engineer,  28  Septem- 
ber, 1864.     Resigned  22  October,  1867. 

Bissett,  John  J. 

Third  Assistant  Engineer,  12  August,  1862.     Second  Assistant  Engineer,  15  Feb- 
ruary, 1864.     First  Assistant  Engineer,  1  January,  1868. 
Bittinger,  !Edniund  C. 

Chaplain,  30  September,  1850. 

Bixby,  George  H. 

Acting  Assistant  Surgeon,  7  November,  1863.     Honorably  discharged  26  Septem- 
ber, 1865. 
Bixler,  fiewis  E. 

Midshipman,  26  September,  1865.  Graduated  June,  1869.  Ensign,  13  July,  1870. 
Master,  39  September,  1871.     Lieutenant,  1  December,  1874. 

Black,  Cbarles  £. 

Acting  Third  Assistant  Engineer,   13  January,   1864.     Resigned  30    November, 
1864. 
Black,  Charles  H. 

Midshijiman,  31  September,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  36  March,  1869.  Lieuten- 
ant-Commander, 5  February,  1879. 

Black,  Clarence  £. 

Assistant  Surgeon,  14  November,  1871.     Passed  Assistant  Surgeon,  34  November 

1875. 

Black,  John. 

Mate,  34  June,  1864.     Resigned  18  February,  1870. 

Black,  Nathan  W. 

Mate,  35  January,  1863.  Acting  Ensign,  11  December,  1863.  Honorably  dis 
charged  13  November,  1865.  Acting  Ensign,  12  September,  1866.  Mustered 
out  11  January,  1868. 

Black,  William. 

Boatswain,  30  March,  1835.     Died  8  June,  1874. 

Black,  William  W. 

Mate,  23  September,  1862.     Resigned  14  June,  1864. 
Blackford,  G.  B. 

Sailmaker,  19  February,  1838.  Resigned  20  September,  1838.  Sailmaker,  1$ 
April,  1843.     Dismissed  5  July,  1861. 

Blackmer,  John. 

Acting  Assistant  Surgeon,  7  December,  1863.  Resigned  33  September,  1863.  Re 
appointed  14  November,  1864.     Honorably  discharged  18  August,  1865. 

Blacknall,  George. 

Surgeon's  Mate,  3  January,  1828.  Passed  Assistant  Surgeon,  3  March,  1835.  Sur- 
geon, 9  February,  1837.     Resigned  7  May,  1861. 
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loknoll,  EriiOMt  €'. 

Actiiifjj  Tliinl  Assistant  Engineer,  28   Februury,   ISO.*).     Ilonorulily  dischurged  19 

July,  lS(if.. 
U'kwoir  M'illiain  C 
Acting  Assistant  I'uymaster,  22  September,  1862.     Di-scharged  1    September,  1805 

IK4lOU,   TllOlllllH. 

Acting  Ensign,  -'1  .Inly,  180:5.     licsigned  5  October,  1803. 
i^iiiS  I-]<lward  1*. 

Mate,  2:]  .lannary,  18()2.     Honorably  discharged  27  October,  1805. 
nine,  Kpliriiiiii  K. 

Mi^isliipniun,  7  .Murcli,  1800.  Resigned  21  August,  1801.  Midshipman,  9  Sep- 
tcinbcT,  l^itl.      iJroken  l»y  Court- martial,  10  November,  1804. 

lino,  JaiiioK  II. 

Mate,  122  Felniiaiy,  IH(ir).     Resigned  3  May,  180."). 
iir,  .4iidrotv  Alexaiidor. 

Acting  iMiclsiiipnian,  20  November,  18C2.      Graduated    .June,   1800.     Ensign,   12 

March,  1808.     Resigned  31  August,  1809. 
lir,  Iteiijaiiiin  F. 

Acting  Knsign,  13  September,  1804.     Honorably  discharged  3  July,  180.'5. 

lir,  (leurKO. 

Lieutenant.  1:5  March,  1799.     Resigned  14  March,  1800. 

tir,  JaniON. 

Mitlsliipinan,  S  January,  1830.  Passed  Midshipman,  1  July,  1842.  Master,  2  Octo- 
l)er,  1848.     Lieutenant,  2  June,  1849.     Resigned  7  May,  1851. 

lir,  Samuel. 

Surgeon's  Mate,  9  March,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

lir,  Tlioiiia!4. 

Miclshipmtin,  18  May,  1809.     Resigned  8  July,  1810. 

lir,  Tlioiiia.s  W 

Acting  Second  Assistant  Engineer,  1  October,  1802.     Resigned  24  April,  1863. 

limloll,  N.  J. 

Acting  Ensign,  2^)  June,  1803.     Honorably  discharged  30  September,  1805. 

Ike,  C'liarleN. 

Surgeon's  Mate,  9  :March,  1798.     Resigned  1  September,  1799. 

ike,  Charles  A. 

Acting  Third  Assistant  Engineer,  8  September,  1863.  Honorably  di-schargcd  29 
March,  1806. 

ike,  Charles  F. 

Acting  Midshipman,  20  October,  1859.  Ensign,  20  June,  1803.  Master,  22  Feb- 
ruiirv,  1>>04.  Lieutenant-Commander,  25  July,  1860.  Retired  list,  IS  January, 
1871".     Died  20  February,  1879. 

«ke.  Fllioft  C.  V. 

Ac  ting  Midshipman,  28  September,  1858.  Acting  Master,  24  April,  1802.  Lieu- 
tenant, 1  August,  1802.     Resigned  10  June,  1805. 

ike,  Franeis  B. 

Acting  Midshipman,  30  September,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1800.  Master,  24  October,  IMOO.  Lieutenant.  4  March, 
l"^f.l.     Lieutenant-Commander,  2  January,  1803.     Resigned  15. June,  1870. 

iko.  FraiieiH  O. 

Matt,  1  1  January,  1863.     Drowned  25  June,  1863. 

ftke,  (aeorKe  S.       , 

Midshipman.  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  27  Fob- 
ruarv,  1847.  Captain,  14  September,  1855.  Commodore,  10  Julv,  1802.  Died 
24  June,  1871. 
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make,  Gorhani  B. 

Acting  Th'ird  Assistant  Engineer,  5  July,  18G4.  February,  1S65,  discliarged  i 
Fireman. 

Blake,  Henry  J. 

Acting  Midsliipman,  29  September,  1858.  Ensign,  24  February,  1863.  Lieutenan 
22  February,  1804.     Resigned  21  April,  1866. 

Blake,  Henry  T. 

Acting  Ensign,  29  October,  1863.     Resigned  1  April,  1865. 

Blake,  Homer  €. 

Midshipman,  2   March,  1840.      Passed   Midshipman,  11   July,  1846.      Master, 
March,  1855.      Lieutenant,    14   September,   1855.      Lieutenant-Commander,  1 
July,  1862.     Commander,    3    March,  1866.     Cajitain,   25  May,    1871.     Commc 
dore,  27  October,  1879.     Died  21  January,  1880. 

Blake,  J.  HaTidson. 

Midshipman,  9  September,  1847.     Passed  Midshipman,  15  June,  1854.     Master,  1 
September,  1855.     Lieutenant,  16  September,  1855.     Resigned  5  February,  1861 
Blake,  Jeremiah. 

Mate.  11  October,  1861.     Acting  Ensign,  2  December,  1862.     Dismissed  24  Marcl 
1864. 
Blake,  John. 

Chaplain,  27  February,  1847.     Retired  list,  20  June,  1873. 

Blake,  John  S. 

Midshipman,  16  January,  1809.     Resigned  1  December,  1809. 

Blake,  John  W. 

Acting  Third  Assistant  Engineer,  10  May,  1864.     Honorably  discharged  8  Sej 
tember,  1865. 
Blake,  Joseph  R. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Died  11  May,  1831. 

Blake,  Josephiis. 

Acting  Third  Assistant  Engineer,  23  January,  1863.  Acting  Second  Assistai 
Engineer,  31  August,  1863.  Acting  First  Assistant  Engineer,  21  Novembe 
1864.     Honorably  discharged  5  December,  1865. 

Blake,  Joshua. 

Midshipman,  6  April,  1799.     Lieutenant,  4  July,  1800.     Resigned  7  April,  1809. 

Blake,  J.  W. 

Mate.     Resigned  21  December,  1863. 

Blake,  Marshall  W. 

Acting  Assistant  Paymaster,  1  September,  1861.     Resigned  13  August,  1863. 

Blake,  Philemon  C 

Midshipman,  16  May,  1800.     Resigned  10  September,  1804. 
Blake,  William. 

Midshipman,  31  October,  1799.     Last  aj^pearance  on  Records  of  Navy  Departmen 
14  February,  1802. 
Blakely,  Johnston. 

Midshipman,  5  February,  1800.     Lieutenant,  10  Feliruary,  1807.     Commander,  2 
July,  1813.     Captain,  24  November,  1814.     Lost  in  Sloop  "  Wasp,''  1815. 
Blakeman,  A.  Noel. 

Acting  Assistant  Paymaster,  3  August,  1861.     Resigned  26  Sejitember,  1864. 
Blakemore,  William  F. 

Acting  Third  Assistant  Engineer,  14  May,  1864.     Honorably  discharged  16  Oct( 
ber,  1865.     Acting  Third  Assistant  Engineer,  27  August,  1866.     Mustered  oi 
17  November,  1868. 
Blakiston,  Henry  B. 

Acting  Master,  18  November,  1861.     Resigned  22  April,  1863. 
Blanch,  Henry. 

Acting  Third  Assistant  Engineer,  22  July,  1864.  Honorably  discharged  7  Jul 
1865. 
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iiioli,  Millinm  A. 

ActiiiLT  'I'liinl  Assistant  Engineer,  21  July,  isfil.  IIononiMy  discharged  150  I)*'- 
ccinhcr,   liSlio. 

iiicliar<I,  A.  H, 

Mute,  i:J  May,  isfil.  Acting  Muster,  22  March,  18(;2.  Honorably  dischargrd  IH 
J'ebruary,  iSfiO. 

iiK'liard,  C'liurlOM  A. 

.M:itr,  15  Scptciiiliir,  l.s»)2.  Acting  Ensign,  1  December,  1802.  Iloiioraljly  dig- 
cliarLffd  4  J)icL'Hiber,  18(55.  Acting  Ensign,  20  August,  18(!('i.  Mustered  out,  8 
October,  18(i8. 

inrliard,  C'liarlcH  A. 

Mate,  S  .\]iri!,  isiil.  Acting  Ensign,  (5  May,  18G5.  Honorably  d ischargcf I  4  No- 
vcihIht,  lstl5. 

iii<*liar(l,  Tj.  Ct. 

Aitiiig  Miisign,  8  .lunuary,  1864.     Hon()ral)ly  dischurgcd  1  May,  1807. 

iiicliairti,  K.  O. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Resigned  31  December, 
1835. 

■K'liaird,  FraiioiH  E. 

Acting  .Master,  21  .January,  1802.     Dismissed  27  July,  1863. 

ii<'liar<l,  (aoori^o. 

IJoatswain,  I'J  May,  1832.     Resigned  4  May,  1835. 

iicliard,  Ooort^o. 

Mate,     designed  4  November,  1802. 

iioliard,  IfolIiM  11. 

Acting  Master,  1  ^May,  1802.     Api)ointment  revoked  10  February,  1803. 

■M'liard,  Horace  A. 

Mi(l>liipiii;tn.  25  .Inly,  lsr>5.  Graduated  4  June,  1809.  Ensign,  12  July,  1870.  Re- 
tired list,  14  July,' 1874.     Died  15  January,  1870. 

iK'liard,  Horatio  N. 

iVcting  blaster,  22  November,  1801.     Honorably  disch-arged  20  October,  1865. 

II  oil  a  rd,  Jereiniali  F. 

Mate,  23  .March,  1804.  Acting  Ensign,  11  August,  1804.  Honorably  discharged 
18  January,  1808. 

iioliard,  f^iioion  J. 

Vcting  Third  Assistant  Engineer,  1801.     Died  25  July,  1803. 

iioliard,  TlioiiiaH. 

Acting  First  Assistant  Engineer,  4  September,  1803.  Honorably  discharged  20 
October,  1805. 

nd,  Tlioodoro.  Jr. 

Mid>liipnian,  10  July,  1821.     Died  13  September,  1825. 

iioy,  William. 

Mas'ter,  3  February,  1814.     Resigned  25  April,  1815. 

iifon,  IVilliam  I^. 

MiiUhipmaii,  2  January,  1834.  Passed  Midshipman,  10  July,  1840.  Master,  20 
.\ngu>t,  1810.     Lieutenant,  25  February,  1847.     Dismissed  1  December,  1853. 

fohfbrd,  J0I111  T. 

icting  Master,  2U  Mav,  1801.  Dismissed  4  August,  1802.  Acting  Ensign,  2  Sep- 
tember, 18<)2.     Resigned  22  April,  1804. 

II volt,  JaniCH  li. 

^I.iti'.  0  Feinuary,  ls<  2.     Appointment  revoked  1  December,  1868. 

akio,  Joliii  II. 

Voting  Tliiid  Assistant  P^ngineer,  G  October,  1£64.  Honorably  discharged  7  De- 
cember, 1805.  Acting  Third  Assistant  Engineer,  1  December,  1800.  Mustered 
out  23  October,  1869. 
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Bleecker,  G.  V. 

Midfehiijman,  IG  January,  1809.     Resigned  23  Sei^tcmber,  1810. 
Bleeoker,  G.  W. 

Master,  10  May,  1820.     Resigned  2  August,  1823. 
Bleeckor,  John  Tan  B. 

Purser,  16  January,  1847.     Died  8  November,  1864. 
Bleecker,  John  Van  B. 

Acting  Midshipman,  10   October,   1863.     Ensign,  18  December,  1868.     Master 
March,  1870.     Lieutenant,  21  March,  1871. 

Bleeeker,  IVilliani  W. 

Midshipman,  1  May,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
February,  1838.     Lost  on  the  '' ATbamj ;''''  last  intelligence  from  ship,  28  Septe: 
ber,  1854. 
Blemni,  Van  Buren. 

3Iate.     Appointment  revoked  25  April,  1864. 
Blenkinsop,  James. 

Acting  Third  Assistant  Engineer,  27  May,  1862.  Acting  Second  Assistant  En| 
neer,  12  February,  1863.  Acting  First  Assistant  Engineer,  7  October,  1863.  I 
signed  10  February,  1865. 

Blessing:,  James  H. 

Acting  Tliird  Assistant  Engineer,  26  March,  1864.     Resigned  16  March,  1865. 

Blight,  John. 

Gunner,  3  May,  1821.     Died  15  September,  1854. 

Bliss,  £dward  ]V. 

Acting  Third  Assistant  Engineer,  18  February,  1865.     Honorably  discharged 
October,  1865. 

Bliss,  James, 

Midshijiman,  16  January,  1809.     Resigned  31  March,  1814. 

Bliss,  Joel. 

Carpenter,  21  October,  1837.     Resigned  26  May,  1841. 

Bliss.  ISamuel  T. 

Acting  Ensign,  14  October,  1862.     Honorably  dis.charged  26  October,  1865. 

Bliss,  Sylvanus  J. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Acti 
Master,  11  December,  1852.  Lost  in  Brig  "Porpoise;"  last  intelligence  fn 
ship,  21  September,  1854. 

Blitz,  John. 

Acting  Ensign,  22  February,  1863.     Resigned  12  May,  1865. 

Blizzard,  James  €. 

Acting  Master,  17  December,  1861.     Resigned    12  November,  1862. 
Blocker,  ^mith  B. 

Midshipman,  2  October,  1850.     Dropjjed  24  January,  1851. 
Blocki,  Franz. 

Acting  Third  Assistant  Engineer,  14  SejDtember,  1864.     Honorably  discharged 
July,  1865. 
Blocklinisrer,  Gottfried. 

Acting  Midshipman,  22  July,  1863.     Graduated  2  June,  1868.     Ensign,  19  Api 
1869.     Master,  12  July,  1870.     Lieutenant,  2  April,  1874. 
Blodget,  Samnel  G. 

Midshipman,  24  June,  1799.     Lieutenant,  17  March,  1807.     Drowned  29  Septe 
ber,  1812. 
Blodgett,  Thomas  S. 

Midshipman,  15  November,  1809.    Resigned  15  November,  1814. 
Blodgett,  George  M. 

Acting  Midshipman,  3  October,  1851.    Midshipman,  30  June,  1856.     Passed  M: 
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sJiipman,  29  Aj)iil,  1.S59.     Master,  5  September,  iwriO.     Lieutenant,  3  Feljniury 
IStJl.     Died  U  November,  IHW. 
lo4lt;cll,  John  II. 
Actiiii,'  Assistant  Surgeon,  10  September,  1864.     Honorably  discharged  5  Septcm- 

lodtfolt,  S.  S, 

-Mit.-,  IS  Fil)niun  ,  lMt;7.      Died  20  June,  1809. 
loiik,  Itoiijaiiiiii  li. 

Acting  Master,  2.>  .January,  1S()2.     Dismissed  7  February,  1862. 
loo<l,  KaTiruoI  €i. 

Aitiiiir  Knsiuii,  2:!  October,  lsr>:{.     Honorably  discharged  4  October,  1865. 
Io4>«Iko4»«1,  a  bra  111  It. 

Ma>icr,  2.',  .June.  IM2.     Died  12  .Tune,  1851. 
luo<lKoo4l,   l>olavaii. 

Assistant  Surgeon,  i:i  .March,  1857.     Surgeon,  24  January,  1802.     Medical  Inspec- 
tor, 3  February,  1875. 
ood^ood,  W.  A. 

Fiirsci-,  2  May,  ix:!4.     Resigned  20  November,  1852. 
ooiiicr,  Saiiiiiol    W. 

Acting  Tliiid  Assistant  Engineer,  10  December,  1801.     Resigned  10  April,  1802. 
ooiiisl»iir;;.  John. 

Acting 'I'lintl   Assistant  Engineer,  3  November,   1803.     Honorably  discharged  5 
August,  1>S05. 
ooiiiNbiirg,  Joseph  €t. 

Acting  Second  Assistant  Engineer,  7  September,  1804.     Honorably  discharged  30 
June,  180.1. 

ount,  A.  C. 

Midshipman,  12  April,  1834.     Resigned  19  October,  1835. 
omit,  Iloiijaiiiiii. 

Midshipman,  l.l  November,  1810.     Resigned  7  May,  1811. 
omit,  diaries  II. 

Mate,  21  Novcml>er,  1802.     Acting  Ensign,  18  June,  1804.     Honorably  discharged 
12  August,  1S05. 
omit,  Joseph. 

Midshipman,  20  December,  1804.     Resigned  24  April,  1805. 
omit,  Kiehard  B. 

Mi(lshii)nian,  lU  January,  1807.     Resigned  10  July,  1807. 
omit,  Silas. 

Acting  Master  and  Pilot,  1  October,  1804.     Appointment  revoked  9  June,  1865, 
oxsoiii,  Wood  III  an,  Jr. 

Mate.     Resigned  30  January,  1802. 
lie,  Henry  ^I. 

Acting  Midsliipinan,  28  September,  1854.     Midshipman,  11   June,  1858.     Passed 
Midshii)inan,  9   February,   1801.      Master,  28  February,   1801.     Lieutenant,  20 
April,  1801.     Lieutenant-Commander,  24  March,  1805.     Died  22  August,  1800. 
nine,  X.  A. 

A(  ting  Ensii,m,  1   May,  1803.     Acting  Master,  13  March,  1805.     Appointment  re- 
voked 2}  February.  1809. 
lint,  Siiiion  F. 

Midshipman,  7  September,  1831.    Passed  Midshipman,  23  June,  1838.    Lieutenant, 
28  July.  1842.     Died  27  Ai)ril,  1854. 
nnt,  IVilliam  S. 

Acting  A>Mst,int  Paymaster,  1  October,  1802.     Resigned  7  April,  1800. 
ydenlnirKii.  Itenjainin  It. 

Sailniaker,  4  November,  1858.     Retired  list,  5  November,  1872. 
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ISIjclonburgli,  liUeiiiiii  B. 

*  Acting  Assistant  Paymaster,  20  August,  18r.2.     PiCsigncd  10  October,  1863. 

Jllyc,  Henry  t'. 

Third  Assistant  Engineer,  18  November,  18G2.  Second  Assistant  Engineer,  33 
Marcli,  1804.  First  Assistant  Engineer,  1  January,  1SG8.  Retired  list,  28  Octo- 
ber, 1874. 

Blythc,  Andrew. 

Third  Assistant  Engineer,  24  December,  1801.  Second  Assistant  Engineer,  8  Sep- 
tember, 1803.     Died  19  April,  1870 

Boardley,  J.  M. 

Midshipman,  7  March,  1815.     Last  appearance  on  Records  of  Navy  Department, 

Killed  in  a  duel. 

Boardinan,  Charles. 

Carpenter,  23  August,  1833.     Dismissed  0  April,  1838.      Carpenter,  7  January, 
1842.     Retired  list. 
Boardnian,  Cbarles  H. 

Acting  Assistant  Paymaster,  14  December,  1804.     Honorably  discharged  4  Sep- 
tember, 1805. 
Boardnian,  Frederick  A. 

Midshipman,  20  October,  1849.     Resigned  19  June,  1850. 

Boardnian,  George  C. 

Acting  Assistant  Paymaster,  23  July,  1802.     Died  12  November,  1865. 

Boar  man,  Charles. 

Midshipman,  9  June,  1811.  Lieutenant,  5  March,  1817.  Commander,  9  February, 
1837.  Captain,  24  March,  1844.  Reserved  list,  14  September,  1855.  Commo- 
dore, Retired  list,  4  April,  1807.  Rear-Admiral,  Retired  list,  15  August,  1876, 
Died' 13  September,  1879. 

Bock,  William  X. 

Mate,  7  January,  1864.     Resigned  5  June,  1805. 

Bocking,  Adolph  H. 

Acting  Ensign,  17  June,  1864.     Honorably  discharged  25  January,  1866. 

Bodden,  Barid. 

Acting  Third  Assistant  Engineer,  14  September,  1864.  Honorably  discharged  19 
July,  1865. 

Boden,  William. 

Midshipman,  18  June,  1812.     Drowned  0  March,  1820. 

Bodman,  H.  A. 

Acting  Assistant  Surgeon,  30  January,  1863.     Resigned  21  April,  1865. 

Boerum,  George  C. 

Sailmaker,  4  September,  1852. 

Boeriim,  William. 

Midshipman,  1  Sejitember,  1811.  Lieutenant,  5  March,  1817.  Commander,  9 
February,  1837.     Drowned  2  November,  1842. 

Bogardus,  A.  R. 

Midshipman,  26  December,  1815.  Lieutenant,  28  April,  1816.  Resigned  21  Octo- 
ber, 1828. 

Bogardus,  Peter  C. 

Third  Assistant  Engineer,  27  January,  1848.     Resigned  6  February,  1852. 

Bogart,  M. 

Acting  Ensign,  28  September,  1863.     Honorably  discharged  20  October,  1865. 

Bogart,  Robert  I>. 

Acting  Ensign,  27  June,  1864.     Resigned  29  August,  1864. 

Bogert,  Edward  S. 

Assistant  Surgeon,  10  June,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Sur- 
geon, 6  Ai^ril,  1866. 
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Ho;;orl,  JiK'ob  W. 

(Juiiner,  11  May,  1870.     Resigned  19  June,  187:J. 

KoKort,  J.  W. 

A(  ting  iMuster,G  July,  18<il.     Rcsiipu'd  7  March,  1802. 
Ro^^KiiiH,  Itlartiii. 

Actiiii,'  Thiiil  Assistant  Engineer,  3  November,  1803.     Resigned  27  April,  1804. 
BoKinnii,  JaiiioH. 

(iunuci,  M  December,  1815.     Resigned  17  October,  1820. 
BoKK!^,  Aroiiibulfl  O. 

Mate,  12  September,  181-1.     Honorably  discharged  5  August,  1805. 

ItoKKH,  CliairloM  K. 

Acting  Assistant  Paymaster,  1!)  December,  1802.     Discharged  4    November.  1800. 
Assistant  Paymaster,  27   February.    1807.     Retired  list,  7  May,    l.SOf).     Died  t 
October,  1880. 
BoKi^H,  CiiarloM  S. 

Midshipman,  1  November,  1820.  I'assed  Midshij^nan,  28  April,  1832.  Lieuten- 
ant, 0  September,  1837.  Commander,  14  September,  1H55.  Captain,  10  July, 
1802.  Commodore,  25  July,  18GG.  Rcar-Admiral,  1  July,  1870.  Retired  list, 
28  January,  1872. 

BoKK»«  Kly  1»I. 

Mate,  7  November,  1803.  Acting  Ensign,  17  March,  1804.  llonoral^ly  discharged 
15  September,  1805. 

Boggs,  George  B. 

Acting  Third  Assistant  Engineer,  2  September,  1804.     Honorably  discharged  15 

Sei)tembcr,  1808. 

BoggH,  I^awreiice  G. 

Assistant  Paymaster,  24  September,  1809.     Passed   .Vssistant  Paymaster, 'J.")  Octo- 
ber, 1874.  ' 
Boggs,  IVilliam  Brenton. 

Purser,  30  Novenil)er,  1852.     Pay  Director,  3  March.  1S71.     Retired   list.  2  July, 
1S71.     Died  11  March,  1875. 
Bogg»,  William  Brenton. 

Cadet  Engineer,  1  October,  1871.  Graduated  21  June.  1875.  Assistant  Engineer. 
1  July,  1877. 

Bogue,  George  W. 

Mate.     Acting  Ensign,  7  November,  1802.     Dismissed  28  April,  1803. 

Bolirer,  George. 

Surgeon's  Mate,  24  July,  1813.     Resigned  20  January,  1814. 

Bolirer,  JnliUM  K. 

Midshipman,  :!1  December,  1839.  Passed  Midshipman.  2  July,  1845.  Master.  1 
March.  1>.^>  J.     Retired  list,  24  February,  1858. 

Boie!^,  I>avi<l  A. 

Mate,  11  OctolRT,  1804.     Honorably  discharged  22  June,  1805. 

Bo^ie,  Adam  II.  1i. 

Mate, 21  January,  1803.     Acting  Ensign,  17  March,  1804.     Honorably  discharged 

28  November,  1805. 

Bolaiid,  An<lrew. 

Acting  Third  Assistant  Engineer,  20  February.  l>^2ti.  Honorably  discharged  11 
January,  1800. 

Bolnnd,  W.  F. 

Acting  Carpenter,  1  October,  1802.     Resigned  6  November,  1803. 

Bolander,  AnioH. 

Acting  Ensign.  1  October,  1802.     Resigned  19  February.  1803. 

Bolander.  John  G. 

A<  ting  Third  Assistant  Engineer,  19  September,   1801.     DismiBsed  25   February, 

1  f:?02. 

0 
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Itolojaok.  Jaiiio»!i. 

Acting  Third  Assistant  Engineer,  2  November,  1862.     Acting  First  Assistant  En- 
gineer, 7  Depember,  18G3.     Honorably  discharged  7  November,  1865. 

lioIlcH,  Ilcnry  S. 

Mate.     Resigned  18  October,  1864.     Mate,  23  December,  1864.  Resigned  16  March, 
1865. 

Jiolles,  John  II. 

Acting  Master  and  Pilot,  28  October,  1864.     Honorably  discharged  17  September, 
1865. 

Bolles,  Matthew,  Jr. 

Acting   Midshijjman,   30   July,    1863.     Ensign,    18  December,    1868.     Master,  21 
]\Iarch,  1870.     Lieutenant,  29  December,  1871.     Died  2  May,  1875. 

BoIIes,  Stephen. 

Acting  Ensign,  1  October,  1862.     Resigned  23  January,  1864. 

Bollesi^,  Timothy  Dix. 

Midshipman,!    October,   1864.     Graduated  June,    1869.     Ensign,  12   July,  1870. 
Master,  24  May,  1872.     Lieutenant,  27  June,  1875. 

BoIIman.  T.  W\ 

Acting  Third  Assistant  Engineer,  19  September,  1862.     Resigned    13  June,   1863. 

Bolson,  Samuel. 

Acting  Second  Assistant  Engineer,  5  November,  1863.     Resigned  30  May,  1865. 

Bolton,  Samnel  Li. 

Acting  Assistant  Surgeon,  1  October,  1862.     Resigned  1  December,  1863. 
Bolton,  William  Compton. 

Captain,  21  February,  1831.     Died  22  February,  1849. 
Bolton,  William  TK. 

Mate,  23  December,  1863.     Honorably  discharged  21  March,  1868.     Mate,  26  Octo- 
ber, 1869.     Resigned  20  December,  1870. 

Bond,  David  D. 

Mate,  1  October,  1862.     Acting  Ensign,  5  June,  1863.     Honorably  discharged  10 
October,  1865. 
Bond,  £dwin. 

Acting  Third  Assistant  Engineer,  5    January,   1864.      Honorably   discharged    1 
July,  1865. 
Bond,  Samnel. 

Midshipman,  20  June,  1806.     Last  appearance  on  Records  of  Navy  Department, 
17  April,  1811. 
Bond,  W^illiam. 

Third  Assistant  Engineer,  23  June,  1863.     Resigned  25  May,  1867. 
Bond,  William  C. 

Acting  Third  Assistant   Engineer,  6   August,  1864.      Honorably  discharged   26 
December,  1865. 
Bond,  William  S. 

Acting  Boatswain,  7  January,  1865.     Boatswain,  22  August,  1866.     Resigned  15 
September,  1873. 
Bone,  George  W. 

Acting  Ensign,  10  April,   1863.      Acting  Master,  25  July,  1864.     Appointment 
revoked  21  February,  1865. 
Bonefonse,  Antoine. 

Master,  12  October,  1812.     Dismissed  25  September,  1813. 
Bounell,  William. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Drowned. 
Bonner,  James  C 

Acting  Master,  1  October,  1862.     Honorably  discharged  10  January,  1866. 
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KuiinoTille,  T.  X. 

Midslii|niian,  1  Janimry,  1812.     liesif^cd  lU  Miirch,  1H1(5. 
Itoiiiiey,  llt'iir.v  HI. 

Artiiig  Master,  'J  October,  18(;i.     ]{tsii;iUMl  21  Auj,'U8t,  1M68. 
Iloiisall,  A.  Ca. 

Tliinl  Assistant  Engineer,  19  February,  I8tj;i.     Apixiinlmeiit  revoked  12  Januar 

ISCill. 

ISuuHall,  KdMurtl. 

lioatswuiii,  1  June,  18G9. 
llonsull,  TlioniuH  W. 

Mate,   27   April,   18G5.     Honorably    discharged  24  December,  180H.     Mate,  ti  N<> 
veinbcr,  I8fi!). 
lloiiMHlI,  IVilliam  R. 

Acting  Assistant  Surgeon,  7  August,  IstJl.     Kcsignrd  T)  February,  \M:]. 
lioohy,  Henry. 

Mate,  1  October,  1862.     Acting  Ensign,  HJ  February,  i^'-'-      Mnnorably  diHclmrt;- 
24  November,  18G5. 

Itook,  Gcori^c  II. 

Acting  Ensign,  o  December,  18G4.     Honorably  discharged  2G  January,  iHr.O. 

Book,  George  Milton. 

Acting  Midshipman,  23  November,  18G1.     Graduated  September,  1865.     Ensign,  1 
December,  18GG.     Master,  12  March,  1868.    Lieutenant,  26  March.  Imrk. 

Room,  Francis. 

Sailmaker,  3  January,  1851. 
Roomer,  £piirnim. 

Acting  Muster,  5  June,  1862.     Honorably  discharged  27  September,  1805. 
Roone.  Milliam  C 

Acting  Third  Assistant  Engineer,  26  May,  186:5.     Resigned   12  May,  1805. 

Rooream,  Henry. 

Midshipman,!  November,  1820.     Resigned  14  June,  183:5. 

Rooroni,  Jaretl  I>. 

Gunner,  24   September,  1853.     Killed    15   May,  18G2,  in    an   engagement   on  tl 
James  Kiver. 
Roorom,  Sylvester  D. 

Chaplain,  U  July,  1875. 
Rootli,  AIOIIKO   Cii. 

Acting  Tliinl  Assistant  Engineer,  25  February,  1864.     Resigned  15  May,  1805. 
Rootli,  Renjamin  W. 

Midshipman,  20  June,  1800.     Lieutenant,  7  January,  1813.    Commander    •**  ^f  "■•  h 
1820.     Died  20  July,  1828. 
Rootli,  Eden. 

Mate,  19  November,  1861.     Resigned  2  May,  1802. 
Rootli,  Jonas. 

Acting 'I'hird  Assistant  Engineer,  24  September,  1802.     Acting  Second  Awiiitui 
Engineer,  10  June,  1804.     Honorably  discharge<l  12  September,  1805. 
Itootli,  J.   Sliaiv. 

.Midshipman,  27  May,  1829.     Dismissed  0  June,  1830. 

Rooth.  I..  M. 

Midshipman.  1  June,  1815.     Lost  at  sea,  October,  1824. 

Ropp,  James  A. 

Acting  Third  Assistant  Engineer,  28    December,  l.'^i I.     Honorabl\ 
September,  1805. 
Roreliert,  dJeorge  A. 

Actinic  Midshipman,  20  September,  1855.     Midshipman,  9  June,  1W9.     Diam't»»> 

24  j'uly,  1861. 
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Boroiiin,  IVilliaiu  II. 

Acting  Third  Assistant  Engineer,  28  December,  1861.  Dismissed  18  November, 
18(52. 

Border,  Henry  S. 

Acting  Ensign,  17  October,  1862.     Acting  Master,  28  October,  1864.     Resigned 
16  March,  1865. 
Borden,  Hiram  €. 

Mate,  3  December,  1861.     Resigned  17  May,  1865. 

Borden,  Isaac  II, 

Actii^  Third  Assistant  Engineer,  17  February,  1864.     Resigned  9  May,  1865. 

Borden,  J.  F. 

Midsliipman,  1  April,  1828.  Passed  ]\Iidshipman,  4  June,  1834.  Lieutenant,  25 
February,  1841.     Drowned  5  April,  1842. 

Borden,  Xelson  C. 

Acting  Ensign,  6  November,  1863.     Honorably  discharged  20  September,  1865. 

Borden,  Prince  S. 

Acting  Master,  2  January,  1862.     Honorably  discharged  4  November,  1865. 

Borden,  William  €. 

Mate,  12  November,  1863.'  Acting  Ensign,  29  August,  1864.  Honorably  discharged 
15  July,  1865. 

Bordley,  Thomas  H. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  16  Octo- 
ber, 1861.  First  Assistant  Engineer,  1  October,  1863.  Died  10  December, 
1865. ■ 

Bordman,  Cbarles. 

Carpenter,  23  August,  1833.     Dismissed  6  April,  1838.     Carpenter,  7  January,  1843. 
Retired  list,  23  September,  1868. 
Borland,  £uclid. 

Assistant  Surgeon,  4  April,  1831.     Cashiered  22  October,  1834. 

Borner,  Paul. 

Mate,  31  August,  1861.     Acting  Ensign,  14   March,  1863.     Honorably    discharged 
3  February,  1866. 
Bortliwick,  Jolin  Jj.  I>. 

Third  Assistant  Engineer,  8  October,  1861.  Second  Assistant  Engineer,  3  August, 
1863.     First  Assistant  Engineer,  11  October,  1866. 

Borton,  James  I>. 

Gunner,  30   March,   1861.     Dismissed  18   April,    1866.     Boatswain,  5  November, 
1866.     Died  27  January,  1867. 
Bosque,  A$;enor. 

Midshipman,  1  November,  1826.     Discontinued  15  July,  1833. 
Boss,  £dward. 

Lieutenant,  37  June,  1799.     Discharged  30  April,  1801,  under  Peace  Establishment 
Act. 
Boss,  £dwin. 

Acting  Assistant  Paymaster,  25  November,  1864.     Discharged  11  October,  1865. 

Boss,  Joseph. 

Midshipman,  3  March,  1799.     Delivered  up  Warrant  29  July,  1800. 

Boss,  Robert  P. 

Mate,  4  January,  1803.     Resigned  14  May,   1864.     Acting  Ensign,  27  May,  1864. 
Honorably  discharged  23  January,  1866. 
Bostick,  £dward  I>. 

Midshipman,  34  September,  1870.     Graduated  31  June,  1875.     Ensign,  21  Septem- 
ber, 1876. 
Bostwick,  Charles. 

Mate,  27  May,  1862.     Dismissed  5  June,  1868. 
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ISostivick,  D.  li. 

Aitini,'  Assistant  Puyiiiaster,  17  November,  lM(i:J.     Dincharged  1  OcIoIkt.  Imc..',. 
iloNfwick,  Fi'iiiik  M. 

I'lulct  iMidhliii>iiian,  :.'()  Stptcmber,  IN?:?,     (iradmitcd  IS  Juni-.  iHTIi. 
ItuNfniok,  n,  W. 

I'mscr,  Ki.July,  \>^\L     Lost  in  tht;  "  A'j>errur,''  in  iSlTj. 
ItuNtuiok,  Itioliaird. 

Lieiittiiaiit, -J  1  March,  1791).     Dischurgccl  2  Septeniber,  1801,  under  Peace   K«ul>- 
iislinicnt  Act. 

BoNtwiok,  Kobert  C 

Mate,  «  January,  1802.     Dismissed  5  June,  1803. 
KoMwortli,  l>aiiiel. 

Acting  Assistant  Paymaster,  5  April,  1864.     Didchargcd  18  October,  1805. 
IloNwortli,  l>uiiiel  P. 

Mate,  i:{  May,  l^O:}.     Acting  Ensign,  30  November,  1863.     Honorably  di»cbarffed 

20  October,  ISC.."). 

UoHWortli,  Harlan  P. 

Mate,  'J  Novcnil)cr,  ISGl.     Resigned  :!()  May,  1805.  . 
lloHWortli,  Xatlianiel. 

Midshipman,  5  December,  171(8.     Lieutenant,  30   November,  17911.     Last  appear- 
ance on  liecords  of  Navy  Department. 
Uoteler,  Jo^opli  C. 

Mate,  5  October,  18GG.     Deserted  8  October,  1866. 
BotHfbrd,  Jerard  II. 

Third  Assistant  Engineer,  3  October,  1861.     Second  Assistant  Engineer,  3  August, 
1803.     Died  25  July,  1SG4. 

Botfcii,  C.  M. 

Mute,  20  July,  1863.     Honorably  discharged  27  July,  1865. 
Ilotliclier,  MorriN. 

Acting  First  Assistant  Engineer,  27  September,  1864.     Dismissed   12    April.  1865. 
Bouchard,  V.  1j. 

Acting  Second  Assistant  Engineer,  9  June,  isc.:!.     .appointment  rfVoke<l  (Sick.) 
20  May,  1805. 
Bondinot,  W,  E. 

Midshiimian,  1    February.  1830.     Passed   Midshipman,    1   July,   1842.     Mn.sler,    . 
March,  1849.     Lieutenant,  5  September,  1849.     Resigned  17  November.  IH.'iS. 
Boiigliaii,  J.  O. 

Midsliii)nKin,  11  January,  1815.     Lieutenant,    13  Januarv.   is^.").     Died  ••   Noviv 
ber,  1832. 
Bought  on,  Napoleon. 

Acting  Ensign,  31  October,  1802.     Honorably  discharged  30  NovemlKT.  18tJ.'>. 
Boulton,  N.  Li. 

Acting  Assistant  Surgeon,  1  October,  1862.     Resigned  1  December,  1868. 
Boniiflioan,  Peter. 

Midshipman,  1  !March,  1799.     Last  appearance  on   Records  of  Navy  Deparinu-nt. 
Bourne,  Beiijaiiiin  V. 

Acting    Third   Assistant   Engineer,   25    July,    1SC2.      Resigned     13    '  •.'l. 

Acting   Second    Assistant  Engineer,   14   March,   1864.     .\cting    I'i  nt 

Engineer,  29  December,  1864.     Honorably  <Iischarged  16  Auguttt,  1>'> .. 
Bourne,  Benjamin  F. 

Purser,  20  March,  1811.     Died  10  November,  1823. 

Bourne,  Kdniun<l  I... 

Mate,  4  NovunilKr,  1M(;2.     Acting  Ensign,  11   December,   1863.     Honorably  dis- 
charged 30  September,  1865. 
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Acting  Master,  20  March,  18G5.     Resigned  8 


Appointment  revoked  15  December,  1864. 


September,  1865. 

May,  1828.     Commander,  2  June, 


Bourne,  Oeorge  W. 

Acting  Ensign,  11   October,  1862. 
May,  1805. 
Bourne,  William. 

Acting  Ensign,  9  September,  1864. 

Bousli,  CI i  fiord  J. 

Midshipman,  5  June,  1872.     Graduated  20  June,  1876.     Ensign,  1  December,  1S77. 

Bousli,  George  K. 

Assistant  Naval  Constructor,  3  August,  1869.     Naval  Constructor,  12  March,  1875. 

Bousli,  James. 

Midshipman,  1  October,  1798.     Died  24  June,  1800. 

Boutelle,  diaries  A. 

Acting  Master,  5  April,  1862.     Acting  Volunteer  Lieutenant,  24  May,  1864.     Hon- 
orably discharged  14  January,  1866. 
Boutelle,  Charles  B. 

Acting  Ensign,  28  January,  1865.     Resigned  1 
Bontwell,  £dward  B. 

Midshipman,  3  March,  1819.     Lieutenant,  17 
1850.     Dismissed  31  July,  1861. 
Boutn-ell,  Minson  W. 

Sailmaker,  9  July,  1861      Appointment  revoked  21  August,  1861. 

Boutwell,  Samuel  H. 

Sailmaker,  10  October,  1855.     Dismissed  17  June,  1861.     Sailmaker,  17  February, 

1876. 

Bowdell,  William  J. 

Acting  Assistant  Surgeon,  3  September,  1863.     Resigned  16  June,  1865. 

Bowden,  Isaiah  W". 

Mate,  22  October,  1864.     Resigned  27  May,  1865. 

Bowden,  Joseph. 

Mate,  9  January,  1862. 
Bowdle,  William  J. 

Acting  Assistant  Paymaster,  3  September,  1863 
Bo  wen,  A.  S. 

Acting  Master,  1  October,  1862.     Resigned  17  June,  1864. 
Bo  wen,  £dward  F. 

Mate,  22  October,  1861.     Resigned  4  March,  1863. 
Bowen,  George  F. 

Acting  Master  and  Pilot,  11  October,  1864.     Api^ointment  revoked  9  March,  1865. 
Bowen,  George  H. 

Mate,  1  January,  1865.     Honorably  discharged  20  May,  1867. 
Bowen,  Richard  T. 

Passed  Midshipman,  10  June,  1853.     Master,  15 
16    September,  1855.     Lost    in    Sloop-of-War 


Resigned  6  August,  1862. 


Resigned  16  June,  1865. 


Resigned  6  November,  1855. 


Midshipman,  24  December,  1847. 
Sei^tember,   1855.     Lieutenant, 
Levant,  18  September,  1860. 
Bowen,  Robert  James. 

Midshipman,  20  November,  1850. 
Bowen,  Thomas  C 

Acting  Midshipman,  25  September,  1857.     Midshipman,  1  June,  ISGl.  Lieutenant, 
16  July,  1862.     Retired  from  the  Service,  with  one  year's  f)ay,  20  April,  1866. 
Bowen,  W^illiam  S. 

Acting  Assistant  Surgeon,  14  January,  1865.     Honorably  discharged  15  February, 
1866.     Assistant  Surgeon,  22  July,  1867.     Passed   Assistant   Surgeon,  16  June, 
1870.     Resigned  31  December,  1873. 
Bower,  Daniel  C. 

Acting  Ensign,  1  October,  1862.     Acting  Master    7  September,   18G3.     Honorably 
discharged  21  December,  1865. 


GENERAL  NAVY  HEOISTF.IJ. 

Ilowcr,  Cicorgo  K. 

Midsliipnmn,  28  Sci)tcml)cr,  IHni.     Qrnduateil  2  Junr,   1808.     Ix>Ht  on   Inmnl   tl 
'•  Oni'iilii,''  21  .Tuiiiiary,  1870. 
HoMorM,  Kdiiaril  <'. 

Mi.lsliipiimn,  2  Fil.ruary,  1829.     Pussod  Midshipinun,  8  Julv,  iSUr,.     LituU-nui.i 
2(>  April,  isn.     Reserved  list,  i:i  September,  1855.     Conuilander,  21  July,  iNOl! 
Captain  on  Retired  list,  4  April,  18G7. 
IloMOrM,  I'^d^ard  C,  Jr. 

M;itc.  S  June,  ISC,:!.     Acting  Ensign,   lU   October,    iMi:!.      !;>-!. mi., I    m   I',  i,r.,.. 
is(i,-,. 

Ilowoi'M,  Fredorii*  C 

C':t(l(t  Kni^MMccr,  1 .")  September,  1875.     Graduated  10. lime,  1871». 

Mate.  7  October,  18G3.     Resigned  7  June,  1804.     .Mate,  :5()   .hme,   1870.     Appni: 
lueiit  revoked. 

lioMorN,  .loll II  li. 

Actini,' 'i'liird  Assistant  Engineer,  18  November,  18(;i.     Acting   Second    A.s.«.i.ntai 
Kiigineer,  G  .January,  1804.     Honorably  discharged  1  November,  1805. 
Iloworw,  I^uwroiicc  M. 

Male,  5  December,  18G3.     Resigned  17  June,  1864. 
ItoncrN,  Jorafliinoal. 

Mitlshipman,  18  June,  1812.     Resigned  G  July,  1814. 
ISouorN,  Josopli. 

I}oats\vain,  10  Se^jtember,  1841.     Dro])pcd. 
BoworM^  M'illiaiii  !.•. 

Acting  Ensign,  3  September,  18C2.   Acting  Master,  23  December,  1803.  Flonornblj 
discharged  30  September,  1805. 
Bowie,  Alfred  T^.  C 

Mate,  21  January,  1803.     Acting  Ensign,  10  November,  1803.     Honorably  dis- 
charged 1  December,  1805. 
Bowie,  ArRyle  C. 

Mate,  7  J  uly,  1803.     Resigned  20  April,  1865. 
Bowie,  Aii);nH(im  J. 

Assistant  Snr^'con.  !»  Februasy,  1837.     Passed  Assistant  Surgeon,  14   Murcb,  1843. 
Surgeon.  8  February,  1848.'    Resignetl  1  May,  1S52. 
Bowie,  Henry. 

Midsliipman,  18  April,  isi  1.     Last  appearance  on    Records  of  Nuvy  Dcpartmn" 
Bowie,  J.  K. 

Midshipman,  1  November,  182G.     Passed  Midshipman.  14  June,  1834.  I.ieuti-nni  ' 
17  January,  1840.     Died  25  December,  1843. 
Bowie,  M'allaee  A. 

,\(ling   'lliird    Assistant    Engineer,   28    March,  18(i4.     Honorably   discharged  37 
August,  ISGX. 
Bowlaii«l,  JaiiieH  1>. 

A(  ting  Ensign,  15  May.  1803.     Appointment  revoked  25  September,  18C3. 
Bow  land,  W.  M. 

iliilsliipman,  5  March,  1834.     Passed   Midshipman,  22   June,    1841.     Hwignwl   : 
July,  1812. 
Bowler,  John  R. 

Acting  Assistant  Paymaster,  2  June,  1803.     Resigned  20  Februarj-,  1805. 
Bowles,  FraneiH  T. 

Cadet  Enginetr,  15  Sej)tember,  1875.     Graduated  10  June,  1870. 

Bow  I  ill);,  JanieH  T. 

Mate,   27   January,    1803.     Actiug   Ensign,  5    September.    !'"'»      ?f  .r...rul.!v    .li< 
charged  12  May,  1868. 
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Bowman,  Charles  G. 

Midshipniaii,  2ii  July,  1865.     GraduatedJune,  1869.     Ensign,  13  July,  1870.    Mas- 
ter, 12  July,  ISTI.     Lieutenant,  9  August,  1874. 
Bowman,  £<1ward   C. 

Acting  Assistant  Paymaster,  30  June,  1863.     Died  October,  1864. 

Bowman,  John. 

Mate,   31    August,   1863.     Acting   Ensign,  31    September,  1864.     Honorably  dis- 
charged 3  October,  1865. 
Bowman,  Joseph. 

Midshipman,  8  July,  1815.     Died  34  October,  1835. 
Bowne,  L<onis. 

Mate,  17  June,  1863.     Acting  Ensign,  13  August,  1861.     Aj^pointment  revoked  34 
July,  18G5. 
Bowyer,  John  M. 

Midshipman,  38  September,  1870.     Graduated  15  October,  1874.    Ensign,  17  July. 
1875. 
Bowyer,  Thomas  H. 

Midshipman,  1  January,  1803.     Lieutenant,  5  March,  1817.     Died  in  1833. 

Boyce,  Edwin. 

Mate,  30  November,  1863.     Resigned  31  May,  1864. 

Boyoe,  James  R. 

Surgeon's  Mate,  33  April,  1816.     Dismissed  7  April,  1839. 
Boyce,  li.  P. 

Acting  Assistant  Surgeon,  36  September,  1863.     Resigned  19  June,  1865. 

Boyce,  Thomas  J. 

Sailmaker,  13  October,  1833.     Died  35  March,  1853. 
Boyd,  Arthur  A. 

Acting  Midshipman,  10  October,  1863.     Ensign,  18  December,  1868.     Master,  31 
March,  1870.     Lieutenant,  31  March,  1871.     Resigned,  to  take  effect  1  January, 
1881. 
Boyd,  Edward. 

Midshipman,  19  August,  1833.     Passed  Midshipman,  30  February,  1830.     Dis- 
missed 5  December,  1831. 
Boyd,  George. 

Midshipman,  13  January,  1799.     Resigned  5  February,  1800. 
Boyd,  Henry  A. 

Acting  Second  Assistant  Engineer,  38  December,  1861.     Resigned  16  May,  1863. 
Boyd,  James. 

Surgeon's  ]\Iate,   10   October,  1799.     Surgeon,   1    July,  1803.     Died  at  Sea  about 
September,  1803. 

Boyd,  James. 

Acting    Third    Assistant    Engineer,   34  February,   1864.     Appointment  revoked 
(Sick)  18  June,  1864.     Acting  Third  Assistant  Engineer,  33  August,  1864.   Hon- 
orably discharged  17  July,  1865 
Boyd,  James  T. 

Acting  Third   Assistant  Engineer,  11  October,  1864.     Honorably  discharged  31 
July,  1865. 

Boyd,  John  C 

Assistant  Surgeon,  3  April,  1873.     Passed  Assistant  Surgeon,  18  April,  1877. 
Boyd,  John  Q.  A. 

Midshipman,  13  December,  1819.     Dismissed  5  November,  1837. 
Boyd,  Joshua  J. 

Midshipman,  1  January,  1835.     Left  oS,  35  November,  1827. 
Boyd,  liouis  J.  M. 

Acting  Third  Assistant  Engineer,  6  March,  1863.     Resigned  3  August,  1863. 
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Uoyd,  Robert,  Jr. 

Mitlslupnmn,  14  Junuary,  1850.     Pussetl   Midshipmun,  20  June,  ISSg.     MaiittT,  2'J 
.liinuury.  isns.     Lifiitenant,23  Jummry,  IbG^i.     Liciitenunt-Commanclcr,  10  July' 
1802.     Commander,  20  March,  1871. 
Iloyd,  Thoinam  J. 

Surgoon's  Mate,  28  March,  1820.     Surgeon,  10  July,  1821.     Died  2fl  March,  1839. 
ltoy«l,  Walter. 

Midshipman,  4  August,  1800.     Last  appcuranco  on  Records  of  Navy  Department 
27  October,  1808. 

Boyd,  William. 

Acting' Ensif^n,  28  Angust,  18(5:5.     Ilonoraldy  discharged  1  .1  urn-,   l^i...     .Mit.-.  20 
April,  1870. 

Iloyd,  William  It. 

Acting  Third  Assistant  Engineer,  19  August,  1864.     Resigned  .'H  May,  1805. 

Boydeii,  Jeremiah  W. 

Acting  Assistant  Surgeon,  5  March,  1804.     Assistant  Surgeon,  20  August,  1864. 
Died  17  August,  18UG. 

Hoyden,  John. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  DcpaKroent, 
18  August,  1812. 
Boyden,  J.  We»ley. 

Acting  Assistant  Surgeon,  3  March,  1864.     Assistant  Surgeon,  20  August,   1804. 
Died  on  " Muscoota,'"  17  August,  18C0. 

Boyden,  Paul. 

Mate,  20  May,  1863.     Acting  Ensign,  31   December,  1864.     Honorably  discharged 
16  December,  1868. 
Boyer,  Charles. 

Acting  Ensign,  2  July,  1863.     Honorably  discharged  10  February,  1808. 
Boyer,  Samnel  P. 

Acting  Assistant  Surgeon,  21  June,  1862.     Acting  Passed  Assistant  Surgeon,  10 
May,  1865.     Honorably  discharged  8  April,  1870. 
Boyle,  Eujfene. 

Midshipman,  10  May,  1831.     Resigned  14  July,  1838. 
Boyle,  John. 

Mate,  15  April,  1862.     Acting  Ensign,  28  July,  1803.     Honorably  discharged  27 
November,  186'J. 
Boyle,  Junius  J. 

Midshipman,  27  August,  1823.     Passed  Miilshipman,  23  March,  1829.    Lieutenant, 
21  June,  1832.     Reserved   list,  13  ScjJtcnjber,  1855.     Commodore  on   Reserved 
list,  4  April,  1832.     Died  11  August,  1870, 
Boyle,  .Stiles  i:. 

Mate,  3  ()( tober,  1804.     Dismissed  15  June,  ISOO. 
Boyle,   Thomas. 

Master,  10  Ajuil,  1813.     Resigned  8  Septemljer,  1813, 
Boyle,  William. 

Aeting  Tliiiil  Assistant  Engineer,  23  May,  1804.     Honorably  discharged    !    •'  • 
ber,  ls(;5, 
Boynton,  Kdtvard  S. 

I'hird    Assistant   Engineer,  26  August,   1859.     Resignecl   15  October,  1800.     He- 
a])pointed  24   April,  1801.     Second  Assistant  Engineer.  "^  (i.»,.i,.  r    i>r.>      I(... 
signed  7  November,  1803. 
Boynton,  James  A. 

Acting  Tliiitl  Assistant  Engineer,   15  March,   1804.      Honorably  disrhargcil    10 
October,  iscr,. 
Boynton,  James  W. 

Aetins^  Thinl  Assistant  Engineer,  22  May,  1802.     Appointment  revoked  (Sick,)  16 
April,  1803. 
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Itox,  Philip  ]II. 

:Midsliipmun,  1  November,  1826.     Dismissed  21  June,  1833. 

Brackctt,  Frank  £. 

Mute,  I'J  December,  18G1.     Acting  Ensign,  2-i  June,  1864.     Honorably  discharged 
3  November,  1S65. 

ISraoketf,  Horace  W. 

Acting  Ensign,  21  January,  1864.     Honorably  discharged  6  September,  1865. 

Bracket f,  Joseph  W. 

Master,  14  ISIarch,  1833.     Resigned  1  August,  1836. 

Bradbiirii,  W.  1*. 

]\Iidshipman,  31  December,  1831.     Resigned  2  June,  1836. 

Bradbury,  Charles  A. 

Midshipman,  20  July,    1865.     Graduated   4   June,   1869.     Ensign,  12  July,  1870. 
Master,  6  February,  1872.     Lieutenant,  1  May,  1875. 

Bradbury,  £dwar<l  £. 

Mate,  20  August,  1864.     Master  on  Retired  list,  20  March,  1871. 

Bradbury.  George  II. 

Acting  Master,  5  June,  1861.     Resigned  28  February,  1862. 

Bradbury,  Isaac  S. 

Mate,  2  February,  1863.     Acting  Ensign,  29  August,  1864.     Lost  on  Narcissus^  4 
January,  1866. 
Bradbury,  W.  F. 

Surgeon's  Mate,  10   December,  1814.     Last  appearance   on   Records  of  Navy  De- 
jDartment,  1816.     Resigned. 
Bradford,  Duncan. 

Professor,  4  March,  1835.     Dropped  4  September,  1848. 
Bradford,  Oeorge. 

Master,  17  July,  1812.     Discharged  7  May,  1813. 
Bradford,  Henry  F. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,   18  Decem- 
ber, 1862.     First  Assistant  Engineer,  11  October,  1866.  Died  16  September,  1873. 
Bradford,  Horace  IS. 

Acting  Assistant  Paymaster,  24  February,  1862.     Resigned  1  December,  1863. 
Bradford,  James. 

Midshipman,  4  March,  1819.     Resigned  25  June,  1827. 
Bradford,  James  H. 

Surgeon's  Mate,  23  August,  1800.     Resigned  9  July,  1803. 
Bradford,  John  O. 

Purser,  14  March,  1845.     Pay  Director,  3  March,   1871.     Paymaster  General,   18 
February,  1873.     Retired  list,  22  February,  1877.     Died  27  June,  1879. 
Bradford,  Joseph  €. 

Sailmaker,  21  July,  1846.     Retired  list,  6  June,  1878. 
Bradford,  Joseph  M. 

Midshipman,  10  January,  1840.     Passed  Midshipman,  11   July,   1846.     Master,  1 
March,   1855.      Lieutenant,   14   September,  1855.      Lieutenant-Commander,  16 
July,  1862.     Commander,  25  Julv.  1866.     Retired  list,  5  February,  1872.     Cap. 
tain.  Retired  list,  16  March,  1872'.     Died  14  April,  1872. 
Bradford,  liawrence. 

Mate,  2  May,  1862.     Honorably  discharged  12  July,  1865. 
Bradford,  Robert  F. 

Acting  Midshipman,  21  May,  1852.     Midshipman,  30  June,  1856.     Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  22  Decem- 
ber, 1860.     Lieutenant-Commander,  5  August,  1862.     Commander,  3  July,  1870. 
Bradford,  Royal  B. 

Acting  Midshipman,  28   November,  1861.     Graduated  September,  1865.  Ensign,! 
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December,  1800.     Muster,  12  March,  1808.     Lieiitenant,  20  March,  1809.     [,ieu- 
tcniint-Coininiindcr,  30  November,  1H7H. 
Bradford,  U'illiuiii. 

Midshiiiinaii,  24  .luly,  1807.     Hesifjiit-d  11  May,  isou. 
Itrudl'ord,  M  illiam  II. 

Mate,  7  Au','ust,  ISCJ.     Died  on  hWhuri-,  2!l  July.  1804. 
Bradford,  William  I.. 

Mitlshipinaii,    1    October,  Is.jo.     I'asscd   Midshipman,  20  June,  1850.     Maiitcr,  22 
.lamiary,  l^^oy.     J.ieutcnuiit,  20  August,  IS/iO.     Hesigiied  17  April,  1801. 
Brad  loo,  R.  F. 

.Midshipman,  1  Se})tcmbcr,  1822.     Discharged  4  Ajjril,  1S2!). 
Bradloy,  C'liarloN. 

Acting  Third    Assistant   Engineer,  1    February,  180."».     Honoral)ly  discharged  24 
September,  1805. 
Bradloy,  K.  II. 

Mate,  ;3  September,  1803.     Resigned  6  May,  1865. 
Bradlo.y,  Franklin. 

Mate,  17  Octol)er,  1804.     Honorably  discharged  21  September,  1805. 
Bra<llo3',  Caoorgo  II. 

Mate,  5  June,  1802.     Resigned  26  May,  1863. 
Bradloy,  Ooorgc  P. 

Assistant  Surgeon,  7  September,  1870.  Passed  Assistant  Surgeon,  21  January,  1874. 
Rradloy,  John  IS. 

Acting  ^Ii(lslii])man,  21  September,  1858.     Killed  on  board  liirhiimml.  bilow  N'.w 
Orleans,  24  April,  1862. 
Bradloy,  liOandor  I>. 

Acting  Assistant  Paymaster,  25  September,  1803.     Discharged  20  September,  1865. 
Britdloy,  Miohael. 

Assistant  Surgeon,  1  July,  1801.     Dismissed  3  December,  1803.     Restorcil  18  May, 
1804.     Passed  Assistant  Surgeon,  22  June,  1804.     Surgeon,  12  June,  1805. 
Bradloy,  Waltor. 

Acting  Tliird  Assistant  Engineer,  4   November,  1801.     Acting   Second  Assistant 
Engineer,  2  January,  1863.     Resigned  23  March,  1803. 
Bradloy,  William. 

Assistant  Surgeon,  20  May,  1859.     Lost  in  the  I^ant,  1860. 
Bradloy,  William  J. 

Acting  Third  Assistant  Engineer,  29  March,  1804.     Resigned  8  May,  1865. 
Bradloy,  W  .  W. 

Acting  Gunner,  8  October,  1864.     Resigned  27  April,  1805. 
Bradnor,  Thomas  J. 

Surgeon's  Mate,  20  May,  1824.     Killed  (Duel,)  23  August,  1827. 
ItradMfroot,  IVatlianiol. 

SuigeoM,  23  Sei)teniber,  1798.     Resigned  23  Decenjber,  1799. 
Itrady,  Fd^ard. 

Acting  JJoatswain,  13  August,  1853.     Resigned  7  April,  1854. 
Brady,  Fdivard. 

Acting  Hoatswain,  11  February,  1803.     Api)ointment   revoked  2  November,  1863 
Acting  Roatswain,  2  February,  1865.     Dismissed  7  Fel)ruary,  1866. 

Brady,  Jolin. 

Aiting  Boatswain,  12  April,  1870.     Appointment  revoked  5  February,  1878. 

Brady,  Thomas  F. 

Carpenter,  24  October,  1829.     Last  appearance  on   Records  of  Navy   Departnipnt, 
1831. 
Brady.  W  illiam  \. 

Boatswain,  7  September,  1836.     Master,   1    July,  1843.     Rescrvcnl   list,  14   Srptcm- 
ber,  1855. 
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Bra$;<leii,  diaries  A. 

Boatswain,  4  June,  1858.     Disgracefully  discharged  10  October,  1866. 

Bra^K.  Calvin  M. 

Mate,  3  September,   1863.     Acting   Ensign,   4   December,  1863.     Honorablj'  dis- 
cliarged  14  October,  1865. 

Bragg,  diaries  P. 

Acting  Ensign,  11  June,  1863.     Honorably  discharged  20  February,  1866. 

Bragg,  Ira  W. 

Assistant  Surgeon,  24  January,  1862.     Died  21  October,  1864. 

Braidwood,  IVilliaiu. 

Acting  Second  Assistant  Engineer.     Acting  First  Assistant  Engineer,  27   Decem- 
ber, 1864.     Dismissed  18  March,  1865. 
Brailsford,  Joseph. 

Midshipman,  15  November,  1809.     Drowned  30  June,  1814. 

Brailsford,  W.  H. 

Midshipman,  1  December,  1809.     Lieutenant,  4  February,  1815.     Last   appearance 
on  Records  of  Navy  Department. 

Braine,  Daniel  li. 

Midshipman,  30  May,  1846.     Passed  Midshipman,  8   June,  1852.     Master,  15  Sep- 
tember,  1855.     Lieutenant,   16   September,    1855.      Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Captain,  11  December,  1874. 
Braisted,  J.  M. 

Mate,  24  September,  1861.     Dismissed  13  August,  1863. 

Braley,  George  F. 

Acting  Ensign,  21  October,  1864.     Honorably  discharged  1  October,  1866. 

Braley,  Isaac  V. 

Acting  Ensign,  2  February,  1865.     Honorably  discharged  22  July,  1865. 

Branie,  diaries  £. 

Midshipman,  25  January,  1840.     Dropped. 

Branch,  Cyrus  A. 

Midshipman,  30  November,  1814.     Killed  (Duel)  May,  1826. 

Brand,  Frederick  B. 

Midshipman,  17  July,  1840.     Passed  Midshipman,  11  July,  1846.     Acting  Master, 
6  November,  1847.     Resigned  1  May,  1849. 
Brandt,  John  D. 

Gunner,  7  July,  1849.     Resigned  12  January,  1853. 
Brandt,  William  TV. 

Mate.     Resigned  7  December,  1864. 
Brann, John. 

Mate,  January,  1863.     Acting  Ensign,  22  February,  1865.     Honorably  discharged 
21   November,  1865.     Acting  Ensign,  5  April,  1867.     Mustered  out  2  October, 
1868. 
Brannan,  Jaines  A. 

Acting  Ensign,  17  March,  1863.     Honorably  discharged  22  December,  18GS. 
Brannen,  James. 

Acting  Third  Assistant  Engineer,  7  September,  1864.     Honorably  discharged  10 
June,  1865. 
Brannon,  James. 

Acting  Third  Assistant  Engineer,  11  December,  1862.     Resigned  13  March,  1863. 
Bransford,  John  F. 

Assistant  Surgeon,  26  June,  1872.     Passed  Assistant  Surgeon,  21   December,  1875. 
Branson,  Ware,  Jr. 

Acting  Sailmaker,  23  November,  1857.     Resigned  27  June,. 1859. 
Brant,  Richard  B. 

Midshipman,  3  August,  1798.     Master,  16  May,  1800.     Resigned  22  March,  1804. 
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Braiitiii{;liaiii,  C'liarloH  IT. 

Mate,  10  March,   l.st;2.     Actin-,'  Eii9i<,'n,   13   July,    1803.     Acting  Master,  3  July, 
1S('),1.     Honorably  tliscliargeil  18  Ajjril,  18(i7. 
Braslior,  Tlioiiia.H  HI. 

Midsliipiiiaii,   (I  June.  1831.     Passed    Midslnpnian,  15   Jinie,  1^37.     Lioutenunt,  8 
Scpteuiber,  1841.     Commander,  24    April,    18(!1.     Hetired   list,  2   August,  1804. 
Ca])tain,  Retired  list,  4  April,  18(j7. 
Rra^liors.  W.  C. 

Midsliipman,  ir,  May.  1837.     Kesigned  20  December.  1839. 
ISrasliiorN,  ICicliard. 

Midsliii)man,  1  January,  1812.     Died  4  Se])tember,  1817. 
Rratt,  Carlos. 

:Midsliipnian,  13  October,  184S.     Resigned  .")  July,  1850. 
IlraiiiiorHreiitlior,  William. 

Cadet  ^lidsliipman,  23  September,  1871.  Graduated  23  September,  187t».  Ensign, 
22  January,  1880. 

ISranley,  Richard  R. 

Acting  Assistant  Paymaster,  4  June,  18G2.     Discharged  12  January.  1800. 
Rray.  CliarI<'M  D. 

Acting  Third  Assistant  Engineer,  10  October,  18G6.     Third  Assistant  Engineer,  2 
June,  1N(;8.     Resigned  18  March,  1869. 
Rray,  Guilford  P. 

Mate,  13  December,  1862.     Dismissed  27  May,  18G3. 
Rray,  Oliver. 

Acting  Second  Assistant  Engineer,  25  March,  18G3.  Honorably  discharged  28 
November,  18G5. 

Rray  ton,  Daniel  C. 

Sailmaker,  30  Auinist,  1851. 
Rrayton,  J.  R. 

Acting  Assistant  Paymaster,  27  September,  1863.     Resigned  23  October,  1863. 
Rrayton,  Saninel  ^. 

Assistant  Surgeon,  24  November,  18G1.     Resigned  8  June,  1865. 
Rrayton,    W.  II. 

Sailmaker,  21  September,  1837.     Dismissed  G  November,  1847. 
Rrayton,  W.  S.  L. 

Sailmaker,  4   November,  1852.     Taken   prisoner  and  died   at   Charleston.   South 
Carolina,  22  April,  1864. 
Rreadin,  Janies^. 

Midshipman,  27  July,  184G.     Resigned  16  October,  1849. 
Rreaker,  Charles  W. 

Third    Assistant  Engineer,  17  December,   1862.      Second   Assistant  Engineer,  8 
April,  UG4.     Died  9  February,  1871. 
Rreolit,  Frederick  E. 

Mate,  29  October,  18G2.     Resigned  23  September,  1863. 

Rreelit,  Theodore  C 

Third  Assistant  J]ngineer,  28  May,  18G1.  Second  Assistant  Engineer.  18  Decem- 
ber, 18G2.  Resigned  18  January,  1SG5.  Acting  First  Assist^int  Engineer,  IS) 
January,  18G5.     Honorably  discharged  1  October,  1808. 

Rreek,  Joseph  R. 

Acting  Ensign,  27  February,  18G3.  Acting  Master,  8  August,  l.s03.  Acting 
Volunteer  Lieutenant,  IG  November.  18G3.  Acting  Volunteer  Lieutcnan^Com• 
mander,  25  November,  18G4.     Died  2(i  July,  18G5. 

Rreek,  I..owell  M. 

Acting  Ensign,  19  March,  18G3.     Appointment  revoked  2  June,  1803. 
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Brcck,  Richard  A. 

Midshipman,  ;5()  September,  18G5.     Graduated  4  June,  1869.     Ensign,  12  July,  1870. 
]SIastcr,  G  Marcli,  1873.     Drowned  23  September,  1874. 
Br^ckoiiridge,  S.  II. 

Midsliipmaii,  15  December,  1819.     Lieutenant,  17  May,  1838.     Died   4  June,  1829. 

Brc<Iiii,  James. 

lyiidsliipman,  37  July,  184G.     Resigned  16  October,  1849. 

Breed,  Cyrus  W. 

Acting  Midshipman,  36  November,  1861.  Graduated  September,  1865.  Ensign, 
1  December,  1866.  Master,  13  March,  1868.  Lieutenant,  26  March,  1869.  Re- 
signed 30  April,  1875. 

Breese,  £.  Iflarsliall. 

Third  Assistant  Enijineer,  25  March,  1862.  Second  Assistant  Engineer,  1  Novem- 
ber, 1863.     Resigned  2  March,  1868. 

Breese,  John. 

Assistant  Paymaster,  1  September,  1869.     Resigned  14  June,  1878. 

Breese,  K.  Randolph. 

Midshipman,  6  November,  1846.  Passed  Midshipman,  8  June,  1852.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Captain,  9  August,  1874. 

Breese,  Samuel  li. 

Midshipman,  17  December,  1810.  Lieutenant,  37  April,  1816.  Commander,  22 
December,  1835.     CajDtain,  8  September,  1841.     Commodore,  Retired  list,  16  July, 

1862.  Rear-Admiral,  Retired  list,  3  September,  1862.     Died  17  December,  1870. 

Breese,  S.  l<ivingston. 

Midshipman,  14  May,  1846.     Passed  Midshipman,  8  June,  1852.     Master,  15  Sep- 
tember,   1855.     Lieutenant,    16   September,    1855.      Lieutenant-Commander,  16 
July,  1862.     Commander,  14  April,  1867.     Captain,  26  April,  1878. 
Breese,  Thomas. 

Purser,  8  July,  1815.     Died  12  October,  1846. 
Breeze,  H.  M. 

Master,  12  October,  1813.     Discharged  15  April,  1815. 
Breeze,  Theodore. 

Acting  Third  Assistant  Engineer,  23  September,  1863.     Resigned  2  June,  1865. 
Brenion,  Charles. 

Acting  Second  Assistant  Engineer,  21  July,  1864.     Resigned  15  May,  1865. 
Bremon,  Frank  A. 

Acting  First  Assistant  Engineer,  5  August,  1861.     Resigned    21    February,  1862. 
Acting  Second  Assistant  Engineer,  21   May,  1862.     Acting  First  Assistant  En- 
gineer, 31  October,  1862.     Resigned  19  December,  1864. 
Brennard,  E.  C. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Killed  (accidentally,)  14  Novem- 
ber, 1863. 
Brennen,  E.  C. 

Mate.  1  October,  1862.     Acting  Ensign,  7  February,  1863.     Acting  Master,  7  May, 

1863.  Dismissed  12  November,  1864. 
Brennen,  Christopher. 

Mate,  25  November,  1863.     Deserted  19  August,  1864. 
Brennen,   John. 

Mate,  21    January,  1864.      Acting  Ensign,  9   November,  1864.     Honorably  dis- 
charged 6  April,  1868. 
Brent,  Alexander. 

Midshipman,  3  April,  1804.  Last  appearance  on  Records  of  Navy  Department,  28 
May,  1804. 

Brent,  Thomas  W. 

Midshipman,  1  March,  1835.  Passed  Midshipman,  4  June,  1831.  Lieutenant,  3 
March,  1835.     Commander,  14  September,  1855.     Resigned  19  January,  1861. 
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Kr<Mitle.v,  II.  J. 

M:itc,  -2  NoviMiilxT,  1m; I.     Doserterl  4  November,  18(W. 
Itroiitiiall,  Juliii  II.  II. 

Acting  Assistant  Surgeon,  IS  DccLinlier,  1801.     Renigned  2  November,  1868. 
Itreiiton,  FriiiioiH  J. 

Acting  Ensign,  HI)  August,  1802.     Resigned  0  June,  ISCS. 
Ilroretoii,  John  A. 

Sur<fc'(>n's  .Mate,  1  September,  1808.     Surgeon,  4  March,  1811.     Resigned  11  Julv 

ISIT). 

Ilrcrotoii,  Tlioninw. 

.Miilsliipinan,  -JU  .liinc.  isOC,.      Hesignod  21  August,  1811. 
IlroMlyn,  Joreiiiiali  C 

Acting  tiunncr,  2  December,  1863.     Appointment  reroked  8  May,  1805. 
Itreuer,  Tlioiiins. 

Mate,  20  .lannary,  1803.     Resigned  19  August,  1803.     Acting  Ensign,  17  October, 
1804.     H(. nor.il. ly  discharged  12  July,  180.1. 
BrewHtor,  neiijaiiiiii. 

Midsliipnian,  3(J  November,  1814.     Last  appearance  on  Rccorda  of  Navy  Depart- 
ment, It)  February,  1810. 
Brewster,   C'liarleH  W. 

Acting  Ensign,  13  August,  1804.     Honorably  discharged  4  December,  1805. 
Brewster,  3f. 

Acting  Assistant  Surgeon,  12  March,  1803.     Honorably  discharged    18  December, 
1805. 
Brewster.  Patriek. 

Acting  First  Assistant  Engineer,  20  June,  1803.     Resigned  27  March,  1805. 
Brian,  C.  T. 

Mate,  \>  October,  1807.     Resigned  13  October,  1871. 
Briard,  Caeorge. 

Midshipman.  4  March,  1823.     Died  15  December,  1829. 
Briee,  John. 

Acting  Tiiird  Assistant  Engineer,  10  August,  1804.     Honorably  discharged  4  Sep- 
tember, 1  s(;5. 

Briee,  Jolin  J. 

Acting  Ensign,  13  September,  1802.     Acting  Master,  23  March,  1805.     Ensign,  12 
March,  1808.     Master,  18  December,  1808.     Lieutenant,  21  March,  1870. 
Briee,  Jolin  W. 

Midshipniaii.  2  Marcli,  1833.     Resigned  1  September,  1838. 
Briee,  Joiiatiitiii  K. 

Cadet  -Midsliipnian,  13  June,  1873.     Graduated  18  June,  1879. 
Briee,  IVilliani  II. 

Mate.  15  Septenii)er,  1801.     Acting  Ensign,  3  September,  1862.     Acting  Master,  1« 
July,  is<'4.     Ensign,  12  March,  1808.     Master,  21    December,  1808.     Lieutenant. 
21  March,  1870.     Died  0  July,  1«74. 
Brieelaiid,  Isaae  X. 

Mi(lsiii|)nian.  2:!   l)e(;einber,  1837.     Passed  Midsliipman,  29  June,    1843.     Acting 
.Master.  8  June,  isjo.     Resigned  21  January,  1850. 
Brieiieil,  D.  Warren. 

Assistant  Surgeon,  8  November,  1847.     Declined  9  December,  1847. 
Brieiieli,  Zatehary. 

ActinL,'  Second  Assistant  Engineer,  25  July,  1864.     Resigned  5  June,  1865. 
Brieiiett,  dieor^e  T. 

.\(tirig  Assistant  Surgeon,  19  January,  1865.     Honorably  discharged   1  February, 
ItiOO. 
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Brickly. 

Acting  Third  Assistant  Engineer,  21  September,  1808.      Resigned  18  January, 
18(14. 

Jlrioknoll,  D.  Warren. 

Assistant  Surgeon,  17  November,  1847.     Resigned  6  January,  1848. 

Bridge,  Edward  W. 

Acting  ]\Iidsliii)num,  21  September,  1803.     Ensign,  18  December,   1808.     Master, 
21  March,  1870.     Lieutenant,  21  March,  1871. 
Brid$;e,  Horatio. 

Purser,  10  Fclnniarv,  1838.     Retired  list,  8  Aijril,    1808.     Pay  Director,  Retired 
list,  3  March,  1871. 
Bridge,  William  K. 

Midshipman,  14  January,  1841.     Passed  Midshipman,  10  August,  1847.     Master,  1 
March,  1855.     Lost  in  Brig  ''Porpoise^'"  21  September,  1854. 

Brid?<rer,  J. 

Carpenter,  12  June,  1827.     Last  aj^pearance  on  Records  of  Navy  Dej)artment,  1829. 

Bridges,  C,  P. 

Mate,  G  January,  1803.     Resigned  13  May,  1805. 

Bridges,  Elislia  H. 

Acting  Assistant  Surgeon,  23  June,  1804.     Honorably  discharged  10  October,  1865. 

Bridges,  Isaac  W. 

Mate,  9  January,  1802.     Resigned  21  January,  18621. 

Bridges,  Joliu  R. 

Acting  Third  Assistant   Engineer,   17   August,  1804.     Honorably  discharged  17 
July,  1865. 

Bridges,  Kufus. 

Sailmaker,  28  May,  1836.     Last   appearance   on  Records  of  Navy  Department,  10 
November,  1836. 
Bridges,  William  £. 

Mate,  22  Octcjber,  1801.     Deserted  7  June,  1805. 
Bridgman,  William  K. 

Acting  Midshipman,  2  December,  1859.     Ensign,  16  September,  1862.     Master,  22 
February,  1864.     Lieutenant-Commander,  25  July,  1866.     Commander,  21  Sep- 
ber,  1876. 
Briggs,  Cbarles. 

Midshipman,  30  July,  1860.     Graduated  June,  1870.     Resigned  24  August,  1871. 
Briggs,  Charles  O. 

Acting  Ensign,  1  August,  1803.     Resigned  10  March,  1805. 
Briggs,  David  L.. 

Acting  Gunner,  8  December,  1802.     Appointment  revoked  22  March,  1805. 
Briggs.  F.  li. 

Acting  Ensign,  28  June,  1804.     Honorably  discharged  21  September,  1805. 
Briggs,  George  W. 

Mate,  2  September,  1804.     Honorably  discharged  27  January,  1800, 
Briggs,  James  O. 

Acting  Boatswain,  25  October,  1855.     Appointment  revoked  14  August,  1858. 
Briggs,  James  O. 

Acting  Boatswain.  1  November,  1864.     Honorably  discharged  21  September,  1865. 
Briggs,  John. 

Boatswain.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Briggs,  John. 

Acting   First  Assistant  Engineer,  4  September,  1861.     Appointment  revoked  6 
September,  1804. 

Briggs,  John  B. 

Midshipman,  28   September,  1805.     Graduated  4  June,   1809.     Ensign,  12  July, 
1870.    Master,  12  July,  1871.     Lieutenant,  24  October,  1874. 
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Itri^KH,  John  G. 

Actiiii^  Tliii<l  Assistant  Encfinoer,  0  July,  1S02.     Acting;  Second  AMUtant  Engi- 
lucr,  'Jit  .laiuim  V,  lyo:^.     llotiorubly  diHcharged  4  November,  1805. 
9Sri|;KH,  J4»liii  W, 

ActiiiLj  Tliinl  Assistant  EnginetT,  17  M-iy,  ISdl.     Hesignod  ;{0  April,  1807. 
Itrie^!^,  Saiiiiiol  K. 

.Miistcr,  3  July,  l'"!!;}.     Last  appearance  on  llfcords  of  Navy  I)e])urtmcnt. 
Etri;::Iiaiii,  rraiikliii  W, 

Acting  Assistimt  Surgeon,  7  May,  18(5:5.     Hesigiifd  'JO  .lanuary,  I80.i. 
Rri;;liaiii,  <iloor);o  II. 

.Vcting  Assistant  raymaster,  9  .Tune,  IMfd.     llcsigned  >M  July,  18<M. 
Itri^^liaiii,  IjC  Oraiitl  It. 

Mate,  4  October,  18G2.     Acting  Ensign,  21  Octol)rr.  1mi5:{.     Honorably  diitchargcd 
13  January,  18GG. 
Bri;;liaiii,  Ijovi  T,, 

Acting  Assistant  Paymaster,  14  November,  18';2.      Disclmrged  13  March,  1800. 
ISrifflil.  <jioor);e  A. 

A(tiiig  Assistant  Surgeon,   18  May,  1801.      Assistant  Surgeon,   8  August,   1804. 
ras.-,L'i!  Assistant  Surgeon,  31  December,  1807.     Surgeon,  12  September,  1874. 
Urif^Iif,  <i>eor;;o  N. 

Third  Assistant  Engineer,  21   May,  1857.     Second   .Vs^istant   Engineer,  2  August, 
1859.     First  Assistant  Engineer,  1  July,  1801.     Chief  Engineer,    10   November, 
is();j.     Retired  list,  .5  June,  1873.     Died  29  May,  1875. 
Bri;(lit,  Henry. 

Acting  Boatswain,  20  December,  1852.     Resigned  11  September,  1855. 

Briglit,  Jacob  li. 

Third  Assistant  Engineer,  20  November,  1801.     Second  Assistant   Kngineor,  25 
August,  1803.     Resigned  18  October,  1870. 
Bright,  IVaMliington. 

Gunner,  25  July,  1838.     Died   17  Octol)er,  1840. 
Bri^litniaii,  Perez  O. 

Acting  Tliird  Assistant  Engineer,  19  December,  1801.     Acting  Second  Assistant 
Engineer,  19  Sejitember,  i8()2.     Acting  First  Assistant   Engineer,   1   February, 
1805.     Honorably  discharged  27  January,  1800. 
BriK:litnian,  Slieflield. 

Acting  Second  Assistant  Engineer,  0  January,  1803.     Resigned  9  February,  1m03. 

Brill,  Conrad. 

Acting  Third  Assistant  Engineer,  18  February,  1805.     Honorably  dis<-h!'- I   '<*. 

June,  1800. 
Brinekerliofl",  Charles  C. 

Acting  Assistant  Paymaster,  10  December,  1804.     Resigned  22  May,  186.>. 

Brindley,  John  T. 

Acting  Thinl  Assistant  Engineer,  1  June.  1804.     Resigned  20  June,  1805. 
Brink,  Benjamin  II. 

Acting  Carpenttr,  21  February,  1804.      Honorably  «lischarged   1    November,  19C5. 

Itriiik,  Kdi^ard  II. 

Acting  Assistant  Paymaster,  8  August,  1803.     Resigned  18  November,  1804. 

Brinkerhofi',  Isaac. 

.Assistant  Surgeon,  1  Julv,  1829.  Passed  Assistant  Surgeon,  3  March,  1883.  Sur- 
geon, 20  Feljruary,  183S.  Retired  list,  28  May,  1804.  ^Medical  Director,  Retired 
list,  3  March,  1871.     Died  28  September,  1874. 

Brinley,  Ednar^l.  Jr, 

MidsliipiMin.  1  I  Sei)tcnil>er,  1840.  Passed  Midshipman,  11  July.  1W(J.  M»»tc.-. 
;;().lun^-,  1^>1.     Lieutenant,  0  February,  1855.     Resigned  25  June,  18.'»0. 

Brintnall,  John  II.  II. 

Acting  Assistant  Surgeon,  IS  December,  1801.     Resigned  5  November,  1862. 
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Briiitiiall.  John   P. 

Midshipman,  21  December,  1S48.     Resigned  21  June,  1854. 

Brii^co,  J  oil  11  A. 

Boatswain,  2  t  3Iarcli,  1858. 

Briscoo,  Ma  rues*  li. 

MidshiiJman,  2U  November,  1849.     Dropped  3  September,  1850. 

Briscoe,  W.  51. 

Chaplain,  30  -May,  1809.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Fiirloughed. 

Brit  tain,  George. 

Acting  Second  Assistant  Engineer,  17  November,  1802.     Appointment  revoked  30 
May,  1804. 
Brittain,  M.  Cooknian. 

Chaplain,  31  May,  1809.     Resigned  1  March,  1871. 

Brittln.  Saninel. 

Midshipman,  1  January,  1808.     Dismissed  20  June,  1809. 

Brittingliam,  John  P. 

Mate,   8   November,   1802.     Acting    Gunner,    17    February,    1863.      Resigned    17 
August,  1804. 
Britton,  Salter. 

Midshipman,  16  January,  1809.     Resigned  13  December,  1809. 

Broadnix,  Amos. 

Third  Assistant  Engineer,  13  December,  1850.  Second  Assistant  Engineer,  26 
February,  1851.     Resigned  14  February,  1850. 

Broek,  Edward. 

Master,  25  June,  1799.     Lieutenant,  18  August,  1800.     Dismissed  26  February,  1801. 

Brock,  Oliver  S. 

Acting  Master,  22  November,  1861.  Appointment  revoked  19  March,  1862.  Mate, 
30  October,  1863.  Acting  Ensign,  30  August,  1864.  Honorably  discharged  19 
September,  1865. 

Brockway,  James  H. 

Mate,  2  February,  1863.     Acting  Ensign,  27  January,  1864.     Killed  accidentally  7 
December,  1804. 
Brodhead,  Edgar. 

Midshipman,  9  July,  1840.  Passed  Midsliipman,  8  June,  1852.  Resigned  12 
January,  1853.  Acting  Lieutenant,  13  May,  1861.  Acting  Volunteer  Lieuten- 
ant-Commander, 22  October,  1804.     Resigned  2  March,  1865. 

Brodhead,  Thomas  W. 

Midshipman,  3  March,  1841.  Passed  Midshipman,  10  August,  1847.  Acting 
Master,  3  December,  1854.     Died  20  February,  1855. 

Brodie,  Charles  I>. 

Naval  Constructor,  13  January,  1826.     Died  14  October,  1845. 

Broe,  John. 

Mate,  10  January,  1803.     Resigned  20  July,  1804. 

Brofey,  William  J. 

Acting  Assistant  Surgeon,  25  March,  1865.     Resigned  20  May,  1865. 

Brogain,  Nainnel  H. 

Acting  Third  Assistant  Engineer,  26  April,  1864.     Resigned  0  June,  1865. 

Bronangh,  William  T. 

Cadet  Midshipman,  5  June,  1873.     Graduated  IS  June,  1879. 

Brook.  li.  M. 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  ot  Navy  Department. 

Brook,  Philip  II. 

Midshipman,  1  May,  1804.  Last  appearance  on  Records  of  Na^7•  Department, 
May,  1805.     Lost. 
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Krooko,  Ca.  11.  .4. 

-M  idsluinnaii,  1  November,  182y.     Lost  in  tlu;  I/uruft,   10  September,  1820. 
llro4»k(s  John  F. 

Siui,'i()ii's   M;ite,  1()    May,    1S25.     Surgeon,  4    November,  1834.     Dictl  17  OctolK-r 

IS  111. 

ISrooko,  .loliii  >I. 

Midsliipnian,  3  March,  1841.     Passed    Midsliii)inan.  10  August,  18-17.     MaMi-r,   II 
September,  1855.     Lieutenant,  15  September,  is.'i.').     Dismissed  20  April,  isci. 
Itrookts  Saiiniiol. 

Ma^tl■l•,  17  October,  1803.     Last  appearance   on  Records   of  Navy  Department,  iil 

August,  1810. 

ItrookM,  Bciijaiiiiii  J. 

Acting  Third  Assistant  Engineer.     Died  25  August,  1865. 
lirookM,  Kdirard  \Y. 

Acting  Third  Assistant  Engineer,  10  March,  18(54.     Resigned,  <>  .Juno,  1885. 
BrookN,  Edwin  C 

Acting  Third  Assistant   Engineer,    12   January,  18(55.     Honorably  discharged  11 
December,  18(38. 

llrookM,  Edwin  F. 

Acting   Ensign,   21   November,  18G2.     Acting   Master,   G  July,  ls(;4.     Ib.noral.lN 
discharged  20  November,  1865. 
Brooks,  Emory  J. 

Third  Assistant  Engineer,  3  May,  1859.     Second   Assistant  Engineer,  3  Octol»i:. 
1861.     First  Assistant  Engineer,  20  May,  1863.     Resigned  7  December,  1868. 
Brook$^,  Enoch. 

Acting  Master,  18  October,  1861.     Resigned  7  February,  1863. 
Brooks,  Everett  W. 

Acting  Assistant  Paymaster,  12  June,   1863.     Honorably  ilischarged  25  October. 
1865. 
Brooks,  O.  H. 

Gunner,  29  October,  1861. 
Brooks,  Henry. 

Boatswain,  20  May,  1847.     Died  29  June,  1858. 
Brooks,  Horace. 

Mate,  30  3Iarch,  1863.     Acting  Ensign,  12  October,  1864.     Honorably  discharged 
20  August,  1865. 
Brooks,  James. 

Chaplain,  28  December,  1818.     Resigned  7  January,  1828. 
Brooks,  James. 

Purser,  7  January,  1828.     Dismissed  21  July,  1840. 
Brooks,  John. 

Midshipnian.  2  May,  1S36.     Passed  Midshipman,  1  July,  1842.     Died 4  June,  1843. 
Brooks,  John. 

Acting  Tliird  Assistant   Engineer,   17  October,   1861.      Resigned  18  Noveml>er. 
1865. 
BrookM.  John  A.  J. 

Acting  Master,  17  February,  1862.     Honorably  discharged  7  October,  1865. 
Brooks,  Xelson  J. 

Acting  Third  Assistant  Engineer,  5  February,   1863.     Honorably  discbargctl  ".'T 
Scptcniljer,  1865. 

Brooks,  U.  F. 

Acting  Assistant  Surgeon,  23  Marcli,  1864.     Acting  Passed  Assistant  Surgeon,  !  ' 
October,  1866.     Himorably  discharged  25  August,  186U. 

Brooks,  Samuel. 

Lieutenant,  13  July,  1799.     Discharged    under  Peace  Establialuucnt  Act.  9  Jul>. 
1801. 


100  GENERAL  NAVY  REGISTER. 

lirooks,  Suiiiiiol  A. 

Mato,  12  .hinuiiry,  ls(i;;.     ActingEnsign,  4  December,  1863.     Honorably  discharged 
10  December!  ISC)").     Acting  Master,   15  August,  1866.     Resigned  26  August, 
1807. 
Brooks,  Saniiicl  IS. 

Tliird  Assistant  Engineer,  21  February,  1861.      Second  Assistant   Engineer,  21 
Apiil,  1803.     Resigned  13  December,  1865. 

Brooks,  Thomas. 

Acting  Tliird  Assistant  Engineer,  3  April,  1863.     Resigned  19  August,  1863. 

Brooks,  Thomas  M. 

Carpenter,  27  May,  1800.     Last  ajspearance  on  Records  of  Navy  Department. 

Brooks,  William. 

Acting  Master,  29  October,  1861.     Died  May  10,  1803. 

Brooks,  ITilliam  B. 

Third  Assistant  Engineer,  10  February,  1852.     Second  Assistant  Engineer,  21  July, 
1855.     First  Assistant  Engineer,  21  July,  1858.     Chief  Engineer,  1  August,  18G1. 

Brooks,  liVilliam  M. 

]\Iidshipman,  1  January,  1808.     Dismissed  7^ April,  1814 

Broom,  James  M, 

Midshipman,  24  July,  1807.     (See  Marine  Corps.) 

Brose,  Frederick  F. 

Midshipman,  9  September,  1847.     Passed  Midshipman,  10  June,  1853,     Died  8 
December,  1854. 

Brosnahan,  John  G. 

Third  Assistant  Engineer,  11  June,  1862.     Second  Assistant  Engineer,  21  Novem- 
ber, 1803.     First  Assistant  Engineer,  1  January,  1808. 

Broiighton,  €.  II> 

Assistant  Surgeon,  8  September,  1841.     Died  22  December,  1843. 
Broiighton,  Beuben. 

MidshiiDman,  23  October,  1799.     Discharged  under  Peace  Establishment  Act,  10 
June,  1801. 
Brow,  William. 

Midshipman,  20  June,  1799.     Resigned  12  September,  1800. 
Brow,  William  H. 

Acting  Third  Assistant  Engineer,  28  November,  1862.     Acting  Second  Assistant 
Engineer,  14  January,  1803.     Appointment  revoked  4  December,  1863. 
Browen,  John. 

Gunner,  24  May,  1804.     Last  appearance  on  Records  of  Navy  Department,  17  Oc- 
tober, 1808.     Dead. 

Brower,  A.  J. 

Mate,  14  November,  1801.     Appointment  revoked  21  February,  1862. 
Brown,  Alfred  S. 

Third   Assistant  Engineer,   16  November,  1861.     Second  Assistant  Engineer,  25 
August,  1863.     Died  17  January,  1867. 
Brower,  Edward  T. 

Acting  Midshipman,   28   September,  1858.     Lieutenant,  1  August,  1862.     Lieu- 
tenant-Commander, 25  July,  1866.     Died  14  Sejitember,  1869. 
Brower,  Marcus. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  17  June,  1865. 
Brower,  T.  M. 

Acting  Assistant  Paymaster,  9  December,  1861.     Died  26  December,  1864. 
Brown,  Abraham. 

Acting  Third  Assistant  Engineer,  24  July,  1803.     Acting  Second  Assistant  Engi- 
neer, 18  October,  1864.     Honorably  discharged  5  January,  1866. 
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llruMii,  A.    J.  I>. 

Midshipiniiii,  17  December,  1810,     Liciitenmit,  i:\  .lumiury,  1825.     (Sec  DalluM.) 
Itrou'ii,  AU'xaiKlor. 

GiiiiiuT,  27  .lunuary,  1«'20.      Last   uppeuraiicc  <m  HecordH  of  Nil w  Departiiit  iit   B 

,M;iy,  ISJO.     J). ad. 

ItroMii,  Allan  ]>. 

•Vcliiii^  Midshipman,  29  September,  18(50.     Kiisit,'ii,  28  .May,  l^iy.',.     Mahtir,  l"   > 
vembcr,   istl.").      Lieutenant,   10   November,    iHiW.      Lieutenant-Commander,   1  . 
March,  1808.     Commander,  22  January,  1880. 
Itrouii,  A  lid  row  J. 

Mute,  11  November,  1801.     Dismissed  21  February,  1862. 
ISroivii,  Amos. 

Mate,  14  NovemI)er,  1801.     ]k'si",'ned  11  >Iareh,  1802.     Acting   Ensign,  4   Decem- 
ber, 1802.     liesigned  11  November,  ISOIL 
Itrowii,  Arthur  K. 

Mate.    18   I)tc(iiil)er.  18G1.     Acting  Ensi;,'n,   D   February,   ISCJ.      Ilunorablj  dis- 
charged 17  August,  18G7. 
liroMii,  Itoiijaiiiin  F. 

Acting  Assistant  Surgeon,  3  August,  1804.     Kesigned  28  April,  1805. 
ISrowii,  Calvin. 

Civil  En<,nneer,  0  April,   1852.     Resigned  8  September,  1804.     He-appointed   13 
May,  ISOD. 

Brown,  CiiarlOM  A. 

Mate,  25  .lauuary,  1804.     Died  5  March,  1807. 
Brown,  C'liarlos  Kafon. 

Acting  Midshipman,  '2~>  July,  180;j.     Ensign,  18  December,  1868.     Loet  on  board 
the  Oiieu/a,  24  January,  1870. 
Brown,  C'liarleiii  F. 

Mate,  25  May,  1870.     Resigned  7  September,  1871. 
Brown,  Cliarle^  II. 

Acting  Assistant  Paymaster,  23  July,  1802.     Dismissed  23  June,  1863. 
Brown,  C'liarloi^  II. 

Acting  ]^Iaster,  4  Novcml)cr,  18(J!.     Acting  Volunteer   Lieutenant,  13  May.  1863. 
Honoral)ly  discliarged  3  December,  1805. 
Brown,  C'liarU's  R. 

Midsliipman,   22   September,  1805.     Graduateil    4   June.  18(;'.).     En^ign,    11  July, 
1870.     :Master,  2(!  October,  1871.     Resigned  23  May,  1875. 

Brown,  Cliarlci^  William. 

Acting  Third  Assistant  Engineer,  5  Ai)iil.   1805.     Hon«)rubly  dischnrgctl  lU  Kob- 
rury,  ISOO. 

ISrowii,  Banic'l. 

.Mi(lsliii)nian,  31  January,  1800.     Discharged  30  April,  1801. 

Brown,  I>i\oii. 

Master,  0  February,  1809.     Resigned  25  July,  1810. 

Brown,  I>.  Rodney. 

Mate,    14  October,    1802.     Acting    Ensign,  10  .Ma\.   lNf.3.     .Vcting  .Mastrr,  ;' 
nary,  1805.     Honorably  discharged  15  September,  ISOO. 

Brown,  Kli. 

.Midsliipman,  9  November,  1813.     Last   appearance  on    Records  of  Navy  Depart- 
ment. 
Itrowii.  Eli. 

Mast,  r,  25  April,  1812.     Died  in  1820. 

Brown,  Flipliolot. 

Acting  Ensign,   15  September,   1802.     .\eting  Master,  3  May,   1804.     Ilunorably 
discbargeil  17  February,  18GC. 
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Brown.  Enoch. 

Midshipman,  10  July,  1799.  Discharged  under  Peace  Establishment  Act,  11 
July,  1801. 

Broivn.  Fraiiei^^  II. 

Mate,  29  December,  18G3.  Acting  Ensign,  13  January,  18G4.  Resigned  15  May, 
1805. 

Brown.  Francis  S. 

Acting  Midshipman,  24  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander,  25 
July.  1866.     Resigned  12  October,  1869. 

Brown,  Frank  O. 

Acting  Third  Assistant  Engineer,  3  March,  1864.  Honorably  discharged  22 
August,  1865. 

Brown.  F'rederick  E. 

Third  Assistant  Engineer,  21  November,  1857.  Resigned  24  October,  1859.  Sec- 
ond Assistant  Engineer,  14  June,  1861.     Died  12  December,  1864. 

Brown,  George. 

Midshipman,  5  February,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  2  June,  1856.  Lieutenant-Commander,  16  July, 
1862.     Commander,  25  July,  1866.     Captain,  25  April,  1877. 

Brown,  George  C. 

Acting  Third  Assistant  Engineer,  30  November,  1863.     Honorably  discharged  5 
July,  1865. 
Brown,  George  H. 

Gunner,  14  February,  1800.     Discharged  8  June,  1801. 

Brown,  George  H. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Honorably  discharged  21 
August,  1865. 

Brown,  George  M. 

Acting  Midshipman,  25  November,  1859.  Ensign,  16  September,  1862.  Lieu- 
tenant, 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Dismissed 
22  September,  1866. 

Brown,  George  TV. 

Acting  Master,  18  July,  1861.  Acting  Volunteer  Lieutenant,  29  January,  1863. 
Honorably  discharged  3  September,  1865. 

Brown,  George  W. 

Acting  Assistant   Paymaster,   20   March,  1865.     Passed    Assistant  Paymaster,  23 
July,  1866.     Died  30  July,  1873. 
Brown,  Gust  a  v  us. 

Midshipman,  2  April,  1804.     Resigned  25  March,  1806. 
Brown,  Gustavus  R. 

Surgeon's  Mate,  1  March,  1809.  Last  appearance  on  Records  of  Navy  Department, 
1818.     Furloughed. 

Brown,  Hawley. 

Acting   Third   Assistant  Engineer,  22  January,  1863.     Honorably  discharged  24 
September,  1869. 
Brown,  Henry. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  1  No- 
vember, 1861.  First  Assistant  Engineer,  1  March,  1864.  Resigned  3  March, 
1869. 

Brown,  Henry. 

Acting  Master,  26  August,  1861.     Acting  Volunteer  Lieutenant,  6  January,  1864. 
Honorably  discharged  28  February,  1866. 
Brown,  Henry  A. 

Acting  Third  Assistant  Engineer,  27  February,  1864.     Resigned  13  May,  1864. 
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Brown,  Ilonry   It. 

Acting  Assistant  Paymaster,  15  May,   iSfiH.     Hoaorafily  diBclmrL'cl  '21  Oit<.». 
18U5. 

Brown,  Ilorberl  A. 

Aitinic  'I'liini    Assistant  Engineer,  8  June.   1864.      Ilunurably    diBcliari;e<l    Irt 

AnLTiist,  ISC,.-,.  * 

Brown,  Ilvy.okiali  di.  I>. 

.Miiishii.iiuui,  I'J  Febnian,  1^11.     lU'sit^'ncd  28  December,  1H17. 
Brown,  ]Iora<*o  F. 

AttiiiLT  Tliinl  Assistant  Engineer,  :?()   Sc'i)tenil)cr,  1>5(52.     Acting   Second  AMictant 
Engineer,  7  March,  1805.     IlonoraJjly  discharged  14  November,  1S05. 
Brown,  II.  €>.  I>. 

MidsIiijjnKin,  19  February,  1841.     Resigned  28  December,  1847. 
Itr«»wn,  Iloraoo  S, 

Acting  riiird  Assistant  Engineer,  10  September,  lyO:3.     Honorably  discharged  11 
October,  lS(i5. 

Brown,  Isaac  II. 

Mate,  3  Marcli,  18G4.     Honorably  discharged  80  September,  1865. 
Brown,  Isaac  X. 

Midshipman,    15   ^Marcli,   18134.     Passed    Midshipman.  (5   .Inly,  1M4().     Master.  15 
August,  184<).     Lieutenant,  31  October,  1846.     Dismissed  25  April,  1S61. 
Brown  Isaac  T. 

Mate,  21  October,  1801.     Resigned  28  September,  1864. 
Brown,  Jamet^. 

Acting  :Mastcr,  28  February,  1862.     Resigned  5  August,  lyti:}. 
Itrown,  James. 

Mate,  20   Jime,   1803.     Acting  Ensign,    1    May,   1804.     Honorably  discharged  21 
September,  1805. 

Brown,  James. 

Acting  Ensign,  30  September,  1864.     ILmorably  discharged  7  November,  1865. 
Brown,  James. 

Boatswain,  4  January,  1802.     Retired  list,  22  October,  1872.     Died   6   June,  1879. 
Brown,  James  A. 

.Vcting  Tliirtl    Assistant  Engineer,  2  November,  1861.     Acting  Second  Assistant 
Engineer,  2-")  August,  1802.     Acting  First  Assistant  Engineer,  6   January,  1865. 
Honorably  ilischarged  10  December,  1805. 
Brown,  James  E. 

Midsliipniun.  1  December,  1827.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
25  February,  1841.     Died  3  September,  1844. 
Itrown,  James  G. 

A(  ting  'lliird  Assistant  Engine«r,  9  August,  1804.     Resigned  13  April,  l*-»'.,"i. 
Brown,  James  II.  II. 

C'luiplain,  2:5  .lanuary,  1871. 
Brown,  James  1%'. 

Mate,  25  May,  180:'.     Acting   Ensign,  8   March,    1S04.     Honorably  discharged  27 
October,  1805. 
Brown,  Jason  P. 

Acting  Third  Assistant  Engineer,  12  April,  1865.     Honorably  discharged  10  Jun' 
l.^^OO. 

Brown,  Jeflerson, 

Third  Assistant  Engineer,  17  December,  1862.     Second  Assistant  Engineer,  8  Apr i 
1804,     First  Assistant  Engineer,  1  January,  \S(>>*. 
Brown,  John. 

Midshipman,  13  December,  1800.     Discharged  30  April,  1801. 
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Brown,  John. 

Surgeon's  Mate,  11  August,  1807.     Surgeon,  3  March,  1809.     Resigned  4  July,  1809.. 

Brown,  John. 

Master,  '24  January,  1809.     Last  appearance  on    Records  of  Navy  Department,  23 
Marc-h,  1809.     Lost. 
Brown,  John. 

Acting  Carpenter,  29  July,  1848.     Died  30  September,  1849. 
Brown,  John. 

Acting  Gunner.     Appointment  revoked  23  September,  1864. 

Brown,  John. 

Acting  Ensign  and  Pilot,  1  January,  1865.     Honorably  discharged  14  September, 
1865. 
Brown,  John  H. 

Mate.  14  April,  1862.     Died  at  Rockland,  Maine,  27  November,  1864. 

Brown,  John  H. 

Mate,  24  February,  1865.     Boatswain,  25  May,  1877. 

Brown,  John  llogan. 

Midshipman,  1  July,  1836.     Passed    Midshipman,  1   July,  1842.     Master,  24  July, 
1849.     Lieutenant,  19  February,  1850.     Died  10  May,  1861. 
Brown,  John  li. 

Carpenter,  28  September,  1816.     Died  28  March,  1824. 
Brown,  John  JL. 

Acting  Ensign,  17  December,  1863.     Honorably  discharged  21  December,  1868. 

Brown,  John  W. 

Acting  Master,  29  June,  1861.     Appointment  revoked  12  July,  1863. 
Brown,  Joseph. 

Midsliii^man,  25  Sejjtember,  1798.     Resigned  12  December,  1799. 
Brown,  Joseph. 

Mate,  24  January,  1863.     Resigned  8  April,  1863. 
Brown,  Joseph. 

Mate,  25  April,  1864.     Appointment  revoked  (Sick)  8  October,  1864. 
Brown,  Joseph  B. 

Midshipman,  10  July,  1819.     Passed  Midshipman,  14  June,  1834.     Died  25  August, 
1830. 
Brown,  Joseph  S. 

Acting  Ensign,  23  March,  1864.     Resigned  16  June,  1865. 
Brown,  Jjatayette  J. 

Purser,  26  March,  1860.     Retired  list,  15  September,  1803.     Died  29  .July,  1864. 
Brown,  JLathani  A. 

Acting  Master,  22  January,  1862.     Honorably  discharged  19  September,  1865. 
Brown,  liewis  A. 

Acting  Master,  13  September,  1861.     Honorably  discharged  18  February,  1866. 
Brown,  Liouis  U. 

Mate,  21  January,  1864.     Honorably  discharged  26  September,  1865. 
Brown,  Matthew. 

Carpenter,  14  April,  1800.     Last  appearance  on  Records  of  Navy  Department,  1 
June,  1803. 

Brown,  Hoses. 

Captain,    15   September,  1798.     Discharged   under  Peace  Establishment  Act,   3, 
April,  1801. 

Brown,  ?Fathan. 

Acting  Third  Assistant  Engineer,  20  October,  1863.     Resigned  1  March,  1865. 
Brown,  Xathan. 

Mate,  10  November,  1864.     Deserted  2  July,  1866. 
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Itrowii,  \atliaii  T. 

.M;itr,  10  DocLiiiltor,  1803.     Honorably  diaclmrgetl  5  November,  1883. 

ItroMii,  ><'woII  \\, 

Attiiii,'   Third  Assistimt   Engineer,  2    February,  ISOS,     Ilonorublv  (lUcbarei-fl 
October,  ISOo.  h        -■ 

Itrouii,  l*('lor. 

Giuiiicr,  30  October,  1812.     Dismissed  20  Eebniury,  isiij. 
ltro\fii,  ICoberi  K. 

Acting  Second  Assistant  Engineer,  21  I)eceml)er,  18(Jl.     Ucsigncd  5  July,  ll5C2. 
BroM'ii,  ICobort  JaiiiOH. 

Midshiinuaii,  20  November,  1850.     Resigned  0  Ntivembor,  18.').'). 
ItroMii,  ICobort  31.  ii. 

iMiilsliipniiui,  22  July,  18G4.     Gruduiited   2   -Innc,    1808.     Ensign,  I'J    Ai>ril,  l^i.  • 
Muster,  12  July,  1870.     Lieutenant,  13  April,  1872. 
ISro^vn,  Itobort  It. 

Master,  2»  April,  1812.     Resigned  27  January,  1813. 
UroMii,  K<>l»ort   W. 

Mate,  22  April,  1803.     Acting  Ensign,  1  January,  1804.     Honorably  discharged  22 
November,  ISCi"). 

llrowii,  Kowlaiid  It. 

Acting   Ensign,    18    April,    1804.     Acting  Master,  r,  April,  lyC,,').    .Honorably  dis- 
charged 13  July,  1807. 
]{i'OMii.  Saiiiiiol. 

Carpenter,  18  December,  1810.     Dismissed  10  November,  1824. 
ltro\tii,  Naiiiiiel  A. 

Assistant  Surgeon,  21  November,  1871.     Passed  Assistant  Surgeon,  19  June,  1875 
Itrowii,  Saiiiiiol  T. 

Acting  Assistant  Paymaster,  30  September,  1802.     Assistant  Paymaster,  9  March. 
180.J.     Passed  Assistant  Paymaster,  4  May,  1800.     Paymaster,  22  March,  18*7. 
llro\iii,  N.  II. 

Acting  Assistant  Surgeon,  18  December,  1801.     Dismissed  23  July,  1803. 
Itrouii,  Stopben  T. 

Acting  Assistant  Paymaster,  17  March,  1803.     Resigned  20  December,  1864. 
Brown,  Stiiisoii  J. 

Mi<ishi])man,  21  September,  1872.     Graduated  20  June,  1S70.     Ensign.  2.'i  Noveni 
ber,  1877. 
ItroMii,  T.  Itontoii. 

Acting  Third  Assistant  Engineer,  24  Deceinl»er,  1803.     Honorably  discharged   10 
August,  iNf.li. 

Itrowii.  Tlioodore  E. 

Mate,  4  April,  1802.     Resigned  13  June,  1803 

Itrowii.  Tlioodore  J. 

Acting  Third  Assistant  Engineer,  3  December,  1801.     Deserted  13  February,  18«'>:: 
Itrowii,  TboiiiaH. 

Midslii})nian,  27  A])ril,  1801.     Lieutenant,  27  March,  1807.     Commander.!  Marci. 
l^i.•■).     Captain,  3  March,  1825.     Died  28  November,  1828. 

ItroMii,  Tlioiiias. 

iMate,  4  March,  1803.     Acting  Ensign,  17  January,  1805.     llonoraoiv  uim  ii.iri:<d 
15  December,  18<i5. 

Rro'ivii,  TboniaM  II. 

.Midshipman.  7  November,  1813.     Last  appearance  on   RccortU  of  Nary  Depart 

mint,  12  September,  1815. 

ISroMii.  Tlioiiias  II. 

Mate,  4  December,  1802.     Deserted  2o  i>e((mi>tr,  iM.,'. 
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ISrou'ii,  TlioiuaH  R. 

Assistant  Surgeon,  27  April,  186G.     Resigned  23  June,  1870. 

BroMii,  TlioinsiH  H. 

Midsli'pman,  27  December,  1810.     Lieutenant,  13  January,  1825.     Died  G  Septem- 
ber, 1826. 
Brown,  Thomas  IV. 

Boatswain,  21  November,  1873. 
BroMii,  IVilliaia. 

Midshipman,  9  July,  1811.     Resigned  3  November,  1813. 

Brown,  ^Villiain. 

Gunner,  4  February,  1809.     Last  appearance  on  Records  of  Navy  Department. 

Brown,  IVilliani. 

l]oats\vain,  27  June,  1810.     Resigned  in  January,  1811. 

Brown,  IVilliani. 

Boatswain,  29  August,  1831.     Dismissed  3  November,  1S40. 

Brown,  William. 

Acting  Third  Assistant  Engineer,  23  September.  1861.     Dismissed  4  June,  1862. 

Brown,  IVilliam. 

Mate,  21  November,  1861.     Appointment  revoked  22  January,  1862. 

Brown,  William. 

Acting  Third  Assistant  Engineer.     Died  17  October,  1863. 

Brown,  IVilliam. 

Honorary  Acting  Ensign,  without  pay,  28  August,  1863.     Resigned  16  June,  1865. 
Browu,  William. 

Acting  Third  Assistant  Engineer,  14  October,  1864.     Honorably  discharged  3  De- 
cember, 1865. 
Brown,  William  B. 

Gunner,  9  December,  1825.     Died  25  October,  1851. 
Brown.  William  B. 

Midshipman;  19  October,  1841.     Died  11  August,  1843. 
BroMii,  William  O. 

Acting  Third   Assistant  Engineer,  19   Januarv.  1864.     Honorably   discharged  18 
July,  1865. 
Brown,  William  H. 

Midshipman,  1  January,  1828.     Passed  Midshipman,  14   June,  1834.     Lieutenant, 
25  February,  1841.     Resigned  25  February,  1851. 
Brown,  William  H. 

Midshipman,  1  April,  1826.     Resigned  4  April,  1831. 
Brown,  William  H. 

Acting  Third  Assistant  Engineer,  3  January,  1863.     Resigned  16  January,  1865. 
Brown,  W  illiam  H. 

Acting  Third  Assistant  Engineer,  5  February,  1863.     Acting  Second  Assistant 
Engineer,  17  March,  1864.     Dismissed  6  September,  1865. 
Brown,  William  H. 

Mate,  8  December,  1863.    Acting  Ensign,  11  January,  1865.    Honorably  discharged 
29  November,  1865. 
Brown,  W^  Roberts. 

Acting  Third  Assistant  Engineer,  August,  1864.     Appointment  revoked  (Sick.) 
14  February,  1865. 
Brown,  W^illiam  !S. 

Acting  Third  Assistant  Engineer,  5  January,  1864.      Honorably  discharged  15 
May,  1865. 
Brown,  W^yatt  M. 

Assistant  Surgeon,  27  November,  1854.     Resigned  11  November,  1858. 
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ISrowii,  Za<*liari]ili  Taylor. 

Assistant  Paymaster,  K!  July,  1>S70.     Passed  Assistant  PaymasU-T,  15  June,  1878. 
Ilrowiio,  It.  Frank. 

Acting  Assistant  Paymaster, 4  fieptember,  IStiU.     Died  0  Jiinn,  1804. 
ISroM'iio,  <«oorKC  W. 

Aetim,'  Voluntfcr  I-irutcnant,  2(J  Aiiijiist,  ISr.l.     Disrated   1 J  May,  1»02,  to  Actin;- 
Master.     Apixjintmunt  revoked  (Sick,)  18  April,  l«(i  J. 
ItroM'iK',  .lolin  ^f. 

.Vssistaiit  Surgeon,   20   March,   1853.     Passed   Assistant  Surfjcon,  i:i   May,    18.'»S. 
Surgeon,  1!)  .June,  1801.     Medical  Inspector,  1  December,  1871.     Medical  Dire* 
tor,  ()  Octol)er,  1878. 
ItroMiKS  1*.  II. 

Mate.  -M'i  Xovembcr,  1862.     liesigned  10  March,  1803, 
ISrowiKS  SaiiiiK'l  T. 

Acting  Assistant  Paymaster,  30  Scptend)er,  1802.     Assistant  Paymaster,  i»   Marcli, 
18()0.     Passed  Assistant  Paymaster,  4  May,  1800.     Paymaster,  22  .March,  1807. 
Hrowiio,  SyiiiinoH  I-]. 

Acting  Ensign,  1  October,  1862.     Resigned  81  May,  1804. 
Itrouiio,  W.  If. 

Acting  Ensign,  2  December,  1864.     Honorably  discharged  27  September,  1805. 
ItroMiUN  IVilliam  F. 

Acting  Assistant  Surgeon,  25  November,  18G1.     Appointment  revoked  6  October, 
1^:03. 
Browne,  ^Villiaiii  II. 

Acting  Master.  13  May,  1861.     Resigned    20  Xovember,  1801.     Acting  Volunteer 
Lieutenant,  5  February,  1804.     Ilonoraljly  discharged  10  Sejitember,  180.>. 
Brot%'noll,  Caifloon  V. 

Mate,  20  January,  ISO.").     Honorably  discharged  0  March,  1808. 
Brownell,  Ilonry  II. 

Mate.  2".>  neceinl)er,  1803.     Acting  Ensign,  1  Marirh,  1804.     Acting  Ensign,  7  May, 
iscT.     Mustered  out  18  November,  1808. 
Browiioll,  TlioiiiaM. 

Master,  30  October,  1840.     Lieutenant,  20   December,  1843.     Reserved  list,  20  De- 
cember, 1843.     Captain  on  Retired  list,  4  April,  18(j7.     Died  5  January,  1872. 
BrownclK  Milliam  P. 

Mate,  1  I  July,  isoi.     Resigned  21  February,  1805. 
BroMiiin;;,  O^vcn  F. 

Acting  Assistant  Paymaster,  4  November,  1802.     Resigned  20  February.  lst',.*i. 

Brotviiiii;;,   K.  li..  Jr. 

.Mi.lsliipuian,  8  Fel)ruary,  1834.     Resigned  20  August,  ls:',i;. 

Browning;,  Bobort  I^. 

Miiislii|)nian,  4   .Marcli,  1823.     Passed   Midshipnnm,  23  March.  1829.     Lieutenant, 
21  June,  IS32.     Drowned  27  March,  1850. 

Browning,  Milliani  A. 

Surgeon's  Mate,  24  January,  1825.     Dropped  in  ISJO. 

lirownloc,  JaincM  J. 

Assistant  Surgeon.  20  June,  1838.     Passed  Assistant  Surgeon,  23  Noverol>er,  1840. 
Surgeon,  1!)  October,  1852.     Resignetl  31  .Vugust,  1855. 

Brown  loo,  J.  J. 

Acting  .Vssistant  Surgeon,  21  October,  1801.     Resigned  27  Ai>ril,  1^04. 

Brownloo,  Jolin  J. 

Acting  Assistant  Surgeon,  30  Octol>er,  1^01.     Resigned  2U  April,  1804. 

Browning,  J.  I>. 

Surgeon's  Mate,  13  March,  1805.     Resigned  lo  September.  1807. 
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Brownsoii.  Willard  II. 

Actiiiif  JSIidshipman,  2'.)  November,  ISCil.  Gniduatecl  September,  1805.  Ensign, 
1  December,  18G0.     Master,  12  Murcli,  18(58.     Lieutenant,  2G  March,  1809. 

BriK'O,  l>avi<l. 

Sailmuker,  25  October,  1844.     Retired  list,  9  August,  1870. 

Briicc,  Ilonry. 

Midshipman,  9  November,  1813.  Lieutenant,  13  .January,  1825.  Commander,  8 
September,  1841.  Reserved  list,  13  September,  1855.  Commodore,  Retired  list, 
4  April,  1867. 

Briiee,  James. 

Midshipman,  12  October,  1848.  Passed  Midshipman,  15  June,  1854.  Dropped  28 
Seijtember,  1855. 

Bruce,  W.  CI. 

Acting  Assistant  Surgeon,  6  April,  1863.     Resigned  29  September,  1864. 

Brufr,  Thomas  O. 

Midshipman,  30  November,  1818.     Died  9  January,  1822. 

Brum,  Philip. 

Master,  15  February,  1813.     Dismissed  29  April,  1817. 

Brumback,  Benjamin  H. 

Mate,  21  May,  1864.     Honorably  discharged  24  October,  1865. 

Brumby,  Thomas  M. 

Cadet  Midshipman,  27  Sejjtember,  1873.     Graduated  18  June,  1879. 

Brummage,  !§amuel  R. 

Acting  First  Assistant  Engineer,  4  February,  1864.  Honorably  discharged  5  No- 
vember, 1865. 

Bruner,  Elias  I>. 

Acting  Master,  25  July,   1861.     Acting  Volunteer  Lieutenant,  29   March,   1864. 
Honorably  discharged  25  January,  1866.     Acting  Master,  15  August,  1860.     Re- 
signed 26  April,  1869. 
Brnns,  Christopher  li. 

Midshipman,  1  July,  1867.  Graduated  0  June,  1871.  Ensign,  14  July,  1872. 
Master,  30  September,  1876. 

Brush,  George  R. 

Assistant  Surgeon,  3  September,  1861.      Passed  Assistant  Surgeon,  24  January, 
1862.     Surgeon,  10  February,  1872. 
Bryan,  Benjamin. 

MidshijMuan,  1  January,  1812.     Last  apjiearance  on  Records  of  Navy  Department. 
Bryan,  Benjamin  C. 

Cadet  Engineer,  15  Sej^tember,  1875.     Graduated  10  June,  1879. 

Bryan,  I>aniel  I., 

Assistant  Surgeon,   13  October,   1840.     Passed   Assistant  Surgeon,    12  Februarv, 
1850.     Died  14  September,  1853. 
Bryan,  T.  E. 

Mate.     Appointment  revoked  29  January,  1802. 
Bryan,  F.  li. 

Mate,  25  January,  1870.     Died  on  board  "  Coloi'ado,''''  0  January,  1871. 
Bryan,  Henry  W. 

Mate,  22  April,  1803.     Resigned  25  August,  1803. 
Bryan,  John  R. 

Midshipman,  4  October,  1823.     Passed  Midshipman,  23  March,  1829.     Resigned  5 
September,  1831. 
Bryan,  Joseph. 

Purser,  1  September,  1836.     Resigned  31  May,  1854. 
Bryan,  Joseph  H. 

Assistant  Surgeon,  6  July,  1880. 
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Brynn,  Lloyd  J. 

Midrtliipinan,  1  January,  1«28.     Passed  Midshipmun,  It  June,  1834.     Cashiered  4 
December,  WSS. 
Bryant,  Beiijjiiiiin. 

Master,  l",  April,  1812.     Resigned  20  July,  1H1:J. 
Bryant,  C'liarlcM  K. 

Acting  Ensign,  8  November,  18(52.     Resigned  IS  AuL'Ust.  1803. 
Bryant,  C'liarlcM  W. 

.Mate,  2.')  July,  Isc.i.     Resigned  20  August,  18«t;. 
Bryant,  Jolin  Ji. 

Acting  Ensign,  17  December,  1802.     Acting  Muster,  I'J    February,  isci.     Honorably 
discharged  5  February,  1808. 
Bryant,  John  V. 

Acting  Master,  21  December,  1801.     Appointment  revoked  22  January,  1802. 
Bryant,  JoHlina. 

Boatswain,  7  March,  183G.     Appointment  revoked  18  February,  1840. 
Bryant,  Leon. 

Mate,  I'J  February,  1803.     Honorably  discharged  10  March,  1800. 
Bryant,  }%'atlianiel  C 

Midshipman,  23  December,  1837.     Passed  Midshipman,  29  June,  1843.     Acting 
Master,  13  June,  1850.     Lieutenant,  7  August,  18o0.     Commander,  10  July,  1802. 
Retired  list.     Died  19  September,  1874. 
Bryant,  Robert. 

Midshipman,  11  December,  1847.     Resigned  0  May,  1850. 
Bryant,  Ketli  II. 

Mate,  29  December,  1803.     Resigned  13  May,  1805. 
Bryant,  Nolon  A. 

Acting  Tliird  Assistant  Engineer,  17  August,  1803.     Honorably  discharged  2  De- 
cember, 1S05. 
Bryant,  William  II. 

Mate,  11  October,  1801.    ActingEnsign,  4  September,  1803.    nonorably  discharged 
8  October,  1808. 
Bryden,  Jamen. 

Midshipman,  9  July,  1800.     Lost  in  the  '■'^Inmtrgent.'''' 
Bryer,  S.  CJ. 

Acting  Ensign,  2  June,  1804.     Resigned  12  April,  ISO.j. 
Bryson,  Ainlrew. 

Midshipman,  1  December,  1837.     Passed  Midshipman,  29  June.  1843.     Master.  30 
January,  1851.     Lieutenant,  30  August,  1S51.     Commander,  10  July,  1S02.     Cwj)- 
tain,  25  Julv,  1800.     Commodore,  14  February,  1S73.     Rear- Admiral,  25  Marrh, 
1880. 
Bubier,  John. 

Midshii)man,   9   November,  1813.     Lieutenant,  13  January,  1825.     Commander,  8 
Se])tember,  1841.     Resigned  3  June,  1850. 

Bnbier,  S.  V.  V. 

Mutr.  11  April,  1805.     Died  1  November,  1805. 

Bnehanan,  Franklin. 

Mi.lsliipman  28  January,  1815.     Lieutenant,    13   January.  1825.     CoromaQdcr,  8 
September,  1841.     Captain,  14  September,  18.55.     Dismissed  22  May,  1861. 

Hnehanan,  J.  L. 

Midshipman,  :i(>  December,  1820.     Resigned  2  November,  1821. 

Bu(*lianan,  John. 

Miilshipinan,  1  July,  1828.     Resigned  19  October,  1832. 

Bnehanan,  L.  .1. 

Midshipman,  1  March,  1825.     Died  27  July.  1825. 
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Kuclianan,  McKcaii. 

Purser,  21  August,  1826.     Died  18  March,  1871. 
Kiiclianan,  Tlioiiiats  MeK. 

Acting  jMidsliipmai),  1  October,  1851.     Midshipman,  9  .June,  1855.     Passed  Mid- 
shipman, 15  April,  1858.     Master,4  November,  1858.     Lieutenant,  18  July,  1860. 
Lieutenant-Commander,  5  August,  1862. 
Biicliaiiaii,  T.  M. 

Midshipman,  3  November,  1818.     Lieutenant,  3  March,  1827.     Dismissed  20  Octo- 
ber, 1832. 
Buclianaii,  W.  W. 

Surgeon,  0  October,  1800.     Discharged  4   August,  1801,  under   Peace  Establish- 
ment Act. 
Itiioliaiian.  W.  W. 

Surgeon,  24  July,  1818.     Resigned  8  December,  1827. 
Buck,  Aloiizo  P. 

Midshipman,  2  February,  1829.     Resigned  26  September,  1831. 
Buck,  Charles  II. 

Acting  Ensign,  12  October,  1864.     Honorably  discharged  15  September,  1865. 
Buck,  Charles  W. 

Acting  Master,  5  July,  1862.     Honorably  discharged  13  February,  1860. 
Buck,  Isaac. 

Acting  Third  Assistant  Engineer,  9  June,   1862.     Acting  Second  Assistant  Engi- 
neer, 11  May,  1865.     Honorably  discharged  21  August,  1865. 
Buck,  James. 

Mate,  30  July,  1862.     Died  1  November,  1865. 
Buck,  Joseph  W. 

Mate,  6  December,  1862.     Deserted  29  February,  1864. 
Buck,  Joshua  W. 

Acting  Third  Assistant  Engineer,  10  October,  1862.     Dismissed  14   October,  1864 
Buck,  IVicholas. 

Acting  Sailmaker,  6  September,  1839.     Died  16  June,  1848. 
Buck,  Richardson. 

MidshiiDman,  1  January,  1812.     Resigned  25  January,  1815. 
Buck,  William  F. 

Acting  Third  Assistant  Engineer,  4  June,  1864.     Appointment  revoked  1  Septem- 
ber, 1864. 
Buck,  William  T. 

Mate,  22  March,  1862.     Acting  Master,  26  May,  1862.     Ensign,  12  March,  1868. 
Master,  18  December,  1868.     Lieutenant,  21    March,  1870.     Died  20  July,  1874 
Buckelew,  Charles  H. 

Acting  Second  Assistant  Engineer,  17   August,    1864.     Honorably  discharged  22 
September,  1865. 
Buckholdt,  W . 

Acting  Master,  26  August,  1861.     Appointment  revoked  31  July,  1863. 
Buckhont,  IVathan  W. 

Third  Assistant  Engineer,  28  October,  1862.     Second  Assistant  Engineer,  15  March, 
1864.     Resigned  29  June,  1865. 
Buckingham,  Benjamin  H. 

Midshipman,  21  Julv,   1865.     Graduated  4  June,    1869.     Ensign  12  July,  1870. 
Master,  12  July,  1871.     Lieutenant,  23  July,  1874. 
Buckingham,  IV.  IV. 

Acting  Second  Assistant  Engineer,  17  May,  1861.     Died  29  June,  1864. 
Buckless,  Henry. 

Acting  Master  and  Pilot,  1  February,  1865.     Appointment  revoked  2  June,  1865. 
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Itnokloy,  JanicH. 

Actiiitx  Tliinl  Assistant  Engineer,  20  SeptenilitT,  \Wi.     DiHinisMKl  80  April.  IKC; 
ItiK'kloy,  Joliii  T. 

A(  tiiij,'  lliird  Assistant  Engineer,  23  November,  1M«1.     HDnomblv  <liMhttrir<Hl  31 

Marcli,  ISCS. 

ItiK'kley,  JoMcpli  ]>. 

Acting  p]iisigii,  K)  December,  1862.     llononihly  discharged  2'}  N<»vember,  1H«5. 
KiK'kloy,  TlioiiiUH. 

Mate,  2  November,  1802.     Dismissed  9  May,  1M(J.|. 
Kuckloy,  IVilliam  ^T. 

Acting  Thirtl  Assistant   Engineer,   19  October,  1801.     Honorably  dlHchargcd  31 

July,  1805. 

niK'kiiiaii,  Albion. 

Acting  Third  Assistant  Engineer,  3   November,   1803.     Acting  Scconel  AMiatan' 
Engineer,  G  January,   1805.     Honorably  discharged     8  August,    lM»i5.     Acting 
Second  Assistant  Engineer,  20  November,  1800.     Mustered  cmt  14  May,  180^. 
KiK'knor,  G.  I>. 

Acting  Assistant  Surgeon,  5  April,  1804.  Honorably  discharged  20  DecemlxT. 
1805. 

ItiK'kiicr,  William  P. 

^Midshipman,  9  September,  1841.  Passed  Midshi])man,  10  August,  1847.  Mutftcr, 
1  March,  1855.  Lieutenant,  14  Sej)tember,  1855.  Retired  list,  4  Septeml»cr, 
1802.     Commander,  Retired  list,  4  April,  1807. 

Kii(l<l,  C'liarlCH  A. 

Midshipman,  22  November,  1805.     Lieutenant,  18  June,   1814.     Dietl  15  March, 
1827. 
Riidd,  CiieorKe. 

Midsliipman,  22  November,   1805.      Lieutenant,  23  May,  1812.     Commander,  28 
March,  1820.     Died  3  September,  1837. 
Biidfi,  Saiiiiiel  P. 

Third  Assistant  Engineer,  8  September,  1863.     Resigned  10  August,  1807. 
Biidd,  Tlioina»  A. 

Midshipman,  3  February,  1829.     I^assed  Midshipman.  3  July,  1835.     Lieutenant,  8 
September,  1841.     Resigned  29  April,   1853.     Acting  Lieutenant.  13  May.  ISOI. 
Killed  in  action,  22  March,  1862. 
lliidd,  William. 

Acting  Master,  17  May,  1861.     Acting  Volunteer  Lieutenant.  0  May,  1H02.    Acting 
Volunteer  Lieutenant-Commander,  .5  November,  1S64.     Honorably  discharged  0 
January,  1800.     Acting  Master,  14   November,   1807.     Musterc<l  out   25  Jurv 
1808. 

■{iidHon,  Jo»iiopli. 

Mate,  10  March,  1805.     Honorably  discharged  4  October,  1805. 

Kiiohler,  William  G. 

Third  Assistant  Engineer,  21  November,  1857.     Second  Assistant  Engineer,  8 Oct. 

ber,  lM(ji.     First  Assistant  Engineer,  6  October,  1802.     Chief  Engineer.  10  N- 

vember,  1803. 
Iluel,  Kiohard  If. 

Third  Assistant  Engineer,  8  July,  1862.     Second  Assistant  Engineer,  15  Fcbru«r\ 

1864.     Resigned  8  July,  1867. 

Itiiol.  W.  F. 

.Mate.     Appointment  revoked  2  February,  1864. 

Itiioll.  JaiiiCM  W. 

Acting  Third  Assistant  Engineer,  18  June,  1864.     Dismissed  31  May,  1885. 

ISuoll,  JaiiioM  W. 

Assistant  Surgeon,  20  November,  1872.     Resigned  1  September,  1876. 
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Buoll,  Jcroiiiiali. 

Gunner,  10  August,  1841.     Dismissed  C  July,  1842. 
BuoIl,  Salmon  A. 

jMidshipnum,  1  February,  1847.     Resigned  5  August,  1850. 
Biifliiigtoii,  IVilliaiii  J. 

Acting  First  Assistant  Engineer,   23  October,  1862.     Acting  Chief  Engineer,  35 
June,  1804.     Honorably  discharged  4  December,  1805. 
JBnford,  Mareiisii  B. 

Acting  Midsliipman,  9   October,   1861.     Graduated  Sejitember,   1865.     Ensign,  1 
December,  1800.     Master,  13  March,  1868.     Lieutenant,  20  March,  1809. 

Bnhner,  Albert. 

Mate,  30   November,  1861.      Acting   Ensign,   8   April,  1863.      Acting   Master,  4 
August,  1805.     Honorably  discharged  13  July,  1866. 
Biilkley,  Charles. 

Midshipman,  31  October,  1799.     Discharged  under  Peace  Establishment  Act,  10 
July,  1801. 
Biilkley,  Henry  W. 

Third  Assistant  Engineer,  25  August,  1862.     Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.     Resigned  14  October,  1865. 
Bulkley,  J.  Henry. 

Acting  Assistant  Paymaster,  4   November,  1863.     Discharged   29  October,  1805. 
Passed  Assistant  Paymaster,  23  July,  1866.     Paymaster,  13  Aj^ril,  1869.     Died  17 
January,  1873. 
Bnlkley,  Jonathan. 

Midshipman,  2  January,  1800.     Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 
Bnlkley,  William  F. 

Midshiiraian,  35   July,    1865.     Graduated   4   June,  1869.     Ensign,  12  July,  1871. 
Master,  2  July,  1873.     Resigned  30  June,  1878. 
Bull,  Benjamin  !S. 

Acting  Third  Assistant   Engineer,  23   February,  1863.     Acting  Second  Assistant 
Engineer,  26  October,  1863.     Honorably  discharged  1  December,  1865. 
Bull,  Cornelins  W. 

Acting  Assistant  Paymaster,  15  April,  1864.     Discharged  18  October,  1865. 
Bull,  Frederick,  Jr. 

Third  Assistant  Engineer,  29  July,  1861.     Second   Assistant   Engineer,   30  May, 

1863.  Died  9  August,  1863. 
Bull,  George  H. 

Acting  Assistant  Surgeon,  17  April,  1865.     Resigned  30  June,  1865. 
Bull,  Ooold  H. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Bull,  James  H. 

Midshipman,  35   July,  1866.     Graduated   7  June,    1870.     Ensign,    13  July,  1871. 
Master,  3  October,  1874. 
Bull,  William  B. 

Gunner,  11  May,  1799.     Resigned  30  January,  1800. 
Bullard,  Albert  F. 

Acting  Third  Assistant  Engineer,  6  July,  1863.     Honorably  discharged  6  January, 
1806. 

Bullard,  Joel  A. 

Third  Assistant  Engineer,  32  July,  1862.     Second  Assistant  Engineer,  15  Februarv, 

1864.  Died  22  March,  1866. 
Bullard,  Joseph  A. 

Mate,  30  January,  1863.     Acting  Ensign,  31  August,  1863.     Acting  Master,  15  De- 
cember, 1864.     Honorably  discharged  26  August,  1865. 
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Itiillay,  llcury  J. 

A(  ting  Assistant  Paymaster,  1^  October,  isci.     Uc«ij,'n(<l   14  DocciniHir.  1»04. 
Kiilli'ii,   Suiiiiicl. 

Midshipman,  \i  July,  177'J.     Discharged  under  Peace  EBtahUshment  Act,  12  ()<  t.. 

luT,    INOI. 

Kiillis,  William  II. 

Acting  Knsign,  l.">  October,  isr.2.     Acting  Master,  10  ,SfiJti-Milnr,  l-«i..{.     Aj.)  ■    •  • 
nient  revoked  2(>  January,  INC-I.     Actiiig  Ensign,  18  June,  1«(>1.     llonorablv  .i 
cliarged  27  September,  lyo.j. 
■{iillocli,  James  D. 

Midshipman,  21  Juno,  1839.     Passed  Miilshijiman,  2  July.  ls4r».     MaHter,  7  .laiii. 
ary,  isr,3.     Lieutenant,  18  October,  185:].     Hesigned  r/October,  ISM. 
ISiilliM,  John. 

Surgeon's  Mate,  9   March,  171)8.     Surgeon,  20  July,   1799.     Last  appearance  <.k 
lUcords  of  Navy  Department. 
ItulluM,  Oscar. 

Midshipman,  1  January,  1817.     Lieutenant,  3  March,  1S27.     Comniandir,  Hi  .M.,\. 
1^48.     Reserved  list,  13  Sejjtember,  I8.">."i.     Captain,  Reserved  list,  11  July,  l**).'!. 
Commodore,  Reserved  list,  4  April,  l«i;7.     Died  29  September,  1871. 
Biillus,  Ilobcrt  S. 

Mitlsliipman,  1  January,  1818.     Resigned  18  May,  182'). 
ItnlluH.  Samuei  II. 

Midsliipman,  10   January,  1809.     Lieutenant,  24  Julv.  l^Ki.     Resigne*!   28  April, 
1815. 
IIiiIhoii,  Sauiuol. 

Acting  Second  Assistant  Engineer,  5  November,  1803.     Honorably  discharged  12 
August,  ISO-I. 
BtiiiiKariior,  Jacob. 

Mute,  22  April,  18(33.     Honorably  discharged  30  Novemlier,  lsG5. 
Iliimpiis,  £lisha  M. 

Acting  Third  Assistant  Engineer,  25  November,  1802.     Resigned  17  October,  1864. 
BiimpuH,  Namiiel  S. 

Mate,  3  March,  1804.     Honorably  discharged  30  July,  iMO.j. 

Ilunbcrrj',  M,  S. 

Lieutenant,  4  August,  1798.     Discharged  under  Peace  Establishment  Act,  10  July, 
1801.     Master,  15  September,  1813.     Resigned  7  October,  1813. 
Bunce,  Benjamin. 

Tliird  Assistant  Engineer,  19  July,  1801.  Second  Assistant  Engineer,  18  Decem- 
ber, 1802.     Resigned  17  July,  1865. 

Buuce,  Francis  M. 

Acting  Midshii)man,  28  May,  1852.  Midshipman.  10  June,  1857.  Passed  Miil- 
shipman,  25  June,  1800.  Master,  24  October,  1800.  Lieutenant,  11  April,  IhGl, 
Lieutenant-Commander,  10  January,  18C3.     Commander,  2  November,  1871. 

Bunco,  Israel  S, 

Mate,  13  November,  1861.    Acting  Ensign,  11  September,  1 802.     Died   1  Novem- 
ber, 1802. 
Bunce,  Bicliar<l  C<. 

Acting  Assistant  Paymaster,  24  July,  1803.     Resigned  8  February,  1864. 
Itunker,  Benjamin. 

Gunner,  21  November,  1838.     Dead. 
Bunker,  C'liarles  €. 

Acting  Master,  20  April,  1862.  Acting  Volunteer  Lieutenant,  29  April,  18ft.V 
Honorably  discharged  8  November,  1865.  Acting  Master,  26  June,  1806.  3Iu»- 
tered  out  7  December,  1868. 
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Itiiiiker,  Iforaee  O. 

iMate.  LM)  January,  1^03.     Acting  Ensign,  2'J  October,  18G4.     HoDorably  discliarged 
2~)  November,  1865. 
ISiiiikor,  William. 

Boatswain,  20  August,  1801.     Died  20  March,  1805. 
liiiiiiicr,  John  C 

]MidsliipnKin,  1  May,  1822.     Resigned  20  March,  1827. 

Ifiiiifiiig,  Jaiiio$i)  II. 

Mate,  28  Dec-ember,  1801.  Acting  Ensign,  12  March,  1803.  Honorably  discharged 
4  November,  1805.     Acting  Ensign,  5  July,  1800.     Discharged  12  October,  1867. 

I{iir1>age,  John  S. 

Acting  Second  Assistant  Engineer.     Resigned  3  March,  1863. 

Itnrbank,  Charles  U. 

Assistant   Surgeon,  9   May,    1861.     Passed   Assistant   Surgeon,  26  October,  1863. 
Surgeon,  24  August,  1864.     Medical  Insj^ector,  2  Aj^ril,  1879. 
Bnrbier,  J.  A. 

Assistant  Surgeon,  3  December,  1801.     Resigned  11  June,  1865. 
Bnrch,  DcWitt. 

Surgeon's  Mate,  14  July,  1824.     Died  1  May,  1820. 
Burchani,  George  !E. 

Carpenter,  10  August,  1861.     Died  6  February,  1872. 
Burehard,  Charles  M. 

Third  Assistant  Engineer,  1:7  December,  1861.  Second  Assistant  Engineer,  8  Sep- 
tember, 1863.  Resigned  26  July,  1865.  Acting  Second  Assistant  Engineer,  19 
December,  1866.     Mustered  out  23  October,  1869. 

Burehard,  Franeis  C. 

Third  Assistant   Engineer,   8    September,    1863.     Second    Assistant  Engineer,  1 
August,  1806.     Retired  list,  24  April,  1877. 
Burehard,  Jabez. 

Acting  Third  Assistant  Engineer,  14  March,  1865.     Honorably  discharged  9  Janu- 
arv,  1868.     Second  Assistant   Engineer,    1    September,   1870.     Retired  list,  20 
October,  1874. 
Bnrehard,  William  A. 

Mate,  19  March,  1863.     Acting  Ensign,  26   June,  1864.     Honorably  discharged  28 
November,  1865. 
Bnnchniore,  John  H. 

Acting  Third  Assistant  Engineer,  24  December,  1863.     Honorably  discharged  27 
October,  1805.     Acting  Third  Assistant  Engineer,  27  December,  1866.     Mustered 
out  28  April,  1869. 
Bnrchstead,  B.  B. 

Sailmaker,  5  April,  1821.     Died  11  December,  1833. 
Burchstead,  Benjamin  B.  (2nd.) 

Sailmaker,  28  April,  1838.     Dismissed  7  May,  1855. 
Burd,  George  E. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 

Burdett,  Charles. 

Midshipman,  10  May,  1832.     Resigned  25  February,  1835. 

Bnrdick,  William  li. 

Cadet  Midshipman,  26  September,  1873.     Graduated  18  June,  1879. 

Bnrdine,  John. 

Acting  Sailmaker,  4  March,  1830.     Appointment  revoked  0  July,  1846. 

Burditt,  Henry  D. 

Mate,  5  June,  1862.  Acting  Ensign,  22  Sej)tember,  1863.  Honorably  discharged 
13  January,  1866.  Acting  Ensign,  12  December,  1866.  Mustered  out  21  Decem- 
ber, 1868. 


GKNKRAL  NAVV  I{K(;ISTP:R.  115 

ltiir«ll(<,   IVillinin. 

A(  liiii,'  Boatsw.iiii,  7  January,  1850.    Gunner,21  Novomb«T,  18.'j8.    Rwi^niedSfl Jtily, 
ist;4.     A(  tiriLC  Master.  27  July,  1H04.     Honorably  discharged  21  Ditt-mbcr,  iHfl'e! 
He  instated  as  G miner  from  21  November,  iH^t'.i. 
|{iirK«lorfr,  Theodore  F. 

lad.  t  Kn^Miioer,  1  October,  1.S73.     Graduated  21  June,  1875.     Assistant  KncinciT 
1  .luly,  1S77. 
IturKO,  IV.  J. 

Aitiiij^  Assistant  Surgeon,  2r>  January,  1802.     Honorably  dischari'cd  14  Januarv 
isco.  ■  " 

Kuri^or,  Alhorf. 

Mate,  5  ]\Iarch,  1802.     Dismissed  14  November,  1862. 
ISiirf^or,  JaiiiON  ]>. 

^lidsliipinan,  21  April,  1812.     Dismissed  10  August,  1813. 
BiirKor,  Theodore  W, 

Acting  Assistant  Paymaster,  31  July,  1803.     Resigned  0  April,  1804. 
ISiirKeH,  W.  II. 

Midsliipman,  1  April,  1828.     Kesigncd  11  December,  1834. 
ISiirKe»«M,  FriiiiciH. 

Acting  blaster,  21  April,  1802.     Honorably  discharged  18  November,  1805. 
ISur;;eM^<,  George  O. 

Acting  Assistant  Surgeon,  2  February,   1805.     Honorably   <li»charged   31  March, 
1800. 
ISurgess,  Henry  €. 

Acting  Assistant  Paymaster,  31  January,  1802.     Honorably  discharged  31  Januar>-, 
18G0. 

IturgeNH,  M'illiaiii  I>. 

>Iiite,  28  March,  1804.     Honorably  discharged  9  August,  1805. 
]tiirgo3'iie,  John  R. 

Acting  Third  Assistant  Engineer,  5  February,  1803.     Dismissed  17  November,  1803. 
Itnrgoyne,  I^eonidas  It. 

Acting  Third  Assistant  Engineer,  19  April,  1804.     Acting  Second  Assistant  Engi- 
neer, 15  July,  1805.     Honorably  discharged  25  March,  1800.     Acting  Swond  As- 
sistant Engineer,  19  December,  1800.     Mustered  out  22  August,  isoit. 
Kurhans,  Andrew. 

Acting  Third  Assistant  Engineer,  27  May,  1801.     Resigned  5  August,  IJSOI. 
BurhaiiH,  I^orenzo. 

Acting  Second  Assistant  Engineer,  17  May,  1801.     Resigned  27  June,  1861. 
ISnrk,  Miehael. 

Carpenter,  7  August,  1798.     Resigned  22  January,  1799. 
liiirk,  Thomas. 

Sailmakcr,  9  November,  1798.     Last  appearance  on  Records  of  Navy  Departnicnt. 
Iturk,  M'illiani. 

Acting  Third  Assistant  Engineer,  10  December,  1S03.     Honorably  discharged  4 
October,  1805. 

Iturke,  DaTid. 

Acting    Third  Assistant  Engineer,  20  January,   18t'>5.     Honorably  discharge<l  14 
April,  1808. 
ISiirke,  £dninn4l. 

Midshipman,  1  ^larch,  1827.     Dismissed  17  June,  1830. 

Itiirke,  £dninnd  C 

.Midshipman.  20  October,  1847.     Resigned  5  December,  1850. 

Itvirke,  JanieK. 

Carpenter,  20  August,  1873. 


UG  GENERAL  NAVY  REGISTER. 

Burke,  Richard. 

Mute,  20  April,  1S(J2.  Acting  Ensign,  20  January,  1863.  Acting  Master,  2  De- 
cember, 1803.     Resigned  17  May,  18G5. 

Burke,  William  P. 

Mate,  29  Mav,  1862.  Acting  Ensign,  20  October,  1862.  Honorably  discharged  4 
October,  1806. 

Burke,  William  P. 

Boatswain,  7  June,  1867.     Appointment  revoked  20  December,  1870. 

Burkett,  George  W. 

Acting  Assistant  Paymaster,  25  September,  1863.     Resigned  17  December,  1804. 

Burkett,  Theodore  F. 

Acting  Third  Assistant  Engineer,  6  August,  1864.  Honorably  discharged  17  July, 
1865. 

Burkhead,  Williaui  O. 

Acting  Second  Assistant  Engineer,  8   November,  1862.     Resigned   21    November, 
1862. 
Burks,  Martin. 

Carpenter,  26  April,  1813.     Last  appearance  on  Records  of  Navy  Department. 

Burland,  James  A. 

Midshipman,  19  March,  1799.     Returned  his  Warrant  19  October,  1800. 

Burleigh,  I>.  €. 

Acting  Assistant  Surgeon,  11  January,  1864.  Acting  Passed  Assistant  Surgeon,  25 
May,  1866.  Honorably  discharged  23  April,  1869.  Again  appointed  4  Decem- 
ber, 1873.     Passed  Assistant  Surgeon,  Retired  list,  30  June,  1879. 

Burley,  William. 

Midshipman,  9  November,  1813.     Dismissed  7  May,  1814. 

Burliugaine,  Reuben  W. 

Acting  Third  Assistant  Engineer,  5  May,  1863.     Honorably  discharged  1  Decem- 
ber, 1865. 
Burlingame,  Wilson  I>. 

Mate,  7  June,  1864.     Resigned  17  March,  1865. 
Burlingham,  H.  I>. 

Assistant  Surgeon,  18  July,  1861.     Passed  Assistant  Surgeon,  22  June,  1864.     Re- 
signed 31  May,  1865. 
Burnap,  George  J. 

Third  Assistant  Engineer,  13  May,  1861.     Second  Assistant  Engineer,  16  January, 
1863.     First  Assistant  Engineer,  1  January,  1865.     Chief  Engineer,  1  November, 
1879. 
Burner,  Charles  W. 

Mate,  7  June,  1864.  Acting  Ensign,  27  March,  1865.  Honorably  discharged  29 
June,  1865. 

Burnes,  Maria  J. 

Mate,  26  January,  1864.     Appointment  revoked  2  January,  1866. 

Burnet,  James  C. 

Mate,  18  April,  1803.     Appointment  revoked  24  December,  1863. 
Burnet,  John  C. 

Assistant  Paymaster,  21  December,  1869.     Passed  Assistant  Paymaster,  28  August, 
1876. 
Burnett,  Clarence  L.. 

Acting  Assistant  Paymaster,  17  December,  1861.     Honorably  discharged  20  Aj^ril, 
1866. 
Burnett,  James  G. 

]\Iate,  13  May,  1863.     Resigned  19  September,  1864. 
Burnett,  Jeremiah  C. 

Midshipman,  27  September,  1867.  Graduated  6  June,  1871.  Ensign,  14  July 
1872.     Master,  2  Julv,  1875. 
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lluriicif,  J.  Oliver. 

AsKistiiiit  Sur-,n<)ii,  2  December,  1858.     Retired  list,  21  June,  1862.     DisniiMttl   ; 

February,  ls<".."i. 

|{iiriM>tl,  William  II. 

Acting   Assiritant    Surgeon,    17    May,    1804.       IIoiiDrablv  (iis<lmrL'<«l  'J  «».  :    I,.  ■ 
1805. 

Iliiriiliiiiii,  Albion. 

Mate,  12  Oetuber,  l8f)3.     Honorably  discharged  5  October,  1805. 
lliirnliaiii,  John  W. 

Actiii:,' Carpenter, 'J  1  March,  1880. 
lliiriiio<'0,  Mi  II  ill  III. 

Cumier,  20  December,  1817.     Died  21  January,  1867. 
ISiiriiM,  C'liarloM  ^I. 

Acting  As-^i>taiit  Paymaster,  11  April,  1803.     Resigned  17  April,  1863. 
Itiiriis,  .la  III  OH. 

Lieutenant,  2'.)  (October,  1798.     Resigned  2  .lanuury,  1802. 
Itiiriis.  .laiiiOH. 

Acting  .Ma>ter,  7  December,  1801.     Dismissed  23  December,  1801. 
IturiiM,  Jaiiios  A. 

Acting  Seoiid  Assistant  Engineer,  22  April.  is(i;{.     Acting  First  Assistant  Engi- 
neer, 3  August,  18(>3.     Honorably  discharged  20  September,  180-5. 
Ituriis,  JaiiieH  IV. 

Acting  Ensign  and  Pilot.     Appointment  revoked  11  .June,  180."). 
Iliiriiiii,  Jerome. 

Acting  Carpenter,  11  June,  1803.     Honorably  discharged  28  October,  1865. 
lluriiM.  John. 

Gunner,  1  November,  1826.     Lost  in  the  '•Hornet,"  September,  1829. 
Ilurim,  John. 

Acting  Third  Assistant  Engineer,  27  February,  1802.     Deserted  1874. 
ISuriiM,  Ijewi<^. 

-Mate,  10  October,  1802.     Died  9  July,  1S73. 
ISiiriiH,  Owen. 

Midshipman,  1  December,  1824.     Pas.sed  Midshipman,  20  Februarv.  18M0.     Li<;; 
tenant,  8  April,  1834.     Resigned  30  June.  1S4(). 
liiiriiH,  Patrick. 

Acting  Third   Assistant   Engineer,  3   October,    1803.      Honorably   discharged   7 
August,  1805, 
BuriiM,  Kohert. 

Mate,  15  December,  1864.     Died  20  November,  1800. 
■{iiriiM,  TliomaH. 

Acting  Boatswain,  C  July,  1853.     Resigned  1  October,  1858. 
KiiriiH,  TliomaH. 

Acting  p:nsign,  1  October,   1802.     Acting  Master,  20   May,  1864.     Honorably  d is 
charged  5  September,  1805. 
IturnM,  IVilliam  V. 

Boatswain,  20  March,  1842.     Resigned  10  March,  1844. 

ICunm,  William  II. 

.Master's  Mate,  11  May,  1842.     Second  Master,  3   March,  1^9.     Died  4  Fcbni*n 

1851. 

ItiirnHide,  Cameron. 

Assistant  Paymaster,  12  May,  1875.     Resigned  21  February,  1878. 

ItiirritI,  Harvey  II. 

Third  Assistant  Engineer,  12  August.  1801.     Second  As^^istnnt  Emrinctr.  21   .Vpril. 
1803.     Resigned  22  September,  1865. 
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Bur  roughs,  Alonzo  C. 

Carpenter,  9  March,  1878. 

ltnrrougli$4,  ]>aniel  W. 

Mate.  7  December,  18G4.  Honorably  discliarged  1  December,  1865.  Mate,  8  De- 
cember, 1869.  Resigned  3  December,  1871.  Gunner,  8  December,  1871.  Died 
16  March,  1879. 

Burroughs^,  Orson. 

Acting  Second  Assistant  Engineer,  21  November,  1862.  Appointment  revoked  29 
Jmie,  1864. 

Burrow,  Walter  P. 

Third  Assistant  Engineer,  26  June,  1856.     Dismissed  17  May,  1860. 

Burrows,  George  W. 

Acting  First  Assistant  Engineer,  17  June,  1864.     Honorably  discharged  3  Novem- 
ber," 1865. 
Burrows,  Gustavus  H. 

Acting  Ensign,  10  September,  1864.     Resigned  20  April,  1865. 

Burrows,  J.  F. 

Mate,  26  June,  1862.     Appointment  revoked  19  November,  1863. 

Burrows,  John. 

Boatswain,  4  December,  1849. 
Burrows,  Stephen  H. 

Mate,  9  April,  1864.     Appointment  revoked  13  May,  1864. 

Burrows,  Thomas. 

Midshipman,  23  May,  1798.  Discharged  12  August,  1801,  under  Peace  Estab- 
lishment Act. 

Burrows,  Thomas. 

Purser,  29  December,  1817.     Died  13  October,  1821. 

Burrows,  William. 

MidshiiMuan,  10  November,  1799.  Lieutenant,  19  March,  1807.  Killed  in  action 
5  September,  1813. 

Bursley,  Ira. 

Acting  Ensign,  3  March,  1864.  Acting  Master,  5  November,  1864.  Honorably  dis- 
charged 21  September,  1865. 

Burt,  Charles  H. 

Acting  Third  Assistant  Engineer,  25  March,  1863.  Acting  Second  Assistant  En- 
gineer, 2  October,  1863.     Honorably  discharged  26  October,  1865. 

Burt,  Cramer. 

Purser,  1  June,  1861.     Retired  list,  15  September,  1863.     Died  1869. 

Burt.  E.  C. 

Mute.     Resigned  7  July,  1862. 
Burt,  George  A. 

Mate,  9  September,  1864.     Resigned  27  May,  1865. 
Burt,  John  O. 

Assistant  Surgeon,  1  July,  1861.     Resigned  11  November,  1863. 
Burt,  ]^elson. 

First  Assistant  Engineer,  15  November,  1837.     Resigned  20  October,  1839, 
Burtis,  Arthur,  Jr. 

Assistant  Paymaster,  14  July,  1862.     Paymaster,  4  May,  1866. 
Burton,  Rufus. 

Acting  Third  Assistant  Engineer,  22  October,   1862.     Honorably  discharged  19 
September,  1865. 
Burton,   William. 

Gunner,  26  July,  1837.     Died  31  May,  1853. 
Burton,  William  H. 

Mate,  10  September,  1864.     Honorably  discharged  27  August,  1865. 
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RliriM,  Robert. 

Midsliipinan,  31  May,  IX'M.     Died  22  DecfiiibtT,  isilit. 
Kuril,  .lolin  I^. 

A>sist:iMt  Surgeon,  30  May,  181  J.     Dismissed  2  Septeniber,  1858. 
Itiiruoll,  <ii('orKC  K. 

Actinix  Second  Assistant  Engineer,  28  Novcnilier,  1804.     Honorably  dttcbarirod  1 

April,  is(;,s. 

Iturnoll,  W\  T. 

Midsliipinaii,  27  September,  istl.     Resigned  20  Mav.  lx4:J. 
ItiMMvell,  Milliam  T. 

Acting   Midshipman,   IJO   Septcniljcr,    18(52.     Graduated    Jinie,  1806.     Ensign,  13 
March,  181)8.     Master,  2<>  Marcli,  I8(5!l.     Lieutenant,  21  March,  1870. 
IliiMbets  Pt^rrlii. 

Mid>liipin;'.ii,   2:J  September,    1807.     Graduated  0   June,    1871.     Ensign,  14  Jui\ 
l^TJ.     Master,  i;3  May,  187.1i. 
Itiisboo,  Qiieiitiii. 

I'lUMr,  JT  April,  1840.     Hcsigne<l  21   February,  1848. 
Uusli,  C  harloH  G. 

.Midshipman.  11  January,  1832.     Kesigne<l  23  September,  1833, 
KunIi,  Josopli. 

3Iidshipman,  30  April,  1798.     Discharged   imder   Peace   Establisbment  Act,   12 
October,  1801. 
KiinIi,  Peter  A. 

Mitlshipman,  20  May,  1812.      Dismissed  2S  December,  1813. 
KiiMh.  Philip  A. 

Midsliipmau,  10  January,  1809.     Resigned  2(\  May,  1810, 
Biislier.  Moses. 

Master,  17  July,  1812.     Dismissed  0  Marcli,  1813. 
BiiMliiiell.  Eheii. 

J'nrser,  31  August,  1799.     Died  3  August,  1800. 
Rnslioiig,  Israel. 

Acting  Assistant  Surgeon,  21  October,  18G2.     Resigned  3  April,  18)).';. 
Rnslinell,  £dwar<I  A. 

Acting  Third  Assistant  Engineer,  18  October,   1801.     Honorably  dischargetl  20 
December,  ISGo. 
Rutland,  Francis. 

I'.oatswain,  11  February,  1871. 
liutler,  £dward  A. 

Mate,  5  March.  1802,     Acting  Ensign,  8  June,   1864,     Honorably  diMrbargcd  15 
Novcnjber,  180.'). 
Rut ler,  Ciieorj^e  II. 

Acting  Assistant  Surgeon,  0  January,  1804.     Acting  Passed  Assistant  Surgeon,  17 
August,  1800.     Honorably  discharged  12  November,  1808, 
Butler,  Henry  N. 

31i<lshipman,  11  Mtiy,  1799.     Resigned  0  August,  1800. 
Rutler,  n.  Yineent. 

Mate,  12  February,  1803.     Appointment  revoked  14  May,  1864. 
Butler,  James. 

Sailmaker.  2'J  .March,  1800.     Die.l  27  July.  I'^oi. 
Rutler,  James  I^. 

Midsliipnim.  11  April.  184S.     Resigned  18  December,  1848. 

Rutler,  John. 

SuTLCcons  Mate,  28  April,  1804.     Resigned  1  May,  1809. 

Rutler,  John. 

Acting  Ensign.  14  February,  1808.     Dismissed  23  March,  18M- 
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Biitler,  John  F. 

Acting  First  Assistant  Engineer,  9  January,  1803,     Honorably  discharged  26  Oc- 
tober, 1805. 

Butler,  John  II. 

Mate,  6  June,  1802.     Dismissed  0  February,  1863. 

Butler,  John  J. 

Acting  Ensign,  18  December,   1862.     Acting  Master,  15   December,  1864.     Hon- 
orably discharged  18  September,  1805. 

Butler,  John  M. 

Mate,  3   January,  1862.     Acting   Master,   8   May,  1862.     Honorably  discliarged  1 
June,  1868. 

Butler,  John  O. 

Carpenter,  5   May,  1837.     Resigned   16   February,  1839.     Carpenter,  22   October, 
1841.     Died  29  September,  1862. 
Butler,  Jonathan  W. 

Acting  Ensign,  24  September,  1862.     Resigned  22  June,  1864. 

Butler,  Joseph  C. 

Mate,  30  July,  1802.     Dropped  6  September,  1862. 

Butler,  Joseph  JL, 

Third  Assistant  Engineer,  19  March,  1858.     Second  Assistant  Engineer,  1  Decem- 
ber, 1860.     Died  14  September,  1802. 

Butler,  I.evi  T. 

Mate,  15  July,  1864.     Appointment  revoked  6  August,  1864. 

Butler,  Richard. 

Master,  28  April,  1801.    Resigned  4  June,  1803.    Master,  24  June,  1808.    Dismissed 
15  February,  1808. 

Butler,  Samuel. 

Gunner,  0  December,  1824.     Resigned  21  September,  1825. 

Butler,  Silas. 

Purser,  29  December,  1817.     Died  9  April,  1837. 

Butler.  S.  P. 

Acting  Ensign,  13  January,  1863.     Deserted  21  March,  1863. 

Butler,  Sprague  J. 

Acting  Ensign.     Resigned  9  February,  1864. 

Butler,  William. 

Midshipman,  4  January,  1800.     Resigned  5  March,  1807. 

Butler,  William. 

Surgeon's  Mate,  10  December,  1814.     Resigned  6  June,  1820. 

Butler,  William  S. 

Midshipman,  18  February,  1802.     Lieutenant,  6    May,  1808.     Last  appearance  on 
Records  of  Navy  Department. 
Butler,  Winthrop. 

Acting  Assistant  Surgeon,  25  April,  1862.     Honorably  discharged    22   November, 
1865. 
Butman,  John  H. 

Acting  Ensign,  3  September,  1802.     Appointment  revoked  20  Feliruary,  1804. 
Butt,  James  H. 

Midshipman,  25  July,  1806.     Graduated  June,  1870.     Ensign,  13  July,  1871. 

Butt,  J.  B. 

Mate,  1  February,  1803.     Resigned  12  October,  1871. 

Butt,  Thomas  V. 

Carpenter,  4  November,  1852.     Died  22  May,  1857. 

Butt,  Walter  R. 

Acting   Midshipman,  20    September,  1855.     Midshipman,  9  June,    1859.     Passed 
Midshipman,  31  August,  1801.     Dismissed  5  October,  1861. 
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Riitfcrflold,  Cioorf^o. 

Miilshipnuin,  ;{U  .Jamiary,  1833.     Resigned  H  July,  1H33.     Midiiliipman,  8  October 
ls:!:{.     Disiiiissid  2  July,  lb30. 
■{unor^vorlli,  JaiuoH. 

Thinl  Assistant  En^'ineer,  23  May,  1801.     Second  Assistant  Engineer,  2U  Octol>er, 
1HG2.     First  Assistant  EngiiiecT,  25  July,  18(50. 
Itiidiiiaii,  JiiliiiH. 

Mate,  'SZ  June,  ISf.:}.     Resigned  23  Novenibi-r,  1803. 
Bu((h,  Momoh  I*. 

Mate,  2'J  August,  1S(]4.     Honorably  discharged  4  October,  1808. 
BnttH,  William  1». 

Acting  Thin!  Assistant  Engineer,  25  August,  1803.     Honorably  discharged  1  8ep- 
tfuiber,  \^i<'). 

Ituxtoii,  JaiiioM  D. 

Acting  Master,  7  October,  1861.     A))pointmt'nt  revokiMl   7   March,   1802.     Acting 
Ensign,  18  October,  1802.     Appointment  revoked   10  June,  ls<i3. 
Bnxtoii,  Thomas  S. 

Acting  boatswain,  1"J  November,  1850.     Dismissed  20  May,  1851. 
Byers,  David. 

Midshipman,  30  April,  1800.     Resigned  14  July,  IHOI. 
Byors,  JoMiali  S. 

Midsliipnian,  19  October,  1841.     Resigned  13  August,  lx4\i. 
Bylaiid,  James  K. 

Acting  Third  Assistant  Engineer,  9  June,  1803.     Honorably  discharged  30  Novem- 
ber, 1805. 
Bylcs,  Ton  Eyok. 

Third  Assistant  Engineer,  2  August,  1855.     Second   Assistant  Engineer,  21  July, 
1858.     Resigned  25  October,  1858. 
Byram,  Sydney  H'. 

Mate,  7  June,  18(>4.     Honorably  discharged  3  December,  1805. 

Byrens,  AlU'n  T. 

Midshipman,  20  February,  1841.     Passed  Midsliipman,  10  August,  \f*{',.     i;ropped 
13  September,  1855.     Lieutenant,  15  Sej)tember,  1.H55.     Died   14  February,  1800. 
Byrd,  John  I>. 

Midshijunan,  10  February,  1814.     Resigned  15  July,  1S24. 
Byrn,  William  II. 

Actinif  Assistant  Paymaster,  31  March,  1803.     Honorably  discharged  4  December, 
1st;'.-,. 

Byrne,  K<lniiin<I. 

Midshipman,   1    February,  1814.     Lieutenant,    13  January,  1825.     Commander,  8 
September,  1841.     Died  17  October,  1850. 
Byrne,  <«erald. 

Lieutenant,  17  June,  1799.     Discharged  14   April,  Iv^Ol. 

Bjrne,  James. 

Acting   Second   Assistant  Engineer,   27  November,   1801.      Resigned  13   March, 

1 8(;2. 
Byrne,  John  J. 

Sailniaker,  11  January,  1875, 

Byrnes,-  James  <'. 

Assistant  Surgeon,  2  November,  1876. 

Byrnes,  William  A. 

Mate  4  October,  1802.     Acting  Ensign,  31  October,  1803.     ITononibly  discbargfU 
24  November,  1805. 
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(  abolK  Arthur  G. 

Assistant  burgeon,  14  February,  1876. 

<'abl4%  Charles  A. 

Afting  Assistant  Paymaster,  1  September,  1863.     Mustered  out  21  November,  1865. 
Assistant  Paymaster,  33  July,  18GG.     Resigned  5  December,  1866. 

Cables.  George. 

Acting  Master,  18  December,  1861.     Honorably  discharged  6  :\rarcli,  1866. 

<'a<iieii,  Charles  II. 

Acting  Ensign,  8  July,  1863.     Acting  Master,  5  September,  1864.     Acting  Volun- 
teer Lieutenant,  10  July,  1865.     Honorably  discharged  18  November,  1865. 

Cadle,  Joliu. 

Surgeon's  Mate,  24  July.  1813.     Surgeon,  27  March,  1818.     Last  appearance  on 
liecords  of  Navy  Department,  1823.     Dead. 

4  ad^vallader,  H. 

Appointed  Midshipman,  13  December,  1833.     Passed  Midshipman,  8  July,  1839. 
Died  27  July,  1844. 

C  ad^vallader,  Rowland. 

Acting  Assistant  Surgeon,  1  October,  1862.     Resigned  2  February,  1865. 

Cadwell,  Jaiues  D. 

Acting  Third  Assistant  Engineer,  9  January,  1862.     Honorably  discharged  4  Janu- 
ary, 1866. 
C  ady,  Henry  A. 

Acting  Third  Assistant  Engineer,  1  March,  1863.     Acting  Second  Assistant  Engi- 
neer, 27  May,  1864.     Honorably  discharged  20  November,  1865. 

Cady,  Horatio  X. 

Appointed  Midshipman,  4  March,  1823.     Dismissed  8  June,  1831. 

Catlin,  Liawrence  M. 

Acting  Third  Assistant  Engineer,  6  January,    1865.      Honorably   discharged    1 
November,  1865. 
Cahill,  £dward  J. 

Acting  Third   Assistant  Engineer,  14   April,    1864.      Honorably   discharged   28 
August,  1865. 
Cahill,  John. 

Carpenter,  8  July,  1837.     Died  24  July,  1858. 

Caliill,  John. 

Acting  First  Assistant  Engineer,  9  October,  1862.     Resigned  3  May,  1864. 

Call  ill,  Joseph  X. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  17  January, 
1861.     First  Assistant  Engineer,  17  March,  1863.     Killed  15  April,  1864. 
Caiioon,  Benjamin  G. 

Mate,   31    August,  1862.     Acting  Ensign,  20  July,  1863.      Appointment  revoked 
(Sick,)  26  March,  1864. 

Cahoone,  J.  Benjamin. 

Purser,  12  November,  1830.     Retired  list,  31  December,  1861.     Pay  Director  Re- 
tired List,  3  March,  1871.     Died  37  July,  1873. 

Cain.  John,  Jr. 

Acting  Midshipman,  4  October,  1851.      Midshipman,  10  June,  1854.     Died  12 
August,  1855. 
Cain,  Robert. 

Mate,  6  June,  1863.     Resigned  31  July,  1863. 

Calden,  Alvin  R. 

Acting  First  Assistant  Engineer,  22  July,  1863.     Honorably  discharged  15  No- 
vember, 1865. 

Calder,  George. 

Appointed  Midshipman,  29  June,  1798.     Resigned  22  March,  1802. 
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€  aider,  CiicorKC. 

Appiiintc'd  Miister,  7  April,  180:{.     Resigned  20  November,  1M04. 

<  aldnoll,  Albert  CiiiillHtiii. 

Milsliipinim.  2:5  Septiinhcr,  IMGl.  Graduated  22  November,  IHW.  Knaif^n,  1  Nn 
vcinlxT.  iNdt*.  iSIuster,  1  December,  18f5G.  Lieiitcnuiit.  12  March,  180W.  Mm 
tiiwiiit-Commiinder,       Mai'ch,  1801). 

<  aldnell,  <'.  II. 

Apliniiited  Mids       mtm,     September,  1811.     Lii'iiteimiit,  r)  March,  1817.     Died  9 

Auir\ist,  ls:!i. 

<  alduelL  <'.  H-  K. 

Midshipman,  27  Fel^ruary,  1838.     Passed  .Mi<lsliipman.  20  .Muy,  isn.     Maj»ter.  1" 
October,  1851.     Lieutenant,  4   Septendier,    ls.')2.     Cominaiider,   111  July,   1H(J2. 
Captain,  12  December,  18G7.     Commoildn-,  11  .lune,  ls7.|.     Died  :J0  Ni>Vend»er, 
1877. 
tald^ell,  Cileorge  W. 

Actiiiif  Third  Assistant  Engineer,  7  March,  1864.     Honorably  discharged  28  Sep- 
ttini)or,  ls(;5. 
C'al<lMell,  Henry  C. 

Assistant  Surgeon,    17  October,  1853.     Passed   Assistant  Surgeon,  1:5  .Mav,  1%*»h. 
Died  1  December,  1859. 
Caldwell,  James  K. 

Appointed  Midslnpman,  22  May,  1798.     Lieutenant,!  November,  1800.     Killed  in 
lu-tion  7  Auu'ust,  1804. 

<'al<luell.  Lafayette. 

lliird  Assistant  Engineer,  20  February,  1847.     Resigned  12  .June,  1849. 
(  aldwelK  U.  M., 

Miilsliipniaii,  9  September,  1847.     Dismissed  IG  June,  1855. 

<'al<i\velL  TlioiiiaN. 

Appointed  Master,  2:3  April,  1814.     Resigned  24  July,  1815. 

Caldwell,  IVilliaiii,  Jr. 

Acting  I'hisign,  28  August,  186:3.     Honorably  discharged  1  August,  1865. 

Caldwell,  W.  31. 

Appointed  Master,  21  March,  1813.     Lieutenant.  27  April.  isiG.     Die«l  10  Decem- 
ber. 1825. 
Caldwell.  W .  n. 

MidsliipuK.n.   10  October,   1835.      Passed    Midshipman.  22  Jum-.    1^11.     Master, 
2G  September,  1847.     Lieutenant,  25  July.  1848.     Resigned   10  October,  1850. 

Caleb.  John. 

Acting  Master,  2G  August,  1861.     Appointment  revoked  (Sick.)  17  February,  1862. 

Caillioon,  Adaini  K. 

Acting   First  Assistant  Engineer,  24   February,   18G4.     Honorably  dischargc'l    I 
Oitoljcr,  ISO."). 
Callionn,  Ciieor^^e  A. 

Midsidpman.  :51    ,hily,  18GG.     Graduated   7  June,   1S70.     Ensign,   13  July,   l**?!. 
.Muster,  8  November,  1873.     Lieutenant,  1  November,  1879. 
Callionn,  James  Kdward. 

Apjx.inte.l  Midsliipnian.  ;{0  May,  1816.  Lieutenant,  28  April,  1820.  Resigncl  11 
Nnveniber,  is:',:? 

Callionn,  ICoberi  II. 

Ai>pcinted   M i<lsliipinan,  1   Novend>er.  1828.     Resigned  21   January,  1830. 

Callionn,  William  Ij. 

Acting    Second    Assistant  Engineer,   5   August,    I8t'4.      Honorably  di»rharjr«"d  S 
October,  1SG5. 
CalkiiiM,  CarloH  O. 

Mi.lsliii)n>.in.  21  June,  1867.  Graduated  G  June.  1^71.  Ensign,  14  July.  I>*T«. 
Master,  1  July,  1875. 
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Calkins,  James  IS. 

Acting  Assistant  Surgeon,  7  December,  ISCl.     Kesigncd  ."OJune,  1SG3. 

Call,  ^Villiam  R. 

Acting  Third  Assistant  Engineer,  5  October,  18G3.      Acting    Second   Assistant 
Engineer,  9  January,  1865.     Resigned  29  March,  1805. 

Callahan,  Joseph, 

Acting  Third  Assistant  Engineer,  18  February,  1864.     Honorably  discharged  24 
August,  1865. 

Callaher  I^iisene* 

Acting  'Third  Assistant  Engineer,  1   October,  1862.      Acting   Second  Assistant 
Engineer,  16  July,  1863.     Dismissed  29  September,  1864. 

Callan,  Jerome. 

Appointed  Midshipman,  4  March,  1823.     Passed  Midshipman,  23   March,  1829. 
Lieutenant,  3  March,  1831.     Died  29  June,  1834. 

Callan,  Peter  A. 

Assistant  Surgeon,  25  March,  1868.     Resigned  1  March,  1872. 

Callander,  A.  F. 

Mate,  26  November,  1869.     In  Service. 

Callaway,  lieopold. 

Acting  Third  Assistant  Engineer,  27  June,  1864.     Honorably  discharged  4  Febru- 
rary,  1869. 
Callender,  Elliot. 

Assistant  Ensign,  1  October,  1862.     Resigned  18  February,  1864. 

Calliss,  Cleon. 

Appointed  Midshipman,  28  June,  1804.     Resigned  3  August,  1805. 

Calvert,  Cecil  A. 

Acting  Ensign,  17  January,  1864.     Honorably  discharged  27  September,  1865. 

CalTert,  Thomas. 

Appointed  Lieutenant,  4  September,   1798.      Discharged  15  April,  1801,   under 
Peace  Establishment  Act. 
Cambreling,  J.  P. 

Appointed   Midshipman,    18   June,   1812.       Lieutenant,   28   March,    1820.      Last 
appearance  on  Records  of  Navy  Department,  1821.     Frigate  •'  Constellation. " 

Cambridge,  IV.  E. 

Appointed  Midshipman,  6  March,  1815.  '  Last  appearance  on  Records  of  Navy 
Department,  15  August,  1820. 
Cameron,  Charles. 

Mate,  7  March,  1864.     Resigned  11  May,  1865. 

Cameron,  Daniel. 

Appointed  Midshij)man,  17  January,  1826.     Resigned  16  November,  1831. 

Cameron,  Robert. 

Acting  Chief  Engineer,  13  June,  1863.     Appointment  revoked,  9  October,  1863. 

Cameron,  Robert. 

Mate,  22  April,  1863.    Died  at  Naval  Hospital,  Memphis,  Tennessee,  29  June.  1863. 

Cameron,  Robert  H. 

Mate,  24  January,  1863.     Acting  Ensign,  5  September,  1863.    Resigned  19  Aucjust, 
1864.     Sick. 
Camfield,  Thomas. 

Acting  Third  Assistant  Engineer,  11  February,  1865.     Honorably  discharged  16 
November,  1865.     Acting  Third  Assistant  Engineer,  4  March,  1867.     Mustered 
out  27  August,  1868. 
Cammett,  Warren  S. 

Mate,  6  July,  1863.     Appointment  revoked  9  November,  1864. 
Camp,  Jr.,  Renjamin  F. 

Assistant  Paymaster,  23  September,  1861.     Resigned  29  August,  1863. 
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Canip,  John  G. 

Ainxiinted  Midshipniaii,  Li  .Novcmlx-r,  Ino'.i.     Ktiiigned  25  Mav    IHII 
C'uiiiplioll,  All»er(   II. 

Third  Assistant  Kn^ineor  2(5  Anj,ni.st,  IMU.     Second  Assistant  Engineer.  20  Oct.. 
ner,  iy()l.     licsiixiied  .I  May.  IHtJU.  ' 

C  aiiipboll,  Alexander. 

A.tin-  Tl.inl   Assistant  Ent,Mncer     1    October,  18fi2.     Acting  Second   AmIm.-,,  • 
hni^'inctr,  .3  July,  lyot.     Honorably  discharged  (5  November,  ]Snr,. 
Campbell,  A.  N. 

Ai)pointed  Midshipman,   1   January,  1812.     Lieutenant,  r,  March    1817      Dii-d   ' 
June,  1836.  ' 

Campbell,  Alexander  I>. 

Acting  J:nsign,  lit  August,  l.s(;2.     Honorably  discharged  10  October,  1867. 
Campbell,  Cliarlen. 

Surgeon,  24  July,  1813.     Resigned  14  July.  1N14. 
Campbell,  Cliarlen  W. 

Mate,  17  Sei)tenii)er,  1801.     Dismissed  22  October,  1863. 
Campbell,  I>aniel  A. 

Aeting  Master.  21    August,  1801.     Recommendation   of  Commanding  Oflirer    17 
August,  1804.     Honorably  discharged  1  December,  1865. 
Campbell,  £ben. 

Appointed  Midshipman,  25  June,   1814.     Last  appearance  on   Records  of  Navy 
Department,  4  March.  1815.     Drowned. 
Campbell,  Franeis  I>. 

Mate.  24  December,  1802.     Resigned  8  August,  1803.     Acting  Ensign   14  June 
1804.     Resigned  29  November,  1864.  ' 

Campbell,  Georg^e  C. 

Mate,  11  October,  1861.     Acting  Ensign,  0  October,  1803.     Honorably  discbarired 
9  April,  1868. 

Campbell,  II.  G. 

Appointed   Commander,  27   July,   1799.     Captain.    10  October,    1800.     Died    11 
November,  1820. 
Campbell,  JameH. 

Appointed  Midshipman,  30  November,  1814.      Last  appearance  on    Recordu  <  f 
Navy  Department,  1815.     Sloop  "  iiVjV." 
Campbell,  JameH. 

Ai)i)ointed  Lieutenant,  20  September,  1799.     Discharged  8  July,  1801,  under  Peace 
Establishment  Act. 

Campbell,  Jame». 

Acting  Third  Assistant  Engineer,  28  June,  1862.     Honorably  dischargeil  26  May, 
1S08. 
Campbell.  Jamen  C. 

Appointed  Midshijjman,  29  December,  1840.     Resigned  7  July  ■'842. 
Campbell.  Jamen  K. 

Mate,  29  November,  1803.     Appointment  revoked,  17  September,  1864.     Sick. 
Campbell.  Joseph. 

•Vcting  Third  Assistant  Engineer,  22  July,  1864.     Dropped  13  August,  1864. 
Campbell.   I^oudon. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  17  January, 
1801.     Resigned  6  May,  1801. 
Campbell,  Warslial  C. 

Midshipman.  5  Fel)ruary,  1850.  Passed  Midshipman,  20  June,  1856.  Maater.  32 
January,  1858.  Lieutenant,  23  January,  1858.  Lieutenant-Commander,  16  July, 
1862.     Died  22  February,  1805. 

Campbell.  N.  1j. 

.Vctiiig  .Vssistnnt  Surgeon,  1  November,  1861.  .\cting  Past  Auistant  Surgeon.  :"0 
March,  1805.     Honorably  discharged,  22  March.  1^69. 
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I'anipbcll,  Robert. 

Acting  Gunner,  IG  June,  180-1.     Honorably  discharged  9  August,  1865. 

C'ainpboll,  Thomas. 

Acting  Tliird  Assistant  Engineer,  4  Sejiteniber,  1863.     Honorably  discharged  21 
:May,  lb6(i. 
f  ampbell,  William. 

Appointed  Midshipman,  16  January,  1809.     Died  October,  1810. 

Campbell.  IVilliaui. 

Acting  Third  Assistant  Engineer,  27  May,  1861.  Resigned  21  December,  1861. 
Actin<T  Second  Assistant  Engineer,  9  May,  1863.  Acting  First  Assistant  Engi- 
neer, 14  February,  ISOG.     Honorably  discharged,  13  JIarch,  1866. 

Campbell,  William  CI. 

Mate,  8  September,  1862.     Acting  Ensign,  13  October,  1868.     Resigned  18  Janu- 
ary, 1866. 
Campbell,  William  H. 

Acting  Assistant  Surgeon,  10  November,  1862.     Resigned  9  June,  1864. 

Campbell,  William  H. 

Appointed  Midshipman,  30  May,  1816.  Lieutenant,  28  April,  1826.  Died  6  Sep- 
tember, 1839. 

Campbell,  William  J. 

Appointed  Midshipman,  28  October,  1799.     Resigned  7  April,  1802. 

Campbell,  W.  P.  A. 

MidshiiJinan,  14  December,  1847.     Past  Midshipman,  10  June,  1853.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Dismissed  19  September, 
1861. 
Cana,  Frederick. 

Appointed  Gunner,  4  October,  1805.     Resigned  21  November,  1808. 
Caiiady,  Benjamin. 

Acting  Second  Assistant  Engineer,  29  November,  1862.     Resigned  23  July,  1863. 

Canaday,  Jeremiah. 

Mate,  23  April,  1864.     Appointment  revoked  18  May,  1865.     Sick. 

Canaga,  Alfred  B. 

Cadet  Engineer,  1  October,  1872.     Graduated  30  May,  1874.     Assistant  Engineer, 
26  February,  1875.     In  service. 
Canfield,  Francis  A. 

Third  Assistant  Engineer,  21  May,  1853.     Resigned  30  April,  1856. 

Canfield,  John  P. 

Mate,  16  June,  1864.     Resigned  6  July,  1865. 

1  anfield,  Richard. 

Acting  Ensign,  11  July,   1863.     Acting  Master,  9  June,  1865.     Honorably  dis- 
charged 4  September,  1866. 
Canfield,  W^illiam  C. 

Cadet  Midshipman,  23  September,  1873.     Graduated  4  June,  1880. 

Cann,  J.  E. 

Assistant  Paymaster,  14  July,  1870.     Passed  Assistant  Paymaster,  22   October, 
1878. 
Cannedy,  P.  F. 

Appointed  Midshipman,  4  March,  1823.  Passed  Midshipman,  23  May,  1839. 
Lieutenant,  81  December,  1838.     Died  2  January,  1834. 

Cannell,  Charles  A. 

Aj^pointed  Midshijjman,  1  June,  1828.     Lost  on  '■'■Hornet,''''  10  September,  1S29. 
Canning,  Joseph  C. 

Acting  Assistant  Paymaster,  3  August,  1861.     Honorably  discharged  31  May,  1866. 
Canning,  William  P. 

Surgeon's  Mate,  7  May,  1844.     Died  7  April,  1845. 
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Cannon,  CliarloH  A. 

Apiinintod  .Mi.lsliipiium,  t)  June,  isi  i.     Reaignea  '.W  Janunr>',  1813. 
^'aniioii,  C'liarloM  A. 

Actiiij,'  Ensign,  9  August,  18<U.     Honorably  dischargetl  14  November,  1865. 
Cannon,  C.  C. 

Miilsliipiiiaii,  7  April,  1M47.     Dropped  25  July,  \bV.i. 
Cannon,  Cliarl<>H  ii. 

Appointo.l  Mi<lsliipinun,  30  October,  i7«9.     Discharged  12  October.  1801.  undi-r 
I'cuct'  Estal)lislunent  Act. 
<'aiinon,  John. 

Mute,  21   August,  18();5.     Acting  Ensign,  :{  June,    iMil.     I»i..l  p;  .Inly,  lb(5.j, -n 
"  GennesseeJ''' 

Cannon, John  U. 

Appniiitod  Hoatswain,  8  May,  1802.     Last  appearance  on  Records  of  Navy  Depart- 

na-nt,  18  July,  1807. 

Cannon,  John  S. 

Appointed  ]\Iidsliipman,  20  February,  1814.     Dismissed  ai  December.  1828. 
Cannon,  Josopli  S. 

Appointed  Muster,  Kj  January,  1829.     Di.sniissed  31  December,  1829. 
Cannon,  I^orin^. 

Mute,  23  Junnary,  1802.     Ilonorably  discharged  19  May,  1S05. 
Cannon,  Thomas  S. 

Acting  Ensign,  21  November,  1864.     Honorably  discharged  1  August,  1865 
Cannon,  IVilliani  £. 

^Mute,  20  Muy,  1803.     Honorably  discharged  10  Junuury,  isOd. 
Capon,  IVilliani  U. 

Acting  Third  Assistant  Engineer,  2  November,   1801.     Honorably  dischargcil  •• 
March,  1800. 
Capers,  M'illiani  II. 

Api)ointed  Midshii)nian,  27  March,  1822.     Resigned  20  December,  1824. 
Caperton,  ^Villiani  II. 

Midsliipmun,  13  June,  1871.     Graduated  20  June,  1870.     Ensign,  3  August.  1877. 
Carbory,  Ilonry. 

Purser,  9  April,  1804.     Resigned  23  May,  1804. 
<  ardolla,  R.  F. 

Acting  Ensign,  1  October,  18G2.     Resigned  24  ()ctol>er,  1n»;2. 
<'arelH,  Joseph  II. 

Acting  Assistant  Paymaster,  21  July,  1802.     Aj)j>ointment  revoked  11  July,  18<>3. 
Sick. 
Caroy, George  T. 

Mute,  28  August,  1803.     Honorably  discharged  1  November,  1808. 
<arey,  John. 

ActiiiLT  Third  Assistant  Engineer.  7  October,  1804.     Honorablv  discharged  1  Sep- 
tember, lS<"i,"i. 

<arey,  Josepli  W. 

Mute,  28  Junuary,  1863.     Appointment  revoked  14  March,  1863. 

Carey,  ^liles. 

Appointed  Midshipman,  13  March,  1839.     Dropped  in  1840 

Carey*  Kiehard. 

•     Appointed  Midshipman,  2  July,  1801.     Discharged   10  November,  1801,  under 

I'euce  Estublislnnent  Act. 

Carey,  Robert  II. 

Mute,  2:$  .\ui,'ust.  l.^(il.     Acting  Ensign,  24  October,  1803.     Honorably  diacbar;.<>l 
18  December,  1808. 
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Carey,  Steplieu  J»I. 

.Mate,  20  July,  1803.     Accidentally  killed  on  ''Dragon:'  22  April,  1864. 
Carletoii,  John. 

Appointed  .Alaster,  4  July,  i815.     Died  12  August,  1847. 
Carley,  IVilliam  D. 

Mate,  12  September,  1864.     Honorably  discharged  24  October,  1865. 
C'arlin,  James  W. 

Midshipman,  23  July,  1864.     Graduated  2  June,  1868.     Ensign,  19  April,  1809. 
Master,  12  July,  1870.     Lieutenant,  12  February,  1874. 

Carlisle,  Columbus  C. 

Acting  Second  Assistant  Engineer,  30  May,  1863.     Resigned  30  June,  1864. 
Carltou,  John. 

Master,  4  July,  1815.     Died  12  August  1847. 
Carlton,  Thomas  I 

Acting  Ensign,  8  June,  1864.     Resigned  30  May,  186?= 
Carman,  William  J. 

Acting  Third  Assistant  Engineer,  22  October,  1862.    Honorably  discharged  9 
October,  1865 
Carmichael,  E.  T. 

Appointed  Midshipman,  17  September,  1841.     Died  7  August,  1847. 
Carmody,  John  R. 

Acting  Assistant  Paymaster,  27  August,  1864.     Assistant  Paymaster,  23  July,  1866. 
Passed  Assistant  Paymaster,  5  June,  1868.     Paymaster,  22  October,  1878. 
Carmody,  Robert  £nimet. 

Acting  Midshipman,  28  November,  1861.     Graduated  6  June,  1867.     Ensign,  18 
December,  1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Carnes,  Edwin  O. 

Midshii^man,  24  June,  1846.     Passed  Midshipman,  8  June,  1852.     Resigned  30 
May,  1855. 
Carnell,  Thomas. 

Api^ointed  Midshipman,  2  April,  1804.     Resigned  2  June,  1804. 
Carnes,  James  B. 

Acting  Third  Assistant  Engineer,  29  September,  1863.     Honorably  discharged  7 
August,  1865. 
Carney,  Benjamin  B. 

Acting  Second  Assistant  Engineer,  1  January,  1863.     Dismissed  21  May,  1863. 
Cams,  William  H. 

Appointed  Midshipman,  81  December,  1833.     Resigned  3  July,  1837. 
Carpender,  Edward  W. 

Midshijiman,  10  July,  1813.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841,     Reserved  List,  13  September,  1855.     Commodore  Reserved  List. 
Died  10  May,  1877. 
Carpenter,  Benjamin. 

Appointed  Midshipman,  10  July,  1798.     Died  in  January,  1800. 
Carpenter,  Benjamin. 

Appointed  Midshipman,  10  July,  1813,     Drowned  25  May,  1820, 
Carpenter,  Benjamin  O. 

Mate,  29  December,  1803.     Discharged  "6  July  1864. 
Carpenter,  Charles  Carroll. 

Midshipman,  1  October,  1850.     Passed  Midshipman,  20  June,  1856.     Master,  22 
January,  1858.     Lieutenant,  23  January,  1«58.     Lieutenant  Commander,  16  July, 
1862.     Commander,  10  February,  1869.     Captain,  25  March,  1880, 
Carpenter,  Charles  O. 

Assistant  Surgeon,  30  July,  1801.     Resigned  27  March,  1863. 
Carpenter,  Charles  S. 

Appointed  Midshipman,  27  November,  1798.     Discharged  30  April,  1801,  under 
Peace  Establishment  Act. 
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C'arpoiifor,  Jacob. 

Ai)i»..iiit(d  (Jiiiiiicr,  28  May,  ls:»>.     Dinl  S  Martli.  18-12. 
I'arpoiiior,  .laiiiCH  I>. 

Actii)<j    Second   Assistnut    Engineer,    4    Juno.   18(52.      Died    on    ** Pritutton"  111 
January,  18(i4. 
Carpoiitor,  JaiiioH  If. 

.Mate,  17  l\'l)riiary,  1M(12.     lU-signcd  H  l)f(i-n»l>er,   1802. 
Citrpoiilor,  JaiiiOM  II. 

AttiiiL,'  -Midvliipiiian,  29  Novenilier,  1802. 
<'arp(>iiter.  JaiiiCH  N. 

Purser,  i:;  SipttMubor,  18G0.     Vnv  Tum"  .  f.,r  ::  AT  ,r,  1,    \^~].     Ik-tircd  liHt.  7  M  t.  ' 
18(ii). 
<  arpentor,  John  II. 

Thiril  Assistant  Enf^ineer,   17   February,    1800.     Second    Assistant   Engineer,  : 
OftoliiT,  1802.     First  Assistant  F.n.rinfcr,    t    ■Mnnli.  ist'.i       f'lii.f  Kn-inr.  r     i: 
June,  1874.     In  service. 
i'arpoiitor,  John  H, 

Mate,  24  December,  1803.     Discharged  27  April.   1804. 
C'arponlor,  Millinf;ton  Ij. 

Acting'  .Master,  4  2sovember,  ISOl.     llesiu'iied  20  May,  1802. 
Carpenter,  Saninel. 

Mate,  24  November,  1803.     Acting  Ensign,  20  November,  1804.     Honorably  dis- 
charged 31  July,  1805. 
Carpenter,  T.  O.  II. 

Surgeon's  Mate,  13  October,  1798.     Resigne<l  14  June,  1799. 
Carpenter,  William  A. 

Acting  Assistant  Paymaster,  14  January,  180.").     IIonoral>ly  discharged  4  Novem- 
ber, 1805. 
Carr,  Alfred  C. 

Cadet  Engineer,  15  December,  1875.     Graduated    10  June.  1879. 
Carr,  Cornelin^^. 

Acting  Second  Assistant  Engineer,  18  November,  ISOl.     .Voting  First  Assistant 
Engineer,  20  November,  1803.     Honorably  discharged  23  March,  18G6. 
Carr,  Edward. 

Appointed  Boatswain,  2  October,  1799.     Discharged  25  May,  1801. 
Carr,  Henry  P. 

Acting  Master,  8  June,   1801.     Died  at  Beaufort,  North  Carolina,  20  Dcccmhrr 
1803. 
Carr,  Janie^. 

Actijig  Third  Assistant  Engineer,  20  November,  1801.     Resigned  7  January,  18C2. 

Carr,  Janien  E. 

Appointed  Master,  4  August,  1807.     Lost  in  the  "  Wagp,"'   1815. 

Carr,  Janie«t  E. 

Acting  Ensign,  3  June,  1804.     IIonoral)ly  ilischargcd  15  August,  18C5. 
Carr,  John  A. 

Appointed  3lidshipman,  4  July,  1817.     Lieutenant,  2s  A i.rll    Is-I'tV     Die!  3  Ma\ 
1837. 
Carr,  John  II. 

Purser,  25  April,  1812.     Resigned  30  September,  1830. 
Carr,  John  P. 

Acting  Master,  3  September,  1801.     Honorably  discharged  31   August,  1865. 

Carr,  Nathaniel  F. 

Appointed  Midshii)man,  3  February,  1840.     Dropped. 
Carr,  Oliver. 

Acting  Third  Assistant  Engineer,  2»  December,  1803.     Died  at  New  Orleans.  I. 

October,  1804. 
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C'arr,  Ovorfoii,  Jr. 

Appointed  Midshipman,  3  April,  1804.     Resigned  15  April,  1807. 

Carr,  Orerton. 

Midshipman,  1  March,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant,  8 
December,  1838.     Commander,  14  September,  1855.     Retired  list,  3  December, 
1801.     Captain,  Retired  list,  4  April,  1867. 
Carraway,  John. 

Appointed  Master,  20  Ai^ril,  1813.     Last  appearance  on  Records  of  Navy  Depart- 
ment.    Discharged  by  Captain  Cassin. 
Carrick,  George  Wasbiiigton. 

Third  Assistant  Engineer,  lO'June,  1862.     Resigned  18  November,  1865. 

C'arriek,  Samuel  I>. 

Appointed  Midshipman,  11  April,  1800.     Resigned  26  June,  1800. 

C  arriiigton,  W.  C.  O. 

Appointed  Midshipman,  6  February,  1823.     Resigned  10  December,  1829. 
C'arringtoii,  IVilliaui  F. 

Assistant  Surgeon,  17  June,  1848.     Resigned  11  September,  1851. 

Carroll,  Darid  W. 

Acting  Ensign,  9  October,  1862.    Acting  Master,  5  November,  1864.     Honorably 
discharged  30  September,  1865. 
Carroll,  Dennis. 

Mate,  11  July,  1864.     Dismissed  6  January,  1865. 
Carroll,  Ferdinand, 

Midshijiman,  4  October,  1850.     Dismissed  3  March,  1851. 
Carroll,  George  R. 

Appointed  Midshij^man,  2  February,  1829.     Passed  Midshipman,  4  June,  1836. 
Resigned  29  May,  1837. 
Carroll,  Henry  P. 

Acting  Third  Assistant  Engineer,  23  July,  1862.     Deserted  1  October,  1862. 

Carroll,  John, 

Appointed  Midshipman,  13  December,  1831.     Passed  Midshii^man,  15  June,  1837. 
Lieutenant,  8  September,  1841.     Died  31  March,  1842. 

Carroll,  Jobn. 

Third  Assistant  Engineer,  14  May,  1847.     Died  21  December,  1852. 
C'arroll,  M.  B. 

Appointed  Midshipman,  7  September,  1798.     Lieutenant,  10  April,  1802.     Com- 
mander, 2  February,  1815.    Resigned  12  December,  1822. 
Carroll,  JUieliael  J. 

Acting    Third   Assistant  Engineer,  2    December,  1864.     Honorably  discharged 
24  Bejjtember,  1865. 

Carroll,  Richard. 

Acting  Carpenter,  31  August,  1863.    Resigned  9  December,  1864. 

Carroll,  William  H. 

Mate.     Resigned  8  May,  1865. 
Carron,  John. 

Acting  Third  Assistant  Engineer,  29  August,  1861.      Acting  Second  Assistant 
Engineer,  17  December,  1862.    Acting  First  Assistant  Engineer,  1  April,  1864. 
Honorably  discharged  20  November,  1865. 
Carrothers,  John  K. 

Acting  Midshipman,  23  September,  1858.     Died  23  December,  1861. 
Cars^on,  John. 

Appointed  Master,  20  November,  1798.     Lieutenant,  13  June,  1799.     Last  appear- 
ance on  Records  of  Navy  Department. 
Carson,  John. 

Appointed  Master,  26  August,  1808.     Dismissed  12  December,  1809. 


GENERAL  NAVY  ItECISTKU.  181 

CarMoii,  M^ardii. 

ActiiiLT  Tliird  Assistant  Engineer,  19  October,  ISGl.  Died  on  "  Alabama,''^  24  July, 
l.s(;:5. 

<  arnoii,  Polor, 

Ai)2)()iiit.(l  Master,  1  November,  181(5.     Died  in  IS'jy. 
<'arNoii,  ICic'liar<l. 

Appointed  Midsliipnian,  1 1  Ai)ril,  1800.     Discharged  2  June,  1801,  under  Peace 
Establishment  Act. 
C'armon,  Iticliard, 

Ai)])ointed  Midsliipnian,  l.T  November,  1809.     Resigned  3  January,  1812, 
(arMOii,  Iloborf, 

Ai)in)inti(i  Midsliipnian,  1  February,  1814.     Last  appearance  on  Hecordfl  of  Nayy 
Department,  15  March,  1815.     Dead. 
I'arMOii,  Sooft  II, 

Mute,  7  Febnuu  V,  ISU:].     Resigned,  (Sick,)  2'i  August,  1863. 
C'arMtairs,  Thomas. 

Acting  Assistant  Paymaster,  30  September,  18G2.     Appointment  revoked  30  June, 
186(5. 
CarHwdl,  IVilliani. 

Acting  Chief  p]nginecr,  1  October,  1802.     Resigned  24  November,  18C2. 
C'arteo,  Seth. 

Appointed  Master,  date  not  known.     Lieutenant,  18  May,  1804.     Last  appearance 
ou  Records  of  Navy  Department,  17  April,  1805. 
C'lirtcr,  Abiel  Rcaoli. 

Midshipman,  24  September,  1861.  Graduated  Juno,  IsfTfi.  Ensign,  12  .March, 
1868.  Master,  20  March,  1869.  Lieutenant,  21  March,  1870.  Died  30  Novem- 
ber, 1874. 

<  arter,  Carey. 

Midshi^iman,  12  October,  1848.     Resigned  24  Juno,  1850. 
Carter,  Charles. 

Assistant  Surgeon,  1  October,  1861.     Resigned  6  February,  1863. 
^  arfer,  Daniel. 

Appointed  Midshipman,  1  August,  1820.     Died  25  March,  1832, 
C  arler,  E.  €, 

Mute,  1  January,  1865.     Honorably  discharged  18  September,  1805 
Carter,  Edward. 

Appointed  Midshipman,  9  November,  1813.  Last  appearance  on  Records  of  Navy 
Department,  1814. 

<  arter,  Ed^iard  C 

Appointed  Midshipman,  1  January,  1812.     Resigned  9  July,  1814. 

<  arter,  Enoeli  It. 

Acting  Third  Assistant  Engineer,  22  February,  1^<'>4.  .Vcting  Second  A.ssist.mi 
Engineer,  11  March,  1805.     Resigned  12  ^lay,  l8i;">. 

<  arter,  Fidelio  S. 

.Mi.ishipmaii,  :!0  September,  1870.     Graduated  21   June,  1875.     Ensign,  18  July, 

iNTtJ. 

Carter,  Ileiiry  R. 

Mate,  1801.      Acting  Master,  8   Febrnarv,   1^'>2.     .\ppointinent    revokol  (,>UK,t 
21  May,  1862.     Re-appomted  Acting  Master,  21  May,  15>02.     Honorably  dU 
churi,^fd  11  May,  1865. 
(arter.  Hill. 

Ai>[ii)inted  >Iidshipman,  9  November,  1813.     Resigned  11  Murcii.  i^i'-. 
Carter,  Jaeoh. 

Aiijiointed  (Junner,  date  not  known.  Last  appearance  on  Rix-ords  «'l  N  •  .■ 
Department. 


l;;2  GENERAL    NAVY   REGISTER. 

Carter,  John  C. 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant,  9 
February,  18;'>7.     Reserved  list,   13  September,  1855.     Commander,  Active  list, 

14  September,  1855.     Commodore,  Retired  list,  4  April,  1867.     Died  24  Novem- 
ber, 1870. 

Carter,  John  K. 

Api)ointed   IMaster,  9  May,  1812.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 28  ]\Iarch,  1814. 
Carter,  John  K.. 

Appointed  Midshipman,  i8  June,  1812.     Lieutenant,  27  April,  1816.     Died  1  Feb- 
ruary, 1831. 
Carter,  John  M. 

Mate,  23  May,  1864.     Dismissed  19  August,  1864. 

Carter,  Johns^ton  R. 

Midshipman,  31  December,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 
22  July,  1846.     Dismissed  3  September,  1857. 
Carter,  Jonathan  H. 

Midshipman,  12   March,  1840.      Passed  Midshipman,  11   July,  1846.     Master,  1 
March,  1855.     Lieutenant,  14  September,  1855.     Resigned  25  April,  1861. 

Carter,  Joseph  H. 

Mate,  14  May,  1864.     Honorably  discharged  11  October,  1865. 
Carter,  Josiah  P. 

Carpenter,  19  July,  1861. 
Carter,  IVathaniel,  Jr. 

Appointed  Midshipman,   18  June,  1812.      Lieutenant,  5  March,  1817.      Died  7 
Sei^tember,  1823. 
Carter,  Kichard  H. 

Acting  Third  Assistant  Engineer,  11  January,  1863.     Resigned  (Sick,)  1  Julv, 
1864. 
Carter,  Robert. 

Assistant  Surgeon,  2  June,  1849.     Passed  Assistant  Surgeon,  24  February,  1857. 
Resigned  3  July,  1858. 
Carter,  Robert  R. 

Midshipman,  30  March,   1842.     Passed  Midshipman,  5  August,  1848.      Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Resigned  2  April,  1861_ 
Carter,  Rodney  F. 

Acting  Third  Assistant  Engineer,  16  December,  1863.     Acting  Second  Assistant 
Engineer,  21  March,  1865.     Honorably  discharged  11  October,  1865. 
Carter,  Samuel  P. 

Midshipman,  14  February,  1840.     Passed  Midshipman,  11  July,  1846.     Master,  12 
September,  1854.     Lieutenant,  18  April,  1855.     Lieutenant-Commander,  16  July, 
1862.     Commander,  25  June,  1865.     Captain,  28  October,  1870.     Commodore,  13 
November,  1878. 
Carter,  Thomas  F. 

Cadet  Engineer,  1  October,  1873.     Graduated  10  June,  1879. 
Carter,  Thomas  U. 

Appointed  IMidshipman,  4  March,  1818.     Resigned  25  January,  1819. 
Carter,  William. 

Carpenter,  18  February,  1870.     Appointment  revoked  8  September,  1870.     Carpen- 
ter, 17  June,  1874.     Died  14  March,  1880. 
Carter,  William. 

Aj^pointed  Midshijjman,  13  July,  1831.     Resigned  15  March,  1834. 
Carter,  W^illiam,  Jr. 

Aj^pointed  Midshipman,  28  June,  1804.    Lieutenant,  28  April,  1810.    Commander, 
27  April,  1816.     Cashiered  7  December,  1827. 
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Carter,  IVilliani  IV. 

Giininr,  Jl  Miiy.  iyr>9.     Acting  Master,  8  OctoU'r,  1802.     IlonoraUy  diKrliar^ctl 
LM  Octtihcr,  isor).     In  service  ua  ttunner. 
Carter.  Woo<lMitr<l. 

Mute,   13  Sfpti-inlier,  \^i\'2.     Acting   Ensign,  2"i  .lunuiin,    i--.,       i;..;     ...         >i»- 
clmrged  9  ()ct<)l)er,  1808.     Acting  Boutswain,  18  April",  \S1'J. 
Carton,  ThoinaH  II. 

Acting  Si'iiiiid  As.sistunt  Engineer,  22  ScptemWer,  180^.     Ilonorubly  iliiicliargod 
•JO  Sfptcinl)cr.  IsC,."). 
Carturijiflit,  Thomas  Ci. 

Male,  lit  l)o«fnil>tr,  l»ti4.     Appointment  revoked  I  .lantKir.,  i-^.ti. 
Carty,  Cbarles  li. 

Acting  First  Assistant  Engincor,  17  Octolier.  1^02.     Acting  Chief  Engineer,  ly 
May.  l^<li4.     Honorably  discliarged  21)  Novendjer,  1865. 
<  arver,  D.  ^I. 

.Mate.     Acting  Ensign,  .^  September,  1803.     Resigned  22  May.  1805. 
Carn'r,  Jesse  T. 

Aiting  Ensign,  HO  April,  lb()4.     Honorably  discliarge«l  9  .Inly,  1805 
Caruen,  Christopher. 

Acting  Ensign,  Hi  December,  1802.     Honorably  disciiargetl  II  November,  IS'i.'i. 

Case,  .iiiKii^tiiM  I'" 

Midshipman,  1   April,  1828.     Passed  Midshipman,  11  June,  1S;]4.     Lieutenant,  25 

February,  1841.     Commander,  14  September,  18.5.").     Captain.  2  .lanuarj*.  1803. 

Commodore,  8  December,  1807.     Rear  Admiral,  24  Mav,  1»72.     Retired  list,  3 

Febiuary,  1875. 
Case,  Augustus  L.,  Jr. 

Midshipman,  23   June,  1869.     Graduated  31   Mav,  1873.     Ensign,  10  July,  1874, 

Master,  1  April,  1880. 
Case.  Charles. 

Mate,  20  June,  1802.     Acting  Ensign,  25  May,   1804.     Honorably  discharged  12 

December,  1805. 

Case,  Chester  N. 

Acting  Assistant  Paymaster,  14  January,  1805.     Honorably  discharged  10  Septem- 
ber, 1865. 

Case,  Daniel   K. 

Midshipman,  r,  June,  1872.     Graduated  20  June,  ISTC).     Resigned  8  January,  1879. 

Case,  Franeis  A. 

Mate,  25  Ai)ril,  l^tVl.     Lost  on  ''  Xaj'cissus,"  4  January,  1800. 

Case,  Frank  It. 

Cadet  Midshipman,  7  June,  1873.     Graduated  18  June,  1879. 

Case,  George  F. 

.Vcting  Second  Assistant  Engineer,   19  March,    lsi;4.     Honorably  discharged  14 
August,  1805. 

Case,  Henry  A. 

Mate,  27  September,  1804.     Honorably  discharged  27  September,  1805. 

Case,  J.  Madison. 

Ait-nrr  Second  Assistant  Engineer,  1  December,  1802.     Honorably  dischunpHl  27 

Sep;   niber,  1805. 

Case,  Robert  I^. 

Acting  Third  Assistant  Engineer,  lu  uttoiur,   1804.     llonoraui^   (u^tuargiM   ij 
April,  1800. 
Casey.  Charles  II. 

Acting  Ensign,  8  July,  1804.     Resigned  30  May,  IHO.*). 

Casey,  Henry  I*. 

Appojnto.l  .Midshipman,  17  July,  1800.     Dismissed  «  December,  1803. 
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Casey,  John  A. 

Surgeon's  Mate,  30  October,  1799.     Permitted  to  retire,  24  April,  1801. 

Casey,  ISilas,  Jr. 

Acting  Midshipman,  25  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander  25 
July,  1866.     Commander,  14  June,  1874. 

Cash,  Thouias  M. 

Acting  Master,  17  May,  1801.  Resigned  11  June,  1861.  Re-appointed  29  August, 
1861.     Api^ointment  revoked  23  November,  1861. 

Cass,  Alex.  H. 

Appointed  Midshipman,  21  July,  1835.     Died  27  May,  1839. 

Cassan,  liewis  P. 

Acting  Ensign,  3  June,  1864.     Resigned  16  March,  1865. 

Cassedy,  George  V. 

Acting  Master,  22  March,  1862.  Resigned  26  May,  1863.  Acting  Ensign,  28  De- 
cember, 1864.     Honorably  discharged  21  July,  1865. 

Cassell,  Alex.  TV. 

Sailmaker,  18  February,  1847.     Resigned  27  July,  1847.     Sailmaker  7  April,  1859. 

Cassell.  Charles. 

Appointed  Sailmaker,  27  September,  1813.  Resigned  11  Feoruary,  1815.  Ap- 
pointed Sailmaker,  24  June,  1817.     Died  30  August,  1827. 

Cassel,  Douglas. 

Acting  Midshipman,  28  September,  1860.  Acting  Ensign,  13  October,  1863. 
Master,  10  March,  1866.  Lieutenant,  25  July,  1866.  Lieutenant-Commander, 
12  March,  1868.     Died  15  June,  1875. 

Cassell,  Jacob  W. 

Acting  Third  Assistant  Engineer,  3  October,  1864.     Honorably  discharged  12 
December,  1865. 
Cassidy,  Edward. 

Mate,  8  October,  1862.    Dismissed  12  May,  1865. 
Cassidy,  Edward  A. 

Carpenter,  7  April,  1854.     Warranted,  18  June,  1857.     Died  at  Baltimore,  Mary- 
land, 19  July,  1860. 
Cassidv.  Felix. 

Acting  Gunner,  8  November,  1862.     Gunner,  22  October,  1863. 

Cassidy,  Thomas  S. 

Gunner,  4  November,  1861.  Dismissed  18  July,  1864.  Restored  on  probation,  15 
August,  1864.     Appointment  revoked  1  July,  1867. 

Cassin,  Charles  li. 

Assistant  Surgeon,  31  March,  1869.     Passed  Assistant  Surgeon,  28  February,  1874. 
Died  14  January,  1878. 
Cassin,  John. 

Appointed  Lieutenant,  13  November,  1799.     Commander,  2  April,  1806.     Captain, 
3  July,  1812.     Died  24  March,  1822. 
Cassin,  John. 

Appointed  Midshipman,  10  May,  1820.     Lieutenant,  7  May,  1828.     Died  16  Octo- 
ber, 1837. 
Cassin,  Joseph,  Jr. 

Appointed  Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Died  30 
November,  1826. 

Cassin,  Joseph. 

Purser,  29  December,  1807.     Died  in  1821. 
Cassin,  Nicholas. 

Acting  Third  Assistant  Engineer,  11  June,  1864.  Honorably  discharged  2  Novem- 
ber, 1865.  Acting  Third  Assistant  Engineer,  29  January,  1867.  Died  on  the 
"  Tacony,''  10  September,  1867. 
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CnMMin,  Robert  A. 

Appointed  .Miilshipman,  1  Kovember,  1820.     Rc8ignc<I  9  June,  lft34. 
CasHiii,  Steplic'ii. 

MidshiiJinan,  21  February,  IHOO.  Lieutenant,  12  Kebruiirv.  1H07.  Commander  11 
Sei)teniljer,  ISM.  Captain,  3  March,  1825.  Ilcacrved  iist.  1. 'J  September  1S'>'. 
Died  '2'J  Au,t,'ust,  1857.  '  '         ' 

Castaiio,  I>oiiiini(o. 

Acting  Third  Assistant  Engineer,  15  May,  1803.     Honorably  discharged  8  July 

CaMtoll,  a,  Clinton. 

Actinj,'  Third  A^si-stant  Engineer,  8  August,  1803.     Acting  Second  Agsifltant  Engi- 
neer, 1  April,  18(i5.     Honorably  discharged  30  August,  1807. 
C'nstillo,  Joaqiiini  D. 

Assistant  Surgeon,  0  July,  1880. 

Castle,  Frederiek  A. 

Acting  Assistant  Surgeon,  22  September,  1802.     Honorably  discbarccd  20  Scptem- 

i)er,  lyr.r,. 

<'a»^tle,  ntlliam  W. 

Acting  Assistant  Paymaster,  0  March,  18C5.     Mustered  out  2  September,  1800. 
Caswell,  Benjamin  F. 

:Mate,  28  October,  1861.     Deserted  9  December,  1861. 
Caswell,  Daniel. 

Appointed  Carpenter,  23  August,  1836.     Died  25  Februarj-,  1842. 
Caswell,  Flbridge  O.,  Jr. 

Mate,  4  January,  1804.     Honorably  discharged  5  September,  1865. 
Caswell,  John  W. 

Mate,  15  September,  1862.     Resigned  15  September,  1864. 
Caswell,  Rioliard. 

Mate,  15  December,  1862.     Dismissed  17  February,  1863. 
Saswell,  Thomas  T. 

Assistant  Paymaster,  9  September,  1801.     Passed  Assistant  Paymaster,  6  Febru- 
ary, 1862.     Paymaster,  17  September,  1863. 
Catalano,  Salvadore. 

Appointed  Master,  9  August,  1809.     Died  5  January,  1846. 
Catehpole,   Alfred. 

Acting   Second  Assistant  Engineer,  24  August,  1864.     Honorably  discharged  21 
July,  1865. 
Catheart,  M'illiam  T,. 

Cadet  Engineer,  1  October,  1873.     Graduated  21  June,  1875.     Assistant  Engineer, 
1  July,"l877.     In  service. 

Cate,  David. 

Acting  Volunteer  Lieutenant,  26  August,  1861.     Died  on  Mississipiii   River,  4 
May,  1865. 

Catlett,  Hanson. 

Surgeon's  Mate,  3  August,  1798.     Surgeon,  14  August,  1799.     Discharged  under 
Peace  Establishment  Act,  29  April,  1801. 

Caton,  Iliehard. 

Appointed  Midshipman,  9  June,  1811.     Resigned  20  May,  1810. 

Caton,  William. 

Surgeons  Mate,  1810.     Surgeon,  24  July,  1813.     Died  19  October,  1819. 

Caulk,  John. 

Gunner,  2  September,  1841.     Died  19  May,  1873. 

Caulk,  P.  K. 

Mate,  1861.     Appointment  revoked  11  March,  1862. 
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Canllcf,  Beiijniiiiii. 

Acting  Ensign,  8  August,  18G;].     Ilononibly  di&cliaigtd  (5  Scptenil^cr,  1S05. 

Caiit^leis  William. 

Appointed  lilaster,  29  March,  1814.     Last  appearance  on  Records  of  Navy  Depart. 
ment,  5  April,  1814. 
Causton,  Joi^epli  II. 

Purser,  20  December.  1817.     Died  29  June,  1822. 

C  a  veil,  Charles  II. 

Acting  Chief  Engineer,  1    October,  1862.     Honorably  discharged  30  November, 
18G5. 

Caveiiay,  £dwar<l. 

Boatswain,  8  April,  1849.  Resigned  8  October,  1853.  Acting  Master,  5  May, 
1861.  Acting  Volunteer  Lieutenant,  23  Sei:)tember,  1861.  Honorably  discharged 
2  October,  1865.  Acting  Master,  18  October,  1867.  Mustered  out  2  October, 
1868.  Boatswain,  22  May,  1869.  Retired  list,  4  September,  1871.  Died  17 
January,  1880. 
Caye,  £cliniiiid. 

Acting  First  Assistant  Engineer,  9  June,  1863.     Honorably  discharged  1   Decem- 
ber, 1865. 
Cecil,  Francis  M. 

Carpenter,  19  February,  1838.     Died  18  April,  1864. 
Cenas,  Hilary. 

Acting  Midshijiman,  21  September,  1855.     Midshipman,  9  June,  1859.     Dismissed 
24  August,  1861. 
Center,  Frank  P. 

Acting  E-nsign,  21  April,  1864.     Honorably  discharged  15  September,  1865. 
Center,  8turgis. 

Acting  Ensign,  5  March,  1864.     Honorably  discharged  15  September,  1866. 
Cliadsey,  Arthnr  E. 

Acting  Midshipman,  2  October,  1861. 
Chadwick,  B.  11. 

Acting  Ensign,  22  July,  1863.     Honorably  discharged  7  October,  1868. 
Chadwick,  Charles. 

Acting  First  Assistant  Engineer,  7  May,  1864.     Honorably  discharged  2  Decem- 
ber. 1865. 

Chadwick,  I>arwin  J. 

Mate,  14  May,  1864.     Honorably  discharged  1  August,  1865. 
Chadwick,  Edninnd  A. 

Acting  Assistant  Paymaster,  10  July,  1863.     Honorably  discharged  10  Deember, 
1865. 
Chadwick,  French  E. 

Acting  Midshipman,  28  September,  1861.     Graduated  22  November,  1864.     En- 
sign,   1    November,    1866.     Master,  1   December,  1866.     Lieutenant,  12  March. 
1868.     Lieutenant-Commander,  26  March,  1869. 
Chadwick,  Jere. 

Acting  Master,  26  February,  1862.     Honorably  discharged  22  September,  \r:;;.. 
Chadwick,  John  E. 

Acting  Second  Assistant  Engineer,  21  October,  1864.     Resigned  12  May,  180"). 
Chadwick,  John  P. 

Acting  Ensign,  3  March,  1864.     Honorably  discharged  31  August,  1865. 
Chadwick,  Joseph  A. 

Mate,  30  December,  1861.     Acting  Ensign,  20  July,  1863.     Honorably  discharged 
6  Ai)ril,  1S66. 

Chadwell,  Joseph  F. 

Acting  Master,  16  September,  1862.     Dismissed  16  May,  18C3. 
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Clind^iok,  JoHcpli  M. 

Mute,  4  Novrtuhir.  18(12.     Acting  Ensign,  20  .jiiiv,  lHti:j.     Hunorulilv  »1:m1i..-i.| 

:n  OctohtT,  isf.r,. 
CbadMiok,  IVilliani  \\ . 

Acting  Tliird  Absistunt  Kiigincir,  :{•)  .F\ilv,  iNiil.     Ilonnnil-lv  <liM.huri:e<l  'j  1»<<  ••m 
ber,  ISti.j.  "  -  t. 

Chafloo.  riinrloH  II. 

Attiii;^' Tliiid  Assistant  Engineer,  (i  June,  IM'.J.     ilonoruljiv  fliscliur>je<l  '2s  (»a,, 
Iht,  IbOr). 

Chafloo,  J  OK  i  all  C 

AL'tiiiir  Tliiid  Assistant  Ent,nncer,  2  DcccmuIkt,  ]xi'>\.     Siiun.l  Absistunt  Lnyini-cr. 
8  Sfi)ti'mlH'r,  1HG3.     Dropped  2.1  July,  1872. 
C'liaillo,  William  II. 

.\ppi)iiitt(l    .Midsliipiiiaii,   17   December,   IMIO.      Last    appearance   on   Hecurd«  >i( 
Navy  D<'paiiiiieiit,  'M  Septendjcr,  I81."i. 
ChalniorH.    I>avi<l. 

Api)()iiitod  Midsliipnian,  2  April,  1801.     Struck  ofT  8  May,  1800. 
Chaliiiors.    ^laftliotv. 

Assistant  Surtreoii,  !?  December,  18(51.     Hesij^iied  :!  .Vugnst,  1804. 
Clianiborlain,  C'liarloH  C 

Mate,  7  August.  ISC.:;.     Honorably  discharged  20  July,  I8(!.'j. 
Chainborlaiii,   £xra. 

Appointed  Boatswain,  17  December,  1841.     Dismi.s.«ed  2(5  July,  1843.     Boat«wain> 
10  February,  18ol.     Disnussed  22  ^larch,  18.11. 
Chaiiiborlain,  Goor^o. 

Actinic  Kiiniyn,  2'J  Ai)ril,  18fi4.     Honorably  discliari,'ed  i:5  February,  1806. 
Chaiiiborlaiii,  Lioandor  S. 

Actiii:,^  Assistant  Paymaster,  3  June,  180:i.     Rcsii,'ned  11  October,  1800. 

Chaniborlain,  Oti^  C. 

Acting  Third  Assistant  Engineer,  0  May,  1804.     Honorably  discharged  28  Octo- 
ber, 180.1.     Acting  Third  Assistant  Engineer,  151   July,'l800.     Mustered  out  ft 
November,  1808. 
Cliaiiiliorlain.  N.  P. 

Appointed  Master,  8  January,  1814.     Died  8  February,  1822. 

Cliainl»orlain,  W.  I>. 

Api)()inted  Midshipman,  4  July,  180.1.     Resigne<l  10  Januar^v,  1808. 

Chaiiiborliii,  W ,  It.  F. 

Appointed  .Midshipmans  9  November,  1813.     Resigned  4  Nov<'inl)cr,  1814. 

CliainborM,   Iloiiry    A. 

Appointed  Midshipman,  1  January,  182.1.     Resigned  23  June,  1S2I>. 

Cliaiiibors,  John. 

Acting  Third  Assistant  Engineer  7  July,  1804.     Honorably  discharged  1  August, 
180.1. 
ChaiiiborN,  John  li. 

Mate ,  2S  August,  1S(;2.     Resigned  0  May,  18G5. 
Chaiiibors.  John  W  . 

AetiiiLC  i:n>i-!i,  2-.'  April,  ls(53.     Honorably  di.schargod  27  September,  180.V 

Chaiultors.  Thomas. 

Ajjpoiuted  Master.  21    February,  1812.     Last  appearance  on  Records  of  Navy  IH?- 

]iartnient. 

Chaniliors,  M'aMhiiiKloii  1. 

Midshipman,  9  June,  1871.     Oraduated  20  Jime,   1870.     Ensign,  80  Norembcr, 

1S78. 

Champion.  John  C. 

Actin"  .M    ■■•.       1 "'  AiHMi-t.  1801.     Honorably  di>churgftl  27  November,  18ofi. 
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Cliainpion,  Newton. 

Third  Assistant  Engineer,  22  October,  ISfiO.  Second  Assistant  Engineer,  17  De- 
cember, 1862.     Resigned  22  September,  1863. 

Champion,  Newton. 

Acting  Second  Assistant  Engineer,  7  November,  1864.  Honorably  discharged  3 
March,  1866. 

Champ] in,  Jahez. 

Surgeon,  bO  November,  1799.     Discharged  under  Peace  Establishment  Act,   13 
April,  1801. 
Champlin,  S^tephen. 

Master,  22  May,  1812.  Lieutenant,  9  December,  1814.  Commander.  22  June,  1838. 
Captain,  4  August,  1850.  Reserved  list,  13  September,  1855.  Commodore  on 
Reserved  list,  4  April,  1867.     Died  -20  February.  1870. 

Champney,  Benjamin. 

Surcreon,  30  November,  1799.     Discharged  13  April,  1801,  under  Peace  Establish- 
ment Act. 
Chance,  Franklin. 

Mate,  26  November,  1863.     Resigned  25  June,  1864. 

Channoey,  Isaac. 

Lieutenant,  17  September,  1798.  Commander.  23  May,  1804.  Captain,  24  April, 
1806.     Died  27  January,  1840. 

Channcey,  Wolcott. 

Appointed  Midshipman,  28  June,  1804.  Lieutenant,  7  June,  1810.  Commander, 
5  March,  1817.     Captain,  24  April,  1828.     Died  14  October,  1835. 

Chandler,  B.  F. 

Civil  Engineer,  7  July,  1852. 

Chandler,  Isaac  A. 

Acting  Third  Assistant  Engineer,  18  January,  1864.  Honorably  discharged  11 
November,  1865. 

Chandler,  John  B. 

Surgeon's  Mate,  14  November,  1824.     Surgeon,  4  December,  1828.     Died  28  July, 
1841. 
Chandler,  Joseph  W. 

Acting  Ensign,  23  January,  1863.     Honorably  discharged  27  March,  1867. 

Chandler,  Josiah  A. 

Acting  Third  Assistant  Engineer,  2  July,  1864.  Honorably  discharged  27  July, 
1865. 

Chandler,  Ralph. 

Midshipman,  27  September,  1845.     Passed  Midshipman,  6  October,  1851.     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  Julj    1862.     Commander,  25  July,  1866.     Captain,  5  June,  1874. 

Chandler,  Samnel. 

Chaplain,  date  not  known.     Discharged  9  April,  1802. 

Chandler,  Thomas  K. 

Acting  Assistant  Surgeon,  11  April,  1864.  Acting  Passed  Assistant  Surgeon,  9 
June,  1866.     Died  5  February,  1867. 

Chandler,  William. 

Midshipman,  1  August,  1820.     Passed  Midshipman,  28  April.  1832.     Lieutenant, 
23  September,  1837.     Reserved  list,  13  September,  1855.     Commander,  Active 
list,  14  September,  1855.     Dismissed  17  October,  1S61. 
Chandler,  William.  ^^,     ,.    , 

Mate,  19  August,  1862.  Acting  Ensign,  8  June,  1864.  Honorably  discharged  14 
August,  1865. 

Chancy,  James  M.  „         l,  ^.    ,         -,  .«  t 

Acting  Third  Assistant  Engineer,  7  August,  1863.  Honorably  discharged  18  Janu- 
ary, 186 
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MiiLe,  11  May,  i803.     Resignid  14  September,  lfi03. 
Ch»uninf(,  Joliii  iti. 

Appoii:tecl    MuiHhipnian,  <J  November,   18i:5.      DiHrnisscd    hv  Court  Martial    :;u 

August,  ibiy. 
Chapin,  KiiKenc 

Acting  AasiHtjiut  Paymaster,  1  July,  1803.     Disihargt-d  •.')  .)aniinry.  !-iii;. 

Cbapiii,  TlioiiiiiM  K. 

Acting  Ensign.  21  August,  l«t)2.  Acting  Master,  11)  July,  l.s()4.  Honorably  di»- 
clmrged  12  August,  18(55. 

Chaplin,  Juboz. 

Purser,  0  August,  1799.  Discharged  -J  April,  li<01,  under  Peuco  £i)tabli«bment 
Act. 

Chaplin,  Jamen  C. 

Midshipman.  4  October,  1850.     Pa«;»od  ^lidshipmi.n,  20  June,  1856.     MastCT,  22 
January,   18.j8.     Lieutenant,  18  >.'ove:nber,  IS.jS.     Lieuteauut-Commandtr,    18 
April,  \S(V,l     Died  23  Septeiabei.  18G(). 
Chaplin,  William  C. 

Midshipman,!  Novembet    182^.     Passed   Midshipman,  28  April,  1832.     Lieuten- 
ant, 8  March,  1837.     Died  30  April,  1855. 
<'liapnian,  Alonxo  B. 

Acting  Cari)enler,  9  Do(  embor,  1862.     Hesigned  9  November,  1803. 
Chapman,  Charles  I^. 

Mute,  18  April,  1803.     Dismissed  30  May,  1865. 
Chapman,  George  A. 

Mate,  7  January,  1802.     Dismissed  20  June,  1862. 
Chapman,  Cieor^^e  H. 

Midshipman,  9  September  1847.     Resigne<l  14  May,  1851. 
Chapman,  Oeorge  T. 

Midshipman,  10  October,  1849.     Appointment  revokeil  15  March,  1850. 
Chapman,  Oeorf^e  T. 

Acting  Ensign,  2(J  July  1863.     Honorably  discharged  19  Septemlier,  ISO.'S. 
Chapman,  George  W. 

Midshipman,  20  September,  1832.     Passed  Midahipmnn,  23  June,  1838.     Lieuten- 
ant, 8  September,  1841.     Died  at  Philadelphia,  20  February.  1*<53. 
Chapman,  John  II. 

Mate,  7  June,  1M()2.     Resigned  15  November,  1862.     Acting  Ensign,  30  September, 
18<>4.     Honorably  discharged  17  Nf)vember,  1808. 
Chapman,  Jonathan. 

Appointed  Captain,  10  September,  1798.     Resigned  25  Janiniry.  1799. 
Chapman,  Jonathan. 

Acting  Assistant  Paymaster,  4  November,  1862.     Resigne«l  9  March,  1865. 
Chapman,  MaronH. 

]^Iat< ,  1 1  May,  18t')4.     Honorably  discharged  7  November,  1865. 
Chapman,  Robert  T. 

Mitlshipman,  7  April.  1H47.     Passed  Midshipman,  10  June.  1S53.     Master,  15  Sep- 
tember 1855.     Lieutenant,  10  September,  1>^55.     Resigned  10  .lanuary.  INiJl. 
Cliappel,  S.  Flisha. 

Acting  Seciiud  A>sistnnt  Engineer,  1801.  Appointment  revoked  17  Marrh,  lAfil, 
Acting  Third  Assistant  Engineer.  21  March,  1m<12.  .Vrting  Swond  AMistant 
Pwigineer,  23  September,  I'H't'.i.     Honoralily  d  s«:harge<!  10  .Mun:li,  iNrtfl. 

Charllton,  John  yi. 

Ai)j).>;i.t.d  Mi.Miipuian,  18  June,  1812.     Resigned  31  December,  l«14. 
Charles,  K«luiir<l  W. 

Mate,  24  January,  1803.     Resigned  25  June,  1803. 
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Ctiarltou,  Thomas  J. 

Assistant  Siir^rcon,  15  August,  1857.     Resigned  18  D  cember,  1800. 
Charltou,  William. 

Acting  Third  Assistant  Engineer,  21  October,  18G3.     Ilonorablv  discharged  36 
April,  1866. 
Charlton,  H'illiam,  Jr. 

Mate,  19  December,  1863.     Honorably  discharged  2()  December,  18G5. 

Chase,  Anthony. 

Acting  Master,  27  August,  1861.     Supposed  killed  2!  November,  1862. 

Chase,  Charles. 

^ui goon's  Mate,  10  December,  1814.     Surgeon,  S  May,  1825.     Retired  21  Decem- 
ijer,  1861.     Medical  Director  on  Retired  list,  o   .Nlarch,  1871.     Died  3  March, 
1877. 
Chase,  Charles  H. 

Mate,  12  August,  1862.     Appointment  revoked  28  December,  1S;;9. 

Chase,  Charles  T. 

Acting  Master,  14  August,  1861.     Honorably  discluirgeii  17  September,  18G5. 

Chase,  David  L.. 

Mate,  22  October,  1862.     Resigned  13  December,  1862. 

Chase,  F.  B. 

Mate,  23  November,  1864.     Honorably  discharged  11  September,  1865. 

Chase,  Henry. 

Acting  Third  Assistant  Engineer,  6  December,  1862.     Resigned  24  July,  1863. 

Chase,  Henry  A. 

Acting  Third  Assistant  Engineer,  5  May,  1864.     Honorably  discharged  16  July, 
1866. 
Chase,  Henrj'  E. 

Acting  Ensign,  13  August,  1864.     Drowned  in  New  York  Harbor,  11  November, 
1864. 
Chase,  Henry  M. 

Acting  Assistant  Surgeon,  18  December,  1863.     Honorably  discharged  26  Septem- 
ber, 1865. 
Chase,     abez  F. 

Acting  Ensign,  8  October,  1863.     Honorably  discharged  16  November,  1865. 

Chase,  John  W. 

Acting  Ensign,  13  March,  1865.     Honorably  discharged  1 1  August,  1865. 

Chase,  liUke  B. 

Acting  Master,  4  November,  1861.     Dismissed  21  August,  1863. 

Chase,  Mark  S. 

Acting  Master,  30  November,  1861.     Dismissed  31  February,  1863. 

Chase,  Moses  B. 

Chaplain,  8  September,  1841.    Retired  list,  31  December.  1861.    Died  at  Cambridge, 
Massachusetts,  31  October,  1875. 

Chase,  Philander. 

Chaplain,  29  December,  1818.     Resigned  8  August,  .830. 

Chase,  Samuel. 

Appointed  Lieutenant,  21  September,  1798.     Resigned  24  December,  1799. 

Chase,  S.  Warren. 

Mate,  21   ]\Iay,  1863.     Acting  Ensign,  5  October,  1864.     Honorably  discharged  30 
July,  1865. 
Chase,  Thomas. 

Third  Assistant   Engineer,  4  May,  1863.     Resigned  13  November,  1885. 

Chase,  Whitman. 

Acting  Ensign,  23  August,  1862.     Resigned  18  FeOruary,  1865. 
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CbaHCS  William  F. 

Acting  Ensign,  21  Januury,  1803.     Acting  Muster,  gullunt  conduct  iu  comniund  <'l 
Mayflower  in   deiVnce  of  Fort  Powbutan,  7  June,  18»M.     Honorably  <li»chHri;<<l 
11  August,  is»;5.     Acting  Master,  25  May,  180«.     Muatcrcd  out  1  August.  I^OT 
ChiiNiiiar,  JuiiiCH  Henry. 

Third  Assistant  Engineer,  7  April,  18(52.     Second  Assistant  Engineer,  2  Februarj. 
l^t■l4.     First  Assistant  Engineer,  1  January,  IfcltJH. 

C  iiiiNou,  IVtor  A. 

IJoatswiiin,  27  September,  ISOS.     Retired  list,  20  October,  1»0«.     Died  ut  IJuUi- 
niore,  Maryland,  5  October,  1870. 

C'liaiHsaiiif;,  Ilonjaiiiiii  K. 

'riiinl   Assistant  Engineer,  21   May,  1857.     Second  Assistant  Engineer,  3  A U{»u(i'. 
IS.JO.     First  Assistant  Engineer,  21  October,  1801.     Chief  Engine -■    M>   \'..v.m; 
ber,  1803.     Resigned  12  February,  1867. 
ChatarU,  Frederick. 

Midshipman,  10  November,  1824.     Lieutenant,  29  March,  1834.     Commander,  14 
September,  IS'jo.     Resigned  24  April,  1801. 

Chattield,  Thomas. 

Acting  Master,  27   March,  1802.     Acting  Volunteer  Lieutenant,  29  April,  180'» 
Honorably  discharged  3  November,  1805. 
Cbatfield,  William  F. 

Mate,  30  December,  1803.     Acting  Ensign,  23   December,   1864.     Honorably  di- 
churgcd  14  November,  1865. 
Chaiineey,  Cbarles  W. 

Ajjpointed  Midshipman,  1  May,  1822.    Lieutenant,  27  May,  1830.    Died  10  Augu<' 
1847. 

Cbatineej',  Jolin  S. 

Midshipman,   1   January,  1812.      Lieutenant,  13  January.  1825.     Commander. 
September,  1841.     Dropped,  13  September,   1855.     Commissioned  Captain.   1  i 
September,  1855.     Commodore,  Retired  list,  4  April,  1809.    Died  10  April.  1871. 

Cbanvenet,  William. 

Professor,  8  December,   1841.     Commissioned,  8   December,  1848.     Resigned    19 
September,  1800. 

Cbavelier,  Joliu  C. 

Sailmaker,  3  March,  1857.     Resigned   5  October.  1857.     Sailmaker.    Uj   .\ut,'ii-' 
1801.     Resigned  6  April,  1804.     Sailmaker,  12  November,  1869. 
Cbee»4  boron  Kb,  W.  F. 

Appointed  Midshipman,  2  April,  1804.     Resigned  1**    'ebruary,  1806. 

Cbeesenian,  William  S. 

Acting  Master.  27  September,  1861.     Acting  Volunteer  Lieutenant,  good  service, 
28  November,  18G3.     Acting  Volunteer  Lieutenant-Commander,  9  March,  180" 
Honorably  discharged  30  September,  1865. 
Cbeever,  l>avid  A. 

Midshipman,  19  October,  1841.     Resigned  23  December,  1847. 

Cheever,  William  IlatrriHon. 

Midshipman,  19  October,  1849.     Passed  Midshipman,  12  June,  1835.     Matter,  1« 
September,  1855.     Lieutenant,  11  May,  1850. 
C'beeverH,  UlarHball  P. 

Acting  Second  Assistant  Engineer,  10  Sei)tember,  1861.     Acting   Fir-' 
t:ngineer,9  September,  1802.    Acting  Chief  Engineer,  27  June.  18(H. 
discharged  17  .luly,  1805. 
tiienerj,  Cbarles  F. 

Assisttlnt  Paymaster,  10  March,  1863.     Paymaster,  4   3Iay,  li'OG.     I)i.-ui:.>j««d 
September,' 1808. 
Cbenery,  Leonard  F. 

Acting  Mi<l>hipman,  12  December,  1861.    Graduated  September,  18(».     Eoaign 
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1   December,  1866.      Master.    12   March,    1863.      Lieutenant,   26  March,  1869. 
Lieutenant-Commander,  1  November,  1879. 

Cheney,  Edwt^rcl. 

Third  Assistant  Engineer,  12  August,  1862.  Second  Assistant  EugLueer,  15  Feb- 
ruary, 1864.     Resigned  31  March,  1869. 

Cbeney,  Jobn  M. 

Acting  Third  Assistant  Engineer,  4  Januaiy,  1865.  Honorably  discharged  30 
November,  1867. 

Cheney,  liOther. 

Actinc  Third  Assistant  Engineer,  23  January,  1865.     Honorably  discharged  15 
May,  1865. 
Cheney,  William. 

Gunner,  11  October,  1860. 
Chenoweth,  G,  D. 

Appointed  Midshipman,  19  October,  1841.     Died  in  April,  1847. 

Cherry,  William  L.. 

Third  Assistant  Engineer,  16  November,  1861.  Second  Assistant  Engineer.  25 
August,  1863.     Re-signed  25  October,  1867. 

Cheshire,  John  B. 

Appointed  Midshipman,  23  March,  1805.     Dismissed  31  December.  1806. 

Chesley,  James  A. 

Mate.  21  October,  1861.  Acting  Ensign,  1  August,  1863.  Ensign,  12  March. 
1868.     Master,  IS  December,  1868.     Li^eutenant,  21  March,  1870. 

Chesney,  Jesse  H. 

Acting  Third  Assistant  Engineer,  10  September,  1864.  Honorably  discharged  22 
May,  1869. 

Chester,  Benjamin. 

ActincT  First  Assistant  Engineer,  4  June.  1864.  Honorably  discharged  21  Octo- 
ber.°1865. 

Chester,  B.  X. 

Acting  Ensign,  10  September,  1862.    Honorably  dischargad  18  September,  1865. 

Chester,  Colby  M. 

Acting  Midshipman.  31  October,  1859.  Acting  Ensign.  21  October,  1863.  Master, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12 
March,' 1868. 

Chester,  Daniel  C. 

Acting  First  Assistant  Engineer,  2S  March,  1863.     Honorably  discharged  15  May, 

1865. 

Chester,  John  X. 

Appointed  Midshipman,  31  October,  1799.  Discharged  10  July.  1801,  under  Peace 
Establishment  Act. 

Chester.  L.ouis  R. 

Mate,  23  December,  1862.    Acting  Ensign,  31  August,  1863.    Honorably  discharged 
9  December,  1868.     Master  on  Retired  list,  (special  Act  of  Congress,)  3  March, 
1873. 
Chester,  Walter  Jl. 

Acting  Assistant  Paymaster,  2  June,  1863.     Resigned  4  June,  1864. 

Chevalier,  Francis  li. 

Mate,  20  June,  186S.     Discharged  7  July,  1864. 
Chew, John. 

Appointed  Midshipman,  1  December,  1809.     Cashiered  19  December.  1814. 

C  hew,  John,  of  Benjamin. 

Appointed  Midshipman,  1  February,  1814.  Last  appearance  on  Records  of  Navy 
Department,  12  February,  1814. 
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€hew,  Richard  S. 

Acting  MidHhipnmn,  25  Novi'mbor,  IH.IO.    Ensij;ii,  13  Decemhcr.  1^02.    Licutcnaot, 
22    Fi'hniarv,  18(54.      Lieutcnunt-CominuiukT,  25   July,  IbOO.      HetircU  lint,  2 
Februury,  1«75.     Died  10  April,  1875. 
ChOH*,  TlioniiiH  J. 

Purser,  25  April,  1812.     Rcsif,nu-<1  12  March,  1832. 
Chiok,  AnioH  C. 

Carpenter,  14  July,  1838.     Retired  list,  11  June,  1862. 
ChideMter,  ThouiaH. 

Surgeon,  24  July,  1S13.     Died  August,  1818. 
Child,  A.  O. 

Mate,  September,  1861.     Acting  Ensign,  7  April,  1864.     Honorably  discharged  2 
October,  18(55.     Acting  Ensign,  5  July,  18GG.     Discharged  15  August,  1807. 
Ctailders,  ThoiuaH  B. 

Appointed  Midshipman,  G  February,  184G.     Resigned  8  December,  1847. 
Childs,  Calvin  C. 

Acting  Master,  5  Ai)ril,  18(J2.     Honorably  discharged  80  October,  1805. 
Cbilds,  Charles  II. 

Appointed  Midshipman,  28  January,  1815.     Dismissed  1  May,  1828. 
Child(4,  £nos  R. 

Appointed  Midshipman,  18  June,  1812.     Lieutenant,  27  April,  1816.     Resigned  1 
April,  1825. 
ChildH,  James  R. 

Sailmaker.  8  June,  1822.     Retired  list,  8  February,  1872. 
Childs,  John  B. 

Acting  Ensign,  15  August,  1862.     Acting  Master,  29  June,  1864,  on  recommenda- 
tion of  commanding  officer.     Honorably  discharged  23  May,  1869. 
Childs,  John  D. 

Acting  Master,  26  December,  1861.     Dismissed  26  May,  1864. 
Childs,  William  II. 

Mate,  16  November,  1863.     Honorably  discharged  28  October,  1866. 

Chillas,  David. 

Acting  Second  Assistant  Engineer,  3  February,  1803.     Resigned  11  June,  18(M. 

Chilton,  Charles. 

Appointed  Midshipman,  5  February,  1800.     Discharged  5  June,  1801,  under  Peace 
Establishment  Act. 
Chiola,  Thomas. 

Acting  Assistant  Surgeon,  13  December,  1873. 

Chipley,  Charles  A. 

Acting  Third  Assistant  Engineer,  21  July,  185St.    Resigned  28  April,  1860.    Second 
Assistant  Engineer,  19  July,  1801.     Resigned  9  April.  1S02. 

Chipman^  A.  N. 

Acting  Second  Assistant  Engineer,  7  February,  1802.     Acting  First  Assistant  En- 
gineer, 10  October,  1803.     Deserted  20  June,  1804. 

Chlpman,  Daniel  W. 

Acting  Seeoiid  Assistant  Engineer,   10   December,   1803.     .Tcting  I'lr^'  '• 

Engineer,  G  January,  1805.     Honorably  discharged  18  July,  1865. 

Chipman,  Geor(;e  £. 

Mate,  11  Ai)ril,  1803.     Resigned  7  March,  1865. 
Chipman,  Henry  I^. 

Ai)p.)inte<l  Midshi])nian,   M  January,  1832.     Passed  Midshipman,  8  July,  1889. 
Lieutenant,  12  April,  ISI*,.     Resigned  10  September,  1846. 
Chipman.  Riehard  II. 

Acting  Assistant  Paymaster,   9   June,   1SG4.     Honorably  discharged  20  October, 
1865. 
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Ciiipinaii,  William. 

Acting  ]\Iaster,  12  August,  1861.     Rosignc<l  9  April,  1SG2. 

Chipp,  Cliai'lcs  Wiiians. 

Acting  Midshipman,  28  July,  1863.     Graduated  2  June,  1868.     Ensign,  19  April, 
1809.     Master,  12  July,  1870.     Lieutenant,  2  December,  1«72. 

Chippendale,  Alfred  E. 

Acting  Sec(md  Assistant  Engineer,  9  November,  18G4.     Honorably  discharged  3 
July,  1865. 

Cliisliolni,  Thomas. 

Acting  Master,  11  June,  1861.     Resigned  17  December,  1862. 

I'hoate,  Charles  H. 

Acting  Ensign,  6  January,  1863.    Honorably  discharged  24  Septeniber,  1865. 

Choate,  Isaac  T. 

Boatswain,  27  August,  1860. 
Chrismau,  Willuier  O. 

Assistant  Engineer,  18  May,  1877.     In  service. 

Christian,  Abraham. 

Acting  Master,  21  January,  1862.    Acting  Volunteer  Lieutenant,  6  January,  1864,  for 
gallant  conduct  at  the  batte  of  Port  Hudson.     Appointment  revoked  21  Sep- 
tember, 1864.     Sick. 
Christian,  Ferrier  C. 

Acting  Third  Assistant  Engineer,  8  July,  1863.     Honorably  discharged  15  Janu- 
ary, 1866. 
Christian,  Marcelltis  P. 

Assistant  Surgeon,  3  September,  1858.     Dismissed  5  July,  1861. 

Christian,  W.  A. 

Purser,  13  September,  1841.     Died  29  August,  1852. 

Christie,  Peter 

Surgeon's  Mate,  8  July,  1812.     Surgeon,  27  April,  1816.     Died  5  March,  1853. 

Christopher,  Charles  H. 

Acting  Chief  Engineer,  1   Octobei-,  1862.     Honorably  discharged  30  November, 
1865. 
Christopher,  Charles  William. 

Acting  Midshipman,  24  February,  1863.     Graduated  6  June,  1867.     Ensign,  18 
December,  1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Christopher,  Henry  C. 

Third  Assistant  Engineer,  17  March,  1863.    Retired  16  May,  1867.     Second  Assis- 
tant Engineer,  Retired  list,  24  July,  1867.     Died  13  August,  1872. 

Chrystie.  T.  M.  li. 

Acting  Ensign,  Admiral  Farragut's  Staff,  9  September,  1-864.     Resigned  24  June, 
1865. 
Chnbb,  Henry  S. 

Carpenter,  16  November,  1875.     Appointment  revoked  1  May,  1876. 

Church,  George  Hurlbnrt. 

Acting  Midshipman,  25  February,  1863.     Graduated  6  June,  1867.     Ensign,  18 
December,  1§67.     Master,  21  March,  1870.     Resigned  9  November,  1871. 

Church,  George  J. 

Acting  Third  Assistant  Engineer,  10  January,  1863.    Appointment  revoked  (Sick,) 
8  May,  1865. 
Church,   Henry  E. 

Mate,  12  December,  1862.     Acting  Ensign,  15  June,  1864.    Honorably  discharged 
30  November,  1865. 
Church,  James  H. 

Acting  Ensign,  25  April,  1864.     Honorably  discharged  21  October,  1865. 

Church,  Walter  S. 

Acting  Ensign,  17  February,  1864.     Honorably  discharged  21  October,  1865. 
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Ckiirtlilll,   A.    I.. 

AttiDg  Third  Assistant  Engineer,  m  June,  1803.     Honorably  ditclmr^cd  30  No- 
vember, ltt05. 

t'liiiroliill,  Gardner  A. 

Acting  Eusij^'n,  ]"»  December,  1802.     HeBigiieii   :{   Jinu-,  iMf^J.     Acting  Knuign,  7 
October,  1»G-1.     Resigned  4  April,  1«<55. 
<'hiirc'lii9l,  Henry. 

Acting,'    Muster,   18    May,   18(51.      Acting   Volunteer    Lieutenant,  25  July,  1804, 
lluiiorably  discharged  10  January,  IStiO. 
Ciiiiroliill,  Henry. 

Mate,  2:5  February,  ISd.'j.     Honorably  discharged  I'J  .Vpril,  1800. 
C'hnrohill     Henry   Jj. 

Acting  Third   Assistant  Engineer,   9  September,   1802.     Resigned  9   May,  l'^". '.. 
Acting  Tliird  Assistant  Engineer,  3  September.  1804.     Resigned  29  April,  l^'  . 
i'linreliill,  James  M. 

Acting  Third  Assistant  Engineer,  14  Sei)teraber,  1863.     llonor^bly    discharged  10 
September,  lb').j. 
Chnrehill.  John   Franklin. 

Acting  i\Iidshipnian,  24  September,  1857. 
Chnrehill,   John   F. 

Acting  Ensign,  22  June,  1864.     Honorably  discharged  15  November,  1968. 
€hurehill,   Robert   B. 

Acting  Third  Assistant  Engineer,  18  February,  1865.     Honorably  dischnrged  20 
October,  1805. 
<'hnrchill.  Thomas  li. 

Acting   Third   Assistant   Engineer,   20   April.    1801^.      Actini:   Second    Assistant 
Engineer,  23  A])ril,  18G4.     Acting  First  Assistant  Engineex.  10  February,  lb65. 
Honorably  discharged  15  July,  1805. 
Chnrehill.  IViUiam. 

Acting  Knsign,  1  July,  1804.     Resigned  11  June,  1805. 
Chnrehill,    IVilliam   B. 

Acting  Master,  oO  August,  ISGl.     Dismissed  8  October.  1>^01 
Chnrehill.   William  If. 

Acting  Master,  27  September,  ISGl.     Dismissed  2  July,  1S03. 
llinrehill,   H  illiam  Jj. 

Acting  Master,  11  October,  1801.  Acting  Volunteer  Lieutenant,  recommendation 
of  Commanding  Olticer,  6  June,  1804.     Honorably  discharged    1   January,  IbGG. 

Cilley,  Greenleaf. 

Midshipman.   52$  February,  1841.     Passed  Midshipman.  10  Avignst,  1847.     Master, 
14  SeptenilK-r,  lsr)."i.     Lieutenant.  15  September,  Ib't't.     Lieutenant-Commander, 
16  July,  18G2.     Retired  list,  18  March,  1805.     Commander  on  Retired  list. 
Cilley,  Jonathan  Ti. 

JIate,  3  September,  18G4.     Resigned  8  November,  1864. 
CiSHin,  Robert  .4. 

Appointed  Master,  7  March,  1842.     Dismissed  I  January,  1846. 

City,  George  W. 

Thinl  Assistant  Engineer,  13  January,  1854.     Second  Assistant  Engineer,  ft  May, 
18")7.     First  Assistant  Engineer,  2*  August,  1859.     Name  stricken  from  rolU,  2 
August,  ISGl. 
4  ity,  Samnel  G. 

(Junner,  15  September,  1835.     Died  5  September,  1860. 
<'laek,  John  If. 

Ajipoiiitdl  .Midshipman,  15  November,  1809.  Lieutenant,  9  Deccmbor,  1SI4. 
Commander,  24  April,  1828.  Captain,  28  February,  1838.  DitmiMod  10  April, 
1842. 

10 
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Clagett,  John  M. 

Appointed    ilidshipraan,    IG   March,    1798.      Lieutenant,   25  June,   1800.      Last 
appearance  on  Records  of  Navy  DejDartment,  25  June,  1800.     Lost  in  Gibraltar' 
Bay. 
Claiborn,  Henry  B. 

Acting  Midshipman,  22  September,  1855.     Midshipman,  9  June,  1859.     Dismissed 
24  iVugust,  18G1. 
Claiborne,  Itl.  H.  li. 

Midshipman,  1  February,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
22  June,  1838.     Resigned  1  June,  1849. 
Claiborne,  0$«nian. 

Appointed  Midshipman,  19  May,  1829.     Resigned  21  June,  1832. 

Claphani,  John. 

Gunner,  15  November,  1837.     Appointed  Pyrotechnist,  24  July,  1848.    Died  15. 
September,  1864,  at  Washington,  D.  C. 
Claphani;  John. 

Gunner,  15  November,  1837.     Died  15  September,  1864. 
Clapham,  Joseph  C. 

Mate.     Resigned  1  April,  1862. 

Clapham,  Joseph  C. 

Acting  Gunner,  13  December,  1862.     Honorably  discharged  2  December,  1865. 

Clapp,  Allen  C. 

Mate,  7  December,  1863.     Appointment  revoked  (Sick,)  4  October,  1864. 

Clapp,  Augustus. 

Acting  Second  Assistant  Engineer,  1861.  Appointment  revoked  17  March,  1862. 
Acting  Second  Assistant  Engineer,  7  April,  1862.  Acting  First  Assistant  Engi- 
neer, 7  January,  1863.     Died  on  "  Tahoma,"  7  April,  1867. 

Clapp,  Benjamin. 

Appointed  Midshipman,  8  December,  1813.  Last  appearance  on  Records  of  Navy 
Department,  23  December,  1815.     Resigned. 

€  lapp,  C.  W. 

Acting  Assistant  Paymaster,  3  February,  1864.     Mustered  out  3  October,  1865. 

Clapp,  Fayette. 

Acting  Assistant  Surgeon,  29  November,  1862.     Dead. 

Clapp,  Harvey. 

Acting  Third  Assistant  Engineer,  10  November,  1863.  Acting  Second  Assistant 
Engineer,  21  August,  1866.     Honorably  discharged  23  December,  1867. 

Clapp,  H.  X. 

Mate,  16  August,  1864.    Discharged  25  October,  1867. 

Clapp,  Samuel  li. 

Acting  Master,  17  May,  1861.     Dismissed  10  June,  1862. 

Clar,  John. 

Professor  of  Mathematics,  15  October,  1841.     Dismissed  9  September,  1847. 

Clark,  Albert  B. 

Acting  Assistant  Paymaster,  3  November,  1864.     Discharged  1  February,  1866. 

Clark,  Allen  J. 

Acting  Assistant  Paymaster,  22  July,  1862.     Resigned  20  June,  1865. 
Clark,  Ambrose  J. 

Assistant  Paymaster,  12  September  1861.  Paymaster,  19  April,  1863.  Pay  In- 
spector, 9  March,  1880. 

Clark,  Benjamin  F. 

Acting  First  Assistant  Engineer,  31  March,  1863.     Honorably  discharged   1  De~ 
cember,  1865. 
Clark,  Charles. 

Appointed  Midshipman,  20  February,  1801.  Discharged  under  Peace  Establish- 
ment Act,  10  April,  1801. 
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dark,  liiarlOH. 

Actinj,'  Ensii,'!!.  28  January,  1805.     Died  25  Murth,  1805. 
C'lark;  CliarlcH  K. 

AftiiiLf  Midsliipiiiaii,  29   Soptembor,   18(>().      Acting   Kiisign,  21    October,    IbC.:; 
Master,  10  Miiy,  180(5.     Lieutcnunt,  21  Febniurv,  1807.     Liuutcnant-Commuiulr: 
12  March,  1808. 
Clark,  CliarlcH  E. 

Acting  Ensign,  1!>  September,  1804.     Resigned  (Sick.)  17  Murcli,  1805. 
Clark,  CharloH  I*. 

Acting  Ensign,  3  October,  1802.     Acting  Maflter.  18  July,  1«0!{.     Acting  Volim 
tecr  Lieutenant,  higlily  meritorious  services,  9  August,  1804.     Ilonorubly  «'iR- 
churged  20  November,  180.1. 
Clark,  Daniel  II. 

Mute,  8  .lanuary,  1802.     Honorably  discharged  0  March,  1800. 
Clark.  Kdward  Worts. 

Third  Assistant  Engineer,  20  May,  18<i2.     Died  1  July,  1800. 
Clark,  Edward  \%\ 

Acting  Ensign,  1  October.  1802.     Died  on  "  Jilafl  Ifaicl;  "  1  April,  1803. 

Clark,  Elijah  M. 

Mate,  4  November,  1802.     Acting  Ensign  24  March.  1804.     Honorably  discharged 
21  September,  1805. 
Clark,  Ernest  M. 

Mate,  10  April,  1803.    Promoted  Acting  Ensign,  3  October,  1803.    Resignwl  (Sick.) 
23  May,  1804. 
Clark,  E.  Nt.  Clair. 

Acting  Assistant  Paymaster,  17  December,  1801.     Mustere<i  out  10  March,  1860. 

Clark,  Franei<«  G.,  Jr. 

Midshipman,    19   October,   1841.      Dismissed   23    October,    1849.      Rc-appointe«l 
Passed  Midshipman,  10  August,  1847.     Master,  18  April,  1855.     Died  25  July, 
1855. 
Clark,  Frank  H. 

Assistant  Paymaster,  14  July,  1870.     Resigned  2  September,   1878.     Resignution 
revoked  7  September,  1878.     Passed  Assistant  Paymaster,  3  April.  1880. 

Clark,  George  H. 

Acting  Second  Assistant  Engineer,  28  May,  1801.     Resigned  29  November,  1801. 

Clark,  George  R. 

Cadet  Midsliipman,  9  June,  1874.     Graduated  4  June,  1880. 

Clark,  George  W. 

Purser.  2  June,  1858.     Dismissed  2  April,  1801. 
Clark,  Henry  A. 

Acting  Master,  20  August,  1801.     Resigned  9  October,  1862. 

Clark,  Henry  G. 

:Mate,  25  July,  1804.     Dismissed  14  July,  1800. 
Clark,  Henry  IIowar<l. 

Cliaplain,  27  January,  187:5. 

Clark,  Hugh. 

Acting  Second  Assistant  Engineer,  27  April,  1803.     Dismissed  23  July,  1863. 

Clark, Isaae. 

.Vppointed  Midshipman,  18  June,  1812.     Resigned  11  February,  1818. 

Clark,  JaekHon. 

Acting  Third  .Vssistant  Engineer,  15  August,  180-1.     Rcsigncil  15  May,  180.5. 

Clark,  Ja<>kMon  S. 

Mate.  '.»  AuL,'ust,  1804.     Honorably  discharged  31  December.  1865. 

Clark,  James  it.  ..,.%.         141 

Acting    riiird   Assistant  Engineer,  21    Februurj,  1805.     Honorably  d»»chargcU -I 
October,  1865. 
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Clark,  James  H. 

Purser,  24  July,  1S18.     Died  in  September,  1844. 
Clark,  James  M. 

Third  Assistant  Engineer,  3  August,  18G3.     Second  Assistant  Engineer,  25  July, 
186G.     Died  24  April,  1873. 
Clark,  James  W. 

Acting  Assistant  Paymaster,  25  September,  1863.     Honorably  discharged  11  De- 
cember, 18G5. 
Clark,  John. 

Ai3pointed  Midshipman,  18  June,  1812.     Killed  in  action  10  September,  1813. 
Clark,  John. 

Appointed  Boatswain,  1  August,  1803.     Left  the  service  20  September,  1804. 
Clark,  John. 

Acting  Second  Assistant  Engineer,  26  August,  1863.     Dismissed  7  October,  1863. 

Clark,  John  I>. 

Acting  Midshipman,  22  September,  1860.     Midshipman.     Ensign,  28  May,  1863. 
Master,  10  November,  1865.     Lieutenant,  10  November,  1866.     Died  8  March, 
1868. 
Clark,  John  H. 

Assistant  Surgeon,  19  October,  1861.     Passed  Assistant  Surgeon,  24  April,  1865. 
Surgeon,  14  May,  1867. 
Clark,  John  I^. 

Appointed  Master,  29  August,  1812.     Discharged  19  June,  1813. 
Clark,  John  P. 

Mate,  20  January,  1862.     Appointment  revoked  21  February,  1862. 
Clark,  John  S. 

Acting  Ensign,  17  September,  1862.     Acting  Master,  29  March,  1864.     Honorably 
discharged  16  November,  1865. 
Clark,  John  W. 

Mate,  29  July,  1863.     Appointment  revoked  4  June,  1864. 
Clark,  Joseph  H. 

Mate,  7  June,  1862.     Acting  Ensign,  15  December,  1862.     Honorably  discharged 
12  August,  1865. 
Clark,  J.  Tneker. 

Appointed  Midshipman,  15  May,  1799.    Discharged  under  Peace  Establishment 
Act,  12  October,  1801. 
Clark,  li. 

Mate,  28  September,  1861.     Appointment  revoked  11  Februaiy,  1862. 
Clark,  liewis. 

Midshipman,  24  September,  1861.     Acting  Ensign,  1   October,  1863.     Master,  10 
May,  1866.     Lieutenant,  21  February,  1867.     Lieutenant-Commander,  12  March, 
1868. 
Clark,  N.  Beach. 

Third  Assistant  Engineer,  18  May,  1861.     Second  Assistant  Engineer,  17  Decem- 
ber, 1862.     First  Assistant  Engineer,  1  July,  1865.     Retired   16  October,  1868. 
Clark,  Peter  G. 

Chaplain,  3  October,  1838.     Died  at  Cheshire,  Connecticut,  2  January,  1860. 
Clark,   Richard. 

Appointed  Lieutenant,  15  November,  1799.     Last  appearance  on  Records  of  Navy 
Department,  2  July,  1800. 
Clark,  Robert. 

Acting  Third  Assistant  Engineer,  14  February,  1863.     Dismissed  22  October,  1863. 
Clark,  Robert  H. 

Purser,  18  July,  1857.     Pay  Inspector,  3  March,  1871.     Pay  Director,  23  January, 
1873.    Retired  list,  5  December,  1880. 
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C'lurk,  Robert  W. 

.M:it.',  'J I    November,  1861.     Acting  Ensign,  24  January,   1SC3.     Honorably  db- 
cbargt-a  C  Jwiif.  18G8. 
Clark,  Kol»or(  \%\ 

Ai  tiIl^'  Assisumt  Surgeon,  20  April,  1804.     Resigned  '2'J  April,  IbCO. 
i'lark,  Suniiicl  It. 

Ai  ting  blaster,  4  November,  1861.     Resigned  0  August,  1804. 
< lark,  Seth. 

Apiiointed  Master,  date  not  known.     Last  appearance  on  Records  of  Navy  Dc- 
I)iirtinent. 

Clark,  Simeon. 

Actiiiix  Tliird    Assistant   Engineer.  11    November,  1802.     Apiraiutment  revoked 
(Sick.)  •2'>  .liinc,  1863. 
Clark,  Sfoplioii  ii. 

Aiipointid  Hnitswain,  1  .January,  1817.     Resignc<l  4  October,  1825. 
Clark,  Stoplioii  J. 

Assistant  Siiiu'con.  10  August,  1801.     Resigned  20  May,  1805. 
Clark,  Tliaddeus  £. 

Acting  Assistant  Surgeon,  19  Februarw  1864.     Honorably  discharged  6  Novem- 
ber, 1865. 
Clark,  Thomas. 

ActiiiLj   Tliird  Assistant   Engineer,   1    August,    1864.      Honorably  discharge*]  23 
May,  1^70. 
Clark,  llVilliam. 

Ajipoiiited  Saihnaker,  date  not  known.     Last  appearance  on  Records  of  Nar 
Dfpartiiunt.     Dead. 
(lark,  Miiliam. 

Actinia  Third    Assistant  Engineer,  13  August,  1864.     Honorably  discharged   -> 
Novendjer,  1S65. 
Clark.  William. 

Mate,  U)  I'elTuary,  1864.     Acting  Ensign  and  Pilot,  20  April,  1804.    Ilonorably 
(iisclKirircd  :!  .January,  1866. 
Clark,  William  C. 

A])i)i)iiiti-.l  Master,  28  December,  1839.     Resigne<l  18  February,  1843. 
Clark,  William  II. 

Actini,'  Master.  24  .lanuary,  1862.     Resigned  13  .July,  1865. 
Clark,  W  illiam  J.,  Jr. 

Third  Assistant  Engineer,  16  Novemljcr,  1861.     Second  Assistant  Engineer,  25 
August,  1863.     Resigned  1  December,  1865. 

<'lark,  Wiulook. 

Ai)p()inted  Midshipman,  5  February,  1800.     Lieutenant,  4  May,  1807.     Drownwi 
26  March,  1810. 
Clarke,  CliarloM  .4. 

Midshipman,  21   July,  1864.     Graduated  4  June,   1869.     Ensign,  12  July.   IbTO. 
Ma.ster,  22  March,  1873.     Lieutenant,  11  July    1S77 
Clarke,  Cliarle**  F. 

Ai)p()iiitr(l   Midshipman,  15  November,  1809.     Lieutenant,   19  Doccmbor.   181  ; 
Died  M  April,  1819. 

Clarke,  l>avid  Ij. 

Acting  Third  Assistant  Engineer,  7  March,  186-1.     Honorably  dist  h.iri;c.l    J    N 
vember,  186.5. 
Clarke,  Kdward  R. 

Mate,  23  Septeml)er,  1863.     Honorably  discharged  5  October.  1SC5. 

4  larke.  K.  :»IanHfleld. 

Acting  Third  Assistant  Engineer,  31  July,  1803.     Resigned  23  .\ugtuit,  18W. 
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Clarke,  Frank. 

Acting  Assistant  Paymaster,  4  December,  1862.     Passed  Assistant  Paymaster,  23 
July,  1S6G.     Paymaster,  5  June,  18(58.     Died  2  April,  1879. 
Clarke,  Frederick  M. 

Mate,  28  July,  18G3.     Resigned  24  December,  1863. 
Clarke,  George  W. 

Aj^pointed  Midshipman,  10  February,  1838.     Passed  Midshipman,  20  May,  1844. 
Resigned  9  July,  1846. 
Clarke,  George  W. 

Purser,  2  June,  1858,     Dismissed  2  April,  1861. 
Clarke,  George  W. 

Ai^pointed  Boatsmain,  17  January,  1842.     Resigned  1  June,  1842. 
Clarke,  Heruion  M. 

Surgeon's  Mate,  2  July,  1812.     Resigned  19  May,  1815. 
Clarke,  James. 

Acting  Third  Assistant  Engineer,  8  January,  1863.     Dismissed  5  January,  1864. 
Clarke,  William  JB. 

Appointed  Midshipman,  17  December,  1810.     Dismissed  6  August,  1811. 
Clarke,  William  D. 

Acting  Third  Assistant  Engineer,  1   February,  1865.     Honorary  discharged  25 
September,  1865. 
Clarke,  Williaui  M. 

Surgeon's  Mate,  25  November,  1809.    Surgeon,  24  July.  1813.    Lost  in  the  "  Wa»p," 
1815. 
Clarke,  William  R. 

Acting  Master,  8  May,  1861.     Dismissed  24  March,  1862. 
Ciarkson,  Charles  F. 

Mate,  12  December,  1863.     Appointment  revoked  (sick)  19  August,  1864. 
Clarksoii,  Samuel  F. 

Acting  Midshipman,   20  September,   1862.     Graduated  June,  1866.     Ensign,  12 
March,  1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Clarkson,  fSamuel  G. 

Surgeon's  Mate,  8  August,  1826.     Died  17  May,  1829. 
Clary,  Albert  G. 

Midshipman,  8  May,  1832.     Passed  Midshipman,  8  July,  1839.     Lieutenant,  11 
April,  1845.     Commander,  16  July,  1862.     Captain,  21  November,  1866.     Com- 
modore, 5  April,  1874.     Retired  list,  7  August,  1S6G. 
Clasoii,  William  P. 

Midshipman,  27  July,  1867.     Graduated  6  June,  1871.     Lnsign,   14  July,  1872. 
Master,  14  August,  1875. 
Clauseai,  Charles. 

Acting  Ensign,  29  July,  1863.     Honorably  discharged  24  August,  1865. 
Clausen,  Jfohn  W. 

Mate,  8  September,  1864.     Honorably  discharged  12  October,  1865. 
Claxton,  Alex. 

Appointed  Midshipman,  20   June,   1806.      Lieutenant,  8   January,  1813.     Com- 
mander, 28  March,  1820.     Captain,  21  February,  1831.     Died  7  March,  1841. 
Claxton,  Thomas. 

Appointed  Midshipman,  17   December.  1810.      Killed  in  action  10  September, 
1813. 
Clay,  George  Goohue. 

Acting  Midshipman,  23  July,  1863.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Clayton,  William  I>. 

Mate,  23  September,  1862.     Resigned  6  January,  18G3. 
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Clear,  Miclinol. 

Muster,  MH  Decombcr,  liSlJO.     UcscTvcd  list  (Furlough,;  13  ScpU-mbcr,  1835.     Dic«l 
ill  t.ir<tn\vicli,  Counecticut,  in  March,  1858. 
rieary,  IVlor  A. 

Mate,  k;  Apiil,  1m;1.     DescrtcMl  20  March,  1800. 
C'leawlaiHl,    <iiarleM  II. 

Mute.  L'l)   Foljiiiuiy,  ISGl.     lIonoriiMv  dischurgetl  27  September,  1809.     Mate,  20 
Noveinljcr,  lM(i<j. 

C'loavor,  Iloiiry  S. 

Cudet  KnL,'iiKer.  1  October,  ISTl.     Graduated  SI  May,  187:5.     A««i«tttnt  Knginccr. 
•J:t  .laini.u y,  \sH.     Passed  .Assistant  Engineer,  li)  May,  1870. 
C'Icavow.  <««M»rK<'  W. 

Mute,  ^i  M;i>,  iMii.      Dismissal  .]    M;iy,  180-1. 

Cleavos,  Harrison  It. 

Mute,  r»  AiiLjust,  1»G:J.     Actin<,'  Ensign,  20  August,  1804.     ApiKjintnicnt  rcvok' 
(Sick.)  20  January,  ISOO. 
ClcavoH,  !?IoseM  II. 

.Mate,  2^  .June,  ls(i-,>.     Honorably  discharged  28  -Vpril,  \>ii',U.     Mate.  10  Nov. ml. • 
180'J.     Api)ointnient  revoked  'J  .July,  1870. 
Cloborne,  C'liriMtoplier  J. 

Assistant  Surgeon,  "J  May,  18<>1.    Passed  Assistant  Surgeon,  20  Octol>er.  1863.    8ur 
geon,  21  November,  1803.     Medical  Insi)ector,  7  January,  1878. 
Cleg}?.,  Arthur. 

Mate,   2'J   May,    1803.     Acting   Ensign.   1    August,    isr,4.     HnM.,r.il.:v   .i\.' i-i^.-d 
20  July,  18G.5. 

Clemens,  Benjamin  I>. 

Third  Assistant  Engineer,  3  October,  isril.    Second  Assistant  EaginetT,  3  August, 
1803.     Appointnunt  revoked  12  January,  1800. 
Clemens,  Kngleliart  II. 

Acting  First  Assistiint  Engineer,  30  October,  1803.     Uesigned  17  March,  1"^I>1. 
Clements,  Arthur  M. 

Acting  Third  Assistant  Engineer,  15  May,  1802.     Acting  Second  Assistant   Ent' 
ueer,  31  January,  1803.     Honorably  discharged  23  Ai)ril,  1808. 
Clements,  John  M*. 

.Vcting  Third  Assistant  Engineer,  20  August,   1804.     Honorably  discharged    !'• 
January,  IM-S. 
(  ioiiients,  Samuel. 

.appointed  .Midsiiipinan,  23  September,  1799.    Discharged  12  October,  1801,  uuiie. 
Peace  Establishment  Act. 
Clementsoii,  John. 

Appointed  Sailmaker,  18  July.  1828.     Died  9  July,  1833. 
(  lemsoii,  Henry  .A. 

.Vppoiiiied    Mi<lsliipnian,   9    June,    1830.      Passed     3IidshipniaD,   1   July,    1^2. 
Drowned  s  December,  1810. 

Clendaniel.  M  illiani. 

Acting  .\>sistant  Surgeon,  28  July,  1802.     Resigned  3  January,  18C5. 
Cleveland,  diaries  W. 

Acting  Ensign,  7  August,  1803.     Honorably  discharged  30  Scptcml>cr,  l!?Ci. 

Cleverly,  Henry  T. 

Mate,  27  .Vugust,   ISOl.     Acting  Ensign,  28  September,    1803.     Honorably  di»- 
charged  20  September,  180.'j. 

Cliirord,  II.    F. 

Acting  Ma^.ter  an.l  Pilot.  14  February,  186.'».     Resigned  3  May,  1803. 

(  litrord,  Charles. 

.Vcting  Ginner,  l'>  July,  18W.     Dismissed  10  January,  I860. 


152  GENERAL   NAVY  EEGTSTER. 

Cli fiord,  Robert  T. 

Mate,  7  September,  180:?.     Resigned  (Sick,)  March  20,  1865. 

Clift,  Charles  W. 

Actintj  Second  Assistant  Ens^ineer,  3  September,  1864.     Honorably  discharged  9- 
March,  1870. 
Clil't,  Nathsiniel. 

Appointed  Lieutenant,  24  April,  1799.     Resigned  1  August,  1800. 

Clifton,  George  R. 

Mate,  11  January,  1862.     Dismissed  3  December,  1862. 

Clifton,  GerTas. 

Appointed  Midshipman,  20  Fubruary,  1801.     Resigned  10  December,  1807. 

Clifton,  Henry. 

Mate,  17  November,  1864.     Dismissed  3  August,  18G5. 

Clinch,  Joseph. 

Appointed  Midshipman,  16  January,  1809.     Resigned  12  January,  1810. 

Cline^  Hugh  H. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  Decern^ 
ber,  1862.     First  Assistant  Engineer,  1  January,  1868. 

Cline,  James. 

Mate,  17  December,  1862.     Dismissed  26  June,  1863. 

Cline,  Sidney  B. 

Mate,  13  June,  1863.     Acting  Ensign,  7  March,  1865.     Honorably  discharged  5 
July,  1865.     Mate,  19  December,  1865.     A^jpointment  revoked   3  January,  1866. 

Clinton,  Franklin. 

Appointed  Midshipman,   1    April,   1828.     Passed   Midshipman,    14   June,    1834. 
Lieutenant,  11  December,  1839.     Died  26  Februarv,  1842. 
Clinton,  James  H. 

Appointed  Midshii^man,  24.  April,  1815.     Died  in  June,  1824. 

Clitz,  John. 

Mate,  26  June,  1863.     Resigned  14  February,  1865. 
Clitz,  John  M.  B. 

Midshipman,  12  April,  1837.     Passed  Midshipman,  29  June,  1843.     Master,  Ift 
August,  1850.     Lieutenant,  6  April,  1851.     Commander,  16  July,  1862.     Cap- 
tain, 25  July,  1866.     Commodore,  28  December,  1872.     Rear-Admiral,  13  March, 
1880. 
Clopper,  Peter. 

Appointed  Sailmaker,  16  January,  1799.     Last  appearance  on  Records   of  Navy 
Department. 
Closson,  Nelson  A. 

Mate,  17  February,  1863.     Acting  Ensign,  24   November,  1863.     Honorably  dis- 
charged 4  November,  1865. 
Clond,  Caleb  IV. 

Assistant  Surgeon,  31  May,  1830.     Died  15  July,  1831. 
Clongh,  Benianiict  P. 

Acting  Ensign,  5  May,  1864.     Honorably  discharged  30  September,  1865. 
Clongh,  !Eben,  Jr. 

Appointed  Midshipman,  9  November,  1813.     Dismissed  30  April,  1814. 
Clough,  John. 

Appointed  Master,  3  July,  1813.     Died  19  March,  1847. 
Clongh,  Stephen. 

Appointed  Lieutenant,  17  February,  1800.     Discharged  29  September,  1801. 
Clover,  Richardson. 

Acting  Midshipman,  30  Julv,  1863.     Graduated  6  June,  1867.     Ensign,  18  Deoem- 
ber,'^1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
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C'loyd,  John  II. 

A(tii)f,''riiir(l  Assistant  Enifineer,  29  November,  I8«12.     Acting  Hecond  AMMunt 
Kngiiuer,  17  February,  18G4.     Ilonoriibly  diwhurj,'*  <l   1  Docfmbor,  IWl*. 
ClllKHtoii,  W.   I*. 

Secoiul   Assistant   En<^incer,   r,   June,  \HV>'.\.     Honoralily  <liHchuri'etl  30  November 
ISGH. 

11 11  111  111,  Alfred. 

Aitiii!^  Second  Assistant  Engineer,  4  January,   lb<)2.     Honorably  clinrhargwl  R 

DeeenilnT,  ISC)"). 

Clyiiior,  Caoorm'. 

Assistant  Surtreon,  1   July,  1829.     Surgeon.  20  February,  ls:;s.     Kitired,  21  July, 
18GG.     Meiiical  Director  on  Retired  list,  :{  March,  1H71. 
<  oakloy,  K.  D. 

Appointed   Master,!)  June,   181-1.     Last  appearance  en  HecordH  of  Navy  DepAit- 
iiuiit,  10. 1  line,  1815.     Discharged. 
I'oiile,  A  If  Veil. 

Aiii)oiiUed  .Midsliipnian,  2  April,  1804.     Tfcsigned  3  May.  1808. 
Coiilt^  M'illiaiu  ]^. 

Assistant  Suii^a-on,  0  September,  1837.     Resigned  25  January.  1843. 
C  oaii,  TitiiH  in. 

Acting  Assistant  Surgeon,  27  October,  1863.     Ht)n<)rably  discharged  21  December, 
1865. 
CoatOH,  TlioniaH. 

.Appointed  Master,  6  February,  1809.     Last  appearance  on  Records  of  Navy  De- 
partment, 20  February,  1809.     Resigneil. 
C  oafs.  DMaav  T. 

A(  ting  Assistant  Surgeon,  9  October,  1861.     Resigne<l  18  April,  1865. 
Coats,  John  II. 

Appointed  Midshipman,  2  April,  1804.     Died  2  February,  1807. 
Cobb,  A  Hon  A. 

Acting  Ensign,  17  January,  1865.     Honorably  discharged  1   November,  1866. 

Cobb,  AlplioiiHo  II. 

.Midshipman,  23  Sejjtember,   1867.     Graduated  6  June,    1871.     Ensign,  14  July, 
1S72.     Mast<  r,  9  October,  1876. 
Cobb,  lloniaiiiiii,  Jr. 

Acting   'I'hinl    Assistant   Engineer,  21    August,   1862.     Honorably  discharged   27 
October,  1865. 
Cobb,  CharloH. 

(Junner,  18  January,  1833.     Died  9  May,  1848. 

Cobb,  CharloH  II. 

Mate,  2  April.  \si\\.     .Vcting  Ensign,  27   .Vi)ril.    18('5.     Honorably  discharged  13 

October,  is(i5. 

Cobb,  Charles  S. 

Acting  Tiiird  Assistant  Engineer,  30  December,  1864.     Honorably  iliwhurgw!  29 
July,  1865. 
Cobb,  CharleH  T. 

Mate.      Resigned  16  June,  1S62. 

Cobb,  Kdwartl. 

.Vl)])oiiiii  d   Sailinaker,  date  not  known.     Last  appearance  on  Record«  of  Nary 

I)il)artmeiit,  lsl7.      IJrig '•  .A'/o"' 

Cobb,  liJeorRe  M'. 

Acting  Second  Assi-stant   Engineer.  •J2  October.   l>t.J.      H.si-n«>-i    i  .   -r'-iulxr, 
1863. 

Cobb,  Henry  J. 

App<.inted  Midshipman,  2  July,  1801.     Resigned  31  March,  1803. 
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Cobb,  John  £. 

Acting  Assistant  Surgeon,  10  September,  1861.    Honorably  discharged  11  Septem- 
ber, 18G5. 
Cobb,  Schuyler  A. 

Acting  Ensign,  12  August,  1864.     Resigned  19  May,  1865. 

Cobb.  William  I>. 

Acting  Ensign,  11  September,  1862.    Acting  Master,  23  December,  1863.    Appoint- 
meut  revoked  (Sick,)  28  October,  1864. 

Cobb,  Willinm  B. 

Mate,  Vo  October,  1864.     Honorably  discharged  27  April,  1865. 

Cobb,  W.  R. 

Chaplain,  27  September,  1869.     Resigned  1  June,  1873. 

Coburn,  Henderson  A. 

Appointed  Midshipman,  18  January,  1840.     Dismissed  17  August,  1847. 

Cochran,  George. 

Assistant  Paymaster,  27  September,  1861.     Paymaster,  12  June,  1863. 

Cochran, Jacob. 

Mate,  6  November,   1862.     Acting  Ensign,  19  December,  1863.     Honorably  dis- 
charged 12  May,  1865. 

Cochran,  James. 

First  Assistant  Engineer,  11  June,  1840.     Disnu.iscd  7  November,  1845. 

Cochran,  John. 

Appointed  Midshipman,  9  May,  1800.     Discharged  under  Peace  Establishment 
Act,  12  August,  1801. 
Cochran,  John  T. 

Appointed  Midshipman,  15  November,  1810.     Resigned  15  December,  1810. 

Cochran,  Joshna  W. 

Appointed  Midshipman,  1  February,  1814.     Resigned  29  June,  1820. 

Cochran,  Richard. 

Appointed  Midshipman,  7  February,  1815.     Struck  off  1  March,  1825. 

Cochran,  Walter. 

Appointed  Gunner,  8  January,  1822.    Last  appearance  on  Records  of  Navy  Depart- 
ment, 1828.     Frigate  "  Brandywine.'''' 

Cochrane,  George  S. 

Acting  Ensign,  24  January,  1863.    Appointment  revoked  (Sick,)  22  October,  1863. 

Cochrane,  Henry  C. 

Mate,  7  September,  1861.     Resigned  20  May,  1863. 

Cochrane,  James. 

First  Assistant  Engineer,  11  June,  1840.     Dismissed  7  November,  1845. 

Cocke,  Bnller, 

Purser,  6  October,  1798.     Storekeeper,  date  not  known.     Resigned   8  April,  1816. 

Cocke,  Harrison  H. 

Midshipman,  18  June,   1812.     Lieutenant,  1   April,  1818.     Commander,  3   March, 
1839.     Captain,  22  April,  1851.     Resigned  22  April,  1861. 

Cocke,  Samuel  B. 

Appointed  Midshipman,  1   January,  1818.     Lieutenant,  3  March,  1827.     Died  31 
May,  1835. 

Cocke,  Samuel  B. 

Carpenter,  11  August,  1853.     Dismissed  7  June,  1855. 

Cocke,  William  T. 

AiDpointed  Midshipman,  25  April,  1831.     Resigned  4  March,  1836. 
Cockle,  Thomas  B. 

Acting  Assistant  Paymaster,  17  June,  1863.     Resigned  30  November,  1863. 

Cochran,  A.  M. 

Acting  Assistant  Surgeon,  16  October,  1862.     Died  July,  1863. 
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roddinK<on,  Kfliolhort  F. 

.AIiilsliii)iiuin,  12  Octohir,  IB-lb.     Diid  S  November,  1S53. 
['odroy,  Abrnliniii. 

Purser,  4  Sti)tciubor,  1801.     Hesigncil  27  June,  1800. 
[JodwiNC,  dJoorge  W. 

Siirgion's  Mate,   It  May,  182r).     Siir{;con.  4  DriciulMT.   IS'iS.     Retired  30  April, 
I'iOl.     :MtHlical  Director  on  Retired  list,  y  March,  1«71. 
I'oc,  Iixnno. 

Appointed  Mitlsliipnian,  9  April,  1799.     Discharj^ed  8  Julv,  1801. 
:oe,  William  II. 

.\cting  Assistant  Surgeon,  27  December,  1804.     Resignc<l  24  June.  180.**. 
'oireo,  Theoflorc  I>. 

Acting  Third  Assistant  Engineer,  4  September,  1801.    Acting  Secnn<l   Asxintant 
Engineer,  22  Septemlx-r,  IbCi'S.     Acting  First  Assiutunt  Engineer,  11  Novumlier, 
18G4.     Honorably  discharged  2  July,  18C0. 
'oirey,  John. 

Mate.     Dismissed  30  September,  18G2. 
I'oflln,  £d  win. 

Acting  Master,  8  October,  1801.     Acting  Volunteer  Lieutenant.  23  June,   ISW. 
Honorably  discharged  4  February,  1800. 
I'ofiin,  Frederick   W. 

Midshipman,  10  June,  1870.     Graduated  21    June,   1870.     f^nsign.  24   Dcccmlxir, 
1870. 

[offln,  Geor|?e  W. 

Appointed  Midshijjman,  1  April,  1799.     Discharged  14  July,  1801. 
Coffin,  Cieor^c  W. 

Acting   Midshipman,   28    September,    1800.      Acting   Ensign,    1    October,    186& 
Master,  10  May,  1860.     Lieutenant,  25  July,  18CC.     Lieutenant-Commander,  19 
March,  1868.     Commander,  30  November,  1878. 
Coffin,  George  IV. 

Acting  Ensign,  9  October,  1863.     Died  on  '•  Owasco,"  1 1  October,  1864. 
Coffin,  IIenr.y. 

ApjKjinted  Sailmaker,  12  November,  1799.     Discharged  18  April,  1802. 
Coffin,  Henry  F. 

Acting  Master,  20  August,  1861.     Appointment  revoked  (Sick,)  13  February,  1868. 
Coffin,  John  II.  C. 

Trofessor  of  Mathematics,  14  August,  1848.     Retired  list,  15  September,  1S77. 
Coffin,  John  II.  C 

Midshipman,  22  July,  1865.     Graduated  4  June,  1809.     Ensign,  12  July,   IbTa 
Master,  25  March,  1873.     Lieutenant,  3  August,  1877. 

Coffin,  Peter  F. 

Acting  Master,  21  March.  1862.     Honorably  discharged  7  neceml>er,  1865. 

Coffin,  Robert  R. 

A])poiiited  Midshipman,  3  November,  1818.     Died  20  March,  1822. 
Coffin,  Roland  S. 

Acting  Master,  22  November,  1801.     Dismissed  5  March,  1804. 

Cofllnburg,  Henry  I>. 

Mate,  1  October,  1802.     Pnimoted  Acting  Ensign.  10  March.  I80.^.     Acting  Muter, 
15  July,  1804.     Honorably  discharged  24  November,  1805. 

Con  man,  De  Witt. 

Midshipman.  0  June,  1872.     Graduated  20  June.  1876.     Ensign.  10  June,  1879. 

CoRdell,  R.  €. 

Appointed   Midshipman,   9    May,    \^2'^.       I'ass.d     .Midshipman.   3    July.    I83S. 
Lieutenant,  8  September,  18-11.     Resigned  26  July,  1646. 
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Coggesliall,  Oeorge. 

Appointed  Midshipman,     January,  1812.     Resigned  19  November,  1813. 
Coggesliall,  liawton. 

Mate,  31  October,  1861.     Appointment  revoked  (Sick,)  29  December,  1863. 

Coggiii,  F.  G. 

Third  Assistant  Engineer,  21  September,  1861.     Second  Assistant  Engineer,  30 
July,  1863.     Retired  5  January,  1866. 
Coghlau,  Jasper. 

Boatswain,  26  October,  1855.     Retired  list,  27  October,  1875. 

Coghlan,  Joseph  B. 

Acting  Midshipman,  27  September,  1860.  Graduated  28  May,  1863.  Ensign,  4 
June,  1863.  Master,  10  November,  1865.  Lieutenant,  10  November,  1866. 
Lieutenant-Commander,  12  March,  1868. 

Cogswell,  James  Kelsey. 

Midshipman,  25  September,  1863.     Graduated  2  June,   1868.     Ensign,  19  Aprils 
1869.     Master,  12  July,  1870.     Lieutenant,  8  April,  1874. 
Cogswell,  Samuel  B. 

Acting  Master,  13  July,  1861.     Resigned  12  August,  1862. 

Cogswell,  Wilber  F. 

Acting  Third   Assistant  Engineer,  17  August,  1864.     Honorably  discharged   7 
November,  1865      Acting  Third  Assistant  Engineer,  12  July,  1866.     Mustered 
out  28  August,  1868. 
Cohen,  Joseph. 

Appointed  Midshipman,  1  February,  1826.     Resigned  1  May,  1828. 
Cohen,  Soils  I. 

Acting  Assistant  Surgeon,  4  September,  1861.     Resigned  12  January,  1864. 
Cohill,  John. 

Acting  First  Assistant  Engineer,  31  August,^  1861.     Resigned  3  May,  1864. 
Coit,  L,eTi. 

Acting  Third  Assistant  Engineer,  5  January,  1864.     Resigned  3  May,  1865. 
Colt,  Tracey. 

Acting  Assistant  Paymaster,  19  October,  1861.     Honorably  discharged  15  April, 
1866. 
Coite,  William  J. 

Acting  Assistant  Pa3rmaster,  12  June,  1862.     Honorably  discharged  7  November, 
1865. 
Coke,  William  H. 

Appointed  Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Killed  by 
a  shot  in  the  Moro  Castle,  7  March,  1823. 
Colahan,  Charles  F. 

Midshipman,  21  July,  1865.     Graduated  4  June,  1869.     Ensign,  12  July,  1870. 
Master,  13  August,  1872.     Lieutenant,  20  July,  1875. 
Colbonrn,  Oliver. 

Acting  Master,  29  October,  1861.     Honorably  discharged  4  December,  1866. 
Colby,  Edward  P. 

Acting  Assistant  Surgeon,  7  April,  1863.     Resigned  11  April,  1865. 
Colby,  Frederick  W. 

Appointed  Midshipman,  9  February,  1838.     Passed  Midshipman,  20  May,  1844. 
Died  2  November,  1847. 
Colby,  George  H. 

Acting  Ensign,  24  October,  1863.     Honorably  discharged  12  August,  1865. 
Colby,  Harrison  G.  O. 

Acting  Midshipman,  25  November,  1862.     Graduated  6  June,  1867.     Ensign.  18 
December,  1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Colby,  Henry  B. 

Mate,  23  January,  1863.  Acting  Ensign,  15  February,  1864.  Honorably  dis- 
charged 16  May,  1866. 
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Colby,  Iloury  <■. 

Acting    Assistant    Piiynmstcr,    22    .lime,    lS(i:j.     Diychargeil    4    Deccmlxr,    IHft.*. 
Assistant  Paymastor,  2:J  July,  IBOti.     PuHHcd  AB^istant  I'uyinmjter,  U  April,  \H6H. 
I'liyniustir,  (i  September,  1878. 
l'uI<lou,  JaiiioM  II. 

Acting  Si'cuml  Assistant  Engineer,  7  AuguBt,  lRfl:J.     DismiMcd  31   Augiutt,  1864. 
l'ol(>.  David. 

A])iM)inte(.l  Carpenter,  18  November,  1814.     Resigned  6  February,  1810. 
Cole,  Kd^ard. 

Appointed  Gunner,  <late  nht  known.     Last  appearance  on   Record  of  Navy  !)•• 
jwrtuunt,  ISIT.     "  L'riy  Joties.'^ 

Cole,  Cjieorge  II. 

ActinL,' I^luster,  18  February,  1«(;2.     Disnussetl  i:i.July.  ISt;:'.. 
Cole,  CJeorjfC  II. 

Mate,  5  August,  18G4.     Honorably  discharged  12  October,  1808. 
I'ole,  John  P. 

Mate,  ;U   August,  18C2.     Acting  Ensign,  5  August,  1804.     Honorably  diflcbargcd 
8  July,  1808. 
Dole,  laieiiis  A. 

Mate,  20  November,  18G3.     Honorably  discharged  18  October,  18C5. 
C'ole,  Tlioiiia»  B. 

Acting  Third  Assistant  Engineer,  4  June,  1802.     Honoral»ly  di»<cbarged  12  Octo- 
ber, 1805. 
Coleiiiaii,  A.  H. 

Appointed  Midshipman,  14  March,  1829.     Resi^mp.l  10  May.  1S:?0. 
CJoleiiiaii,  Heiijauiiii. 

Appointed  Master,  0  April,  1799.     Resigned  7  .\ugu.>»t,  1709. 
Coleman,  Cliarlew. 

Third  Assistant  Engineer.  18  January,  1845.     Dismissed  \'>  December,  IS.'Sl. 
Coleman,  David. 

^lidshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Resigned 
13  December,  1850. 
Coleman,  Engene. 

Mate,  24  October,  1804.     Resigned  15  May,  1866. 
Coleman,  Ferdinand  T. 

Acting   Eiihign,  1  October,  1802.     Acting  Master,  29  May,  1863.     Honorably  dis- 
charged 1  December,  1865. 

Coleman,  O.  I^. 

Acting  Ensign,  1  October,  1862.     Resigned  21  May,  1803. 

Coleman,  James  \.  ^ 

Chaplain,  8  October,  1862.     Commissioned,  25  March,  1863.     Resigned  13  Norem- 
ber,  lsf;:5. 
C  oleman,  Jobn  C 

As.sistant  Surgeon,  28  June,  1852.     Resigneil  1  Februar\.  18.'>8. 

Coleman,  JnliuH  A. 

Mate,  24  November,  1863.     Honorably  discharged  31  October,  1805. 

Coleman,  Kila.n  It. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  l."}  Juno,  1804.     Honorably  dis- 
charged 12  December,  1865. 

Coleman,  IVilliam  II. 

Ailing  AssiHtaut  Paymaster,  17   February,  1803.     Honorably  discbargcil   20  No- 
vember, 1805. 
ColeH.  John  W. 

Assistant  iSurgeim,  0  May,  1803.     Passed  Assistant  Surgeon,   14   Januar  .  t"*'"? 
Surgeon,  (5  October,  1873. 
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Colfax,  Wirt  W. 

Mate,  21  November,  1861.     Resigned  39  September,  1863. 
Colgate,  George. 

Assistant  Surgeon,  13  March,  1805.     Resigned  16  June,  1809. 
Colliouii,  £d[iiiiiii<l  It. 

^lidshipman,  1  April,  1839.     Passed  Midshipman,  3  July,  1845.     Master,  6  Janu- 
ary, 1853.     Resigned  27  June,  1853.     Acting  Lieutenant,  24  September,  1861. 
Commissioned  Commander,  16   July,  1863.      Captain,  3  March,  1869.      Com- 
modore, 26  April,  1876. 
Collioiin,  John. 

Midshipman,  25  January,  1831.     Passed  Midshipman,  34  May,  1828.     Lieutenant, 
37  May,  1830.     Commander,  4  November,  1853.     Commodore  on  Retired  list,  4 
April,  1867.     Died  30  November,  1873. 
Colhoiin,  Samuel  Reed. 

Assistant  Paymaster,  38  September,  1869.     Passed  Assistant  Paymaster,  15  Janu- 
ary, 1875. 
Colin,  Alfred. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  18  December, 
1863.     Resigned  37  November,  1865. 
Collainore,  Henry  H. 

Mate,  7  January,  1863.     Acting  Ensign,  4  April,  1864.     Honorably  discharged  19 
September,  1865. 
Collett,  E.  D. 

Acting  Second  Assistant  Engineer,  33  March,  18G4.     First  Assistant  Engineer,  31 
July,  1865.     Honorably  discharged  9  November,  1865. 

CoIIey,  William  H. 

Acting  Ensign,  14  November,  1863.     Acting  Master.  23  November,  1864.     Honor- 
ably discharged  35  October,  1865. 
Collier,  Barnabas  H. 

Acting  Third  Assistant  Engineer,  7  July,  1864.     Honorably  discharged  38  Novem- 
ber, 1865. 
Collier,  Charles  M. 

Api^ointed  Midshijjman,  35  November,  1834.     Resigned  7  August,  1834. 
Collier,  Thomas  S. 

Mate,  28  April,  1866.     Boatswain,  9  July,  1866. 
Collier,  William. 

Acting  Second  Assistant  Engineer,  21  Sei^tember,  1863.     Appointment  revoked 
18  May,  1865. 
Collier,  William  W. 

Acting  Third  Assistant  Engineer,  39  July,  1863.     Acting  Second  Assistant  En- 
gineer, 1  November,  1864.     Honorably  discharged  1  December,  1865. 
Collins,  Adam  C. 

Acting  Third  Assistant  Engineer,  31  January,  1865.     Honorably  discharged   15 
February,  1866. 
Collins,  B. 

Appointed  Master,  date  not  knovpn.      Discharged  20  May,  1801,  under  Peace 
Establishment  Act. 
Collins,  C.  A. 

Acting  Assistant  Surgeon,  1  October,  1862.     Appointment  icvoked  (Sick,)  28  Octo- 
ber, 1863. 

Collins,  Charles  F. 

Appointed  Midshipman,  19  February,  1841.     Resigned  8  September,  1845. 
Collins,  Baniel  S. 

Actijig  Master,  29  October,  1861.     Dismissed  28  June,  1863. 
Collins,  £dward. 

Acting  Third  Assistant  Engineer,  23  November,  1864.     Honorably  dischrirgcd  2 
June,  1868. 
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CoIliiiH,  FroUoric'k. 

Acting  Midsbipniun,  22  July,  18«5:5.     GradimtcMl  (>  June,  IHrt?.     Ensign  18  Dec«m> 
ber,  18(58.     Master,  21  Miircli,  1870.     Lifuti-niint.  21  March,  1871. 
<'olliiis,  CaoorKC  S. 

Acting  Sifonil  Assistant  Engineer,  1  October,  18«52.     liesif^nffl   UO  May,  1864- 
Collins,  iNiiao. 

A])pointcil  Lieutenant,  15  June,  17U'J.     Uesignc<l  1  January,  18U0. 
ColliiiN,  John. 

lJi>;its\V!iiii,  7  February,  1859.     I)ismia8e<l  17  May,  lH5y. 
ColliiiN,  John. 

Acting  Master,  21  December,  18(51.     Honorably  I)iH<;hurge<l  11>  Scptcnil>cr,  18(W. 
ColliUM,  John  It. 

Midshipnum,  30  July,  180(3.     Graduated    7  June,  1H70.     Ensign,  i:j   July,  1871. 
Master,  3  March,  1874.     Lieutenant,  18  March,  1880. 
CollinH  John  II. 

Acting  Master  and  Pilot,  1  October,  1804.     Honorably  discharged  12  August,  1866. 

ColIinH.  John  W. 

Acting  Tliird  Assistant  Engineer,  14  September,  1864.     Honorably  diHcharged  28 
Juno,  1805. 
CollinN,  Jos.  E. 

Appointed  Lieutenant,  15  November,  1799.     Last  appearance  on  Records  of  Nary 
Department. 
CollinN,  J.  T.   N. 

Appointed  Midshipman,  17  June,  1834.     Resigned  31  January,  1885. 

CollinH,  iVaipoleon. 

Midshipman,  2  January,  1834.  Passed  Midshipman,  1<)  July,  1840.  Master,  15 
August,  1840.  Lieutenant,  0  November,  1840.  Commander,  10  July,  1862. 
Captain,  25  July  1800.  Commodore,  19  January,  1871.  Rear-Admiral,  « 
August,  1874.     Died  9  August,  1875. 

Collins,  Robert  W. 

Mate,  8  February,  1805.     HonoraWy  discharged  18  September,  1867. 

CoIIinH,  W.  A. 

Acting  Assistant  Surgeon,  1  October,  1862.     Appointment  revoked  28  October, 
1803. 
CollinH,  William. 

Api)ointtd  Master,  3  February,  1814.  Last  appearance  on  Records  of  Nary  De- 
partment. 

Collins,  AVillium. 

Acting  Ensign,  17  July,  1862.     Acting  Master,  14  August,  1863.     Honorably  dis- 
charged 20  September,  1805. 
Collins,  William. 

Mate,  23  December,  1801.     Resigned  1  October,  1862. 

Collins,  William  A.  .      ^ 

Acting  Second  Assistant  Engineer,  9  June,  180:?.  Honorably  dischargctl  7  Octo- 
ber 1805. 

Collins,  William  II.  .    .         j  • 

Acting  Second  Assistant  Engineer,  12  November,  1804.     Honorably  dischargea  8 

Decen>l)er,  1805. 

Collom,  Charles  I>. 

Acting  Assistant  Paymaster,  2  July,  1804.     Discharged  12  Februar)-,  I860. 

Collyer,  John. 

Appointctl  Midshipman,  30  November,  1814.     Resigned  8  I-ebrunry.  1810. 

Colp,  Jacob. 

Acting  Third  Assistant  Engineer.     Resigned  20  June,  1863. 
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Colson,  Amos. 

Boatswain,  26  March,  1842.  Resigned  23  February,  1843.  Boatswain,  4  March, 
1847.     Died  17  March,  1858. 

Colston,  Josiali. 

Purser,  28  May,  1825.     Dismissed  24  March,  1840, 

Colt,  William. 

Appointed  Master,  26  May,  1812.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 5  June,  1812. 

Colter,  James. 

Appointed  Midshipman,  30  November,  1814.  Last  appearance  on  Records  of 
Navy  Department,  1815.    Frigate  "  Ouerrierey 

Coltoii,  Frederick  W. 

Mate,  4  January,  1864.     Honorably  discharged  1  June,  1869. 

Colton,  Walter. 

Chaplain,  6  November,  1830.    Died  at  Philadelphia,  22  January,  1851. 

Colrin,  Ezra  C. 

Mate,  12  November,  1863.     Appointment  revoked  (Sick,)  8  November,  1864. 

Colvocoresses,  George  P. 

Midshipman,  28  September,  1864.  Graduated  4  June,  1869.  Ensign,  12  July, 
1870.    Master,  18  June,  1872.     Lieutenant,  1  July,  1875. 

ColTOCoressis,  George  M. 

Midshipman,  21  February,  1832.  Passed  Midshipman,  23  June,  1 838.  Lieuten- 
ant, 7  December,  1843.  Commander,  2  July,  1861.  Captain  on  Retired  list,  4 
April,  1867.     Died  3  June,  1872. 

Colwell,  John  C. 

Midshipman,  23  September,  1870.     Graduated  June,  1874.     Ensign,  17  July,  1875. 

Comegys,  Cornelius. 

Midshipman,  9  September,  1841.     Dismissed  2  October,  1848. 
Comegys,  George  M. 

Appointed  Midshipman,  27  February,  1836.     Resigned  18  December,  1841. 

Comins,  Job. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Resigned  22  September,  1863. 

Comley,  Samuel  P. 

Midshipman,  26  July,  1865.     Graduated  4  June,  1869.     Ensign,  12  July,  1871. 
Master,  3  August,  1873.     Lieutenant,  26  April,  1878. 
Commons,  William. 

Assistant  Surgeon,  3  November,  1863.     Resigned  24  July,  1867. 
Como,  James. 

Acting  Gimner,  4  April,  1864.     Honorably  discharged  9  July,  1865. 

Comstock,  Albert  H. 

Mate,  19  November,  1861.     Dismissed  2  March,  1863. 
Comstock,  John  H. 

Acting  Midshij^man,  11  January,  1858. 
Comstock,  Theo.  A. 

Mate,  2  February,  1863.     Acting  Ensign,  16  December,  1864.     Honorably  dis- 
charged 28  October,  1865. 
Conant,  Benjamin. 

A^Dpointed  Midshipman,  15  May,  1799.  Discharged  under  Peace  Establishment 
Act,  30  April,  1801. 

Conant,  Samuel. 

Appointed  IVIidshipman,  2  December,  1799.     Discharged  under  Peace  Establish- 
ment Act,  6  August,  1801. 
Conant,  Thaddeus  li. 

Acting  Ensign,  1  December,  1863.    Resigned  24  April,  1863. 
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<.'uiickliii,  Robort. 

Apixiinted  Midshipman,  20  March,  1815.     Last  appearance  on  Records  of  Natj 

Dijijirtnu'iit. 

fonoKliii,  SylvniiiiH. 

Appuintcd  Miilsliipiiiun,  1  Jiimuiry,  1^12.     Di.sinisscd  20  .lunuur)-,  1814. 
CoiK'kliiit;,  AiiK. 

Ap[i'.iiitc.l  Midsliipman,  10  .lamcirv,  ISOO.     Licijt<ii;iiit,  2\  .Iiilv,  1M|:{.     Rcaigncl 
«  Fil.iuary,  ls2(). 

ConokliiiK*  Itoltort. 

Ajjpointctl  Midshipmiin,  10  January,  180'J.     Resigned  27  DcccmliCr,  1809. 
Con<lry,  I>eiiiiiH. 

Actint^  Voliiiiti-er  Lieutenant,  2S  Sci)tfml)pr,    1801.     A|)i)«)intmcnt   revoked,  a<l 
vanrod  ago,  10  July,  1802.     Re-appointed,  but  declined,  D  May,  18G4. 
Cono,  <Imcii  S.  M. 

Acting  Ensign,  1  April,  1805.     Apiwintnient  revoked  ti  October,  18C6. 
C'oiioy,  Cliarlos  JaboK. 

Third    Assistant   Engineor,    10    October,    ISOl.      Second    -Vasistant    Engineer,   3 
August,  1803.     Resigned  2  October,  1800. 
Coney,  JoHopli  S. 

Acting  Ensign,  1  November,  1802.     Acting  Master,  gallantry  in  destruction  of  a 
i)li)ikade  runner,  7  September,  1803.     Honorably  discharged  7  November,  1800. 
ConK<loii,  Joseph   W. 

Acting  Master,  2")  February,  1802.     Honorably  discharged  29  August,  1865. 
Conger,  David  G. 

Mate,  31  March,  1864.     Resigned  20  April,  1805. 
Conill,  Jnlien  I>. 

Mate,  3  ^cptcnilicr,  1863.     Honorably  discharged  20  October,  1805. 
Conin|;liani,  David. 

Appointed  Midshii)nian,  4  February,  1814.     Resigned  4  May,  1824. 
Conklin,  Charles  G. 

Acting   First   Assistant   Engineer,   5   Januarv,  1864.      Honorably  diBcbarged  29 
August,  1865. 
Conklin,  Geor^^e  Henry. 

Acting  Midshipman,  28  September,  1857. 
Conklin,  II.  B. 

Jklate,  1  September,  1801.     Resigned  17  October,  1864. 
Conklin,  Gordon  J. 

Mate,  24  October,   1801.     Acting  Ensign,   11   Septcnibcr,   ISOn.     Honorably  dis 
charged  28  October,  1805. 
Conklin,  Xornian  H. 

Mate,  22  June,  1803.     Acting  Ensign,  8  March,  1804.     Honorably  discharged  5 
Noveml)cr,  1805. 
Conklin,  Stron^^. 

Acting  Second  Assistant  Engineer,  18  November,  1801.     Resigned  18  September. 
1802. 
Conklin,  F.  A. 

Acting  Assistant  Paymaster,  25  September,  1861.     Dismissed  6  May,  1863. 

Con  ley,  Janice  II. 

Carpenter,  :!0  Ai)ril,  1846.     Dismissed  7  June,  1M50.     Acting  Carpenter,  17  ' 
1801.     Dismissed  17  July,  1801.     Re-appointcd  13  November,  1861.     R*  -        . 
tion  accepted  25  September,  1802. 
Conly,  James  II. 

Carpenter,  3(>  April,  1846.     Dismissed  7  June,  1850. 
Connally,  Jolin  Kerr. 

Acting  Midshipman,  28  September,  1857. 

u 
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Connell,  James. 

Appointed  Boatswain,  28  May,  1798.  Last  appearance  on  Records  of  Navy  De- 
partment. 

Connelly,  John. 

Acting  First  Assistant  Engineer,  7  December,  1863.  Dismissed  3  December,. 
1804. 

Conner,  DaTid. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  23 
March,  1825.     Captain,  3  March,  1835.     Died  at  Philadelphia,  20  March,  1856. 

Conner,  Henry  P. 

Acting  Ensign,  IB  August,  1862.  Acting  Master,  good  service,  17  December, 
1863.  Acting  Volunteer  Lieutenant,  6  April,  1865.  Honorably  discharged  17 
January,  1866. 

Conner,  John. 

Mate,  5  March,  1862.  Acting  Ensign,  2  June,  1864.  Appointment  revoked  (Sick,) 
13  September,  1864. 

Conner,  John  £. 

Acting  Third  Assistant  Engineer,  28  May,  1868.  Honorably  discharged  6  March, 
1866. 

Conner,  Newell  W. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Appointment  revoked 
(Sick,)  26  January,  1863.  Acting  Second  Assistant  Engineer,  6  May,  1864. 
Honorably  discharged  1  November,  1865. 

Conner,  Thomas. 

Acting  Third  Assistant  Engineer,  7  August,  1863.     Resigned  15  May,  1865. 

Connor,  James. 

Ajjpointed  Midshipman,  18  June,  1812.    Last  appearance  on  Records  of  Navy  De- 
partment. 
Conover,  £dward  I>. 

Mate,  6  April,  1864.     Honorably  discharged  23  August,  1866. 

Conover,  Francis  S. 

Midshipman,  11  May,  1840.    Passed  Midshipman,  11  July,  1846.    Master,  1  March, 
1855.     Lieutenant,  14  September,  1855.    Acting  Lieutenant,  13  September,  1862. 
Resigned  11  August,  1863. 
Conover,  George  W. 

Carpenter,  18  February,  1870. 

Conover.  Isaac  / . 

Acting  Third  Assistant  Engineer,  33  May,  1863.  Died  on  the  "  Xenapee,"  9  Sep- 
tember, 1867. 

Conover,  Thomas  H. 

Midshipman,  1  January,  1812.  Lieutenant,  5  March,  1817.  Commander,  28  Feb- 
ruary, 1838.  Captain,  2  October,  1848.  Commodore  on  the  Retired  list,  16  July, 
1862.    Died  25  September,  1864. 

Conrad,  ]>aniel  B. 

Assistant  Surgeon,  20  September,  1854.    Passed  Assistant  Surgeon,  4  May,  1860. 
Dismissed  10  May,  1861. 
Conroy,  Eldward. 

Acting  Volunteer  Lieutenant,  21  September,  1861.     Acting  Volunteer  Lieutenant- 
Commander,  8  December,  1864.    Honorably  discharged  30  October,  1868. 
Constable,  A.  W. 

Mate,  27  May,  1864.     Resigned  5  September,  1865. 

Constant,  John  C. 

Mate,  15  November,  1861.     Appointment  revoked  (Sick,)  2  July,  1863.     Mate,  24 
October,  1863.     Resigned  (Sick,)  30  December,  1864. 
Constant,  Walter  M. 

Cadet  Midshipman,  13  June,  1873.     Graduated  18  June,  1879. 
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C'oiiHtnntiiio,  Williiiiii  I.. 

Acting  Ensign,  10  July,  IbiV.i.     UesijjncU  (Sick,)  21  March,  1865. 
C'oiil«>(s  John. 

.Midsiiiinniiu,  27  October,  18:{2.     Pa88e<l  Midshipnmn,  "ilJ  June,  1888.     Lieutcnai.- 
14  Ftl)ruury,  1H4:{.     Hosigned  l»  Junuury,  1«.'>4. 
ContliiKMiii,  IIcrouloH. 

Ai)|)<)iMtt(l   Miilsliipuum,  U   November,  1813.     Re»igiic<J   24   Junuurv,  1810.     MJ.! 
ahipmuu.  12  April,  1817.     Died  12  April,  1819. 
C'OnvorHe,  111  inn. 

Acting  Third  Assistant  Engineer,  12  September,  1804.     Ue»igne<l  17  Muy,  ISC.'j. 
Converwo,  GoorKc  Albert. 

Acting  Midshipman,  2'J  November,  1801.     Gniduated   Septcmlx-r,  186.'}.     EoitiKn, 

I  December,  1800.      Muster,  12    March,   1808.      Lieutenant,  20   March,   I8fl«. 
Lieutenunt-CcTimander,  12  July,  lb7!i 

Conway,  Edwla  II. 

Assistant  Surgeon,  7  March,  1838.     Ix)8t  in  tlie  '   Orcmpiu"'  in  March,  1848. 
Don  way,  John. 

Mate.     Api)i)iiitment  revoked  22  January,  1866. 
Conway,  J.  O. 

Mate,  23  June,  18G3.     Resigned  26  October,  1804. 
Conway,  William  I>. 

Surgeon's  Mate,  lU  December,  1814.     Resigned  11  April,  182.'5. 
Conway,  William  P. 

Midsliipman,  1  October,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871 
Master,  9  August,  1874. 
Cook,  Aaron  F. 

Appointetl  Midshipman,  2  March,  1799.     Permitted  to  retire   17   December,  I »0! 
Cook,  Albert. 

Acting  Master,  11  November,  1861.     Honorably  discharged  18  January,  1866. 
Cook,  Albert  Ci. 

Appointed  Midshipman,  24  October,  1841.     Dismissed  22  November,  1844. 

Cook,  Andrew  B. 

Surgeon's  Mute,  21  December,  1812.     Surgeon,  27  March,  1818.     Died  4   Novoui 

'oer,  1S38. 

Cook,  Berna. 

Acting  Tliird  Assistant  Engineer,    10  October,  1803.     Acting  Second   .\.a»i«laiit 
Engineer,  22  February,  1865.     Died  at  Naval  Hospital,  New  York.  7  September 

1805. 

Cook,  Brenton  II. 

Male,  24  December,  1863.     Deserted  :!  July,  1864. 

Cook,  B.  Frank. 

Mate,   18  June,  1861.     Acting  Master,   10  Muy,  1802.     Honorably  discharged  21 
September,  1865. 
Cook,  CharleN. 

Acting  Master  und  Pilot,  28  October,  1864.     Honorably  discharged  C  DccemU  r 

1805. 

Cook,  l>avifl  P. 

Acting  Ensign,  6  July,  1804,     Resigned  15  May,  180.5. 

Cook,  FraneiM  A. 

Acting    Midshipman,   20   September,    1800.      -\cting   Ensijjn,    I    October.    I--' 
Muster,  10  Muy,  1806.     Lieutenant,  21  February,  1807.    Lieutcmint-ComnKi: 
12  March,  1808. 

Cook,  FraneiH  T. 

Acting  Tiiirtl  Assistant  Engineer,  30  March,  1803.     Appointment  rcvok--'  '<"^  ■ 

II  July,  1864. 
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Cook,  Gilbort  C. 

Third    Assistant  Engineer,  IG  September,   1802.     Second  Assistant  Engineer,  1 
March,  18()-1.     Resigned  22  July,  1805. 

Cook,  James  A. 

Mate,  22  March,  1802.     Resigned  11  January,  1864. 

Cook,  James  B. 

Acting  Third  Assistant  Engineer,    11    March,  1865.     Honorably   discharged  23 
October,  1867. 

Cook,  John. 

Chaplain,  19  May,  1812.     Died  21  August,  1828. 

<Dook,  John. 

Acting  Second  Assistant  Engineer,  26  September,  1863.     Honorably  discharged  2 
August,  1865. 

Cook,  John,  Jr. 

Acting  Third  Assistant  Engineer,  12  September,  1864.     Resigned  21   June,  1865. 

Cook,  John  A. 

Appointed  Midshipman,   1  January,  1812.      Lieutenant,  1  April,  1818.     Died  7 
February,  1834. 

Cook,  John  T. 

Acting  Ensign,  23  June,  1864.     Acting  Master,  21  August,  1865.     Honorably  dis- 
charged 10  October,  1868. 
Cook,  Joseph  J. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Resigned 
9  December,  1851. 

Cook,  Josiah  D. 

Acting  Master,  October,  1861.     Dismissed  24  June,  1862. 

Cook,  Joshna,  Jr. 

Mate,   30   December,    1863.     Acting  Ensign,    7   January,    1865.     Honorably  dis- 
charged 14  August,  1867. 
Cook,  liemnel  P. 

Mate,  21  January,  1864.     Honorabiy  discharged  28  October,  1865. 

Cook,  liCwis  G. 

Acting  Master,  19  December,  1861.     Honorably  discharged  28  February,  1866. 
Acting  Master,  24  May,  1866.    Mustered  out  8  October,  1868.     Mate,  1  Feb- 
ruary, 1870. 
Cook,  LiiTingston. 

Acting  Second  Assistant  Engineer,   20  July,   1863.     Appointment  revoked  26 
January,  1864. 
Cook,  ISimoii:. 

Cadet  Midshipman,  6  June,  1873.     Graduated  18  June,  1879. 
Cook,  Theophilns. 

Third  Assistant  Engineer,  22  May,  1863.     Second  Assistant  Engineer,  6  January, 
1866.     First  Assistant  Engineer,  31  January,  1873.     In  service. 

Cook,  Thomas. 

Acting  Chief  Engineer,  1  October,  1862.     Honorably  discharged  7  June,  1866. 
Cook,  William,  Jr. 

Mate,  6  October,  1803.     Resigned  (Sick,)  6  December,  1864. 

Cook,  William  C. 

Acting  Assistant  Paymaster,  30  June,  1802.     Assistant  Paymaster,  30  June,  1804. 
Resigned  28  June,  1806. 

Cook,  William  H. 

Mate,  11  March,  1804.     Died  on  "  BrooTclyn,''''  from  wounds,  5  August,  1864. 

Cooke,  Augustus  P. 

Acting  Midshipman,  27  May,  1852.    Midshipman,  20  June,  1856.    Passed  Midship- 
man, 29  April,  1859.     Master,  5    September,  1859.     Lieutenant,  28  December, 
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I8fi0.      Lieutenant-Commander,   11    Auguut,    18G2.      Commander,    15   Auirust, 
1870 
Tooke,  Itoiijauiin  S. 

Actinic  SccoM.l   Assistant  Engineer,  23  November,  180;i.     Acting  Kimt  Aiwistata 
Engineer,  22  Murch,  1865.     Honorably  di8churge<l  10  October,  1805. 
Cooko,  George  II. 

ABsistunt  Surgooii,  9  September,  1802.     Passed  Assistant  Surgeon,  5  March,  ISM. 
Surgeon,  20  February,  1870. 
Cooko,  J  a  III  OH  W, 

Mi<lslii|)iii:iM,  1  April,  1828.     Passed  Midshipman,  11  June,  18W.     .Master.     Lieu- 
t(  iiaiit,  25  February,  1841.     Resigned  2  May,  1801. 
Cookf,  John. 

Appointed  ^lidsliipraan,  18  .Tune,  1812.  La.st  appearance  on  Kecord*  of  ^'»vy 
Department,  1815.     Lake  Ontario. 

Cooko.  Joseph  K. 

Actini,'  Kubign,  22  April,  186L     Dismissed  8  October.  1804. 
i'ool,  Charles  £. 

.Mute,  30  June,  18(>;].     Dismissed  13  July,  1805. 
Cooley,  Charles   yi. 

Mate,  17  Septeiuljcr,  1801.     Resigned  28  July,  1802. 
Cooley,  E.  F. 

Acting  Assistant  Paymaster,  1801.     Resigned  24  July,  1802. 
Cooley,  Henry  P. 

Mate,  17  Scptembei',  1861.     Resigned  19  May,  1802. 
Cooley,  Mortimer  E. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 
Coombs,  Charles. 

Appointed   Midshipman,   8  March,  1800.     Last  appearance  on  Records  ul°  Nary 
DL-2Jurtment.     Dead. 
Coombs,  John  IT. 

Acting  Third  Assistant  Engineer,  8  May,  ISf-L     Resigned  10  June,  18M. 
Coombs,  Holland  Ti.  E. 

.Vctiiig  P^iisign,  1 1  August,  ls(;4.     Honorably  discharged  2U  Odobcr,  Ibb^ 
Coomes,  Tl'illiam. 

M:it.-,  11  August,  1802.     Resigned  29  December,  1862. 
Cooiiies,  IVilliam. 

Miitf.  4  August,  1803.     Dismissed  14  May,  1804 
Coon,  Edgar  A. 

Acting  Ensign,  24  October,  1804.     Resigned  30  May.  1805. 
Cooiian,  John  X. 

Acting  Assistant  Surgeon,  24  January,  1865.     Honorably  di^rhirged  10  OctolH-r. 
18f>5.     Re-appointed,  5  December,  1»73. 
Cooney,  Charles  I>. 

Acting  Midshipman,  22  September,  1855. 
Coop,  Henry  J. 

A<fiii^'    Mister,  2!)  October,  1861.     Acting  Volunteer  Lieutenant,  29  Novemlxr. 
1^(11.     Honorably  discharged  20  September,   1S08.     Mate,  28  Scpt.n.!.. --   is.,j. 
Resignid  25  November,  1871. 
Cooper,   Iteniaimin. 

Mi.lsliipuian,  10  January,  1809.  Lieutenant,  9  Decemln'r.  1814.  Commander,  24 
April,  1828.  Captain,  28  February,  1838.  Died  at  lJro««klvn.  N.  Y..  1  Juno. 
1850. 

Cooper,  Charles  J. 

Acting  Tliird   Assistant  Engineer,  25  November,  1803.     Honorably  dmha:,:' 
December,  1805. 
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Cooper,  Charles  S. 

Appointed  Midshipman,  28  November,  1837.     Resigned  9  April,  1842. 
Cooper,  Coldeii. 

Chaplain,  24  April,  1815.  Last  appearance  on  Records  of  Navy  Department, 
1815.     Frigate"  Coiistellation.'''' 

Cooper,  Con.  A. 

Acting  Third  Assistant  Engineer,  19  July,  1864.     Honorably  discharged  5  October, 
1805. 
Cooper,  Conrad  J. 

Third  Assistant  Engineer,  9  December,  1861.     Resigned  18  July,  1862. 
Cooper,  £dward  JB. 

Midshipman,  6  November,  1850.     Dismissed  24  January,  1851. 

Cooper,  Francis. 

Appointed  Master,  22  July,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment.    Dismissed. 

Cooper,  Francis  li. 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.     Resigned  10  October,  1873. 

Cooper,  Q.  C. 

Purser,  11  March,  1829.    Died  2  March,  1844. 

Cooper,  George  H. 

Midshipman,  4  August,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  11 
October,  1850.  Lieutenant,  8  May,  1851.  Commander,  16  July,  1862.  Captain, 
2  December,  1867.     Commodore,  b  June,  1874. 

Cooper,  George  H. 

Mate,  25  January,  1870.    In  service. 

Cooper,  Isaac. 

Carpenter,  16  May,  1871. 

Cooper,  James. 

Appointed  Midshipman,  1  January,  1808.     Resigned  6  May,  1811. 

Cooper,  James. 

Appointed  Master,  9  July,  1812.     Resigned  28  January,  1813. 

Cooper,  James  B. 

Master,  9  July,  1812.      Lieutenant,  22  April,  1822.     Commander,  8  September, 
1841.    Died  5  February,  1854. 
Cooper,  James  Gilbert. 

Third  Assistant  Engineer,  24  December,  1861.  Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     Resigned  19  December,  1865. 

Cooper,  James  M. 

Gunner,  20  June,  1837.     Died  24  June,  1868. 

Cooper,  John. 

Appointed  Master,  3  October,  1798.  Last  appearance  on  Records  of  Navy  De- 
partment, 10  July,  1801.     Resigned. 

Cooper,  John  F. 

Third  Assistant  Engineer,  12  August,  1861.     Resigned  14  May,  1863. 

Cooper,  John  F. 

Acting  Second  Assistant  Engineer,  21  September,  1863.  Acting  First  Assistant 
Engineer,  2  March,  1864.     Resigned  26  January,  1865. 

Cooper,  John  P. 

Acting  Third  Assistant  Engineer,  1  August,  1862.     Resigned  14  May,  1863.     Act- 
ing Second  Assistant  Engineer,  4  January,  1865.     Honorably  discharged  30  Sep- 
tember, 1865.     Acting  Second  Assistant  Engineer,  31  March,  1866.     Mustered 
out  19  December,  1867. 
Cooper,  lilewollyn. 

Acting  Master,  11  November,  1861.     Resigned  14  May,  1862. 


GENEIIAL  NAVY  RKCSISTKK.  IG? 

Cooper,  Mimon  Niiioliiir. 

Miitc,  (i  May,  1st;  J.     Acting  Ensign,  7  April,  1805.     Honorably  ducbargod  a  Ui:i.>- 
Inr,  iMiO. 
C'oopor,  Philip  II. 

Acting  Miilsliipnian,  28  Scptcmhor,  1800.     Actinj»  Ensign,  28  Mny,  l*"!??.     Mn^trr, 
10  NdvcihIkt,  laO'i.     Licufrnant,  10  Noveinber,  laOO.     Liuulcomit-Cummuudcr, 
12  Marcli,  ]NC)S.     CominundtT,  1  November,  IbTU. 
C'oopor,  Ifiicliar<l  I\ 

iMiil>liii)nian,  LM  October,  ISoO.     Dismissed  12  June,  IS^l. 
C'oop4>r,  Saiimol. 

Aji|)i)inted  Miiishipnian,   12  January,  ItiOl.     Discharged   under  Peace  Establish- 
ment Act,  12  October,  ISOl. 
C'oopor,  Sainiiol  T. 

Appointed  :Mitlshipman,  10  May,  1820.     Resigned  9  May,  1821. 
t'oopor,  Theodore. 

Tliird  Assistant  Engineer,  24  December,  18G1.     Second  Apsistant  Engineer,  8  B<*p- 
tember,  1803.     First  Assistant  Engineer,  11  October,  IbOO.     Ucoigucd  20  July, 
1872. 
Cooper,  ThoniUH. 

Ap|)()inted  Miilsliipman,  0  April,  1803.     Dismissed  20  April,  1804- 
Cooper,  T.  II.  P. 

Appointed  Midshipman,  15  October,  1817.     Died  in  1821. 
Cooper,  Thomas  J.  W. 

Acting  Thiril  Assistant  Engineer,  22  October,  ISfi:}.  Acting  Second  Assistant 
Engineer,  11  October,  18<J4.  Second  Assistant  Engineer,  25  April,  1870.  Paased 
Assistant  Engineer,  6  July,  1870.     In  service. 

Cooper,  Walter. 

Acting  Ensign,  Admiral  Dahlgreu's  Staff,  1   April,  1804.     Honorably  discharged 
20  August,  18Go. 
Cooper,  William. 

Mate,  1  April,  18G4.     Mustered  out  1  May,  1809. 

Cooper,  William  \. 

Boatswain,  2->  Ajjril,  18CG. 
Cooper,  Willisim  Itlng^eold. 

Acting  Ensign,  Admiral  S.  P.  Lee's  staflf,  1  September,  1804.  Dishonorably  dis- 
charged 2  August,  18G0. 

C^ooper,  W.   ^l. 

Appointed  Boatswain,  20  March,  183G.     Died  3  October,  1840. 

Cope,  Charles  P. 

Mate,  5  Sci)tiinber,  1804.     Honorably  discharged  3  June,  1805. 

Cope,  William. 

(iuniur,  0  November,  1851.     Died  7  December,  1874. 

Copelaiid,  H.  M. 

Tliird  Assistant  Engineer,  21  January,  1842.     Resigned  30  November,  1844. 
Copelaiid,  IjaiiriHsou  L. 

Acting   Third    Assistant   Engineer,  20  April,   18C3.      Honorably   discharged   23 

August,  18G5. 

Copeland,  Ilohert   4. 

Third  Assistant  Engineer, 20  September,  1858.  Resigned  I  August,  1S59.  Seen; 
Assistant  Engineer,  28  May,  1801.  Dismissed  19  September,  ISOI.  .\.  ;  • 
Second  Assistant  Engineer,  4  December  1802.  Apixjiutmcut  revoked  12  l'-  •  : 
ber,  1804. 

Copelaii«l,  ThoiiiaH. 

First  Assistant  Engineer,  19  October,  1H-J2.     l)isnii^-<c«l  2^  July,  1845. 

Copp,  CharleH  A. 

Midshipman,  5  November,  1804.     Graduated  2  June,  18CS.    Ixwt  on  thr  ••  c 
24  January,  1870. 
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Corbett,  P.  J. 

Mate,  3  April,  1868.    Resigned  20  September,  1872. 

Corbiii,  Clarciioo  A. 

Midshipiiuin,  27  iSeptcmber,  1870.     Graduated  21  June,  1875.     Ensign,  18  July,. 

1S7G. 

Cor  bin.  Job. 

Assistant  Surgeon,  9  May,  1861.  Passed  Assistant  Surgeon,  26  October,  1863. 
Surgeou,  9  ]\Iarch,  1864.     Resigned  9  May,  1867. 

Corbin,  Thouias  O. 

Midshipman,  15  May,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  15  July, 
1851.  Lieutenant,  10  June,  1852.  Commander,  16  July,  1862.  Captain,  25 
July,  1866.     Retired  list,  5  January,  1874. 

Cordis,  Jolin  B. 

Appointed  Lieutenant,  9  April,  1798.  Discharged  under  Peace  Establishment 
Act,  30  April,  1801. 

Cordis,  John  H. 

Appointed  Lieutenant,  26  July,  1804.     Left  the  service  3  March,  1805. 
Cordis,  Joseph. 

Appointed  Midshipman  15  May,  1799.  Discharged  under  Peace  Establishment 
Act,  6  July,  1801. 

Cordwell,  Thomas. 

Acting  Ensign,  1  October,  1863.    Honorably  discharged  11  November,  1865. 

Corey,  Allen. 

Appointed  Midshipman,  16  January,  1809.     Resigned  1  September,  1809. 

Corey,  David  B. 

Mate,  23  December,  1861.     Acting  Ensign,  29  March,  1864.    Resigned  13  March^ 
1865. 
Corlace,  James. 

Mate,  11  January,  1863.    Killed,  accidentally,  on  the  ''Daylight,''  12  March,  1863. 

Corlis,  Charles. 

Appointed  Midshipman,   30  November,   1814.     Last  appearance  on  Records  of 
Navy  Department,  9  January,  1815. 
Coruiaek,  Alex. 

Acting  Ensign,  25  October,  1864.     Honorably  discharged  19  September,  1865. 

Cornell,  Richard  M. 

Acting  Ensign,  10  September,  1863.  Acting  Master,  for  good  service,  17  Decem- 
ber, 1863.     Resigned  10  January,  1865. 

Cornell,  Randall  M. 

Mate,  26  December,  1863.     Appointment  revoked  31  October,  1865. 
Cornell,  Stephen  B. 

Acting  Third  Assistant  Engineer,  9  September,  1862.     Resigned  13  May,  1863. 
Cornell,  Stephen  H. 

Acting  Master,  25  January,  1863.     Resigned  25  March,  1865. 
Cornell,  Walter  J. 

Acting  Third  Assistant  Engineer,  23  Sejjtember,  1863.     Acting  Second  Assistant 
Engineer,  16  June,  1865.     Honorably  discharged  28  October,  1865. 
Cornell,  William. 

Acting  Third  Assistant  Engineer,  7  August,  1863.    Acting  Second  Assistant  Engi- 
neer, 14  February,  1865.     Honorably  discharged  29  August,  1866. 
Cornell,  William. 

Acting  Third  Assistant  Engineer,  13  June,  1865.     Acting  Second  Assistant  Engi- 
neer, 15  July,  1865.     Honorably  discharged  22  July,  1865. 
Cornell,  William  H. 

Acting  Third  Assistant  Engineer,  16  March,  1864.  Honorably  discharged  23 
January,  1866. 


GENERAL  NAV.:  Yirl'JZrrKJl 


16t 


Cornor,  Ooorf^o  W. 

Mate,  15  April,  18'>2.     Artint»  Ensi<,'n,  21    Mfiy,  ISGU.     DinmiiuKyl  3  August,  1864. 
Acting  Eusign,  21  September,  IbGl.    Ilouorubly  (littcburgoU  20  BvpUsiubtT,  IbCO. 
Corniok,  JnmcH. 

SinLTi  nn'3  JSIate,  2S  Mairh,  1820.     Surgeon,  5  March,  1825.    Rctiml  18  June.  IMl. 
Kcdigued  3  August,  iJiCl. 
Corninir,  DonKlas. 

Acting  Assistant  Paymaster,  11  July,  1801.     Honorably  discliarRcd   13  Novcraber, 
Ittoo. 

Corntliwnif,  Robert  II. 

Acting  Third   Assistant  Engineer,   17   October,   180:5.     ll..ni)rai)iy  .iiMiiargci    ii» 
Is'ovember,  1807. 

Coriithwaife,  I^oiiiH  A. 

Mate.  18  April,  1803.     Acting  Ensign,  2  October.  1804,     Honorably  discbari^cd  12 
May,  1505. 
Corn^voll,  Charlci^  C. 

Midshipman,  20  September,  1864.     Graduated  2  June,  18G8.     Ensign,  r.i  April, 
I80y.     Master,  12  July,  1870.     Lieutenant,  1  April,  1872. 
Corntvoll,  John  J. 

Midshipman,  1  February,  1847.     Passed  Midshipman,  10  June,  1858.     Master,  15 
Scptembor,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  IG 
July,  1802.     Commander,  25  July,  1800.     Died  12  February,  1807. 
Corroirn,  .intoiiio. 

Api>ointed  Gunner,  22  June,  1809.     Died  31  December,  1823. 
Corner,  Charles^  II. 

Acting  Master,  17  December,  1861.     Resigned  23  November,  1864. 
Corson,  Kdw.  T. 

Assistant  Surgeon,  20  May,  1859.     Passed  Assistant  Surgeon,  23  May,  1863.    Sur- 
geon, 31  July,  1802.     Died  23  June,  1804. 
Corson,  E.  E.  W. 

Assistant  Surgeon,  :J  March,  1873.     Dismissed  2  April,  1874. 
Corson,  Elwood  M. 

Acting  Assistant  Surgeon,  19  March,  1864.    Assistant  Surgeon,  1  April.  1864.    Re- 
signed 14  October,  1805. 
Corson,  John. 

Acting  Tiiird  Assistant  Engineer,  10  December,  1864.     Honorably  discharged   18 
October.  1.^05. 
Cortolgan,  J.  \¥. 

Mate,  I'J  December,  1801.     Dismissed  7  October,  1862. 
Cortoz,  Rene  Edward. 

Midshipman,  28  April,  1851.     Dropped  10  June,  1852. 
Corwall,  John  S. 

Appointed  Midshipman,  1  January,  1812.     Resigned  5  July,  1827. 
Corwin,  William  A. 

Assistant  Surgeon,  31  March,  1869.     Passed   Assistant  Surgeon,  27  March,  1873. 
Surgeon,  10  June,  1880. 
Corwine,  John. 

Assistant  Paymaster,  3  March,  1879. 
Cosby,  F.  C. 

Assistant  Paymaster,  24  August,  1801.     Paymaster,  14  .Vpnl,  1802.    Pay  lospector, 
12  April,  1877. 

Cosby,  James  8. 

Appointed  Midshipman,  1  January,  1825.     Resigned  20  August,  1820. 

Coein*OTe,  James. 

Ai)pointed  (i miner,  12  April,  1804.     Dismissed  0  June.  1807.     Appointwi  Gi 
LO  June,  181:5.     Died  in  October,  1825. 
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Costello,  Sdtvard. 

Acting  Second  Assistant  Engineer,  29  December,  1863.     Resigned  7  July,  1865. 

Coster,  George  Wasliiugtoii,  Jr. 

Midshipman,  20  November,  18<i2.  Graduated  June,  186^.  Ensign,  12  March, 
18(;8.  Master,  26  March,  1860.  Lieutenant,  21  l\Iarch,  1870.  Resigned  16 
March,  1875. 

Cosier,  Jobn  J. 

Acting  Third  Assistant  Engineer,  7  July,  1863.  Died  on  "  Bienville,''''  24  October, 
1866. 

Coster,  Stephen  K. 

Acting  Third  Assistant  Engineer,  21  October,  1861.  Acting  Second  Assistant 
Engineer,  24  July,  1863.     Honorably  discharged  4  October,  1868. 

Coster,  William  £. 

Acting  Third  Assistant  Engineer,  24  May,  1864.  Honorably  discharged  25  Octo- 
ber, 1865. 

Costigan,  F.  Y. 

Appointed  Master,  5  August,  1812.    Dismissed  2  April,  1814. 

Coston,  Beiijauiin  F. 

Appointed  Master,  1 6  January,  1844.    Resigned  5  August,  1847. 

Cotter,  John. 

Acting  Third  Assistant  Engineer,  31  January,  1S65.     Honorably  discharged  12 

October,  1808. 

Cotter,  Thomas. 

Appointed  Midshipman,  1  September,  1811.     Resigned  6  April,  1813. 

Cottman,  Tinoendon  li. 

Midshipman,  25  September,  1868.  Graduated  1  June,  1872.  Ensign,  15  July, 
1873.     Master,  9  May,  1878. 

Cotton,  Charles. 

Surgeon's  Mate,  3  April,  1811.     Surgeon,  24  July,  1813.     Resigned   10  December, 
1823. 
Cotton,  Charles  H. 

Appointed  Midshipman.  1  January,  1828.  Passed  Midshipman,  14  June,  3834. 
Resigned  1  August,    836. 

Cotton,  Charles  S« 

Acting  Midshipman,  23  September,  1858.     Ensign,  11  November,  1862.     Lieuten- 
ant, 23  February,  1864.     Lieutenant-Commander,  25  July,  1866.     Commander, 
25  April,  1877. 
Cottrell,  Gardner. 

Acting  Ensign,  21  July,  1862.  Acting  Master,  recommendation  of  Commanding 
Officer,  28  April,  1864.     Resigned  4  February,  1867. 

Cottrell,  Joseph  T. 

Assistant  Surgeon,  8  April,  1864.     Resigned  23  June,  1865. 

Cottrell,  J.  T. 

;Mate,  15  October,  1861.     Appointment  revoked  7  February,  1862 

Cottrell,  Simon  G. 

Acting  Third  Assistant  Engineer,  17  May,  1S64.  Honorably  discharged  7  August, 
1865. 

Cotts,  DaTid. 

Acting  Third  Assistant  Engineer,  6  January,  1863.  Appointment  revoked  (Sick,) 
28  May,  1864. 

Conch,  George. 

Mate,  10  September,  1861.      Acting  Ensign,  3  August,    1864.     Honorably   dis- 
charged 14  October,  1865. 
Couden,  Albert  R. 

Acting  Midshipman,  26  September,  1863.  Graduated  6  June,  1867.  Ensign,  18 
December,  1868.    Master,  21  March,  1870.     Lieutenant,  31  March,  1871. 
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Condon,  John. 

Mate,  2(i   Sei)tember,  180:}.     Acting  Ensign,   17  January,  1864.     IIoDorablT  dia- 
charj^a'd  121  October,  1805.  '  ' 

Couch,  Siiuinol   F. 

Assistant  f^urgcon,  25  February,  isni.     PuBsed   Assistant  Stirgeon,  1»  Ajiril,  185:. 
Surgeon,  2(i  April,  1801.     Mediial  In8i)ector.  W  March,  1871.     Medical  Director 

i:$  August,  1870. 

ConlMOii,  William   C. 

Mate,  1  October,  1802.     Acting  Ensign.  10  Scpn-niber,  1H0:{.     Acting  Master,   t" 
July,  1804.     Honorably  (iischargeti  20  November,  180.'>. 
Conltor,  Ilcnry  S. 

Surgeon's  Mate,  20  May,  1820.     Surgeon,  4   November,  1834.     Di^misMd  S6  TW 

c  ember,  1843. 

Coulter,  Mifflin. 

Surgeon's  I^Iate,  1",  August,  1820.     Passed  Assistant  Surgeon,  8  March,  18»5.     Sur 
geon,  22  December,  1835.     Died  12  October,  1840. 
Coulter.  M'illiam  II. 

Acting  Second  Assistant  Engineer,  9   December,  1802.     Acting  Fint  Asaiataat 
Engineer,  12  June,  1803.     Resigned  30  May,  1864. 
Coupland,  Charles. 

Aopomted  Suilmaker,  18  October,  1820.     Resigned  22  August.  l:i3J>. 
CourtlH,  Frank. 

Acting  Midshipman,  25  September,   1802.     Graduated    June,  1800.     Ensign,  13 
March,  1808.     Master,  20  March,  1809.     Lieutenant.  21  March,  1870. 
Courtney,  Anthony. 

Acting  Second  Assistant  Engineer,  26  September,  1863.     Honorably  discharged  4 
November,  1805. 

Courtney,  Charles. 

Acting  Master,  21  Januarj-,  1802.     Honorably  discharged  4  March,  1866.     Acting 
Master,  17  May,  1866.     Mustered  out  31  December,  1807. 
Courtney,  James. 

Mate.     Resigned  11  May,  1863.     Mate.  15  August,  1863.     Acting  Ensii-r.  IJ  D.- 
comber,  1804.     Appointment  revoked  18  June,  1866. 
Cousens,  John  II. 

Acting  Ensign,  29  October,  1862.     Acting  Master,  17  February,  1805.     Honorably 
discharged  22  November,  1805. 

Coush,  John. 

Appointed  Carpenter,  28  September,  1798.     Rcsignetl  10  December,  179P. 

Conthony,  Joseph  P. 

Acting  Volunteer  Lieutenant,  20  August,  1801.     Died  at  Gran<I  Ecore,  Louisiana, 
from  wounds  received  in  action,  4  April,  1864. 

Co  veil,  Charles  II. 

Assistant  Surgeon,  17  June,  1801.     Dietl  7  August,  1861. 

CoTcll,  Emerson  G. 

First  Assistant  Engineer,  21  May,  1847.     Died  28  December,  1847. 

Covert,  A.  M. 

Acting  First  Assistant  Engineer,  13  December,  1862.     Resigned  16  May,  1863. 

Covineton,  John  R. 

Appointed  Gunner,  1  May,  1SJ4.     Died  4  November,  1840. 

Cowan.  Andrew. 

Appointed  Gunner,  20  May,  1800.     Resigncil  4  September,  1800. 

Cowan,  John. 

Ajjpointed  Midshipman,  17  December,  1810.     Died  at  Sea,  1814. 

I'owan,  John  W. 

Acting  Ensign,  23  February.  1863.     Honorably  discharged  20  October,  186& 
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Cowan,  !Lcninel  C 

Mate,  3  March,  1865.  Honorably  discharged  2  June,  1865.  Mate,  10  April,  1866. 
Resigned  15  May,  1867. 

Cowan,  William  C. 

Appointed  Gunner,  21  April,  1819.     Dismissed  18  July,  1823. 

Cowan,  William  !§i. 

Appointed  Gunner,  2  August,  1830.     Died  14  September,  1831. 

Coward,  Henry. 

Mate,  27  December,  1861.  Resigned  30  October,  1862.  Mate,  17  January,  1863. 
Resigned  24  February,  1864. 

Cowden,  Samuel  I>. 

Appointed  Midshipman,  19  February,  1840.     Dismissed  5  August,  1842. 

Cowdery,  Jonathan. 

Surgeon's  Mate,  1  January,  1800.  Surgeon,  27  November,  1804.  Died  21  Novem- 
ber, 1852. 

Cowel,  John  O. 

Appointed  Master,  21  January,  1809.    Died  of  wounds  received  in  action  18  April, 
1814. 
Cowell,  William  G. 

Acting  Ensign,  12  August,  1864.     Honorably  discharged  11  November,  1865. 

Cowgill,  Warner  M. 

Midshipman,  30  September,  1863.  Graduated  2  June,  1868.  Ensign,  18  April, 
1869.     Master,  12  July,  1870,     Deserted  5  September,  1872. 

Cowie,  George,  Jr. 

Acting  Third  Assistant  Engineer,  23  May,  1864.  Acting  Second  Assistant  Engi- 
neer, 22  April,  1865.  Honorably  discharged  19  December,  1865.  Second  Assist- 
ant Engineer,  9  July,  1870.  Passed  Assistant  Engineer,  3  December,  1876.  In 
service. 

Cowie,  James  W. 

Acting  Midshipman,  25  February,  1863.  Graduated  6  June,  1867.  Ensign,  18 
December,  1868.     Lost  on  board  the  "  Oneida,''''  24  January,  1870. 

Cowie,  Robert. 

Acting  Assistant  Surgeon,  1  December,  1862.  Honorably  discharged  13  April, 
1866.     Re-appointed  13  February,  1867.     Discharged  1  June,  1868. 

Cowie,  Thomas  J. 

Assistant  Paymaster,  16  June,  1880. 

Cowing,  Seth  W. 

Acting  Ensign,  23  March,  1863.     Acting  Master,  30  May,  1865.     Honorably  dis- 
charged 1  October,  1867. 
Cowie,  William  £. 

Acting  Second  Assistant  Engineer,  17  June,  1864.  Honorably  discharged  24 
August,  1865. 

Cowles,  William. 

Cadet  Engineer,  1  October,  1873.  Graduated  21  June,  1875.  Assistant  Engineer, 
1  July.  1877.     Resigned  31  March,  1880. 

Cowles,  Walter  C. 

Midshipman,  22  September,  1869.    Graduated  31  May,  1873.     Ensign,  16  July, 
1874.     Master,  2  August,  1879. 
Cowles,  William  Sheffield. 

Acting  Midshipman,  21  July,  1863.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Master,  21  March,  1870.     Lieutenant,  26  October,  1871. 
C'owley,  Charles. 

Acting  Assistant  Paymaster,  22  January,  1864.    Honorably  discharged  21  Sep- 
ber,  1865. 
Cowling,  William. 

Mate,  7  December,  1861.     Appointment  revoked  27  June,  1862. 


GENERAL   NAVY    KEOISTEIl.  J73 

Cowman,  Ki<'liar<l  II. 

Assistant  Surgroii  17  September  IS.'jS.     Lost  ut  Sea  in  tlio  "Albany." 
Cowpor,   IVilliaiii. 

Appointed  LieiittMiant,  9  Miirtli,    179S.     Coniinunihr,  12  July,  1790.     Diachargcfl 
under  Peace  Estuldishnient  Act,  H  April,  l.^ol. 
C'owro<li,   I.omIn. 

Apiminted  Master's  Mute,  11  Auj,'ust,  1S19.      Hesi^jned  1    October,  Ib'JO. 
Cox,  Alhort  T. 

Acting,'  Tliird  Assistant  Engineer,  rj  December,  1S(J;J.     Dismissed  25  Octol>er,  18C5. 
Cox,  l>aiii<'l  II. 

Acting  'lliird  Assistant  Engineer,  10  April.  ISCa.     Dismissed  20  May.  18ft5. 
Cox,  ]Cdwar<I  N. 

Api)ointe(.l  Midshipman,  6  April,  1799.     Lieutenant,  11  .lanuarv,  1807.     Tuner,  2 
March,  18'20.     Died  U  August,  1«15. 
Cox,  Kdivin  B. 

Acting  Ensign,  20  December,  1862.     IIonor:il)Iy  discharged  3  August,  180,1. 
Cox,  CJeorgo. 

Appoint!  (I    Lieutenant,  15  June.   1799.     Commander,  27  Mav.  l><nj.     Resigned  8 
April,  1S08. 
Cox,  Georpe  O. 

Mate,  11  l>eccmber,  18G2.     Acting  Ensign,  20  June,  1801.     Honorably  tlischarge  I 
3  November,  1805. 

Cox,  Jaino». 

.\]il)ointed  Midshipman,  28  August,  1799.     Last   ai)iiearance  on  Records  of  Navy 
Dcpartuieiit,  10  May,  1801. 
Cox,  Jaiiios  II. 

Mate,  13  MarclK  1802.     Acting  Ensign,  4  August,  1802.     Died  at  Key  West,  Flor- 
ida, 31  August,  18C4. 

Cox,  J.  E. 

Acting  First  Assistant  Engineer.     Appointment  revoked  23  November,  \SG!'». 

Cox,  John  C. 

Acting  Ensign,  3  October,  1862.     Acting  Master,  on  rccommen<lation  of  command- 
ing otlicer,  21  December,  1863.     Honorably  discharged  30  May,  1865. 

Cox,  John  F. 

Api)ointed  Midshipman,  30  June,  1799.     Discharged  under  Peace  Establisbmrat 

Act,  12  October,  1801. 

Cox,  John  N.  II. 

Api>i>iMted  Midshipman,  6  July,  1798.    Lieutenant,  12  September,  1799.    Resigned 
20  April,  1S04. 

Cox,  John  W. 

Ai)i)oiiit(il   Midshipman,   1    March,    1«25.     Passed    Midshipman,   4   June,   1881. 
Lieutenant.  3  March,  1835.     Died  7  December,  1842. 

Cox,  Joseph. 

Carpent.  1,  'J!t  May,  1834.     Retired  list,  21  December,  1801. 

Cox,  Joseph  K. 

Carpenter,  9  July,  1861. 

Cox,  ^laokall. 

Appointed  Midshipman,  date  not  known.     Resigned  2  January,  1799. 

Cox.  Saninel  J. 

Pursi  r,  1 1  July,  1799.     Last  appearance  on  Records  of  Navy  Department. 

Cox,  William  K.,  Jr. 

Mate,  8    January,   1802.     Acting    Ensign,   10    November,  t864.     Honorably  ni« 
charged  10  December,  1805. 

Coxe,  John  R.  „    ,       . 

Appoint..!  Midshipman,  4  July,  1817.     Lieutenant,  28  April,  1820.     Rcsljfncl  ?'J 

May,  lb33. 
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Coxe,  J.  S. 

Appointed  Midshipman,  10  January,  1815.     Died  30  June,  1822. 

€oxe,  Richard. 

Appointed  Midshipman,  1  March,  1825.     Resigned  13  June,  1833. 

Doxe,  Richard  J. 

Appointed  Master,  23  June,  1812.     Died  18  April,  1822. 

Coxe,  William  !S. 

Appointed  Midshijiman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Cashiered 
26  April,  1814. 

Coy,  Charles  S. 

Mate,  15  October,  1861.  Acting  Ensign,  16  January,  1863.  Acting  Master,  27 
January,  1864.  Acting  Volunteer  Lieutenant,  12  June,  1865.  Honorably  dis- 
charged 12  Octobet-,  1866. 

Coyle,  John  A. 

Appointed  Midshipman,   1  April,  1828.     Lost  in  the  "5?/7pA,"16  August,  1831. 

Coyle,  Joseph  C. 

Acting  Ensign,  1  October,  1862.  Promoted  Acting  Master,  8  May,  1863.  Honora- 
bly discharged  28  September,  1865. 

Coyle,  Nicholas. 

Acting  Second  Assistant  Engineer,  6  August,  1862.  Acting  First  Assistant  Engi- 
neer, 20  June,  1863.     Died  on  "  Norwich;'  24  September,  1863. 

Coyle,  Thomas. 

Acting  Third  Assistant  Engineer,  3  November,  1863.     Dismissed  5  May,  1865. 

Crabb,  Horace  X. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Died  10  March,  1861. 

Crabbe,  Thomas. 

Midshipman,  15  November,  1809.  Lieutenant,  4  February,  1815.  Commander,  3 
March,  1835.  Captain,  8  September,  1841.  Commodore  on  Retired  list,  16 
July,  1862.     Rear-Admiral  on  Retired  list,  25  July,  1860.     Died  29  June,  1872. 

Craft,  Richard  P. 

Mate,  15  July,  1863.    Honorably  discharged  5  November,  1865. 

Crafts,  Nathaniel  W. 

Appointed  Master,  10  September,  1807.     Resigned  4  August,  1808. 

Crafts,  Samuel  P. 

Acting  Ensign,  19  December,  1862.  Acting  Master,  14  August,  1863.  Acting 
Volunteer  Lieutenant,  6  April,  1865.     Honorably  discharged  5  December,  1865. 

Cragg,  S.  Wilkins. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  26  Octo- 
ber, 1861.     Dismissed  27  -June,  1864.     Re-appointed  First  Assistant  Engineer, 
25  July,  1866.     Resigned  11  April,  1870. 
Cragin,  William  S.  W. 

Acting  Ensign,  20  January,  1865.     Honorably  discharged  6  September,  1866. 

Craig,  Benjamin  F. 

Mate,  29  December,  1864.    Honorably  discharged  4  November,  1865. 

Craig,  B.  J. 

Mate,  30  January,  1862.     Dismissed  5  March,  1862. 
Craig,  Joseph  £dgar. 

Acting  Midshipman,  29  November,  1861.  Graduated  September,  1865.  Ensign, 
1  December,  1866     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 

Craig,  J.  P.  D.  H. 

Appointed  Midshipman,  1  May,  1800.     Dismissed  5  July,  1805. 

Craig,  Philip  S. 

Carpenter,  25  March,  1873. 
Craig,  Robert. 

Mate,  14  June,  1863.  Acting  Ensign,  28  July,  1864.  Honorably  discharged  28 
October,  1865. 
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CraiR,   William. 

Gunner,  20  January,  1838.     Lost  in  the  ^'Albany''  last  intcllitrcnco,  28  Scptcmoer. 

1854. 

Craiff,  William. 

Actiii},'  First  Assistant  Engineer,  9  October.  18C3.     Dismisacd  14  Morch,  1S63. 
Crain,  CliarleH  C. 

Aitini,'  Tliinl  Assistant  Engineer,  20  February,  180-t.     Honorably  diwtluirL'itl  25 

October,  ISC),-). 

Crain,  Walter  <K 

Midshipman,  27  October,  1814.     Passed  Midshipman,  10  August,  1847.     UcsigncO 

30  December,  1851. 
Crall,  Oeorgc  A. 

Actiiii^  Miilsliii)m!in,  20  September,  1858.     Acting  Master,  20  .Tiiiif,  IHC.-,'      Di*- 
missed  20  Jim  nary,  18C3. 
Cram,  Edit  in  J. 

Acting  Third  Assistant  Engineer,  0  September,  1804.     Honorably  discharged  29 
July,  1805. 
Crambangli,  Samuel  R. 

Midshipman,  20  February,  18G3.     Graduated  2  June,  1808.     Resigned  29  June. 
1808. 
Cramer,  Frederiek  A. 

Acting  Third  Assistant  Engineer,  3  July,  18G3.     Acting  Second  Assistant  Engi- 
neer, 7  March,  18G4.     Honorably  discharged  28  November,  1805 
Cramer,  John. 

Appointed  Midshipman,  1  May,  181 G.     Drowned  20  March,  1822. 
Crandall,  Albert  A. 

Midshipman,  1   July,  1807.     Graduated  0  June,   1871.      Pilnsign,   14   July,  1872. 
Resigned  25  June,  1875. 
Crandall,  Charles  S. 

Mate,  17  Feljruary,  1804.     Acting  Ensign,   17  February,  1804.     Honorably  di*- 
charged  22  November,  1805. 
Crandall,  F.  II. 

Mate,  17  October,  1801.     Acting  Ensign,  14   July,  18G3.     Appointment  revoked 
12  January,  18GG. 
Crandall,  William  II. 

Mate,  12  December,  1801.     Resigned  4  September,  1802. 
Crane,  Fliajn  F. 

Mate,  9  Feltruarv,  18G4.    Acting  Ensign,  0  December  1804.    Honorably  diflchAlged 

31  October,  18G5. 
Crane,  Henry  A. 

Mate,  1  April,  1803.     Resigned  7  April,  1804. 
Crane,  J.  B. 

Mate.     Ap])ointment  revoked  (Sick,)  10  July,  1803. 
Crane,  lieniiiel  O. 

Acting  Master,  22  May,  1801.     Resigned  23  Januarj',  1803. 
Crane,  William  :V. 

Appointed  Midshipman,  23  May,  1799.     Lieutenant,  20  July,  1803.    Commander. 
4  March,  1813.     Captain,  22  November,  1814.     Died  18  March,  ISIO. 
Craney,  W  illiam. 

A])])ointed  Midshipman,  11   January,  1832.     Passed   Midshipman,  23  Junev  183.8. 
Dismissed  31  May,  1839. 
Craney,  William. 

Al)i)ointed  Midsliipnjan,  3  September,  1841.     Resigned  15  February,  1842. 

Cranston,  Charles. 

Acting  Second  Assistant  Engineer.  9  August,  ls«12.     -Vcting  First  AatbtaDt  Eogi* 
nccr,  8  July,  1803.     Honorably  discharged  21  March,  l8(iij. 
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Cranston,  Robert,  Jr. 

Appointed  Midshijjman,  1  January,  1812.     Last  appearance  on  Records  of  Navy 
Department,  23  March,  1815.     Dismissed. 
Crapo,  Itobort  B. 

Mate,  26  June,  18G3.     Dismissed  15  May,  1863.     Acting  Ensign,  18  October,  1864. 
Honorably  discharged  17  October,  1867. 
Crarj >  Charles  W. 

Acting  Assistant  Paymaster,  29  December,  1864.     Honorably  discharged  10  Octo- 
ber, 1865. 
Crary,  John  S. 

Acting  Third  Assistant  Engineer,  26  February,  1862.     Resigned  30  April,  1862. 

Crary,  liOdowick  W. 

Appointed  Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy 
Department,  23  May,  1815. 

Craren,  Alfred. 

Acting  Midshipman,   24   July,   1863.       Graduated   6   June,   1867.      Ensign,    IS 
December,  1868.     Master,  21  March,  1870.    Resigned  12  September,  1870. 

Craven,    Charles  H. 

Acting  Midshipman,  20  September,  1860.     Midshipman.     Ensign,  28  May,  1863. 
Master,  10  November,  1865.     Lieutenant,  10  November,  1866.    Lieutenant-Com- 
mander, 12  March,  1868. 
Craven,  John  E. 

Cadet  Midshipman,  24  September,  1874.    Graduated  4  June,  1880. 
Craven,  H.  Smith. 

Civil  Engineer,  12  March,  1879. 
Craven,  Ishi. 

Ai^pointed  Midshipman,  16  January,  1809.     Resigned  13  October,  1809. 
Craven,  Thomas  T. 

Midshipman,  1   May,  1822.     Passed  Midshipman,  24  May,  1828.     Lieutenant,  27 
May,  1830.     Commander,  16  December,  1852.     Captain,  7  June,  1861.     Com- 
modore, 16  July,  1862.     Rear-Admiral,  10  October,  1866.     Retired  list,  30  De- 
ber,  1869. 
Craven,  Tunis. 

Purser,  15  August,  1812.     Appointment  revoked  6  March,  1813. 

Craven,  Tunis  A.  M. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  8 
September,  1841.     Commander  24  April,  1861.     Died  5  August,  1864. 

Crawford,  Charles  A. 

Mate,  21  November,  1861.     Dismissed  27  May,  1863. 

Crawford,  Charles  H. 

Acting  Third  Assistant  Engineer,  1  November,  1864.     Resigned  27  May,  1865. 

Crawford,  D.  R. 

Appointed  Midshipman,  9  December,  1831.     Passed  Midshipman,  15  June,  1837. 
Drowned  26  July,  1841. 
Crawford,  Edgar  F. 

Mate,  13  January,  1865.     Appointment  revoked  8  June,  1868. 
Crawford,  George  A. 

Chaplain,  10  May,  1870. 
Crawford,  Oeorge  W. 

Acting  First  Assistant  Engineer,  18  April,  1863.     Resigned  20  January,  1864, 
Crawford,  James. 

Acting  Master,  27  February,  1862.     Appointment  revoked  (physically  disqualified) 
7  March,  1862. 
Crawford,  John. 

Acting  Third  Assistant  Engineer,  10  October,  1862.     Dismissed  30  April,  1864. 
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Crairford,  John  J. 

A.  tiiiir  SfiuiKl  Assistant  Engineer,  10  .luiie,  isci.     DigmiftW!*!  31  AuguKt,  18*4. 
C/ruMfor4l,  JoliiiHon. 

Aitin^' 'riiinl  Assistunt  Engineer,  11  April.  iMil.     Appointment  rcyoke<l    (Sick.) 

2()  May,  INC.-). 

Crawror<l,  J.  <^  A. 

AppDiuted  Midsliipman,  17  February.  1840.     Dismissed  10  Doccmlx?r,  18-10 
C:raMror<l,  Millard  II. 

Assistant  Surgeon,  1  November,  1870. 
Crawfor<l,  Kobort. 

Third  Assistant  Knirineer,  1  .July,  1S(!;{.     Second  Assistant  Engineer,  25  July,  1866. 
Passed  Assistant  Enijinocr.  20  February,  iy7L     In  service. 
Crawford,  ThoiiiaH. 

>Iato.  IS  January,  iNi".!.     Honorably  discharged  20  August,  ISC'*. 
Crawford,  IVilliain   II. 

AitiiiLj  Tliiid    Assi>tant  Kngineer,  \~)  December,  1802.     Acting  Second   .Vv^iv;  .nt 
Engineer,  9  December.  1804.     Honorably  dischargcil  15  August,  lb05. 
Crawford,  IVilliam  II. 

Third  Assistant   Engineer,  19   February,   1803.     Second   Assistant  Engineer.   20 
June,  iy(>4.     Resigned  30  April,  1808. 
Creaii,  John. 

Appointed  Midshipman,  1  February,  1814.     Resigned  18  October,  1814. 
Creo,  Joseph  C. 

Acting  Tliirtl   Assistant  Engineer,  1801.     Acting  Second  Assistant  Engineer,  18 
May,  1803.     Acting  First  Assistant  Engineer,  9  June,   1804.     Honorablv   di»- 
charged  IT)  July,  1800. 
Creeoy,  liiithor. 

Appointed  Mitlshipman,  10  November,  183.").     Resigned  10  August,  1830. 
Creevy,  Jaiiies. 

Acting  Tliird  Assistant  Engineer,  25  Julv,  1803.     Honorably  discharged  25  Novem- 
ber, 1805. 
Creevoy,  William  S. 

Acting  Assistant  Paymaster,  8  October,  1803.     Died  at  Sea,  1804. 
CroKior,  John  II. 

Mate.     Dismissed  8  July,  1802. 
Crei);hton,  JainoM  yt. 

^latc,  7  March,  1870.     In  service. 
C'reiehton,  J.  Blakoloj'. 

Midsini)man,  10  February,  1838.     Passed  Midshipman,  20  May,  1844.     Master.  10 
December,  1852.      Lieutenant,   9  October,   1853.      Commander,  23   September. 
1802.     Captain,  20  Noven\ber,  1808.     Commodore,  9  November,  1874. 
Crei^hfon,  John   O. 

Appointed   Midsliipman,  25  June,   1800.     Lieutenant.  24  February.  1807.     Com- 
mander, 21  July,  1813.     Captain,  27  Ai)ril,  1810.     Died  13  October,  1838. 
Crei^hton,  JoNoph. 

Mate,  H»  July,  1^02.     Discharged  18  October,  1803. 
CrenHliaw,  J.  W. 

Api)ointed  Midsliipman,  1  Ai)ril.  1820.     Resigned  0  November,  1827. 
CrenHliaw,  F.  .M. 

Ai>pointe<l  Midsliii)man,  1  Decendjcr,  1827.     Died  2  October,  1828. 
Crewap,  JaniOH  C. 

Midshipman.  24  June,   1807..   Graduated  0  June.   1871.     Ensign,  14  July,  1873. 
MastePi  30  September,  1870. 
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Cresper,  William. 

Appointed  Master,  24  June,  1799.     Lieutenant,  3  September,  1800.     Discharged 
under  Peace  Establishment  Act,  17  July,  1801 

Cressy,  Josiali  P. 

Acting  Volunteer  Lieutenant,  12  August,  18G1.     Dismissed  18  July,  1863. 

Cressy,  William  J. 

Mate,  6  January,  1863.     Resigned  14  May,  1863. 

Cressy,  W.  K. 

Acting  Master,  81   August,  1861.      Acting  Volunteer  Lieutenant  at  capture  of 
"  Wa?rio7;'"  20  November,  1863.     Died  at  Navy  Yard,  New  York,  28  October, 
1801. 
Crillon,  Charles. 

Appointed  Midshipman,  1  December,  1824.     (See  Barton.) 

Crimmon,  Matthew. 

Mate,  31  October,  1862.     Resigned  24  May,  1864. 

Crippen,  Thomas. 

Appointed  Sailmaker,  9  June,  1803.     Resigned  19  May,  1806. 

Crisel,  IVewton. 

Appointed  Midshipman,  15  June,  1838.    Dropped  in  1840. 

Crissey,  Edwio. 

Acting  Ensign,  24  January,  1863.    Acting  Master  on  recommendation  of  Command- 
ing Officer,  1  June,  1864.     Resigned  17  May,  1865.    Boatswain,  4  January,  1873 

Critchell,  Robert  S. 

Mate,  3  Sej^tember,  1863.     Honorably  discharged  4  September,  1865. 

Crocker,  Adolphiis  C. 

Acting  Third  Assistant  Engineer,  3  March,  1864.     Resigned  12  May,  1865. 

Crocker,  Charles  T. 

Appointed  Midshipman,  30  November,  1837.     Dismissed  19  November,  1844. 
Crocker,  Edward. 

Boatswain,  16  June,  1828.     Died  22  July,  1858. 
Crocker,  Edward  P. 

Mate,  7  July,  1863.     Mate,  3  November,  1865.    Appointment  revoked  2  December, 
1865. 
Crocker,  Frederick. 

Acting  Master,  27  May,  1861.     Resigned  29  November,  1861.     Re-appointed  3 

February,  1862.      Acting  Volunteer  Lieutenant,  for  gallantry,  29   November, 

1862.     Acting  Volunteer  Lieutenant-Commander,  for  faithful  and  meritorious 

services  during  rebellion,  1  May,  1865.     Honorably  discharged  2  October,  1865. 

Crocker,  Frederick  William. 

Acting  Midshipman,  26  September,  1862.     Graduated  June,  1866.     Ensign,  12 
March,  1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Crocker,  James  O. 

Mate,  9  May,  1862.    Died  17  October,  1864. 
Crocker,  James  M. 

Mate,  15  November,  1861.      Acting  Ensign,  14  August,  1862.     Honorably  dis- 
charged 14  September,  1865. 
Crocker,  Jonathan  W. 

Acting  Ensign,  2  February,  1864.     Honorably  discharged  7  September,  1865. 
Crocker,  IViles  T. 

Acting  Ensign,  9  August,  1864.     Honorably  discharged  24  October,  1865. 
Crocker,  Thomas  M. 

Gunner,  14  May,  1844.     Died  23  January,  1859.     . 
Crockett,  E. 

Acting  Master,  27  February,  1863.     Appointment  revoked  21  March,  1863. 
Crockett,  H.  N. 

Acting  Ensign,  21  November,  1864.     Honorably  discharged  19  July,  1865. 
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Crott,  Ciieorico. 

Appointed  Master,  17  Auj^uat,  1«14.     lifsigiml  .",  Octobi-r,  IMl.'j. 
C'rot't,  TlioiiiUH  F. 

Acting  Assistant  Paymaster,  23  June,  18(;j.     Honorably  clischurKCil  I'i  >iuveinlMT 
1805. 
CroIiiiH,  Ncbnstiaii. 

Third   Assistant  Kn<,Mncer,  1    July.   1801.      Resigned    }',l   Auetist,   18(12.     Artn 
Second  Assistant  Engineer,  14   February,  lf<H;}.     Acting  First  AMistmit   Kn^'i 
neer,  20  September,  ly<;:{.     Resigned  10  October,  1803. 
Croiiiaok,  Williaui. 

Mate,  11  April,  isdi.     Resigned  12  May,  1805. 
C'roinwoll,  Hartlofl  J. 

Midshipman,  21  Scptcmhor,  IH")?.     Midshipman,!  June,  1801.     Acting  Moiiter.  . 
Septemlier,  ISfil.     Lieutenant,  10  July,  18(52.     Lieutcnant-CuramandLT,  25  Juh 

1800.  Commander,  21  October,  1874. 
Croniwoll,  CliarloH. 

Ai)i)ointed  Master  elate  not  known.     Resigned  13  January,  1800. 
Cromwell,  Charles. 

Ai)pt)intLd  Master,  21  Ajjril,  ISM.     Discharged  28  March,  1815. 
Croiiivtell,  Joseph  II. 

Acting  Ensign,  20  July,  1804.     Honorably  discharged  i:5  July,  1805. 
Croiiaii,  John. 

Acting  Carpenter,  18  April,  1803.     Resigned  11  JJovember,  1805. 
Crono,  Roriiard. 

Acting  Master  and  Pilot,  1  October,  1804.     Ilonorably  discharged  31  May,  1HC«. 
Croiiiii,  Cornel  ills. 

Mate,  II  July,  IfsOO.     Gunner,  20  November,  1873. 
Cronin,  Franeis. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  21  Octobor, 

1801.  First  Assistant  Engineer,  20  May,  1803.     Resigned  10  November,  ISO- 
Cronin,  John. 

Mate,  22  October.  ISO:!.     Acting  Ensign,  1  January,  1805.     UoDorably  discbargeil 
4  November,  1800. 
Cronin,  ^liehael  J. 

Acting  Ensign,  10  Ajjril,  1803.     Acting  Muster,  24  November,  1803.     Honorably 
<lischarged  21  November,  1805. 
Cronin,  Thomas  II. 

Third  Assistant  Engineer,  20  ^lay,  1857.     Second  Assistant  Engineer,  8  August. 
1859.     Died  8  December,  1801. 

Cronk.  Charles  W. 

Acting  Second  Assistant   Engineer,  10   October,   1803.      .\ppointmcn'    '     ' 

(Sick,)  17  October,  1803.     Acting   Second   .Vs.-^istant   Engineer.  21    N 

18»)3.      Acting  First  AssisUmt  Engineer,  20  October,    r^'-f       Ilonu;...  ._.   

charged  22  December,  1808. 

Cronk,  Volney. 

Acting  S(c..n<l  Assistant  Engineer,  22  August,  1802.     Honorably  discbargcd  1" 

Sej)teiniier,  18*)'). 

Croniiiiller,  Thomas  I^.  P. 

Assistant  Surgenii,  28  June,  18r)2.     Dropped  13  May,  1858. 

Cronfliers,  James  A. 

Acting  Second  Assistant   Enginc«r.  11    August,  1804.     Honorably  dischargf  I   J-'i 
July,  1805. 
Cronyn,  W.  J. 

Acting  Assistant  Surgeon,  12  December,  1878. 

Crooker,  Charles  .4. 

Ai  ling  Master,  30  August,  1801.     Honorably  discharged  8  January.  1866. 
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l^rooker,  Thomas  M. 

Master's  Mate,  3  March,  1841.     Gunner,  14  May,  1844.     Died  23  January,  1859. 

Crooks,  James. 

Acting  Third  Assistant  Engineer,  31  August,  1863.  Honorably  discharged  8 
December,  1865. 

Croosman,  Alex.  F. 

Acting  Midshipman,  2  October,  1851.     Midshipman,  9  June,  1855.     Passed  Mid- 
shipman, 15  April,  1858.     Master,  23  June,  1860.     Lieutenant,  23  November, 
1860.    Lieutenant-Commander,    16     July,    1862.      Commander,    1    July,    1870. 
Drowned  12  April,  1872. 
C'roowinsliield,  Jacob. 

Midshipman,  11  March,  1815.     Lieutenant,  15  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Died  15  July,  1849. 
Cropper,  S.  Preston. 

Acting  Third  Assistant  Engineer,  6  April,  1865.  Honorably  discharged  10  May, 
1866. 

Crosby,  Atwood. 

Acting  Assistant  Surgeon,  27  June,  1864.     Resigned  31  May,  1865. 

Crosby,  Edward  D. 

Purser,  13  September,  1841.     Died  20  December,  1846. 

Crosbj',  Eli. 

Third  Assistant  Engineer,  22  September,  1849.  Second  Assistant  Engineer,  26 
February,  1851.     Died  24  January,  1854. 

Crosby,  Freeman  H. 

Midshipman,  30  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  8  November,  1874. 

Crosby,  Haskell. 

Acting  Ensign,  26  December,  1862.     Honorably  discharged  21  September,  1865. 

Crosby,  Henry. 

Mate,  3  June,  1863.     Dismissed  18  November,  1864. 

Crosby,  James  E. 

Mate,  31  August,  1863.     Died  on  "  Honduras;'  9  July,  1864. 

Crosby,  John. 

Boatswain,  8  February,  1848.     Resigned  18  September,  1854. 

Crosby,  John  K. 

Acting  Master,  15  April,  1862.     Honorably  discharged  16  September,  1865. 

Crosby,  Joshua  W. 

Act'ing  Master,  23  April,  1862.     Honorably  discharged  14  September,  1865. 

Crosby,  Pierce. 

Midshipman,  5  June,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  4  Novem- 
ber, 1852.  Lieutenant,  3  September,  1853.  Commander,  22  September,  1862. 
Captain,  27  May,  1868.     Commodore,  3  October,  1874. 

Crosby,  Thomas  I>. 

Acting  Second  Assistant  Engineer,  16  November,  1863.     Honorably  discharged 
16  February,  1868. 
Crosby,  Warren  J. 

Mate,  5  March,   1862.     Acting  Ensign,  1   July,  1864.     Honorably  discnarged  21 
October,  1865. 
Crosby,  William  B.,  Jr. 

Acting  Assistant  Paymaster,  7  August,  1863.     Resigned  23  December,  1864 
Cro>Iey,  S.  M. 

JIute,  14  September,  1863.     Resigned  18  Marcn,  1871. 
Crosmon,  JVelson  E. 

Acting  Third  Assistant  Engineer,  25  May,  1864.     Resigned  (Sick,)  11  March,  1865. 
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C  roMH,  Klliot  \%. 

\ctw<r  Third  Assistant  Engineer,  28  March,  1804.     II<»norttbly  <li«char«etl  iHJui 

1.S0.1. 

Ai)i)<>iiite(l  Captain  10  September,  1798.     Disclmit'i"!  uikIit  \',.irr  K..ij»l.li«)iiii. ;.. 
Act,  (lute  lint  known. 

C'roHH,  J.  Arnold. 

Acting  Ensign,  7  November,  1803.     Honorably  discharged  2  August,  1805. 
I'roHN,  John  C 

Third  Assistant  Engineer,  8  December,  1802.     Second  Awjistant  Engineer,  8  April, 
l.sci.     I{esigned21  June,  1«G5. 
t'roKN,  J  oil  II  W. 

Acting  Second   Assistant  Engineer,  18   Novenjber.  18(51.     Kcsigned  i»  Nu\. ml- 
18(i«'. 

(rOMH,    JOMOpll. 

Ai>i>()inti(l  Midshipman,  9  June,  1811.     Lieutenant,  27  .\pril,  1810.     Died  10  Feb- 
ruary, is:!  J. 

CroK^i,  J.  Wosley. 

Acting  Tliird   Assistant  Engineer,  2.5  September,  18t;:}.     Honorably  dimiharged  7 
October,  l.SGS. 
4'roMs,  Kobort  II. 

Gunner,  T.i  April,  1858 
(roHN,  Sjiiniiol. 

Gunner,  4   .January,  1802.     Dismissed   10   September,  1802.     Gunner,  27  August, 
1S7-2. 
C'roM!4.  TlioiiiiiK  II. 

Acting  Third  Assistant  Engineer,  21   October,    lMi:J.     llonoruiiiy  dist-hargwl  20 
.July,  1805. 
(roHi^an,  Thomas  M. 

Midsliipinan,  !  July,  1830.     Passed  Midshipman,  1  July,  1842.     Master.     Lieuten- 
ant, 0  Aiiril,  isi!).     Resigned  1  September,  1857. 
CroHsiiiaii,  .Iaiiio$4  A. 

,\cting  Knsigii,  14  December,  1803.     Ilonoraljly  di.scharged  23  .\ugust.  1^'".5. 
I'rofoii.  C'liarloH. 

Mate.  'JJ  ().t.)l)er,  1802.     Resigned  15  May,  1805. 
Crow,  lioiijaiiiiii. 

Ai)i)ointed  Sailmaker,  5  May,  1820.     Died  31  March,  1845. 

Crow,  JaiiiCH. 

Appointed  Midshij)man,  15  November,  1809.     Resigned  15  December,  1810. 

Crowell,  I>avi<l  II. 

Acting  Master,  22  November,  1801.     Resigned  li>  May,  l^i::'. 

Crowell,  ErastiiH. 

\cting  ^Master,  20  August,  1801.     Resigned  19  October,  1801. 
Crowell,  CieorKO  W. 

Acting  Master,  0  December,  1801.     Dismissed  17  September,  1802. 

Crowoll,  iMaiali  K. 

Saihnaker.  3  .lunuary,  1802. 

Crowell,  JoMopli  W. 

A(  ting  Ensign,  31  August,  1803.     Honorably  discharged  21  August,  1865. 

Crowell,  Levi. 

.\cting  Master,  7  December,  1801.     Honorably  dischargecl  29  January-,  IBM. 

<' row  ell,  miner  B. 

Acting  Master,  18  Januarj'.  1802.     Acting  Volunteer  Lieutenant,  for  good  MrTio«| 
10  March,  1804.     Honorably  discharged  18  December,  1805. 
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Crowley,  Charles  E. 

Midshipman,  10  January,  1809.  Lieutenant,  9  December,  1814.  Died  at  Charles- 
ton, South  Carolina,  15  August,  1850. 

Crowley,  John. 

Appointed  Carpenter,  38  October,  1811.     Dismissed  26  September,  1813. 

Crowley,  John. 

Boatswain,  11  January,  1876.     Appointment  revoked  7  February,  1876. 

Crowinshield,  Arrant  IS. 

Acting  Midshipman,  35  September,  1860.     Graduated  38  May,  1863.     Ensign,  4 
June,  1863.     Master,   10    November,   1865.     Lieutenant,    10   November,    1866. 
Lieutenant-Commander,  .3  March,  1868.     Commander,  35  March,  1880. 
Crownin^hielci,  William  W. 

Acting'Ensign,  31  January,  1863.  Acting  Master,  for  good  service,  10  December, 
1863.  Acting  Volunteer  Lieutenant,  17  May,  1865.  Honorably  discharged  4 
October,  1868. 

Crozet,  J.  B. 

Mate,  8  November,  1869.    Resigned  23  November,  1873. 

Crnft,  John. 

Appointed  Lieutenant,  15  October,  1798.     Commission  returned. 

Cruger    Edward  Martineaii. 

Acting  Midshipman,  30  July,  1863. 

Crumniey,  ThoniaSo 

Third  Assistant  Engineer,  31  April,  1863.     Resigned  5  September,  1866. 

Cmmp,  George  T. 

Appointed  Midshipman,  3  February,  1839.     Died  13  April,  1833. 

Crump,  Richard. 

Appointed  Midshipman,  30  June,  1806.     Dismissed  18  February,  1808. 

Cruse,  Peter  N. 

Acting  Master,  14  September,  1861.     Resigned  17  June,  1863. 

Cruse,  Samuel  C. 

Acting  Master,  18  October,  1861.     Honorably  discharged  5  February,  1866. 

Crygier,  John  W. 

Cadet  Engineer,  1  October,  1874.     Graduated  10  June,  1879. 

Cuddy,  William. 

Sailmaker,  3  March,  1873. 

Cudworth,  William. 

Appointed  Midshipman,  16  January,  1809.     Resigned  17  November,  1809. 

Culbert,  Edward. 

Mate,  33  January,  1863.     Honorably  discharged  39  August,  1868. 

Cnlbertson,  C.  J. 

Mate,  17  September,  1861.     Discharged  7  April,  1863. 

Culbertson,  James. 

Appointed  Boatswain,  1   January,   1817.     Last  appearance  on  Records  of  Navy 
Department  for  1830. 
Cnlbertson,  Wilson  S. 

Mate,  4  April,  1804.     Honorably  discharged  18  November,  1865. 

Culbreth,  CJeorge  S. 

Assistant  Surgeon,  18  June,  1866.  Passed  Assistant  Surgeon,  14  December,  1869. 
Surgeon,  31  December,  1876.     Lost  on  "  Huron,''''  24  November,  1877. 

Cullaton,  John. 

Mate,  38  June,  1863.     Acting  Ensign,  35  February,  1863.     Resigned  9  June,  1865. 

Cull  en,  Ezekiel  W. 

Purser,  4  June,  1857.     Resigned  11  May,  1858. 

Cullen,  John. 

Acting  Second  Assistant  Engineer,  13  August,  1863.    Resigned  6  October,  1863. 


GENERAL    NAVV    HKtMSTKll.  1- 

Acting  First  Assistant  Knf,'in('cr,  7  May,  1801.     Honorably  discharged  29  Be p 

tPUibiT,  1M(55. 

Ciilloy*  liioorKC  f^. 

Acting'  riiiid  Assistant  Engineer,  11  July,  1803.     DisiniHtUHl  r,  May.  180',. 
Cnll(\v,  JoMcpli. 

Acting  riiiid  Assistant  Engineer,  1  August,  1802.     Acting  Second  AaiiliiUnt  Kn^i 
nctr.  2'3  May,  18G;J.     AjUJointinent  revoked  (Siek.)  11  November.  18«:J.     Acting 
First  Assistant  Engineer,  12  .lune,  1805. 
ClilliiiN,  Amu  K. 

Acting  Tliiid  Assistant  Engineer,  21  June,  1802.     Acting  Sceond  .\i««iiitant  ?*ngi 
neir,  20  .liiiic,  1S(>3.     II()nt)ral)ly  discharged  l.*)  December,  18<',.*). 
C'iilv<'r,  Abraliaiii  K. 

Midsliipniaii,  G  June,   1872.     (Jraduated  20  June,    1870.     Ensign.    l>    I  )•..;,,!.  r 
1877. 
Culver,  C'h>irloH  B. 

Acting  Tliinl   Assistant  Engineer,  14  January,  1803.     Acting  Second  Aaaistant 
Eiiginiir,  1:5  Sei)teinbcr,  lS(it.     Honorably  discharged  8  September.  1805. 
C'ulvor,  CiiarlcM  K. 

.Mate,  8  October,  1801.     Resigned  l»  Ai)ril,  1804. 
Culver,  E.  II. 

.Vcting  Assistant  Paymaster,  22  July,  180.'].     Discharged  12  November,  1805. 
Culver,  Jot-iiah  II. 

Assistant  Surgeon,  24  March,  180:?.     Itetired  15  Julv,  1S(;7.      Died  25  September. 
18G8. 
Cuniberson,  William  ^I. 

Acting  Third  Assistant  Engineer,  0  January,  1802.     Resigned  5  January,  1803. 
CuMiuiing,  John  IV. 

Mate.     Resigned  5  Sejitember,  1862. 

CuiuniiuK*  T.  \%\ 

.\l)piiintc(l   Midshipman,    10    May,    1832.     Passed   Midshipman,   23   June,    IBS'* 
Resigned  2:}  February,  1811. 
CnniniingM,  A.  B. 

Midshipman,  7  April,  1847.  Passed  Midshipman,  10  June.  1H53.  Mnstor.  15  Sep- 
tember, 1855.  Lieutenant,  10  September,  1855.  Lieutenant-Commander,  16 
July,  1802.     Died  18  March,  18013. 

CuniniiuKH,  j^d.  P. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  20  February,  18f2. 

Cnuiniin^s,  John  I^. 

Ajjpointed  Midshipman,  8  October,   1800.     Lieutenant,  1  April,  1812.     Died  24 

Julv,  1824. 

CuiiiiiiinH,  James. 

Mate,  1  November,  1803.     Resigned  8  November,  1804. 
CumminM,  JameH  A. 

Acting  CJuniur,  liO  September,  1802.     Dismissed  :J  February,  186-1. 

CniiniuKhm"*  .ile\an<ier. 

Master,  15  Novemlier,  1815.     Reserved  list,  13  September,  1855.     Died  28  April, 

1850. 

Cunningham,  CliarleH. 

A(  ting  Ensign,  28  February,  1803.     Resigned  5  September,  1864. 
Cunningham,  Frederiek  .1. 

CJunner,  21  .\iignst.  1  s5i;.      Deserted  20  .Vugust,  1858. 

CiinninKliaiii,  <aeorKe. 

A(  ting  Third   .\.-.ist:int    Engineer,  22   November,  1802.      Appointment  rrroked 

(Sick.)  15  June,  ls(i:{. 

Cunningham,  (■.  F. 

Appointed  Midshipman,  14  February,  1840.     Resigned  20  August,  1849. 
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Ciiiiiiinghain,  Hugh. 

Acting  Third  Assistant  Engineer,  6  Marcli,  1865.     Honorably  discharged  4  Octo- 
ber, 18C5. 
Cuniiingliaiii,  James. 

]\Iate,  24  January,  18G3.     Honorably  discharged  29  October,  1865. 
Ciiniiiiigliaiii,  Joliii  O. 

Acting  Third  Assistant  Engineer,  4  September,  1864.     Dismissed  30  April,  1867. 
Cunningham,  John  N. 

Purser,  13  March,  1857.    Pay  Inspector,  3  March,  1871.    Pay  Director,  14  October, 
1871. 
Cunningham,  Patrick  Thomas. 

Midshipman,  26  Sejjtember,  1863.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871.     Resigned  9 
November,  1872. 
Cunningham,  Robert  B. 

MidshijDman,  30  November,  1814.     Lieutenant,  13  January,  1825.     Commander,  8 
September,  1841.     Captain,  14  September,  1855.     Died  13  March,  1861. 
Cunningham,  Thomas  A. 

Acting  Third  Assistant  Engineer,  26  January,   1864.      Died  on  "  Merrimac,'''  2 
July,  1864. 
Cunningham,  Thomas. 

Acting  Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  13 
May,  1861.     First  Assistant  Engineer,  20  May,  1863.     Resigned  16  November, 
1866. 
Cunningham,  T.  S. 

Appointed   Midshipman,  15   November,  1809.      Lieutenant,   9   December,   1814. 
Resigned  21  April,  1827. 
Cunningham,  W. 

Appointed  Gunner,  11  August,  1819.     Died  in  1823. 
Curley,  M.  E. 

Acting  Carpenter,  6  May,  1865.     Honorably  discharged  6  August,  1865. 
Curran,  James. 

Acting  Third  Assistant  Engineer,  7  July,  1863.     Appointment  revoked  (Sick,) 
10  February,  1864. 
Curran,  James. 

Acting  Second  Assistant  Engineer,  26  April,  1866.     Mustered  out  24  July,  1867. 
Curran,  James. 

Acting  Third  Assistant  Engineer,  15  September,  1864.     Acting  Second  Assistant 
Engineer,  22  February,  1865.     Honorably  discharged  13  November,  1865. 
Curran,  8anforci. 

Acting  Thiid  Assistant  Engineer,  28  December,  1863.     Died  on  "  TallaTiatchie,^''  16 
April,  1865. 
Currier,  Oliver  C. 

Mate,  31  August,  1864.     Honorably  discharged  19  December,  1865. 
Currier,  W.  A. 

Mate,  4  April,  1862.     Dismissed  20  August,  1863.     Mate,  27  November,   1863. 
Appointment  revoked  (Sick,)  14  October,  1864. 
Curry,  David  H. 

Acting  Carpenter,  1  October,  1862.     Resigned  30  May,  1864. 
Curtis,  Andrew. 

Acting  Ensign,  14  May,  1864.     Honorably  discharged  12  August,  1865. 
Curtis,  Asa. 

Gunner,  1  March,  1825.     Died  at  ^^  Bio  de  Janerio,^''  11  September,  1858. 
Curtis,  Caleb  A. 

Acting  Master,  23  September,  1861.     Resigned,  accej^ted  with   regrets  of  the  De- 
partment, 2  December  1863. 
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CurtiH,  Cioero  B. 

Acting,'  Sffoncl  Assistant  Enpinoor,  17  (Kitolxr,  iMt,:',.     Ilnri<.riil>ly  UiM-lmri'ed   ' 
August,  1M05.  ** 

Curtis,  Clinton  H. 

Mitlsliipiiiuii,   js  Siptetnber,  1805.     Graduated  4  Juno,  1800.     Kn«i((n,  13  Jul. 
1^70.     Muster,  25  November,  1872.     Lieutenant,  30  June,  1M7C. 
Curt  In,  I>avl<l  €i. 

Actin<^  Assistant  Surgeon,  19  September,  IHr.l.     Honorably  diitchargeil  2i  Aucutt 
18G5.  Oft. 

CnrtlH,  Kdwnrd. 

Third  Assistant  Engineer,  21  October,  1861.     Resigned  11  Ki-bruary,  \H6Z. 
C'urtlM,  Froderlok  R. 

Arting  Assistant  Puynuister,  19  October,  1861.     Assistant  Paymaster,  13  July,  1862. 
Died  on  '^  Painue,''  17  April,  18(53. 
Curtis,  G.  G. 

Acting  Ensign,  H  June,  18G4.     Honorably  discharged  8  November,  1805. 
Curtis,  llonry  F. 

Acting  Ensign,  23  May,  1864.     Honorably  discharged  15  November,  1865. 
Curtis,  JaniofBi  F. 

Appointed  Midsbipnnin,  18  June,  1812.     Lieutenant,  1    April,  1818.     Resigned  19 
April,  1824. 
Curtis,  Koniainc  J. 

Acting  Assistant  Surgeon,  3  May,  1864.     Honorably  discharged  21  Octolwr.  1865. 
Curtis,  Samuel. 

Acting  Muster,  22  January,  1862.     Honorably  discharged  2  February,  1m«;(>. 
Curtis,  Staoey. 

Appointed  Sailmaker,  23  April,  1813.     Resigned  21  June,  1815. 
Curtis,  Thomas  B. 

Appointed  Midshipman,  28  September,  1812.     Resigned  13  November,  1823. 
Curtis,  William  H.   II. 

Acting  Ensign,  8  September,  1864.     Honorably  discharged  14  July,  1805. 
Curtis.  W.  Soott. 

Mate,  I'J  Marcl),  1862.     Dismissed  4  April,  1863. 
Curwen,  Ilonry. 

Acting  Ensign,  1  July,  1864.     Honorably  discharged  4  June,  1865. 

Cusliing,  Caleb. 

Appointed  Muster,  18  August,  1812.     Last  appearance  on  Records  of  Navy  Depa" 
ment,  21  August,  1812. 

Cnslilne^  Charles  C. 

Acting  Ensign,  on  Admiral  Lee's  Staff,  7  November,  1864.     Honorably  diachargi  1 
3  October,  Isc,:,. 
ensiling,  Fdniund  II. 

Acting  Assistant  Paymaster.  30  June,  1863.     Passed  Assistant  Paymaster,  23  July, 
1866.     Paymaster,  16  September,  1868.     Died  on  the  "  7'u*-«iwr<i,"    11  March 

1809. 

CnshinK,  Henry. 

Acting  Assistant  Paymaster,  29  July,  1802.     Discharged  3  Octobt",  1805. 

CushinK,  Hilton   B. 

Acting   Assistant  Paymaster,  20  August,  IstM.     Passccl  Assistant  Paymaster  9S 

July,  1866.     Paymaster,  12  March,  1869. 

CusliiiiK,  Samuel  W. 

A])iioiMted   Miclshii)nian,  28  August,  1709.     La.4t  appearance  on  Records  of  Na . 

l)rp:irtinent,  12  September,  1799.     Killed  in  a  duel. 

CusliiuK,  Stephen. 

Acting  Assistant  Surgeon,   11  June,   1864.     Honorably  discharged    10  Octolx - 
1865. 
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dishing,  Thomas  B. 

Acting  Assistant  Paymaster,  14  August,  1863.     Resigned  9  March,  1865. 

Cushiiig,  T.  J.  H. 

Surgeon's  Mate,  23  January,  1809.     Dismissed  5  Marcli,  1810.     Surgeon's  Mate, 
10  December,  1814.     Died  1  June,  1817. 
Cushing,  IVilliain  Barker. 

Acting  Midshipman,  25  September,  1857.  Resigned  23  March,  1861.  Acting 
Master's  Mate,  1861.  Lieutenant,  10  July,  1862.  Lieutenant-Commander,  27 
October,  1864.     Commander,  31  January,  1872.     Died  17  December,  1874. 

Ciishman,  Alex. 

Mate,  22  March,  1862.     Dismissed  15  March,  1864. 

Cnshman,  Aiisell. 

Appointed  Master,  26  May,  1812.     Dismissed  9  January,  1813. 

Cushniau,  Charles  F. 

Gunner,  7  April,  1856.     Died  14  December,  1856. 

Cushiiian,  Charles  H. 

Midshipman,  24  March,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  8  February,  1856.  Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Retired  list,  24  April,  1877. 

Cnshiuan,  George  P. 

Gunner,  18  December,  1861. 

Cnshinan,  Walter  S. 

Acting  Assistant  Paymaster,  27  September,  1862.     Resigned  12  May,  1864. 

Cushman,  William  H. 

Third  Assistant  Engineer,  2  August,  1855.     Second  Assistant  Engineer,  21  July, 
1858.     First  Assistant  Engineer,  3  August,  1859.     Chief  Engineer,  1(5  October, 
1861. 
Cnshman,  W.  H, 

Appointed  Midshipman,  18  February,  1841.     Resigned  31  July,  1847. 

Cntbush,  £dward. 

Surgeon,  24  June,  1799.     Resigned  10  June,  1829. 

Cutbush,  William. 

Appointed  Midshipman,  9  December,  1800.     Resigned  20  November,  1805. 

Cutchin,  Robert. 

Appointed  Master,  30  .January,  1809.     Dismissed  8  November,  1813. 

Cuthbert,  liachlan. 

Appointed  Midshipman,  1  January,  1812.     Died  2  September,  1820. 

Cuthbert.  Wayland. 

Third  Assistant  Engineer,  24  August,  1861.  Second  Assistant  Engineer,  21  April, 
1863.     Resigned  22  August,  1864. 

Cnthbertson,  James. 

Acting  Second  Assistant  Engineer,  4  June,  1864.     Honorably  discharged  28  Octo- 
ber, 1865. 
Ciithbut,  B.  H. 

Appointed  Midshipman,  24  July,  1807.     Struck  oft"  4  September,  1808. 

Cutler,  Alfred. 

Appointed  Midshipman,  1  January,  1825.     Resigned  8  March,  1826. 

Cutler,  Amos. 

Appointed  Sailmaker,  24  June,  1817.     Resigned  in  October,  1820. 

Cutler,  James. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistant  En- 
gineer, 24  August,  1863.     Honorably  discharged  4  November,  1865. 

Cutler,  William  F. 

Acting  Third  Assistant  Engineer,  23  August,  1864.     Resigned  19  May,  1865. 
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Cutler,  Willium  G. 

Midsliipimm,  23  September,  1871.     Graduated  21  Juiu-,  187.J.     Enuign,  18  July, 

1870. 

Cutter,  George  F. 

Purser,  5  June,  181J.     Piiy  Director,  :{  March,  1H71.     rayiiiuslcr  GeniTul,   m  N... 
V(  inher,  1M77. 
Cutter,  UeiiHUlear. 

Acting  First  Assistant  Engineer,  27    P'ebruary,  1803.     Ilunorably  discharge*!  18 
November,  1805. 
Cutter,  ^Villiaiii. 

Apixiintwd    ^Midshipman,    15   November.   is(M).     Last   appear:iii(r    mi   I{..i>r.U   ,.f 
Navy  Department. 
Cutting,  John  B. 

Appointed   Mid.shipman,    1    January,    1825.     Passed    Midshipman,  1  June,  1881. 
Lieutenant,  22  December,  18:55.     Died  20  May,  184^. 
CuttH,    AugUHtUN. 

Apj)ointetl  Midshipman,  9  N()Vtiiil)er,  IS];;.      Lieutenant,  13  January,  1825.     Died 
12  June,  1829. 
CuttA,  Charles  K. 

Appointed  Midshipman,  3  November,  1818.     Died  7  September,  1824. 
CuttH,  J.  M. 

Appointed  Midshipman,  18  June,  1812.     Resigned  1  July,  1820. 
CnttM,  Joseph,  Jr. 

Appointed  0  December,  1814.     Lieutenant,  13  January,  1825.     Died  26  September, 
1834. 

CuttH,  Richard  Malcolm. 

Acting  Midshipman,   22    September,    1802.     Graiiuated  .lune,   IHOfi.     Ensign,    12 
March,  1808.     Master,  20  March,  1809.     Lieutenant,  21  Marcli,  1870. 

Cutts,  Walter  C. 

Appointed  Midshipman,  4  March,  1823.     Dismissed  17  May,  1833. 
Cuyler,  Richard  M. 

Midshipman,  28  April,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  9  June, 
1853.     Lieutenant,  20  February,  1854.     Resigned  20  December,  1859. 

Dabney,  .41  her t  J. 

Midshii)man,  1  October,  1807.     Graduated   0  June.  1871.     Ensign,  14  July,  18W. 

Ma.stcr,  0  April,  1875. 

Dabiiey,  George. 

Midshipman,  9  November,  1799.     Discharged   14   July,  1801,  under  Peace  Estab- 
lishment Act. 

Dahney.  George. 

Midshipman,  30  March,  1802.     Resigned  12  April,  1805. 

Dahn<>y,  T.  S. 

Acting  Assistant  Paymaster,  22  September,   1803.     Dischargetl  23  March,  1M7. 

Dade,  Alexander  L. 

Midshipman,  1  November,  1827.     Drowned  14  September,  1830. 

Dade,  Francis  C. 

Third  Assistant  Engineer,  20  January,  1849.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     First  Assistant  Engineer,  21   May,  1853.    Chief  Engineer.  24  Octo- 
ber, 1859. 
Dade,  To^vnshend. 

Midshipman,  1  May,  1828.     Resigned  8  June,  1886. 

Dade.  Stephen  L. 

Mate.     Hesimied  29  September,  1862. 

Dade,  William  II. 

Mate,  23  December,  1801.     Dismissed  27  September,  1962. 
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I>aggett,  Jacob. 

Mate,  9  January,  1862.     Deserted  15  July,  1864. 
Daggett,  liloyd  E. 

Mate,  11  Juno,  1862.     Honorably  discharged  16  October,  1867. 
Daggett,  Richmond. 

Mate,  11  October,  1862.     Acting  Ensign,   10  November,  1873.     Honorably  dis- 
charged 30  Aj^ril.  1866.     Mate,  4  February,  1870.     Resigned  30  April,  1870. 
Daggett,  Samuel, 

Gunner,  26  February,  1834.     Died  9  April,  1836. 
Daggett,  Thomas  H. 

Acting  Ensign,  27  October,  1863.     Resigned  9  April,  1864. 
Dahlgreen,  Charles  B. 

Third  Assistant  Engineer,  24  December,  1861.      Resigned  15  December,  1862. 
Acting  Ensign,  15  December,  1862.     Acting  Master,  14  May,  1863.     Resigned  1 
February,  1865. 
Dahlgren,  John  A. 

Midshipman,  1  February,  1826.    Passed  Midshipman,  28  April,  1832.    Lieutenant, 
8  March,  1837.     Commander,  14  September,  1855.      Captain,  16  July,  1862. 
Rear-Admiral,  7  February,  1868.     Died  12  July,  1870. 
Daily,  Cornelius. 

Mate,  21  February,  1863.     Deserted  9  April,  1865. 
Daily,  Thomas  W. 

Midshiijman,  9  November,  1813.    Resigned  10  January,  1818. 
Daisy,  George  W. 

Mate.     Resigned  9  May,  1862. 
Daizley,  William. 

Acting  Third  Assistant  Engineer,  9  October,  1863.    Honorably  discharged  17  Octo-: 
ber,  1865. 

Dale,  Frank  C. 

Assistant  Surgeon,  6  November,  1876.     Passed  Assistant  Surgeon,  7  August,  1880. 
Dale,  John  B. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
25  February,  1845.     Died  24  July,  1848. 
Dale,  John  M. 

Midshipman,  18  June,  1812.     Lieutenant,  1  April,  1818.     Commander,  12  February, 
1839.     Died  14  December,  1852. 

Dale,  Richard  S. 

Midshipman,  18  June,  1812.     Killed  in  action,  23  June,  1812. 
Dale,  Richard. 

Captain,  4  June,  1794.     Resigned  17  December,  1802. 
Dale,  Samuel. 

Acting  Third  Assistant  Engineer,  5  May,  1864.     Honorably  discharged  29  August, 
1865. 
Daley,  John. 

Mate,  19  March,  1863.     Acting  Ensign,  15  June,  1863.     Honorably  discharged  9 
November,  1868. 
Daley,  William  A. 

Acting  Ensign,  22  June,  1864.     Honorably  discharged  10  June,  1865. 

Dallas,  Alexander  J. 

Midshipman,  22  November,  1805.     Lieutenant,  13  June,  1810.     Commander,  5 
March,  1817.     Captain,  24  April,  1828.     Died  3  June,  1844. 

Dallas,  Alexander  J. 

Lieutenant,  13  January,  1825.     Commander,  8  September,  1841.     Died  12  July, 
1843.     {See  A.  J.  B.  Brown.) 
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]>alIiiM,  Aloxandor  J.,  Jr. 

Midsliipuian,  25  .lanu.iry,  IHIO.  Passed  MidHliipii.an.  II  .Iidv.  1S|(5  lUaii'ni.J 
2.S  Si-j)t(iiil)or,  IslT.  i»«»iKncu 

Dalla.s,  AIovaiKlor  J. 

Midsliipuian, -J  I  Martli,  l.S4(>.     Dismissci  IvI  .luiic,  Is.'.i. 
Dallas,  FranoiH  O. 

Midshipnmn,  S  November,  1811.  Passed  Mi<lsliipman.  10  Aiifjiigt.  IMT.  MaMrr 
14  September,  1^5.  Lieuteniint,  ir»  September,  1^5:,.  Retired,  liJ  I)c(ieniber' 
1804.  fomiiumder  on  Retired  list,  4  April,  1>S(;7.  Lieutenant,  Retired  list  from 
1-5  March,  1877.  ' 

I>alla.s,  Jacob  M, 

Carprntcr,  22  July,  18<;i.     Resigned  21  November.  18G1 
I>alo,  Frank  V. 

Assi.staiit  Surgeon,  6  November,  1870. 
Dally,  John  K. 

.Veting  Third    Assistant  Engineer,   14  January.  1863.     Appointment  revoked  23 

.Vpril.  ls(;:!. 

Daltcn,  Hamilton  II. 

Acting  .Midshipman,  1   October,  1851.     Midshipman,  9  June,  1H55.  Paiwed  Mid- 

8hii)man.  15  April,  1858.     Master,  4  November,  1858.     Lieutenant  Hi  December 

lS(i(i.     Dismissed  1  July,  1801.  ' 

Daltoii,  John  II. 

Attiiig  Third  Assistant  Engineer,  14  May,  1SG4.     Discharged  12  May,  1866. 
DaKon,  Samuel  W. 

Acting  Third  Assistant  Engineer,  24  December,  1804.     Api)ointnient  revoked  13 
January,  1800. 
Dalton,  TliomaH. 

Mate,  8  June,  1803.     Honorably  discharged  22  January,  1800. 
Daly.  John,  Jr. 

Mate,  7  August,  1861.     Acting  Ensign,  15  June,  180:].     Ilonfiraldv  discharged  9 
November,  1808. 
Daly,  :iIiohael  J. 

Acting  Ensign,  24  June,  1803.     nonorably  discharged  15  August,  1863. 
Damon,  Alexander  D. 

Mate,  25  June,  1S04.     Honorably  discharged  30  July,  iNtJS. 
Damon,  David. 

Acting  Gunner,  12  December,  1864.     Appointment  revoked  18  Septeml>er,  1865. 
Damon,  Orison  II. 

Acting  Assistant  Surgeon,  7  June,  1863.     Honorably  discharged  24  Jnnuarv,  l^Cfl. 
Damon,  Samuel  II. 

Mate.  25  January,  1862.     Dismissed  16  September,  1802.     Acting  Ensign,  16  Sep- 
tember, iN(;4." 
Damre,  AiiKUNtus. 

Acting  Kn>iL,'ii,  13  September,  1804.     Honorably  discharged  12  February,  I8rtrt. 
Dana.  Kdward  F. 

Midshipman,  111  February,  1799.     Resigned  5  March,  1800. 
Dana.  William  II. 

Midshipman,  1  May,  1850.  Passed  Midshii)man.  20  Jime.  1850.  Ma.<itrr,  S3  Janu- 
arv,  1^5S.  Lieutenant,  1  Julv,  185s.  Lieutenant-Commander,  10  Juir,  1862. 
('.".mmandcr.  27  April,  1809.     Died  5  March,  1872. 

Dana,  M  illiam  S. 

Acting  Midshipman,  25  Octolter,  1S59.     .\cting  Ensign.  1  Octoln-r.  I-  -'rr, 

10  Mav,  ISiiO.      Lieutenant,  21    February,  1807.      Lieutenant  ('.  |:| 

March,"  ISOS. 
Dan  by,  llobert. 

Third  As-sistant  Engineer,  18  January,  1845.    Second  .V'»<«istant  Engineer,  10  Julj, 
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1847.     First  Assistant  Engineer,  36  February,  1851.     Chief  Engineer,  36  June, 
1856. 
]>aiice,  Tliouia^^  L.. 

Midshipman,  12  March,  1838.    Passed  Midshipman,  30  May,  1844.    Died  21  March, 
1850. 
I>audreaii,  Cornelius. 

A.cting  Second  Assistant  Engineer,  4  January,  1863.     Honorably  discharged  34 
December,  1865. 

Dandreaii,  lUitchell. 

Acting  Second  Assistant  Engineer,  4  January,  1862.     Appointment  revoked  (Sick,) 
3  June,  1863. 
Dandreaii,  Paul. 

Acting  Third  Assistant  Engineer,  4  January,  1862.    Honorably  discharged  24  De- 
cember, 1865. 

Dandridge,  R.  F. 

Surgeon's  Mate,  20  March,  1830.     Resigned  17  February,  1834. 
Dandridge,  Robert. 

Midshipman,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Department. 
Dandridge,  William. 

Surgeon,  date  not  known.     Died  23  July,  1813. 
Danels,  Josepb  D. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  28  April,  1861. 
Acting  Master,  5  September,  1862.  Acting  Lieutenant,  3  June,  1863.  Acting 
Volunteer  Lieutenant-Commander,  18  May,  1864.  Lieutenant-Commander,  16 
July,  1862.  Died  of  wounds  23  March,  1865. 
Danenhower,  Charles. 

Mate,  4  September,  1863.     Acting  Ensign,  9  May,  1864.     Honorably  discharged  10 
January,  1866. 
I>anenhower,  Charles  W. 

Midshipman,  25  lieptember,  1866.     Graduated  7  June,  1870.     Ensign,  13  July, 
1871.     Master,  27  September,  1873.     Lieutenant,  3  August,  1879. 
Dan  forth,  Charles  H. 

Mate,  19  December,  1861      Acting  Ensign,  23  November,  1864,     Honorably  dis- 
charged 11  May,  1865. 
1>an forth,  J.  B.,  Jr. 

Purser,  20  August,  1857.     Resigned  14  October,  1858. 
Dangerlield,  William. 

Midshipman,  30  November,  1814.     Dismissed  30  August,  1815. 
Daniel,  R.  P. 

Assistant  Surgeon,  31  May,  1854.     Passed  Assistant  Surgeon,  20  May,  1859.     Re- 
signed 30  June,  1859. 
Daniel,  William  P. 

Midshipman,  1  January,  1813.     Dismissed  18  August,  1813. 
Daniell,  David  H. 

Mate,  23  November,  1861.     Acting  Ensign,  4  December,  1863.     Died  at  Pensacola, 
Florida,  14  April,  1864. 

Daniells,  William  A. 

Mate,  36  October,  1863.     Honorably  discharged  39  October,  1865. 
Daniels,  C.  H. 

Acting  Master,  28  September,  1861.     Resigned  21  July,  1862. 
Daniels,  David. 

Midshipman,  5  June,  1871.     Graduated  31  June,  1875.     Ensign,  33  August,  1876. 
Daniels,  T.  J.  M. 

Acting  Second  Assistant  Engineer,  5  January,  1866.     Resigned  11  July,  1866. 
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I>HniolN,  S.  J.  :iI<>K. 

Tliird  Assistant  Eiii,'iiu'or,  .9  .Iiilv,  18C1.     Second  Asuistant  Enirinecr,  18  Decem- 
ber, 18(52.     Hesigucd  0  Marcli,  18(S5. 
l>unielNoii,  I^.  K. 

Midsliipmun,  2  April,  1801.     KilltMl  in  ii  Duel  LI  AuffUfit,  1808. 
Danker,  Henry  A. 

Actiiif^   Assistant   Surgeon,   15    Miirdi,   1801.      Assistant    SurL'i'on.  1  Ai-ril     l''»;4 
Died  5  August,  1804. 

I>anlo3',  Tliouias  W, 

Assistant  Surgeon,  July,  ISlN.     Cashiered  80  December,  1819. 
Dan  nor,  Frederic  W. 

Mi(lslii])nian,  2:5  June,  18/59.    Graduated  15  October,  1874.    Ensign,  17  July,  1875. 
Lost  on  "  y/wTOtt,"  24  November,  1877. 
l>anNbHry,  Cii.  M. 

Acting  Second  Assistant  Engineer,  23  December,  1804.     Honorably  discharged  « 
November,  ISt)."}. 

Danton,  Floranee  J. 

Acting  Master,  12  August,  18G1.     AppoiHtment  revoked  20  January,  1802. 
Darby,  Henry. 

Turser,  29  July,  1799.     Discharged  23  September,  1801,  under  Peace  Estobliuli 

mcnt  Act. 

Darby,  John. 

Purser,  9  April,  1804.     Last  appearance  on  Records  of  Navy  Department,  29  N" 
vember,  1805. 
Dareanfel,  Henry. 

Midshipman,!  April,  182G.     Passed  Midshipman,  28  April,  1832.     Lieutenant,  *" 
March,  1837.     Reserved  list,  13  September,  1855.     Died  9  March,  1857. 
Darling;,  John  A. 

Acting  Master,  21  December,  1801.     Appointment  revoked  80  April,«1802. 
Darling,  J.  Homer. 

Acting  Assistant  Surgeon,  4  December,  1803.     Ilonorabiv  «lischarge<l  12  Decern 
ber,  1805. 
Darling,  TiCwiH,  Jr. 

Acting  Assistant  Surgeon,  11  February,  1805.     Honorably  discharged  10  Oi-tnbt-r. 
1805. 
Darling,  Martin  \,  B. 

Acting  Third  Assistant  Engineer,  3  .\])ril,  1802.     Acting  Second  Assi.stan     Eii;:i 
neer,  11  November,  1803.     Honorably  discharged  29  December,  ls»»5. 

Darling,  William  I>.ee. 

Appointed  iu  Volunteer  Service,  18   December,  1801.     Assistant  Paymantcr,  30 
June,  1804.     Paymaster,  4  May,  1800.     Resigned  1  July,  1809. 

Darling,  ThoniaM. 

Master,  18  August,  1812.     Resigned  25  January,  1818. 

Darlington,  II.  S.  R. 

Midshipman,!  April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieatco&nt, 'J  ' 
February,  1841.     Died  28  February,  1845. 

Darrali,  Jestxe  M. 

M;itc,  4  August,  1803.     Honorably  discharged  20  October,  1865. 

Darrargii,  .1.  I*. 

Purser,  25  April,  1812.     Died  9  January,  1831. 

Dart,  ThoniaH  I^. 

Assistant  Surgeon,  2  August,  1799.     Di9charge<l  :to  .June,  1>(»1,  under  P<    ■      '    ' 
lishment  Act. 

DaHhiel,  Kiehar<l. 

Midshipman,  18  May,  1809.     Lieutenant,  9  December,  1814.     Dictl  23  June,  1  '.M 
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])a$iihT«  ood,  liiidlow. 

Purser,  25  April,  1812.     Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed.  « 

Da^iikaiii,  William. 

Boatswain,  3  June,  1858.     Resigned  21  July,  1858. 
Dates,  James  B. 

Acting  Ensign,  1  October,  1863.     Resigned  10  April,  1863. 
Danbenay,  li.  N. 

Lieutenant,  19  September,  1798.    Discharged  8  June,  1801,  under  Peace  Establish- 
ment Act. 

B'Aiibigne,  W.  O.  M. 

Mate,  14  September,  1863.  ,  Resigned  31  September,  1864. 
I>anm,  Ignatius. 

Mate,  29  June,  1863.     Acting  Ensign,  28  June,  1864.     Honorably  discharged  4 
November,  1865. 
Davenport,  Francis  O. 

Acting  Midshipman,  26  September,  1856.    Midshipman,  1  June,  1861.    Lieutenant, 
16  July,  1862.     Lieutenant-Commander,  25  July,  1866.     Retired  list,  19  October, 
1870. 
Davenport,  Henry  HI. 

Midshipinan,  9   February,  1838.     Passed  Midshipman,  20    May,  1844.      Master, 
5  December,  1851.     Lieutenant,  19  December,  1852.     Commander,  16  July,  1863. 
Captain,  14  March,  1868.     Died  18  August,  1872. 
Davenport,  Richard  O. 

Midshipman,  29  September,  1864.     Graduated  4  June,  1869.     Ensign,  12  July, 
1870.     Master,  20  January,  1872.     Lieutenant,  17  March,  1875. 

Davezac,  DeC  Cr. 

Midshipman,  30  November,  1814.     Resigned  14  July,  1819. 
Davezac,  DeC.  G. 

Midshipman,  17  February,  1820.     Resigned  10  January,  1821. 
David,  William  G. 

Cadet  Midshipman,  35  September,  1873.     Graduated  18  June,  1879. 
Davids,  David  F. 

Mate,  10  December,  1862.    Acting  Ensign,  8  December,  1863.     Resigned  3  June, 
1864. 
Davids^  Henry  S. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  16  Octo- 
ber, 1861.     First  Assistant  Engineer,  1  October,  1863.     Chief  Engineer,  5  March, 
1871. 
Davids,  Oscar. 

Third  Assistant  Engineer,  36  February,  1851.     Second  Assistant  Engineer,  21  May, 
1853.     Died  9  February,  1859. 
Davidson,  Andrew. 

Carpenter,  18  February,  1814.     Resigned  3  November,  1815. 
Davidson,  Charles  H. 

Mate.    Resigned  29  October,  1863. 
Davidson,  Hunter. 

Midshipman,  29  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Dismissed  23  April,  1861. 
Davidson,  John. 

Lieutenant,  31  January,  1799.     Discharged  22  October,  1801,  under  Peace  Estab- 
lishment Act. 
Davidson,  John  C. 

Midshipman,  22  November,  1825.     Dismissed  25  June,  1833. 
Davidson,  John  F. 

Midshipman,  15  November,  1809.     Resigned  6  August,  1810. 
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I>ilVi<lHOII,  Joliii    It. 

A(  tiiiL;  riiinl  A-^istant  Engineer,  is  April,  lb04.     Diuchargwl  8  January,  18M. 
]>avi<lHuii,  J.  <{.  A. 

Ac  tiiii;  Ensii,'ii,  10  .laniinr}',  180:1.     IIonc»ral)ly  diacharged  30  March,  18(J6. 

1>SI^  i«lHOII,    IColM'l't. 

Sailiu:ikir,  1!  .January,  1800.     Di.sappcured  20  May.  1800. 
I>avi(lHOii,  ISolxTt. 

Siilmakir,  11  ■laiiuary.  isit.     Last  appearance  on  Records  uf  Navy  Department 

isl.-,. 

I>avi<l.Koii.  'l'li4»iiiaH,  Jr. 

Assistant  Navul  Constructor,  4   :\ray,   1803.     Naval   Constructor,  25  July,  1*»»> 
Died  at  Pliihulflphiii,  Pennsylvania,  18  February,  1874. 
I>avi4lsoii,  M  aHliiiiKton  F. 

.Mi.lsliipinaii,  20  Fel)iiuiry,  1840.  Passed  Midshipman,  11  Julv,  1840.  DismiM«d 
17  l)«.gcMui)cr,  isi'.i. 

I>avi<s  \ni11aiii  V. 

Mate,   11   January,  ISO.j.     Acting  Ensign,  5  Julv,  18t).'>.     Died  at  New  York,  2! 
June,  180G. 
DavioM,  Thomas  E. 

Acting  Tliin I  Assistant  Engineer,  25  April,  1804.     Honorably  disc hargetl  9   No- 
vember, lbij.5. 
Daviii,  Anthony. 

Acting  Ensign,  17  April,  18G3.     Resigned  (Sick,)  18  April,  l^Vi. 
I>avi8,  A.  F. 

Acting  Master  and  Pilot,  1  October,  1864.     Resigned  15  June.  1805. 
Davis,  Albert  A. 

Acting  Ensign,  24  December,  1804.     Honorably  discharged  5  September,  1865. 
Davis,  Alexander. 

Sailmakor,  7  Sej^tember,  1853.     Resigneil  5  June.  is.n. 
Davis,  Alonzo  B. 

Midshipman,  25  April,  1831.     Passed  Midshipman,  15  June,  1837.     Lieutenant.  "^ 
Septemiicr,  1841.     Died  19  September,  1854. 
l>avis,  Andrew.  Jr. 

Mate,  23  June,  1804.     Acting  Ensign,  13  June,  18(50.     Honorably  discharged   27 
August,  1808. 
Davis.  An<lrew  MoF. 

Midshipman,  10  March,  1849.     Resigned  8  September,  1852. 

l>avis,  Charles  A. 

Cliaiilain,  HI  May,  1857.  Died  at  the  Naval  Hospital,  Norfolk,  Virginia.  20  Feb- 
ruary, I^^I'm. 

l>avis,  Charles  C. 

Third  Assistant  Engineer,  24  December,  1801.     .Vppointment  revoked   30  Decem- 
ber, 18G3. 
]>avis.  Charles  C. 

A<tiiig  Third  Assistant  Engineer,  30  DecemlK;r,  1803.  Acting  Second  AMintnut 
Engineer,  2  3  August,  1804.     Honorably  discharged  20  July,  I8tt>'j. 

Davis.  Charles  II. 

Midshipman.  12  August,  1823.    Passed  Midshii)nmn.  23  March,  H20.     Lieutoninf, 
3  March,  1S31.    Commander,  12  June,  1854.    Captain,  15  Novemlnrr,  18<M.    C-ii, 
modore,   10  July,  1802.     Rear-Admiral,  7  February,  1803.     Died  20  Kobnwr>. 
1877. 
Davis,  Charles  II.,  Jr.  . 

Mi-lshiiMuan,  2'.»  November.  1801.  Graduated  23  November,  1864.  LiuiKn,  1 
November,  1800.  Master,  1  December,  1800.  Lioutcuaot,  13  H«rcb,  IMH. 
Lieutenant-Commander,  30  June,  180U. 

13 
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l>ayis,  Charles  II. 

Actizig  Second  Assistant  Engineer,  7  October,  1863.     Resigned  29  July,  1864. 
Davis,  C'harles  M. 

Mate,  28  January,  18G3.     Resigned  2G  ]\Iarcli,  1SG3. 
Davis,  Charles  O. 

Acting  Second  Assistant  Engineer,  9  December,  18G3.     Honorably  discharged  16 
August,  18Go. 
Davis,  Daniel  Wagner. 

Midshipman,  22  Sej^tember,  18G2.     Graduated  24  September,  18Go.     Ensign,  13 
jNIarch,  18GS.     Master,  26  March,  18G9.     Lieutenant,  21  March,  1870. 
Davis,  David,  Jr. 

Acting  Assistant  Paymaster,  24  October,  1864.     Honorably  discharged  7  October, 
18G5. 
Davis,  DeWitt  Oilniore. 

Third  Assistant  Engineer,  22  May,  1863.     Lost  on  "  Patapsco,'''  lo  January,  18Go. 
Davis,  £(lward  M. 

Acting  Second  Assistant  Engineer,  28  December,  18G4.     Honorably  discharged  29 
May,  18GG. 

Davis,  £nos  R. 

Midshipman,  20  June,  1806.     Lieutenant,  10  January,  1813.     Died  in  March,  1818. 

Davis,  Francis  R. 

Acting  Ensign,  1  November,  1862.    Acting  Master,  8  September,  18G4.    Honorably 
discharged  22  August,  1865. 
Davis,  Frank. 

Mate,  23  December,  1861.     Dismissed  30  April,  1863. 
Davis,  Fre<l  E. 

Mate,  1  October,  18G2.     Died  of  Avounds  received  in  action,  17  March,  1863. 
Davis,  George. 

Surgeon,  22  July,  1799.     Last  a^Dpearance  on  Records  of  Navy  Department,  1815. 
New  York. 

Davis,  George.  , 

Master,  20  July,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Baltimore. 
Davis,  George. 

Gunner,  date  not  known.     Discharged  in  1818. 
Davis,  George  L.eonartl. 

Paymaster,  16  April,  1861.     Pay  Inspector,  3  March,  1871. 
Davis,  George  S. 

Master,  28  July,  1813.     Dismissed  14  September,  1813. 
Davis,  George  Thornton. 

Acting  Midshipman,  20  September,  1860.     Acting  Ensign,  1  October,  1863.     Mas- 
ter, 10  May,  1866.     Lieutenant,  21  February,  1867.    Lieutenant-Commander,  12 
March,  1868. 
Davis,  George  W. 

Carpenter,  30  October,  1873. 
Davis,  Harvey  H. 

Acting  Midshipman,  30  September,  1863. 
Davis,  Henry. 

Carpenter,  16  May,  1871. 
Davis,  Henry  T. 

Mate,  1  October,  1863.     Honorably  discharged  7  August,  1867. 
Davis,  Ira  li. 

Acting  Assistant  Surgeon,  21  March,  1865.     Honorably  discharged  11  October, 
1865. 
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DuviN,  Isaac  P.,  Jr.  ,    ..      ,,         1.1     n    w 

Adii"-,'    rir.r.l  Assistant  Engineer.  9   November.  1  so  I.     Honorably  tlitchan- 

AllLfllSt,    li>(l."). 

DavBs,  .ffaiiios. 

Master,  )l'J  .Iiine,  lHl-2.     Uesigncd  IS  .lanunry,  isi.). 

DaviH,  JaiiioM. 

Sailinakir,  -J.  November,  1:^28.     Died  '2t;  .lunuury,  1839. 

'^^  G.mner"5"x^emi.cr.  isll.     Resigned  0  April,  18t:i.     Gunner,  20  December,  is ; 
Dieil  '20  November,  IN')."!. 

^" Vrrin-^F^I^st'Assistant  Engineer,  1  .luly,  ISCl.     Resigne«l  \i  October,  18C2. 

"Vmser,**l  "April,   1S09.     Last  appearance  on  Records  of  Navy  Department,   . 
March,  1811. 

I>aviH,  .loliii. 

Master,  1  March,  1814.     Discharged  1  February,  IHl.j. 

^"  Miiishipinani  7  November,  1801.     Lieutenant,  20  March,  1807.     Died  12  Januar 

l>ns. 

Davis,  .loliii.  ,,,.-,  ,0,0 

Midshipnum,  17  December,  1810.     Resigned  2.  April,  181-. 

^"  A^^ting^c'unner,  11  March,  1802.     Died  at  the  Naval  IT-wuhal.  New  York.  17  N. 
vemljcr,  1803. 

Mate.  10  September,  1803.     Killed  in  action  on  "  Columbine,    23  Maj,  1804. 

^^Mat'e.'^-.^^'November,    18G3.     Acting  Ensign,   10   March,    180:..      Honorably  dU- 
charged  18  November,  1805. 

Davis,  John.  ,  . ,  t^        ,       ,oo~ 

Boatswain,  27  March,  1830.     Dismissed  18  December,  183* 

^"\cdn-*Tl"r*d  Assistant  Engineer,  2  December,  1901.     Acting  Second  Assist.. 
Engineer,  17  February,  1802.     Dismissed  5  August,  1802. 

^"MMslfipnK";4*March,1823.     Passed  Midshipman  23  March   1^9.     Lieutenant. 
'   27  February,  1833.     Died  in  Washington  City,  14  January,  18o4. 

Davis,  JoliM  -V.  „    ....      1  iu,-- 

Acting  Ensign,  17  October,  1802.     Resigned  4  April,  1S0.>. 

^"  A^^iing^n."  UVssistant  Engineer,  24  October,  1804.     Resigncl  v.  ..  mu..  :-.. 

Davis,  John  li. 

Carpenter,  20  November,  1809. 

""^  Mr^,;^"!"n, '""iuary,  ISll.     Passed  Midshipman^  10  A.  -  H 

Seuteinher,  18.V..     Lieutenant.  M  September,  IHM.     Lc. 
July,  1802.     Commander,  25  July,  1800.     Captain,  14  K-bruur^.  l^- 

^"M^u-.'^^'jani^r;,   1804.     Acting   Ensign,    13   December,  18W.     Honor.. 

changed  18  November,  1805. 

^"sec;ni^*!ll!l;l.^*Engineer.  17  January,  1S42.     Fir«t  Assistant  Engineer. 
1847.     Resigned  29  October,  185'J. 
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l>avis,  iVatliaiiicl  It. 

Mate,  8  Maj,  1«G2.     Acting  Ensign,  23         gust,  1864.     Honorably  discharged  15 
May,  18G5. 
©avis,  Osear. 

jMidsliipman,  1  February,  1812.     Resigned  30  January,  1822. 

Davis,  Oweia  T. 

]\Iitls]iiijnian,  1  February,  1814.     Resigned  4  October,  1822. 
Davis,  Pollard. 

Midshipman,  15  November,  1809.     Last  ajjpearance  on  Records  of  Navy  Depart- 
ment, 5  February,  1810.     Dead. 
Davis.  Kieliard. 

Boatswain,  15  April,  1799.     Warrant  returned  5  May,  1800. 

Davis,  Koswell. 

Mate.     Appointment  revoked  (Sick,)  28  July,  1864. 

Davis,  Saisauel. 

Surgeon's  Mate,  23  January,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  February,  1809.     Drowned. 

Davis,  Samuel. 

Mate,  23  March,  1864.     Died  on  "  KearsargeJ"  21  March,  1866. 

Davis,  Sasuiiel. 

Assistant  Surgeon,  23   January,  1809.       Last   appearance  on   Records  of  Navy 
Department,  10  February,  1809.     Drowned. 

Davis,  Sieplieii  B. 

Acting  Ensign,  21  January,  1863.     Acting  Master,  7  November,  1864.     Honorablv 
discharged  16  May,  1865. 
[>avis,  Stilluiau  S. 

Acting  Assistant  Paymaster,  1   July,  1864.     Honorably  discharged  12  December, 
1865. 

[>avis,  Thomas. 

Carpenter,  16  August,  1823.     Last  apjiearance  on  Records  of  Navy  Department,  8 
September,  1823.     Struck  oif. 

[>avis,  Thomas  B. 

Lieutenant,  19  November,  1799.     Discharged  14  May,  1801,  under  Peace  Estab- 
lishment Act. 
>avis,  Thomas  F. 

Midshipman,  2  February,  i829.     Resigned  27  March,  1837. 

>avis,  Thomas  H. 

Mate,  19  November,  1863.     Died  on  "  Clover;'  17  December,  1863. 

)avis,  T.  W. 

Acting  Ensign,  Admiral  Farragut's  Staff,  1   February,  1864.    Resigned  15  July, 
1864. 
>avis,  Walter  H. 

]\Iate,  25  January,  1862.     Resigned  16  June,  1863. 
>avis,  William. 

Purser,  14  August,  1799.     Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 

>avis,  William. 

Midshipman,  24  June,  1798.    Lieutenant,  3  December,  1800.    Discharged  29  Octo- 
ber, 1801,  under  Peace  Establishment  Act. 

>avis,  William  B, 

Assistant  Surgeon,  23  January,  1871.     Passed  Assistant  Surgeon,  13  Aj^ril,  1875. 
Resigned  19  January,  1877. 
>avis,  William  €. 

Midshipman,  1  January,  1808.     Resigned  4  February,  1809. 
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l>aviM.  William  P. 

Acting'  Assistunt  Surgeon,   11    March,  IbJJ.").     Ilonorablv  dinohur^ed   1 1  October, 

1  sr,r,. 

DaviN,  M'illiH. 

Tliird  AsHistant  Engineer,  11  .lanunry,  1nIV.     Kesigned  1  ^lovtntbcr,  lb.iO. 
]>aviMoii,  Knianuel  It. 

Mate,  1  April,  18(52.     Acting  Ensign,  0  Xovcnibcr,  18(13.     Apjxtini' 
IS   March,   1801.     Acting   Ensign,  5    August,  1805.     Honctrahlv 
Decern  Ker.  1865. 
l>aviNOii,  Pliny. 

Acting  Ensign,  2  September,  18C4.     Honorably  discharged  15  November,  l'^«V, 
l>aviMoii,  JlolH'rt  A. 

Acting  First  Assistant  Engineer,  24  June,  1863.     Dismissed  20  April,  1805. 
Davol,  Cii('or{;o  >S. 

Midshii)nuin,2t'»  February,  18<i:3.     Graduated  <i  .]\\iu\  1HG7.     Ensign,  IS  December, 
ISdS.     Master,  21  March,  1870.    Lieutenant,  21  Murdi,  1871.    Uesigned  17  June, 
1872. 
Dau'CH,  Kd^vard. 

Midshipman,  IS  June,  1812.     Resigned  27  October,  1813. 
DauoM,  Rt  it'll  a  I'd  i.). 

Acting  Ensign,  14  December,  18G3.     Honorably  dist-barged  11  January,  1867. 
Dawley,  David  C 

Acting  Tiiird  Assistant  Engineer,. 25  March,  1864. 
I>awNoii,  Francis. 

Gunner,  20  March,  1848.     Dismissed  21  October,  1851. 
DawMon,  John. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department, 
1810. 
DawHon,  l^ewiH. 

Acting  Gunner,  1  October,  1862.     Resignetl  (Sick,)  22  August,  1S03. 
I>a^vMon.  laioion  W. 

Midsliipniun,  27  Ai)ril,  1850.     Resigned  14  May,  1855. 
DawHon,  M'illiaui. 

Midshipman;    ItJ  January,   1809,     Last  appearance  on   Uccnr.is  m   .N.i\y   i>'jiar;- 
ment,  21  March,  ISOii.     Lost  in  a  Prize. 
I>ay,  Ilcnjaniin  F. 

Acting  Mid>hipman,  20  September.  1858.     Resl     ed  24  Novcml>er,  1860.     Lieu- 
tenant, 1  August,  1802.     Licutenant-C'DUimander,  25  July,  1800.     Commander  " 
August,  1870. 
Day,  Edward  M. 

Midsliipniun,  23  September,  1863.     Ensign.  19  ApriK  1809.     Master,  12  July,  1870. 
Retired  list,  3  August,  1874.     Died  13  March,  1879. 
Day,  Iloiirj'  K. 

Purser,  28  March,  1859.     Died  22  January,  1800. 
Day,  J  a  rod. 

Acting  Third   Assistant  Engineer,  17  October,   ls<',i.     Acting   >i<  .nt 

Engineer,  7  February,  1803.     Acting  First  Assistant  Engineer.  17   '  ••4. 

Honor.il^ly  discharged  29  Decenibcr,  1801. 
Day,  John  W. 

.Vcting  Assistant  Paymaster,  20  October,  1803.     lusciiarg.d  ■.•  ii  t.nriry,  i-w*. 

Day,  JoHoph  N. 

Midshipman,  10  March,   1839.     Passed  Midshipman.  2  July.  1845.     Master,  S« 
Oct..ber,  1853.     Lieutenant,  21  June,  1854.     Died  4  Noveml»cr,  isW. 

Day,  Murray  S. 

Midshipman,  24  September,  1801.    Graduated  24  September,  18M.     Kn»lgn,  >3 
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March,  1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870.     Died  27 
December,  1878. 

)ay,  Kalpli  II. 

Mate,  36  September,  1863.     Acting  Ensign,  25  Jiilj',  1864.     Honorably  discharged 
23  November,  1865. 

>ay,  Thomas. 

Acting  Ensign,  Coast  Survey  Duty,  20  May,  1867.     Mustered  out  30  November, 
1868. 
[>ay,  William  P. 

Midshipman,  21   July,   1865.      Graduated  4  June,  1869.      Ensign,  13  July,  1870. 
Master,  31  October,  1871.     Lieutenant,  23  January,  1875. 

[>ayers,  Gerard. 

Assistant  Surgeon,  date  not  knovvm.     Surgeon,  24  July,  1813.     Died  20  jMay,  1835. 

[>aytoii,  Spliraini. 

Acting  Assistant  Surgeon,  1  March,  1864.     Honorably  discharged  16  October,  1865. 

[>aytoii,  E.  G. 

Acting  Ensign,  9  March,  1863.     Honorably  discharged  IS  August,  1865. 

Oayton,  Gilbert. 

Acting  Master,  18  July,  1861.     Honorably  discharged  10  May,  1866. 

Oaytou,  James  Henry. 

Midshipman,  27  September,  1862.     Graduated  24  September,  1865.     Ensign,  12 
March,  1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

ay  ton,  S.  A. 

Acting  Ensign,  22  July,  1863.     Honorably  discharged  14  September,  1865. 

[>ayton,  Tbomas  R. 

Acting  Ensign,  17  October,  1863.     Honorably  discharged  28  October,  1865. 

l>ayton,  T.  W.  H. 

Midshipman,  1  September,  1'811,     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818. 

[>eacon,  David. 

Midshipman,  10  October,  1799.     Lieutenant,  2  March,  1807.     Commander,  10  De- 
cember, 1814.     Captain,  24  January,  1826.     Died  22  February,  1840. 

Oeaeon,  John. 

Carpenter,  date  not  known.     Discharged  12  July,  1825. 

[>eacon,  John. 

Carpenter,  date  not  known.     Dismissed  2  December,  1830. 

[>eacon,  Robert. 

Midshipman,  1  January,  1828.     Resigned  10  March,  1834. 

Deacon,  William. 

Acting  Second  Assistant  Engineer,  29  August,  1864.     Honorably  discharged  30 
September,  1865. 

Dealy.  Richard. 

Master,  4  February,  1811.     Resigned  18  October,  1826. 

Oealy,  Richard. 

Midshipman,  16  December,  1814.     Resigned  18  October,  1826. 

Dean,  A.  Sumner. 

Acting  Assistant  Surgeon,  25  November,  1863.     Resigned  6  July,  1865. 

Dean,  Benjamin  €. 

Acting  Master,   26   August,  1861.     Acting  Volunteer  Lieutenant,  10  December, 
1864.     Honorably  discharged  8  December,  1865. 

Dean,  Francis  A. 

Acting  Ensign,  3  March,  1865.     Honorably  discharged  14  September,  1865. 

Dean.  George. 

Boatswain,  15  April,  1859.     Dismissed  14  May,  1859.     Re-appointed  1  May,  1861. 
Dismissed  13  June,  1861. 
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Don II,  <iiooi'Ke  A. 

Acfmi,'  Tliinl  Assistant  Engineer,  (5  Janimry,  1S«4.     Hesigncd  29  March,  1805. 
I>eaii,  <iio4»rK(^  MS* 

Actiiiuc  Second  Assistant  Engineer,  18  April,  18C:i.     He»igncd  10  May,  IbOo. 
I>eaii.  .film OH  IE. 

Aitiiii,'  Til  ii(l  Assistant  j:ngineer,  27  February,  1805.     Honorably  Uischargetl  88 

Seiitr!nl»er,  iNti.l. 

Ucnii,  JaiiioH  It. 

Acting  Assistant  Surgeon,  1")  November,  !><<)•,'.     Uesigncd  lU  February,  lbfl5. 
lloaii,  Xoali. 

Acting  (':ir|)cnter,  G  December,  18(52.     Honorably  discharged  18  Decent l^ir,  1805. 
I><>aii,  Uioliard  C. 

Assistant  Surgeon,  17  April,  ls.""»(5.     Passed  Assistant  Surgeon,  25  .March.  iMfll. 
Surgeon,  1  August,  18(31.     Medical  Inspector,  8  June,  1873.     Medical  I)irc<-tor, 

10  .lunc,  ISSO. 

Dean,  Saiiiiiol  A. 

Acting  Tliird  Assistant  Engineer  2  September,  180:}.    Resigned  80  January,  1*" 
I>oau.  Tlia<l<l<MiM  J. 

Acting  Ensign,  ■20  August,  isfia.     Honorably  discharged  0  August,  1805. 
Doaiio,  C'liiiniiiji^bain  IV. 

Assistant  Surgeon,  29  September,  1875.     Passed  Assistant  Surgeon,  7  August, 
1880. 
Dcaiic,  FcHvard  I^. 

Mate,  20  .January,  1SG3.     Resigned  I'J  April.  1804. 
Dearborn.  John  F. 

Acting  Master,  27  December,  1801. 
Dearborne,  Frederiek  M. 

Acting  Assistant  Surgeon,  18  August,  1802.     Assistant  Surgeon,  l.'*  Scptriii.-ii, 
1804.     Passed  Assistant  Surgeon,  11  October,  1807.     Surgeon,  4  May,  1875. 
Dearborne,  John  G. 

Acting  Assistant  Surgeon,  10  Februaiv,  1804.     Honorably  discluirged  22  Januan*, 
1800. 
Dearing.  Charles  F. 

Mate,  21   .lanuary,  1802.     Acting  Ensign,  20  July,  1803.     Honorably  di»cliari,'i-d 
20  Se])tember,  i80.'5. 
Dearin)?.  Henry  I^. 

Acting  Assistant  Surgeon,  9  March,  18G4.     Died  5  October,  1864. 
DcaM.  Charles. 

Midshipn. an.  1.5  October,  1835.     Passed  Midshipman,  22  June.  1841.     Master.  89 
April,  1S.J8.     Lieutenant,  0  March,  1849.     Died  10  Ai)ril.  isV.i. 

Dean,  Fit/.allen. 

Midshipman,  4  July,  1821.     Passed  Mi<lsliipman,  24   May.  1M2S.     Lieutenant.  •.'; 
May,  1830.     Died  at  Charleston,  South  Carolina,  31  July.  1^49. 
Deaver.  JaniCH  A. 

Third  Assistant  Engineer,  19  February,  1803.     Second  Assistant    Engineer.  25 

July,  isoo.     Retired  list,  28  February,  1874. 

Deaver,  VVilliaini  F. 

Acting  Third  Assistant  Engineer,  24  Sei)tomber,  1"?02.     Acting  .^mcirI  Assistant 
Engineer,  1  February,  1«(;5.     Honorably  discharged  12  Uctobt-r.  l'<05. 

De  RevoiHe.  (liarleH. 

Acting  Master,  11   November,  1802.     Acting  Volunteer  Lieutenant,  recotntnetid 
tion  of  Commanding  Officer,  0  August,  1>*04.    Honorably  discharged  80  Srpirt 
bcr,  1805. 
De  BevolMe,  CiiarleH. 

Acting  Gunner,  21  February,  1802.    Resigned  15  November,  1802.    Acting  Mast' 
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Deblois,  James  S, 

Purser,  5  May,  1798.     Died  10  December,  1803. 
I>ebloi»,  liCwis. 

Purser,  25  February,  1812.     Dismissed  27  May,  1829. 
De  Blois,  Thouias  A. 

Midshipman,  21  September,  1863.     Graduated  2  June,   1868.     Ensign,  19  April,. 
1869.     Master,  12  July,  1870.     Lieutenant,  25  September,  1873.     Resigned  'l 
February,  1881. 
I>e  Bree,  Alexander  M. 

Midshijjman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  Sei^tember,  1855.     Lieutenant,  15  Sej^tember,  1855.     Dismissed  6  December, 
1861. 
De  Bree,  John. 

Purser,  29  December,  1817.     Dismissed  19  April,  1861. 
Be  Butts,  Nanmel. 

Midshipman,  date  not  known.     Last  appearance  on  Records  Navy  Department. 
Be  Camara,  Joseph  B. 

Acting  Ensign,  11  September,  1862.     Acting  Master,  gallant  conduct  in  action,  1 
June,  1863.     Aj)pointment  revoked  (Sick,)  11  July,  1863. 
Be  Camp,  £clgar  A. 

Mate,  24  January,  1863.     Appointment  revoked  (Sick.)  19  October,  1863. 
Be  Camp,  James. 

Mate,  1  October,  1862.     Resigned  8  July,  1863. 
Be  Camp,  James  W. 

Mate,  26  October,  1863.     Resigned  13  March,  1865. 
Be  Camp,  John. 

Midshipman,  1  October,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant,. 

28  February,  1838.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  8  December,  1867.  Retired  list,  13  March,  1868.  Rear-Admiral, 
Retired  list,  13  July,  1870.     Died  24  June,  1875. 

Becatur,  James. 

Midshipman,  21   November,  1798.     Lieutenant,  20  April,  1802.     Killed  in  action 
3  August,  1804. 
Becatur,  John  P. 

Master,  4  August,  1807.     Resigned  26  March,  1810 
Becatur,  John  P. 

Midshipman,  31  August,   1886.     Passed  Midshipman,  1    July,   1842.     Master,  5 
September,  1849.     Lieutenant,  19  April,  1850.     Died  17  July,  1857. 
Becatur,  Stephen. 

Midshipman,  30  April,  1798.     Lieutenant,  21  May,  1799.     Captain,  16  February, 
1804.     Killed  in  a  duel  22  March,  1820. 
Becatur,  {Stephen. 

Captain,  11  May,  1798.     Discharged  22  October,  1801,  under  Peace  Establishment 
Act. 

Becatur,  Stephen. 

Midshipman,  17  March,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant,  25 
February,  1841.     Reserved  list,  13  September,  1855.     Commander  Reserved  lisi, 

29  July,  1861.  Captain  on  Reserved  list,  4  April,  1867.  Commodore  on  Retired 
list,  30  December,  1869.     Died  9  January,  1876. 

Becker,  Edward  W. 

Acting  Master  and  Pilot,  1  November,  1864.    Honorably  discharged  17  July,  1865. 
Becker,  O.  G. 

Master's  Mate,  16  February,  1842.     Dismissed  6  July,  1842. 
Becker,  Peter. 

Mate,  31  December,  1861.     Resigned  7  October,  1862. 
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Deokor,  Milliaim  II. 

Acting  Kn.sii,Mi,  l.!  July,  1»«:5.     Honorably  discharged  U\  Aiif^ust,  18<W. 
IHf  <'ordy,  Joliii. 

:M;itf.    'Hi-siL,Muil  (Sick.)  {»  Miiy.  isi;-.'. 
I>e  C'ordy,  Robert. 

A  tiiiL,'    riiir.l  Assistant  Engineer,  29  April,  1803.     Appointment  revoked  (Sick.) 

1   Febrimiy,  isr.l. 

IM'doror,  Saiiiiiol  T. 

Acting  Knsign,  )l'J  .June,  ISCA.     App«)intnicnt  rcvok«<l  I :  .l.imnuv,  j.-«ii,. 
l>oe,  John  II. 

Acting   Tliird  Assistant   Engineer,    10   Ajiril,    isi'.t.      llonorol.lv  ditchnrgcd   "JH 
October,  iy()5. 
I>oo,  Patrick. 

Carpenter,  'J  ^Itiy,  18o2.     Died  in  Charlcsten,  Massachusetts,  27  December,  1800. 
l>oe,  TlioinaH  W. 

Acting  Tliiiil  Assistant  Engineer,  18  October,  180 1.  Resigned  4  January,  1803. 
Acting  Third  Assistant  Engineer,  20  June,  1803.  Honorably  discbargefli)  June, 
18GG. 

I>eeriiiK«  Frederick  II. 

Acting  Ensign,  22  October,  1804.     IIon()ral>ly  discharged  7  August,  180.1. 
DeeriiiK,  <»eorKe  Alexander. 

Assistant  Paymaster,  4  May,  1>7U.     Passed  Assistant  Paymaster,  25  January,  1878. 
Deeriii);,  JaiiiCM. 

Acting  Ensign,  IS  Februar}',  18G4.     Resigned  7  July,  180."}. 
Deeriii;;,  Cliarlew  W. 

Midsliipman,  21   June,  1809.     Graduated  31   May,  1873.     Ensign.  10  Julv,  1874. 
Master,  28  December,  1878. 
Deeriiif?,  Cieor^c  A. 

Assistant  Paymaster,  4  May,  1870.    Passed  Assistant  Paymaster,  25  January,  1878. 
l>e£stiiuaiiville,  F.  II. 

Mate.     Acting   Ensign,  1   June,   1803.     Died  at   Naval  Hospital,  New  York,  2S 
February,  1805. 
De  Ford,  Henry  S. 

Acting  Assistant  Surgeon,  23  March,  1804.     Honorably  discharged  11  September, 
18()h. 
l>e  Forrcfit.  JaiiiCM  .S. 

Acting  Knsign,  12  Felniiary,  1804.     Honorably  discharged  31  October,  1805. 
I>efries,  Ferdinan<l  W. 

Acting  Knsign,  I'J  December,  1^02.     Resigned  1805. 

I>e{;ciniaii.  C'liarieH  F. 

Acting  Third  Assistant  P^ngineer,  18  November,  1802.  Acting  Second  Aiwistuit 
Kngineer,  lO.Iune,  1804.     Honorably  discharged  4  November.  iMi'i. 

DegB*'!**  lieverly. 

Midshipman,  1  March,  1814.     Discharged  1  February,  1815. 

I>eKn<  T^aiiHt  F. 

Acting  Master,  11  November,  1801.     Honorably  dischargetl  14  July,  180«' 

DeCarafI',  Isaac. 

Third  Assistant  I^ngineer,  0  December,  1801.  Second  Assistant  F!ngin«  <  :  -  >«-p- 
tember,  1803.     Resigned  23  .Vugust,  1800. 

DeGroHHe,  IV  i  Hi  am  II. 

Mate,  21    Miy,    I8i;:!.     .\cting  Ensign,  2  December.  1803.     Resigned  (SlckJ  S8 
.March,  isf,:,. 
JDcGrott.  William  11.  II. 

Mate,  24  October,  1803.     Honorably  <lischargc<l  3  June,  i -«..,. 
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Dollar t,  Goxon  R. 

]\Iidshipinan,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 30  January,  1811. 

Uellart,  J.  C. 

Purser,   12    April,   1824.     Last  ai)pearance  ou  Records  of  Navy  Dejxirtment,  20 
May,  1«24.     Dead. 
l>ellai'(,  William  Henry. 

Third  Assistar.t  Engineer,  17  January,  1862.     Second  Assistant  Engineer,  1  Octo- 
ber, 1803.     Resigned  5  November,  1869. 
I>eHaven,  Edward  J. 

Midshipman,  3  October,  1829.     Passed  Midshipman,  3  Jnlv,  1835.     Lieutenant,  8 
September,  1841.     Retired  6  February,  1802.     Died  1  I\Iay,  1865. 
WeHaveii,  Joseph  E. 

Midshii)man,  19  October,  1841.     Passed  Midshipman,  10  August,   1847.     Master, 
14  September,  1855.     Lieutenant,  15  Sei^tember,  1855.     Lieutenant-Commander, 
10  July,  1862.     Resigned  30  May,  1865. 
Deiiike,  IVilliaiii  H. 

Mate,  15  August,  1864.     Honorably  discharged  9  November,  1867. 
DeJongli,  William  F. 

Midshipman,  11  March,  1837.    'Passed  Midshipman,  29  June.  1843.     Died  18  Jan, 
uary,  1850. 
Deliay,  James. 

Acting  Master,  1  July,  1861.     Appointment  revoked  26  August,  1861.     Mate,  1863. 
Acting  Ensign,  SOMarch,  1863.     Resigned  13  May,  1865. 
DeKay,  William. 

Acting  Third  Assistant  Engineer,  23  July,  1863.     Honorably  discharged  12  May, 
1865. 

I>eKlyiie,  Tlieo.  W. 

Acting  Third  Assistant  Engineer,  5  March,  1804.     Honorably  discharged  20  July, 
1865.    Acting  Third  Assistant  Engineer,  12  July,  1866.    Mustered  out  28  August, 
1868. 
DeKoTen,  William. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Died  13 
May,  1851. 
I>eKraft,  F.  C. 

Midshipman,  16  February,  1803.     Resigned  14  May,  1808. 
I>eKratt,  James  C  P. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1S55.     Lieutenant-Commander, 
16  July,  1802.     Commander,  25  July,  1806.     Captain,  '20  November,  1872. 
DeKrafft,  James  W. 

Third  Assistant  Engineer,  21  Julv,  1858.     Second  Assistant  Engineer,  1  July,  1861. 
First  Assistant  Engineer,  17  M^arch,  1863.     Died  19  October,  1870. 
Deliaoy,  W.  W. 

Teacher  of  Language,  18  May,  1841. 
Delaliaiity,  I>aiiiel. 

Midshipman,  25  September,  1862.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Master,  21  March,  1870.     Lieutenant,  6  March,  1872. 
I>elabay,  William  E.  B. 

Midshipman,  1i2  July,  1804.     Graduated  4  June,  1809.     Ensign,  12  July,  1870. 
Master,  9  November,  1872.     Lieutenant,  26  April,  1877. 
Delaii,  Joseph  R. 

Mate,  23  August,  1864.     Resigned  4  November,  1864. 
Delaii,  liewis  P. 

Acting  Ensign,  1  November,  1864:     Resigned  12  April,  1865. 

DeEaney,  James. 

Acting  Third  Assistant  Engineer,  24  June,  1863.     Dismissed  9  December,  1863. 
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Oelaney,  ^I.  G. 

Assistant  Surj,'oon,  28  Fehruury,  18:13.     Passed  Ansistant  Surgeon,  1  August,  1887. 
Surgeon,  S  ScptiMnbor,  1841.'    Died  5  April,  18i;i». 
Oelaiio,  Aliraliiiiii,  Jr. 

Actinia  Muster.   l'>  Auj,'iist,  18G1.     Dismissed  :iO  July,  18(52.     Actiii;,'  i.u.-i^i..  .; 
Sci)tcinl)er,  1802.     Appointment  revoked  18  March,  18<i4. 
IH'Iano,  AiiMol  A. 

M:iti',  1  iMaivh,  18(;4.     Honorably  discharged  22  June,  1800. 
Oolaiio,  Iloiijaiiiin  F. 

Naval  C'()nstnut..r,  14  August,  1840.     Ketircd  list,  17  tfirptcniber,  1871. 
I>olaiio,  FraiiciH  II. 

Midsliiinnaii,  2:5  SL'i)tember,  1803.     Graduated  G  June,  1867.     Ensign,  18  Dcccm- 
h.r.  isiis.     Master,  21  March,  1870.     Lieutenant.  0  February.  1873. 
Oolaiio,  llarriMoii. 

>Litc,  21  .May,  1^(14.     Honorably  discharged  30  November.  18G5. 
l>(>laiio,  James  II. 

Matf,  2:5  l)cccinl)er,  18G3.    Acting  Ensign,  12  October,  1804.    Honorably  discharged 
13  June,  1807. 
Oolaiio,  I^IaroiiM  T. 

Acting  Assistant  Surgeon,  5  March,  1804.     Resigned  8  May,  180.1. 
l>olaiio,  Saiiiiiol. 

Mate,  14  November,  1801.     Resigned  Tj  March,  1804. 
l>oIaiio,  Timothy. 

yidtv.  I")  October.  1801.     Acting  Ensign,  23  August,  1862.    Honorably  dischargefl 
20  January,  186G. 
Oolaiiy,  P.  B. 

Assistant  Surgeon,  5  March,  1847.     Died  9  August,  1847. 
l>ela|>,  George. 

Mate.  20  July,  1803.     Acting  Ensign,  7  November.  1804.     Hcmorably  discharged 
20  December,  1805.     Mate,  1  Oct<)l)er,  1801).     Resigned  1  August,  1870. 
Delaroolie,  George  F. 

Master,  3  August,  1813.     Resigned  24  May.  1><2.",. 
Delbergho,  F.  V. 

Mi<lshipman,  1  April,  1828.     Resigned  14  February,  183."j, 

Delias,  Herman  A. 

Third  Assistant  Engineer,  20  August,  1859.  Second  Assistant  Engineer,  20  May, 
1803.     Resigned  22  June,  18G5. 

Deloiig.  George  W. 

Midshipman,  1  October,  1801.  Graduated  24  September.  18f>5.  Ensign,  1  Decem- 
ber, IstK;.  Master,  12  March,  1808.  Lieutenant,  20  March,  1809.  Lieutcnunt- 
Comraander,  1  November,  1879. 

l>eIoiiisy,  J.  I). 

Midsliipman,  5  December.  1798.     Discharged  12  October.  1801.  under  Peace  Es- 
taljlishment  Act. 
Delpliy,  Kieliard. 

Midshipman,  18  May,  1809.     Killed  in  .iction  14  August,  1813. 
De  liiK'e,  FdmiiiKl  S. 

Thiid  Assistant  Engineer.  22  Scptejnl>er.  1849.  Seconil  Assistant  Kii'_'iiM«r.  id 
February.  1851.  First  Assistant  Engineer.  21  May.  1853.  Chief  Knginccr.  13 
0(tol)er,"  1S59.     Retired  list,  13  Deeeml>er,  1878. 

Deluce.  George  K. 

Tiiiid  .\ssistant  P'.ngineer,  20  February.  1851.     Resigned  28  February,  1W3. 

De  liUee,  Theodore  F. 

Acting  Ensign,  1  August,  1802.     App«>intment  revoked  (Sick.)  14  March.  1'<«S. 
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Dc  Liyoii,  A.  S. 

Midshipnian,  17  December,  1810.     Last  appearance  on   Records  of  Navy  Depart- 
ment, 26  April,  1811. 

I>emerit,  Peter. 

Gmmer,  4  December,  1815.     Resigned  4  November,  1817. 

Deiueritt,  J.  H. 

Acting  Assistant  Paymaster,  17  February,  18G3.     Appointment  revoked  (Sick,)  21 
October,  1803. 
I>euiniiug,  William  H. 

Acting  Third  Assistant  Engineer,  17  December,  1864.     Honoi-ably  discharged  1 
December,  1865. 

Deiiiorest,  G.  V. 

Mate,  16  April,  1864.     Acting  Ensign,  22  February,  1865.     Honorably  discharged 
13  May,  1865. 

IDeinott,  Abraham. 

Carpenter,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 

I>emott,  liCwis  J. 

Actino-  Second  Assistant  Engineer,  13  December,  1863.     Honorably  discharged   8 
January,  1866. 
Dempsey,  liawrence. 

Mate,  17  November,  1862.     Deserted  14  February,  1865.     ' 

Dempsey,  Thomas. 

Acting  Third  Assistant  Engineer,  16  May,  1863.     Acting  Second  Assistant  Engi- 
neer, 19  November,  1863.     Dismissed  4  April,  1864. 
Dempster,  Alexander. 

Acting  Third  Assistant  Engineer,  1  September,  1864.     Honorably  discharged  25 
September,  1868. 

Denby,  Edwin  R. 

Assistant  Surgeon,  11  July,  1855.     Passed  Assistant  Surgeon,  4  May,  1860.     Sur- 
geon, 1  August,  1861.     Medical  Inspector,  28  December,  1873.     Died  3  May, 
1875. 
Denby,  John  C. 

Third  Assistant  Engineer,  30  May,  1863.     Appointment  revoked   1    September, 
1864. 

Den  eh,  J.  Sully. 

Mate,  8  January,  1864.     Died  at  Naval  Hospital,  New  York,  25  February,  1864. 

Denfeld,  CJeorge  W. 

(Jadet  Midshipman,  22  September,  1873.     Graduated  IS  June,  1879. 

Denliart,  John. 

Acting  Third  Assistant  Engineer,  13  April,  1864.  Honorably  discharged  6 
August,  1865. 

Denig,  Robert  G. 

Cadet  En2;ineer,  1  October,  1871.  Graduated  31  May,  1873.  Assistant  Engineer, 
23  January,  1874. 

Denight,  Samuel  J. 

Mate,  1  October,  1863.  Acting  Ensign,  33  April,  1863.  Resigned  28  April, 
1865. 

Denis,  Emile. 

Actino-  Ensign,  17  December,  1863.     Resigned  7  September,  1863. 

Denison,  Charles  H. 

Acting  Paymaster.     Dismissed  30  July,  1863. 

Denison,  William  E. 

Acting  Master,  7  February,  1863.  Appointment  revoked  (Sick.)  13  February, 
1863.  Acting  Master,  33  June,  1863.  Acting  Volunteer  Lieutenant,  recommen- 
dation of  Commanding  Officer,  3  June,  1864.  Honorably  discharged  26  Sep- 
tember, 1865. 
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I>oiiiiiaii,  .losopli  A. 

Acting  Eiisii,ni,  lo  September,  18(52.     Died  at  Key  West,  Flori<ltt,  4  July,  18C4. 
noiiiiett,  AdolpliuH. 

A(  tiiii;  Knsii,'ii.  ','2  August,  ISCi.     Honorably  discharged  25  Novcml>er,  1865, 
l>oiiii«tt,  John. 

Mate,  2S  January,  1803.     Acting  Ensign,  2  April,  18fi4.     Honorably  dincharged  20 
November,  18H5.     Acting  Ensign,  I'i  September,  180(5.     Mustered  out  2  Octolicr 
1808. 
l>oiinetf,  JoHopli  G. 

Acting  Thir<l  Assistant  Engineer,  12  November,  1802.     Acting  Second  Amiittnnt 
Engineer,  L'o  May,  18G4.     Honorably  discharged  9  October,  lNf5(5. 
l^ciiiK'tt,  Robert  O. 

Acting  Tliird  Assistant  Engineer,  17  December,  18(52.     Acting  Second   Assistant 
Engineer,  1  February,  1804.     Appointment  revoked  (Sick.)  10  October,  1804. 
l>oiiniii);,  KotlioiiH. 

Mate,  14  i\Iny,  1804.     Honorably  discharged  1  December,  1865, 
Dennis,  I>aniel. 

Mate,  23  May,  1804.     Discharged  7  December,  1804. 
I>eiini!>4,  George  If. 

Acting  Second    Assistant   Engineer,  20  December,  1801.     Api)ointment  revoked 
(Sick.)  5  August,  1802. 
OenniN,  John,  Jr. 

^lidshipinan,  18  June,  1812.     Died  in  1S13. 
OenniM,  John  S. 

Acting  Master,  31  August,  1801.     Died  <m  "  Jluntress,"  Mississippi  river,  27  Fel>- 
ruarj,  180.5. 

DenniHon,  KrnHninH. 

^Midshipman,  "Jti  September,  1803.    Graduated  (5  June,  1807.   Ensign,  18  Decemljer, 
1808.     Master,  21  March,  1870.     Died  18  April,  1873. 
OenniMon,  Henry. 

Purser,  25  April,  1812.     Died  15  March,  1822. 
Den ni son,  Robert. 

Chai)lain,  28  May,  1804.     Last  appearance  on  Records  of  Navy  Department.    Pur- 
loughcd. 
DenniKtoii,  G.  Y. 

Midshijjman,   10   March,  1840.     Passed  Midshipman,   11   July,  1840.     Master,  1 
March,  1855.     Lieutenant,  14  September,  1855.     Died  17  Februarj',  1858. 
Denni»fon,  Henry  91. 

Assistant  Paymaster,  9  September,  1801.     Paymaster,  14  April.  1802.     Pay  InsfKc- 
tor,  10  August,  1870. 

Denny,  Fben  D. 

Midshipman,  17  September,  1841.     Pa.ssed  Midsliipman,  10  August,  1847.     Die<l  2 
February,  1853. 
Denny,  John. 

Surgeon's  Alate,  17  August,  1820.     Died  U»  Septen»i»er,  1829. 
Dennniore,  John  II. 

Acting  Second  Assistant  Engineer,  19  December.  1803.     Honorably  discharged  12 
July,  1S05, 
OenMon,  John. 

.Veting  Ensign  and  Pilot,  28  October,  18(54.     Honorably  dischar|reil  4  Divim..-:. 
1805. 
[>enf,  Ralne  C. 

(,  ad<t  ^lidshijjman,  5  June,  1873.     Graduated  4  June,  1880. 

I>ent,  John  II. 

Mi<lslii])nian,  \>\  March,  1798.     Lieutenant,  11  July,  1799.     Commander, 6  Septem- 
ber, 1804.     Captain,  29  December.  1811.     Died  31  July.  1823. 
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I>entoii,  Anthony  Y. 

Midshiiiman,  4  July,  1S05.     Resigned  13  October,  1807. 
Denton,  Goorge  Ti. 

Acting  First  Assistant  Engineer,  2o  July,  1SG3.     Dismissed  31  August,  1863. 
I>enton,  T^eoiaard. 

Acting  Ensign,  25  January,  18G5.     lionoraljly  discliarged  5  October,  1805. 
Depass,  Joseph. 

Midsliipman,  1  January,  1808.     Resigned  28  November,  1808. 

I>epiie,  Abraham. 

Acting  Assistant  Paymaster,  1  June,  1863.     Discliarged  24  December,  1865. 

Derby,  Albigence  ]V. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Resigned  16  January,  1863. 

Derby,  Charles  P. 

Midshipman,  9  November,  1813.     Died  in  March,  1821. 
Derby.  Kieharcl. 

Captain,  22  February,  1799.     Resigned  12  May,  1801. 
Derby,  Richard,  Jr. 

As'sistant  Surgeon,  3  May,  1815.     Died  20  December,  1815. 
Derby,  Richard  C. 

Midshipman,  20  September,  1864.     Graduated  2  June,  1868.     Ensign,  19  April, 
1869.     Master,  12  July,  1870.     Lieutenant,  27  October,  1872. 
Dereanier,  George. 

Acting  Second  Assistant  Engineer,  13  August,  1861.     Honorably  discharged  13 
January,  1866. 
Derr,  E.  Z. 

Assistant  Surgeon,  3  March,  1873.     Passed  Assistant  Surgeon,  18  April,  1877. 

De  Sanies,  Charles. 

Acting  Master,  6  December,  1861.     Apjiointment  revoked  3  ]\Iay,  1862. 

De  Sanno,  Walter. 

Acting  Third  Assistant  Engineer,  16  September,  1863.     Dishonorablv  discharged 
25  May,  1864. 
De  Sanno,  IVilliani  P. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2  August, 
1859.     First  Assistant  Engineer,  1  July,  1861.     Dismissed  19  March,  1862.  " 

De  iSansure,  D.  li. 

Midshipman,  9  November,  1813.     Resigned  14  June,  1820. 
Deslonde,  Adrian. 

Midshipman,  27  October,  1841.     Resigned  14  June,  1849. 
Deturbe,  John. 

Acting  Second  Assistant  Engineer,  2  December,  1864.  Honorably  discharged  28 
August,  1865.  Acting  Second  Assistant  Engineer.  Appointment  revoked  12 
February,  1867. 

De  Valin,  Charles  E. 

Third  Assistant  Enginees,  20  September,  1858.  Second  Assistant  Engineer,  17 
January.  1861.  First  Assistant  Engineer,  17  March,  1863.  Chief  Engineer,  21 
March,  1870. 

Devans,  Thomas. 

Midshipman,  2  March,  1799.     Last  ai^pearance  on  Records  of  Navy  Department,  1 
April,  1799.     Resigned. 
De  Tanx,  Max  A. 

Midshipman,  1  September,  1811.     Resigned  12  October,  1818. 
Devens,  Edward  F. 

Acting  Master,  11  June,  1861.  Acting  Volunteer  Lieutenant,  at  capture  of"  Ai'ies," 
25  May,  1863.  Acting  Volunteer  Lieutenant-Commander,  7  February,  1865. 
Honorably  discharged  19  November,  1866. 
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I>cveroaiix,  John. 

:SI;ite,  2")  Fchruary,  1801.     Died  at  N'jivul  Hospital,  New  Orleans,  25  March,  loO.!. 
l>ev<'rH,,  IV  i  Ilia  111. 

<iimiier,  date  not  known.     Hesigned  October,  1820. 
DcverHiioy,  ISial. 

Actitii^  'I'liinl  Assistant  Engineer,  4  .January,  1805.     Honorably  discharged  1  Js'o- 

VL'mllLT,  isf ■>."). 

]>cve/.iii,  J.  O. 

Midshipman,  K",  October,  1821.     Kesigricd  22  November,  1827. 
l>eviiie,  Cjioor^e. 

Acting  Second  Assistant  Engineer,  21   November,  ISOH.     Acting  Second  AaaUtont 
Engineer,  19  October,  1804.     Honorably  discharged  20  July,  Ihc,.-,. 
Doviiio,  Tlioiiias. 

Mate,  0  .lanuaiy,  1802.    Acting  Ensign,  28  February,  1803.    Honorably  di8char{;e<l 
30  Septemlier,  1805. 
I>eviiie,  TlioiiiaM  II. 

Mate,  18  September,  1803.     Resigned  21  June,  1805. 
I>evlaii.  William  T. 

(Ap})()inted  in  Volunteer  Service  19  March,  1803.)     Gunner,  30  July,  1870, 
l>ovliii,  James. 

Acting   Tliiid   Assistant    Engineer,  2    March,   lsO.">.       Honorably   discharged    0 
August,  1805. 

I>cvliii,  William  T. 

Acting  Gunner,  H)  March,  1803.     HoiiDrably  dischargc<l  1  .March,  1**00. 
Devoo,  JamcH  It. 

Acting  Ensign,  22  March,  1804.     Acting  Master,  28  September,  \<>:\.     Honorably 
discharged  22  December,  1805. 

DeWeese,  Coriielins,  Jr. 

Mate,  20  November,  1803.     Honorably  discharged  23  November,  180."). 
I>cti'C3%  Ephraim  II. 

Mate,  17  September,  1801.     Acting  Ensign,  1  Mav,  1803.     Resigned  II  December, 

1803. 

I>ewoy,  CiJoorge. 

Acting  Midshipman,  23  September,  1854.     Midshipmaji,  II   .luno.  l>.i>.     I'lisst-d 
^lidshipman,  28  January,   18<">1.     Master,  28  Februarj',   1801.     Lieutenant,  19 
April,  1801.     Lieutenant-Commander,  3   March,  1805.     Commander,  18  April, 
1872. 
I>ewey.  Orvllle. 

Chaplain,  5  February,  1851.     Resigned  9  February,  1^53. 
I>ewoy,  TliomaH. 

Gunner,  14  January,  1840.     Died  10  November,  18-19. 
DovliiirMt,  George. 

Ai  ting  Master,  22  November,  1801.     Resigned  8  August,  1805. 

I>cwiiiK,  I*aiil  F. 

Ai  ting  Assistant  Paymaster,  31  August,  ISW.     Discharged  8  November,  18C5, 
I>eWitt,  AiiKiiMtim. 

Acting  Tiiird   Assistant   Engineer,   3   September,   1804.     Appointment   rcvokwl 
(Sick,)  20  February,  1805. 

l>cWill,  J.  15. 

Siiigcous  Mate,  30  June,  1823.     Resigned  15  September,  1S2S. 

DcWift,  Waller  A. 

Mate,  3  Decend^er,  1803.     Acting  Ensign,   10  Novcmlwr,  I8«M.     Honorahlj  dift- 
chargcd  14  February,  1800. 

DeMliii^,  Isaiah. 

Acting  Assistant  Surgeon,  24  May,  1804.     Assistant  Surgeon,  Rotiretl  list,  80  Jane, 

1879. 
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Do  Wolf,  F.  Z,. 

Midshipuian,  30  November,  1814.     Resigned  30  March,  181G. 
Be  Wolf,  I.eoii. 

JIate,  3  February,  1865.     Died  at  Mobile  Bay,  Alabama,  13  April,  1865. 
BeWolf,  William  II. 

.Acting  Master,  16  November,  1861.     Honorably  discharged  4  November,  1865. 
I>exter,  Adolplins. 

Acting  Midshipman,  24  September,  1857.  Midshipman,  1  June,  1801.  Passed 
Midshipman.  Acting  Master,  23  September,  1861.  Lieutenant,  16  July,  1862. 
Resigned  23  November,  1864. 

Dexter,  Daniel  i$. 

Midshipman,  9  April,  1800.     Lieutenant,  13  February,  1807.     Commander,  20  De- 
cember, 1814.     Died  10  October,  1818. 
Dexter,  E.  T. 

Mate,  10  December,  1863.     Dismissed  4  April,  1863.     Mate,  7  July,  1863.     Died  2 
October,  1868. 
Dexter,  George  H. 

Mate,    14   February,   1863.     Acting   Ensign,  17  January,  1865.     Honorably   dis- 
charged 28  October,  1865. 
Dexter,  Horace. 

Mate,   18  November,  1862.     Acting  Ensign,  11   November,  1863.     Honorably  dis- 
charged 25  September,  1865. 
Dexter,  J.  D. 

Acting  Ensign,  1  November,  1862.     Resigned  13  April,  1865. 
Dexter,  Jolin  M. 

Acting  Third  Assistant  Engineer,  24  September,  1863.     Acting  Second  Assistant 
Engineer,  15  October,  1863.     Honorably  discharged  11  Sei^tember,  1865. 
Dexter,  Rodolphns  W. 

Acting  Master,  11  November,  1861.     Resigned  8  July,  1863. 
Dexter,  Snmner. 

Acting  Ensign  and  Pilot,  12  December,  1864.     Honorably  discharged  5  August, 
1865. 
Diamond,  Jasper  H. 

Third  Assistant  Engineer,  1  July,  1863.     Second  Assistant  Engineer,  25  July,  1866. 
Dismissed  26  July,  1876. 
Dibble,  George  M. 

Midshipman,  1  March,  1841.     Dismissed  15  August,  1849. 
Dibble,  Jonas. 

Carpenter,  16  June,  1838.     Retired  list,  16  December,  1866. 
Dichman,  Ernst  J. 

Acting  Midshipman,  20   September,  1860.     Ensign,  28  May,  1863.     Master,  10 
November,  1865.     Lieutenant,  10  November,  1866.     Lieutenant-Commander,  12 
March,  1868.     Resigned  31  December,  1871. 
Dick,  Edward  li. 

Third  Assistant  Engineer,  20  September,  1858.     Dismissed  28  May,  1861. 
Dick,  James. 

Midshipman,  22  May,  1799.  Discharged  3  June,  1801,  under  Peace  Establish- 
ment Act. 

Dick,  John  B. 

Acting  Second  Assistant  Engineer,  18  October,  1861.    Honorably  discharged  34 
July,  1866. 
Dick,  Robert  B. 

Acting  Third  Assistant  Engineer,  3  April,  1863.  Honorably  discharged  27  Sep- 
tember, 1867. 

Dick,  Walter  B. 

Assistant  Surgeon,  10  July,  1861.     Resigned  28  April,  1864. 
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nicknnon,  John  A. 

Cuiix-uter,  li!  Decmiber,  1825.     Drowned  29  St-ptcmbcr,  1847. 
l>i<*koi*in»n,  C  li. 

Acting  Assistiijit  raymastcr,  27  Murcli,  ISC'*.     Disclmrgcd  11  October,  18C5. 
UiC'korHon,  Iliel  I.. 

Atiing  Third  Assistunt  Engineer,  28  November,  1803.     Resigned  8  June,  1805. 
l>iokcrMOii,  J.  Ij. 

Jlatr,  21  .Inly,  1»G4.     Dismissed  (5  August,  1804. 
Dlokoy,  Koberf. 

Saihiiakt  r,  11  June,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Diekoy,  Itobort. 

Assistant  Pa} master,  14  July,  1870.     Resigned  31  December,  1873. 
DiekiiiM,  Frauci^t  W. 

Miilsliipnian,  ^0  September,  18C1.     Graduated  22  November,  1864.     Ensign.    ' 
November,  18(50.      Master,   1    DoctMiiber,   1800.      Lieutcuunt,   12  March,   lbC~ 
Lieutcnaut-Commander,  12  June,  IbG'J. 
Dickinson,  Daniel  A. 

Acting  Assistant  Paymaster,  15  May,  18(!:3.     Resigned  28  Januarj",  18C5. 
Dickinson,  D^iglif. 

Assistant  &uit,'t<>n,  '21  April,  1SG9.     Passed  Assistant  Surgeon,  0  November,  187 J 
Suigion,  G  JJccL-mljcr,  iy79. 

Dickinson,  llollo^rell. 

Boatswain,  18  December,  18G2.     Acting  Boatswain,  5  August,  1802. 
Dickinson,  II.  J. 

MidsLipuian,  20  December,  1815.     Resigned  20  October,  1S20. 
Dickinson,  John  kI 

Acting  Master,  11   November,  1801.     Dismissed   1   November,  1802.     Acting  Ei 
sicrn,  27  December,  18G2.      Acting  Master,  favorable  report  of  Coniiii:iii.lir. 
OtHcer,  25  June,  1SG3. 
Dickinson,  Xornian  P. 

Mate,  13  September,  1802.     Resigned  8  May,  1803. 
Dickinson,  P. 

Acting  blaster,  28  October,  1801.     Honorably  discharged  25  January,  1868L 
Dickinson,  H.  HI. 

Acting  Assistant  Paymaster,  1801.     Resigned  31  October,  1862. 
Dickinson,  Solomon. 

Purser,  IG  January,  1799.     Resigned  23  January,  1799. 
Dicknian,  C'hnrlcs  B. 

Acting  Ensign,  18  January,  18G4.     Honorably  discharged  15  August,  1868. 
Dicks,  John  W. 

Acting  Master,  20  August,  1801.     Resigned  (Sick,)  19  July,  1864. 
Dickson,  Jolin  A. 

C  arpcntei,  I.',  December,  1825.     Drowned  29  September,  1847. 
Dickson,  ]tlcn/.ies. 

Mute,  22  June,  1«G3.     ApiJointment  revoked  (Sick,)  1  September,  1804. 
Dickson,  Saniiicl  II. 

Assistant  Suigon,  19  March,  1875.     Passed  Assistant  Surgeon,  7  August,  1880. 
Dickson.  Thomas. 

'Ihinl  Assist;iiit  Engineer,  21  May.  1S13.     Died  12  September,  1847. 
Dicksoin,  Thomas  II. 

Acting  A-sistant  Paymaster,  ix  .Vugust,  1803.     Honoral»ly  «lischarced  12  Septcm 
bcr,  1.SG5. 
Dickson,  U  llliam. 

Mate,  1  September,  1804.     Honorably  discharged  9  September,  1860. 
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Diclil,  Samuel  W.  B. 

Midshipman,  20  September,  1809.  Graduated  31  May,  1873.  Ensign,  16  July» 
1874.     ]\Iaster,  1  November,  1879. 

I>iclil,  Olivor. 

Assistant  Surgeon,  6  July,  1880. 

Dieriiiaiise,  Henry  I*- 

IMate,  3  November,  1864.     Honorably  discharged  25  April,  1868. 

Dieterieli,  J.  P. 

Second  Lieutenant,  Marine  Corps,  17  October,  1834.     Cashiered  27  April,  1838. 

Digard,  Maurice. 

Acting  Master,  23  .January,  1862.  Resigned  9  October,  18G3.  Acting  Ensign,  3 
March,  1864.  Acting  Master,  16  August,  1864.  Honorably  discharged  14 
September,  1865. 

Dignoii,  James  II. 

Acting  Tliird  Assistant  Engineer,  12  February,  1864.  Appointment  revoked 
(Sick,)  31  August,  1864. 

Dill,  Albert  F. 

Acting  Ensign,  29  December,  1863.     Resigned  5  May,  1865. 

I>ill,  £li. 

Boatswain,  25  June,  1818.     Died  19  December,  1831. 

I>ill,  Frauds  J. 

Mate,  8  January,  1864.  Acting  Ensign,  2  February,  1865.  Resigned  22  May^ 
1865. 

Dill.  J.  H. 

Master,  10  April,  1813.    Resigned  23  February,  1821. 

Dill,  Josliiia  H.  * 

Acting  Master,  27  August,  1861.     Appointment  revoked  (Sick,)  13  June,  1862. 

Dillard,  Thomas. 

Surgeon's  Mate,  15  November,  1824.  Surgeon,  3  January,  1828.  Retired  24  Janu- 
ary, 1863.     Died  1  March,  1870. 

Dillingbam,  Albert  C. 

Midshipman,  31  July,  1865.     Graduated  7  June,   1870.     Ensign,  13  July,  1871. 
Master,  4  June,  1 874. 
Dillingbam,  James  li.,  Jr. 

Acting  Master,  9  July,  1861.     Resigned  9  October,  1861. 

Dillingham,  John. 

Acting  Master,  24  May,  1861.     Resigned  28  December,  1864. 

Dillman,  Jared  W. 

Acting  Assistant  Surgeon,  21  March,  1865.  Honorably  discharged  11  October, 
1865.     Re-appointed  10  December,  1873. 

Dillon,  Arthur  J. 

Acting  Assistant  Paymaster,  11  April,  1863.  Died  at  St.  Louis,  Missouri,  10  De- 
cember, 1863. 

Dillon,  :9k"icholas. 

Acting  Third  Assistant  Engineer,  21  May,  1863.  Died  at  New  Orleans,  23  Octo- 
berri864. 

Dillon,  P.  R. 

Acting  Ensign,  on  Admiral  Stribling's  Staff,  1  October,  1864.  Honorably  dis- 
charged 29  October,  1865. 

Diman,  Henry  W. 

Acting  Assistant  Paymaster,  14  January,  1862.     Resigned  13  August,  1862. 

Dinimook,  Charles  W.,  Jr. 

Mate,  16  August,  1864.     Honorably  discharged  15  November,  1865. 

Dimmock,  Thomas. 

Midshipman,  4  March,  1823.     Resigned  1  August,  1837. 
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]>iiiiook,  :viarli:il  €'. 

.Alidsliipiiiaii,  :{1    .Inly,    180G.     CnKhiatt-.l   7   June,   ISTO.     Ensiirn,  13  Julv    1 
.Mastrr,  1  .lamiaiy,  1«7."».     Ucsignc*!  23  Decemhcr,  IMTO. 
l>iiiioii,  lUl^aii'fl  M. 

.Matt!,  IJ  Sti-ttinljcr,  1S02.     Actiiif;  P:n8i{?n,  5  July,  18(5:5.     Honorihly  diitchuf'cU  5 

August,  laoa.  ** 

DinHitiore,  Jay. 

Third  Assistant  Enginocr.  1(>  January,  isr.;{.     Kcsigncd  28  May,  ISC-I. 
I>iM«iinioro,  ^I.  D.  li. 

Artiiig  Tiiinl  AssisUint  Engineer,  4   December,  18C3.     Ilouorubly  (Ii»rharirctl  "S 

August,  ISC.r).  "^  B        - 

i>inHinore,  Kobort. 

Acting  Ensign,  17  December,  18G3.     Honorably  dischargtcl  1  November,  18C8. 
]>iiiMiiiooi%  Silas. 

I'ni^tr,  ;n   May,  isOO.     Discharged  8  July,  1801,  under  Peace  Establishment  Act. 
l>iMoreiiH,  Albert  ]>. 

Mate,   11   January,  18G3.     Acting  Ensign,   13   February,   1801.      Honorably  <li». 
charged  20  October,  18G5.  ' 

DisoreiiH,  C'liarlos  M. 

:\Iati'.  "Jt  January,  lS(i:?.     Aj^pointmont  revoked  (Sick,)  19  Marcli,  1SG3.     Mat. 
April,  1S(;4.     Hontiral)ly  tlischarged  20  September,  18G5. 
l>iNliaia,  F.dward  W. 

Mate,  29  .March,  I8i;.").     Honorably  discharged  21  October,  1805. 
l>it>iiioy,  Edward  W. 

Gunner,  2(3  April,  1839.     Dismissed  (5  March,  1840. 
Di!iine3%  George. 

Acting  Third  Assistant  Engineer,  17   December,  1803.     Died  on  "■  A$eutney 
January,  1808. 

l>is!>i(oii.  Samuel. 

•vcting  Third  Assistant  Engineer,  7  September,  18G4.     Uesigned  18  .May,  1«''*. 
l>iviiie.  Thomas. 

Acting  Second  Assistant  Engineer,  20  November,    1801.     Acting  First  Ar-M.-: 
Engineer,  12  November,  18G3.     Honorably  discharged  9  October,  1805. 
I>ix,  John. 

Assistant  Surgeon,  24  July,  1813.     Surgeon,  27  March,  1818.    Died  10  April,  1823. 
Dixon,  Albert  F. 

Second  Assistant  Engineer,  29  October,  1870.     Passed  Assistant  Engineer,  4  No-* 
vembcr,  1877. 
Dixon.  Franeis. 

(.Gunner,  date  nut  known.     Last  appearance  on  Records  of  Na\  \  i»i  partnunt. 
Dixon.  Iliram  I^. 

Carpenter,  23  .Inly,  18G1.     Warranted   11    December,  1801.     Died  at  Quarantine, 
New  York,  on  board  Hosi)ital  Shij),  20  June  18GU,  (Yellow  Fever.) 
Dixon,  John  \, 

I'arpentcr,  27  March,  1857. 
Dixon,  Iloberf. 

IJoatswain,  a  Fciiruary,  1842.     Died  5  April,  1875. 
Dixon,  William  S. 

.\>sistant  SurL,'<(>n,  27  January,  1871.    Paired  Assistant  Surgeon,  14  January,  l.*-: 

Doan.  William. 

.VctiiiL,' SiK.nd  Assistant  Engineer,  29  November,  1802.     Resigned  23  Sc]>tciuU 

ISC,:!. 

Doane,  C  C 

Mate.     Dismissed  31  July,  1802. 
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Assistant  Surgeon,  10  December,  1814..  Resigned  5  January,  1820. 

^oano,  Jolin. 

Master,  15  July,  1812.     Discharged  3  November,  1814. 

»oane,  Thomas  C. 

Acting  Assistant  Paymaster,  17  February,  1863.     Discharged  6  February,  1866. 

»oane,  William  H. 

Acting  Assistant  Paymaster,  IS  July,  1863.     Discharged  18  December,  1865. 

>ob1>iii,  John  V. 

Purser,  9  February,  1856.     Resigned  17  August,  1857. 

^ohhins,  Daniel. 

IMastcr,  16  September,  1812.     Resigned  5  June,  1826. 

»obbin$!i,  James  II. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Dejoartment, 
21  June,  1815. 
^ohhs,  Frederick  A. 

Third  Assistant  Engineer,  11  April,  1859.     Died  29  April,  1862. 

>obbs,  Thomas. 

Acting  Third  Assistant  Engineer,  22  June,  1863.     Acting  Second  Assistant  Engi- 
neer, 9  February,  1864.     Acting  First  Assistant  Engineer,  8  March,  1865.     Hon- 
orably discharged  21  November,  1867. 
>obbs,  William  H. 

Acting  Second  Assistant  Engineer,  18  July,  1862.     Acting  First  Assistant  Engi- 
neer, 22  November,  1862.     Honorably  discharged  5  December,  1865. 
>obell,  William  H. 

Mate,  31  December,  1863.     Honorably  discharged  1  November,  1865. 
>obson,  William  S. 

Acting  Third  Assistant  Engineer,  22  August,  1864.     Appointment  revoked  (Sick,) 
31  January,  1865. 
>ockray,  William  P. 

Acting  Master,  21  September,  1861.     Resigned  10  November,  1863. 

>ocl,  Daniel. 

Acting  Third  Assistant  Engineer,  20  July  1863.     Acting  Second  Assistant  Engi- 
neer, 9  June,  1864.    Honorably  discharged  28  October,  1865. 

[>o(l,  Stephen. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  4  June,  1836.     Lieutenant, 
8  September,  1841.     Died  19  April,  1845. 

[>odd,  Albert  W. 

Cadet  Midshipman,  6  June,  1873.     Graduated  18  June,  1879. 

[>odd,  James. 

Acting  Third  Assistant  Engineer,  21  ]\Iarch,  1862.     Api^eintment  revoked  fSick.) 
24  July,  1863. 

Oodd,  M.  M. 

Carpenter,  IS  June,  1845.     Died  9  March,  1859. 

[>odd,  Robert  J. 

Surgeon's  Mate,  26  May,  1826.     Surgeon,  4  April,  1831.     Retired  30  April,  1861. 
Medical  Director,  on  Retired  list,  3  March,  1871.     Died  3  February,  1876. 
|>odds,  George  D. 

Midshipnian,  30  November,  1814.     Resigned  10  November,  1822. 

Dodge,  Alvan. 

Acting  Assistant  Surgeon,  21  ]\Iarch,  1865.     Honorably  discharged  11  October, 
1865. 

Dodge,  Billy. 

Master,  3  July,  1813.     Last  appearance  on  Records  of  Navy  Department,  7  Angus 
1813. 
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Dodffe,  Edward. 

Acting  Third  Assistant  Engineer,  1  October,  lM4iL'.     hi-nigned  19  Murtb,  INVi 
Dodge,  E<lward  J. 

Midshipman,  is  January,  1815,     Resigned  23  NovemUr,  1815. 
Dodf^e,  Kdw.  It. 

Assistant  Surt,'t(.n.   21   January,  l.sr.2.     TaHscd  Assistant  Surgwm,  25  ScptcmlH  r 
ISC").     Sur-j;c<)n,  r,  Scpttniber,  1880,     Died  29  Murch,  1871. 
Dodge,  George  II.,  Jr, 

Mate,  7  August,  18U2.     Acting  Ensign,  10  July,  180:5.     Honorably  diacbanred  lU 
Septenibor,  18(55.  ** 

Dodge,  fiJeorge  P. 

Mi(.lshii)ni:in,  1  October,  1850.     Di.^misscd  12  June,  1851. 
Dodge,  Henry  W. 

Acting  Ensign,  5  August,  18G2.     Dismissed  20  Novtnd)er,  18C2. 
Do<lge,  JsiiiieH. 

Assistant  Surgeon,  29  August,  1799.     Surgeon.  1 1   Stplembcr,  1800.     Discharged 
4  August,  1801,  under  Peace  Establishment  Act. 
Do<ige,  J  a  men. 

Surgeon.  27  November,  1804.     Last  appearance  on  Records  of  Navy  Department. 
Dodge,  Ouienzo  G. 

Cadet  Midshipman,  G  June,  1873.     Graduated  18  June,  1879.     Ensiin)  25  March 
18S0. 
Do<lge.  Richard  D. 

Third   Assistant   Engineer,   22  July,  1802.     Second  Assislunt  Engineer,  15  Fel>- 
ruary,  18()4.     Resigned  1  June,  1808. 
Dodge,  Richard  F. 

Acting  Ensign,  11  June,  18G4,     Honorably  discharged,  3  November,  1865, 
Dodge,  Thomas  W. 

Mate.  10  August,  1801.  Acting  Master,  18  Jime,  1862,  Honorably  discharged  14 
Scptcmlar,  1805.  Acting  iMaster,  19  December,  1806.  Mustered  out  22  April 
1809,  ' 

Dodi^ou,  William. 

Master,  date  nut  known.     Discharged  15  April,  1815. 
Do4iKMorth,  John. 

3IidsLipman,  15  November,  1809,     Resigned  30  July,  1810. 
Doggett,  Samnel. 

Gunner,  "Jl  September,  1821.     Lust  appearance  on  Records  of  Navy  Department,  1 
Oct.)b«T,  1S:22. 
Doherfy,  John. 

Acting  Third  Assistant  Engineer,  0  February,  1S05.     IlbnoraMv  dischargwl  IS 
February,  1808. 
Dohrnean,  James  C 

A(  ting  Third  Assistant  Engineer,  9  June,  1863.     Resigned  24  Octolwr,  18(i8. 
Doig,  .llexauder. 

Acting  First  Assistant  Engineer,  25  Noveml>er,  1861.     Resigned  6  June,  1808. 
Doig,  Goorge. 

.Vcting  A.-sistant  Surgeon,  5  March,  1804.     Resignc<l  1  August,  1865. 
Dolau,  Andrew. 

Actinir  Second  .Assistant  Engineer,  0  May,  1864.  Honorably  diacbargv<i  SO  No* 
vemher,  ls))7. 

Doien,  <ii«'orge  B. 

Acting  Second  Assistant  Engineer,  8  June,  1804.     Honorably  discharged  SO  Juiia, 
1865. 
Dot  ley.  Rc^iibeu. 

Mate,  7  January,  1862.     Apix)intmcnt  revoked  5  December,  1802. 
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©Hirer,  George  C'. 

Mate.     Killed  iu  action,  "  Diana,'"  28  March,  1863. 
olliver,  William  F. 

Acting  Ensign,  2  December,  1863.     Honorably  discharged  10  January,  1866. 
oiiibaiigli,  Harry  M. 

Cadet  Midshipman,  6  June,  1872.     Graduated  18  Jime,  1877. 
oiiieft,  Oeorge  W. 

Acting  Master,  12  August,  1861.     Resigned  21  April,  1864. 
oiiiinic,  Rioliard. 

Midshipman,  30  April,  1814.     Died  10  June,  1822. 

oiiiiiiy,  Cyreiiiiiiis. 

Acting  Volunteer  Lieutenant,  gallant  conduct,  1  August,  1862.      Resigned   20 
April,  1865. 
onaliiie,  Henry  W. 

Acting  Third  Assistant  Engineer,  12  October,  1861.     Died  8  March,  1862. 
oiialdsoii,  Andrew. 

Mate,  19  December,  1863.     Honorably  discharged  6  August,  1865. 
onaldson,  !Edward. 

Midshipman,  21   July,  1835.     Passed  Midshipman,  22  June,    1841.     Master,  20 
May,  1847.     Lieutenant,  23  October,  1847.     Commander,  16  July,  1862.    Captain. 
25  July,  1866.     Commodore,  28  September,  1871.     Rear-Admiral,  21  Sejjtember, 
1876.     Retired  list,  29  September,  1876. 
onaldson,  John. 
Acting  Third  Assistant  Engineer,  24  DecembcK,  1864.     Honorably  discharged  30 
October,  1865. 
onaldson,  Oliver. 

Acting  Ensign,  1  October,  1862.     Honorably  discharged  1  January,  1866. 
onnegan,  Augustas  F. 
Acting  Third  Assistant  Engineer,  1  October,  1864.     Honorably  discharged  2  June, 
1868. 

onnell,  Rufus  R. 

Acting  Ensign,  17  Sejitember,  1862.     Honorably  discharged  17  August,  1865. 

onnelly,  Alvin. 

Acting  Third  Assistant  Engineer,  4  September,  1863.     Honorably  discharged  2 
January,  1866. 
onnelly,  Jobn. 

Mate,  3  April,  1865.     Honorably  discharged  10  October,  1868. 
ouuelly,  Patrick. 
Acting  Ensign,  9  April,  1863.     Acting  Master,  22  January,  1864.     Honorably  dis- 
charged 25  November,  1865. 
ouolioe,  John  J. 
Acting  Third  Assistant  Engineer,  24  July,  1863.     Honorably  discharged  7  August, 
18G5. 
onor,  William  8. 
Acting  Assistant  Surgeon,  23  February,  1864.     Honorably  discharged  10  Octobci', 
1865. 
onovan,  Michael. 

Mate,  14  December,  1862.     Deserted  12  October,  1863. 
ooley,  Edward. 
Mate,   13  February,  1863.     Dismissed  25  August,  1863.     Mate,  29  October,  1863. 
Honorably  discharged  19  September,  1865.     Mate,  18  December,  1805.  Appoint- 
ment revoked  23  November,  1866.     Mate,  3  January,  1867.     Mustered  out  28 
September,  1867. 
[>ran,  Edward  C-. 
Purser,  15  September,  1845.     Pay  Director,  3  March,  1871. 
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I^oi'aii,  JninoH  S. 

Acting  Tliird  Assistant  Engineer,!  July,  1861.     Acting  Second  ABsiBtiint  Kngi- 
iMi r,  T.i  Oitol.cr,  1HG2.     Keaigued  10  June,  1803. 
I>oriiii.  l*of<'r  II. 

M.iti-,  0  ])(.  (iiil)ir,  1SG2.     Dismissed  19  June,  1803. 
]>oraii,  I{i(*liar<l, 

Acting  Tiiird  Assistant  Engineer,  27  November,  1803.     Honorably  diBclmrge^l  i^i 
July,  1S05. 
l>oroy.  John. 

A<ting  .Master  and  Pilot,  1   September,  1804.     Appointment  revoked  31  Murih, 
isi;."). 

]>orfi:an,  .iiKlroiv. 

.Master,  s  July,  lsi2.     Resigned  15  April,  1813. 
]>oreaii,  AiKlrow. 

Master,  II  Sei)iember,  1813.     Last  appearance  on  Records  of  Navy  Department 
October,  1813. 
I>"OrIoans,  Pierre. 

lK)noraiy  a}ii)i)intment  of  Acting  Ensign,  28  May,  1803.     Resigned  30  May,  1804. 
Horn.  Kd^ard  J. 

Mi.isliipman,  21    September,  1870.     Graduated    1   June,  1874.     t^nsign,  17  Julv. 
is?.-). 
Dornin,  Thomas^  A. 

^Midshipman,  2  May,  1815.     Lieutenant,  13  January,  1825.     Commander,  H  Sep- 
tember, 1841.     Captain,   14   September,   1855.     Commodore,  on   Retired  list,  10 
July,  18f;-2.     Died  22  April,  1874. 
I>ornin,  Thomas  Liardner. 

Acting  Midshipman,  22  September,  1850.     Midshipman,  15  June,  1800.     Dismissed 
4  June,  1801. 
Dorr.  Ileriiian. 

Acting  Assistant  Paymaster,  11  July,  18G4.     Resigned  (Sick.)  15  March,  1805. 
I>orr.  JoHepli. 

Midsliii)nuiu,  11  September,  1799.     Discharged  1  May,  1801.  mul,  r  P.  i.r  Fstub- 
lisliment  Act. 
Ilorraiiee,  Charles  R. 

Acting  Ensign.  7  November,  1802.     Died  on  the  ^^  Sebof/o"  0  October,  1804. 
Dorranoe.  Cieorge  W'» 

Chaplain,  2  .lanuary.  1800.     Retired  list,  14  February,  1873. 

I>ory.  John  O. 

A(  ting  Master,  24  September,  1861.     Appointment  revoked  (Sick.)  11  July,  1«62. 

l>orse.v.  CiJreenberR. 

Act'iiig  Third  Assistant  Engineer,  11  October,  1804.      Honorably  discharged  0 

Sei)tenilit'r,  18i'>5. 

Dorsey.  Hill. 

Midsliii)in m,  15  November,  1810.     Resigned  25  Ajiril,  ISll. 

DorHey,  Hill. 

Mid'shipnian.  (•  September,  1811.     Resigned  2  May,  1812. 

It^orxey.  John. 

Midshipman,  2s  Ajuil.  1801.     Killed  in  action  7  August,  1804. 

I>orHe3 .  John  y\'. 

Assistant  Surgeon,  10  July,  1803.     Resigned  9  July,  1807. 

I>orMey,  I^awrenee  A. 

(To'Command  on  Galley.)     Captain,  12  Scptcmlwr,  1798.     Die<I  23  Janturj,  18"" 

Dorsey,  Kobert. 

Midshiiinian,  5  Februarj',  1800.     Discharged  0  August,  1801,  under  Pwicc  lata 
lishmcnt  Act. 
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Doten,  Clark  W. 

Acting  Second  Assistant  Engineer,  5  May,  18G3.    Acting  First  Assistant  Engineer, 
19  May,  18C4.     Honorably  discharged  24  September,  1805. 
I>ortou,  Henry  F. 

Mate,  10  March,  18G3.      Acting  Ensign,  19  November,  1863.      Hon      bly  dis- 
charged 20  September,  1865.     Acting  Ensign,  11   September,  1867.     clustered 
out  23  Se2;)tember,  1868. 
Doty,  Albert  J. 

Acting  Tliird  Assistant  Engineer,  11  August,  1863.     Acting  Second  Assistant 
Engineer,  2  .June,  1865.      Honorably  discharged  19   February,  1866.      Acting 
Second  Assistant  Engineer,  25  Ajiril,  1866.     Mustered  out  27  August,  1867. 
Doty,  George  W. 

Midshipman,  4  January,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 
13  Mav,  1845.     Commander,  Retired  list,  16  July,  1862.     Captain  on  Retired 
list,  4  April,  1867. 
Doty,  Stephen  B. 

Acting  Assistant  Surgeon,  31  October,  1864.     Honorably  discharged  22  January, 
1866. 
Doty,  Webster. 

Midshipman,  27  Julv,  1864.     Graduated  2  June,  1868.     Ensign,  19  Ai^ril,  1869. 
Master,  12  July,  1870.     Lieutenant,  27  March,  1873. 
Dougherty,  Charles. 

Acting   First  Assistant  Engineer,  2   August,  1864.      Honorably  discharged    30^ 
December,  1805. 
Dougherty,  Oeorge  W. 

Acting  Assistant  Paymaster,  18  September,  1863.     Honorably  discharged  1   Jan- 
uary, 1866. 
Dougherty,  John  C 

Acting  Third  Assistant  Engineer,  23  March,  1865.     Honorably  discharged  7  Sep- 
tember, 1865. 
Dougherty,  William  J. 

Acting  Third  Assistant  Engineer,  2  January,  1864.     Honorably  discharged  5  July, 
1865. 
Dougherty,  William  J. 

Mate,  17  February,  1870.     Appointment  revoked  20  July,  1871. 
Doughty,  Ezra  T. 

Midshipman,  8  May,  1824.     Passed  Midshipman,  4  June,  1831.     Lieutenant,  3 
March,  1835.     Resigned  18  February,  1839. 
Douglaty,  O.  Morris. 

Carpenter,  10  June,  1861.     AVarranted  26  December,  1861.     Resigned  22  October, 
1863. 
Doughty,  John  II. 

Acting  Third  Assistant  Engineer,  10  December,  1863.     Honorably  disch-arged  1 
October,  1865. 
Doughty,  Thomas. 

Acting  First  Assistant  Engineer,  8  July,  1862.     Acting  Chief  Engineer,  13  Decem- 
ber, 1862.     Resigned  22  May,  1865. 
Doughty,  William. 

Naval  Constructor,  8  February,  1813.     Resigned,  date  not  known. 
Douglass,  Alexander  B. 

Acting  First  Assistant  Engineer,  10  September,  18G1.     Resigned  11  November, 
1862. 
Douglass,  Augustus  C. 

Midshipman,  11  January,  1817.     Last  appearance  on  Records  of  Navy  Department, 
1818.    ■ 
Douglass,  Daniel. 

Gunner,  26  May,  1845.     Died  17  June,  1851. 
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I>oiiKlaHM,  (■i'4»r{?4*  It. 

Mi(lsliii)iuan,  1  Scittcmber,  latl.     Dismissed  17  AuRUst,  1&47. 
l>oiiKlst><M,  <ji4M>r};o  T. 

SailuKikcT,  1!)  Fil.niaiy,  1870.     Warmntcd  20  October,  1870. 

l>OIIKlil!^!<*<    CallHtaiVllH. 

Mi(l>liil)iii:iii,  -I  .Inly,  1805.     Drowned  5  iMurch,  IblO. 

Doil^ClilHM,   .lailK'M    C. 

I'uisir,  -^o  SL'i>ttiulicr,  ISll.     designed  24  P^ebruary,  1853. 
I>oiiu:la.HM,  JOHOpll. 

S,iiliu:ik(r,  IS  Man  h,  ISO:?.     Kisigmd  l:j  Jamiury,  1800. 
l>oiiKlaMH,  I{i<*liar<l   II. 

Assistant   I'aymastcr,  31   August,    lyiJl.     Paymaster,  24  August,  1802.     Dlwl    . 

jiiuf,  18i;m. 
I>oiiKlaMS,  Kobert. 

.Miilsliipniaii,  li>  .lainiaiy,  1809.     Resigned  4  .Vpril,  181"). 
DoiiKlaMM,  Samuel  ^i. 

Miilshipinaii,  7  February,  1790.     Discharged  8  June,  1801,  under  Peace  PIstablisli 
uicnt  Act. 
DoiiKl2iM.s,  TlioiiiaM. 

I'lusiT,  8  Oitol)tr,  1811.     Last  appearance  on  Records  of  Navy  D< Kirtmciif. 
Doii^lasM,  William  B. 

Miilsbii)inaii,  'M  .June,  18:!7.     Resigned  11  Feliniary,  18:!''. 
l>ov<s  Iteiijamiu  ^I. 

^lidshipinan,  1  December,  1820.    Passed  Mid>liipnian.  10  .lune,  1S:{:{.     Lieutcnunr. 
9  December,  18:59.     Commander,  14  Septi'ml>er,  ls."(."i.     Retireil  1  October,  l80( 
Captuiu  on  Retired  list,  4  Ai)ril,  18(57.     Die<l  19  November.  IStJ!^. 
Dove,  CiJoorKe  IV.  \\. 

Third  As.-nstant  Engineer,  11  July,  18(51.     Resigned  10  August,  1803. 
I>ove,  ^lariuadiike. 

.Master,  11  November,  1802.     Resigned  4  January,  1800. 
l>ov('.  Marmadiike,  Jr. 

^lidshipman,  1   January,  1818,     Died  14  September,  1821. 
l>ove.  ]VIarma4liiko. 

:^Iaster,  "JO  August,  1812.     Died  :5  July,  184(5. 
l>o\v,  €J«'orRe  S. 

Sailmaker,  2  August,  1844.     Resigne<I  18  September,  1844. 
DoM. John, 

Mate,  9  February,  180:5.     Appointment  revoked  (Sick,)  20  May,  18C4. 
l>o\v,  Lyman. 

Acting  Assistant  Surgeon,  0  March,  1815").     Resigned  10  June,  IHO.*. 
I>o%V4liii{;,  Ciie4>rKo. 

Acting  Third  Assistant  Engineer,  29  May,  1805.     Honorably  discharged  5  Julv. 
18(50.  • 

boiiiii4>,  M'illiaiii. 

Midsliipmaii,  \'t  November,  1809.     Itesigned  0  Februar)*,  1811. 
I>OMiie,  Ifi4»maii/.o. 

.Mate,    22   .lune,    isfit.     Died    from   'vounds   on    '•  Xeir   Ifiimitjihiri-."  \i   Sin'i -nl..  r. 
ISC.  I. 

l>owiieN,  .ilbort  K. 

Midhliipman,  1   January,  1818.     Lieutenant,  3  March,  1S27.     Lost  in  the  "  Gram' 
pug,'^  ^larcii,  184:J. 
I>owii4»M,  ('liarl4'M  .4. 

.\(iing  .\s^i^tant  I'aymaster,  ■-,  .March,  18152.      Discharged  18  April,  1807. 

1>UMII4>H,  .lamcH. 

Acting  Ensign,  11   Tiiu.'    isr,:!       AniiiiiMtiui  nt  nviiLi.l  ":i  .l.iiMi»rv    ts/:r. 
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I>oiviies,  Joliu. 

Midslnpiiuiii.  1  June,  1802.  Lieutenant,  G  March,  1807.  Coiimandei,  24  June, 
1813.     Captain,  5  Marcli,  1817.     Died  11  August,  1854. 

jDownos,  John,  Jr. 

Midsliipmau,  4  Sejitember,  1837.  Passed  Midsliipman,  2H  June.  1843.  Master,  26 
Fel)ruary,  1851.  Lieutenant,  30  August,  1851.  Commander,  IG  July,  18G2. 
Died  21 'September,  1865. 

Dotvnes,  John. 

Midshipman,  22  June,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Master,  25  April,  1875. 

Dowsies,  Subael. 

Master,  9  October,  1799.  Discharged  27  October,  1801,  under  Peace  Establish- 
ment Act. 

Downcs,  Subael. 

]\Iaster,  12  September,  1813.     Died  13  June,  1825. 

Downes,  \lilliani. 

Master,  26  May,  1812.     Died  7  August,  1812. 

Downey,  William. 

Acting  Second  Assistant  Engineer,  9  June,  1863.  Died  on  "  Queen  Gity^''  1  March, 
1864. 

Downing,  M.   M. 

Midshipman,  8  March,  1814.     Died  6  Octoljer,  1817. 

Downing,  Samuel  W. 

Midshipman,  1   September,  1811.     Lieutenant,  5  March,  1817.     Commander,  23 
September,  1837.     Captain,  27  February,  1847.     Cashiered  11  September,  1854. 
Downs,  John  H. 

Boatswain,  14  May,  1861.     Died  29  November,  1864. 

Dowse,  Edwarcl   W. 

Midshipman,  17  December,  1810.     Lost  in  the  "  Epervier.''^ 

Doyle,  Jacob  D. 

Assistant  Paymaster,  16  June,  1880. 

Doyle,  James  A. 

i\Iidshipman,  4  January,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant, 
29  March,  1844.     Reserved  list,  13  September,  1855.     Restored  to  Active  list,  7 
August,  1860.     Retired  4  December,  1861.     Died  3  August,  1865. 
Doyle,  John. 

Midshipman,  17  June,  1823.     Resigned  G  September,  1S20. 

Doyle,  John. 

Acting  Third  Assistant  Engineer,  18  October,  1801.  Acting  Second  Assistant 
Engineer,  9  May,  1864.     Honorably  discharged  30  September,  1867. 

Doyle,  Michael. 

Acting  Third  Assistant  Engineer,  26  August,  1864.     Resigned  (Sick,)  4  January, 
1865. 
Doyle,  P. 

Acting  Ensign,  on  Special  Duty,  7  July,  1863.     Dismissed  4  August,  1863. 
Doyle,  Patrick. 

Mate,  25  April,  1863.     Appointment  revoked  22  January,  1866. 
Doyle,  Robert  M. 

Midshipman,  21  September,  1870.     Graduated  21  June,  1875.     Ensign,  9  Septem- 
ber, 1876. 
Doyle,  Thomas. 

Midshipman,  4  July,  1805.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Baltimore. 
Doyle,  William. 

Acting  First  Assistant  Engineer,  27  November,  18G3.  Honorably  discharged  5 
December,  1865. 
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>oylo,  William  A. 

Aitinj,'  Stcoutl  Assistant  Engineer,  1  October,  1802.     Hesigncd  14  November,  1803. 
>'Oyl€'y.  \. 

AotiiiLC  Master,  18  July,  1801.     Resigned  (Sick,)  28  September,  1803. 
>ox«'y,  I5isoo«». 

Miistcr,  -JU  .lime,  1812.     Died  20  May,  1828. 
>o/.ior,  William  <iiaillar(l. 

l\li(l>liijiin;m.  1  April,  1>"»U.     Tassed  Midshipman,  20  June,  1850.    Master,  22  Jan- 
luuy,  18.")b.     Licutenaut,  I'J  .luly.  IB.'iO.     Resigned  21  December,  iWiO. 
>raiii,  Caowrgo. 

Mate,  C.  .lamiaiy,  18()',\     Resigned  29  May,  ISfiJi. 
>rak(%  Andre^v  J. 

Midshij)iiiaii,  5   Dt'(oml)i'r,  1S;?7.     Passed  Midshipman,  29  June,  18J3.     Mastc-r,  0 
April,  l>^n\.     Liiutciiant,   16  Octolier.  is.'jl.     Commander,  10  Julv.  1802.     He- 
tiicd  list.  ]•:  .Vprii,  18C)7.     Died  4  August,  1875. 
>rake,  lleiiiaiiiiii. 

Midsliipiiiaii,  22  October,  1849.     Dropped  3  September,  1850. 
>rake,  C'liai'lOH  I>. 

Midshipman,  1  April,  1827.     Dismissed  30  October,  1829. 
>rako,  KdMin  A. 

Midshipmau,  2ij  June,  1834.     Resigned  28  January,  1837. 
>rake,  Ediviii  £. 

Mute,  23  Sc'i)tcndx'r,  18C1.     Acting  Master,  7  March,  1802.     Resigned  0  May,  1802. 
Uc-appi)iiitt'd   21    May,   1802.     Appointment  revoked   (Sick,j  0   March,    1803. 
Acting  Ensign,  14  July,  1803. 
>rake;  Frauklin  J. 

Midshipman,  23   February,  1803.      Graduated  2  June,  1808.      Ensign.  19  April, 
ist;!».     Master,  12  July,  1870.     Lieutenant,  15  November.  1872. 
>rake,  Franklin  .^I. 

>hite,  2(3  November,  1802.     Dismissed  11  February,  1803. 
>rako,  \el!<on  II. 

Assistant  Surgeon,  20  February,  1870.     Passed  A.ssistant  Surgeon,  7  August,  1880. 
)rako,  RiverH. 

.>hite,  3  .September,  1863.     Honorably  discharged  3  October,  186.'>. 
l>raii,  FrauoiH  A. 

Mate,"  13  December,  1804.     Honorably  discharged  13  May,  1807.     Hoatswain,  21 
December,  1874. 
[>ra|>er,  K.  L.  K. 

Acting  Assistant  Surgeon,  14  April,  1803.     Honorably  discharged  80  November, 

ixr,;-,. 

[>raper,  Horace  T. 

.\ctiiig  Master,  25  January,  1802.     Resigned  9  August,  1S02.     Ensign,  I  October, 
1802.     Api)oiutment  revoked  (Sick.)  14  January,  1805. 
[>ra|>or,  I..omiiol  J. 

Assistant  Surgeon,  20  March.  1802.     Died  30  August,  1879. 
[>ra|»or,  William  IS. 

Mute,  21  November,  1K02.     Resigned  18  September,  1863. 

[>rayton,  K.  F. 

Assi>taut  Surgeon,  28  June.  1852.     Droppe<l  13  May,  18.58. 

[>rayfon.  (jiloiiu. 

.^iidsllipman,  20  June.  isOO.      Lieutenant.  9   January.  1813.     Died   in  Soptembcr, 
1814. 

[)rayfon,  Pereival. 

Midshipman,  1  December,  1827.     Passed  Midshipman,  10  June,  1833.    Lieutenant, 
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28  February,  1838.     Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Died  4  August,  1865. 
I>raytoii,  Williaui  !§. 

Midshipman,  16  July,  1833.     Passed  Midshii^man,  23  June,  1838.     Lieutenant,  1 
April,  1842. 
I>reuiiaii,  Micbael  C 

Acting  Assistant  Surgeon,  15  April,  1863.  Resigned  18  March,  1865.  Re-ap- 
pointed 9  February,  1867.  Assistant  Surg^eon,  30  June,  1868.  Passed  Assistant 
Surgeon,  13  June,  1870.     Surgeon,  20  April,  1879. 

Drew,  Charles. 

Master,  15  February,  1809.     Resigned  4  May,  1810. 

Drew,  Edwin  O. 

Acting  Ensign,  1  September,  1864.     Honorably  discharged  18  August,  1865. 

Drew,  George  A. 

Mate,  9  December,  1861.      Acting  Ensign,  15  October,   1863.      Honorably  dis- 
charged 27  November,  1865. 
Drew,  Jacoto  J. 

Mate,  13  February,  1863.    Honorably  discharged  9  November,  1865. 

Drew,  Jobn. 

Master,  6  December,  1814.     Died  19  April,  1823. 

Drew,  Neheiiiiab. 

Master,  20  January,  1809.     Resigned  3  February,  1814. 

Drew,  Samuel. 

Boatswain,  26  July,  1839.     Died  2  February,  1857. 

Driggs,  William  H. 

Midshipman,  21  July,  1865.  Graduated  4  June,  1869.  Ensign,  13  July,  1870. 
Master,  27  October,  1872.     Lieutenant,  7  March,  1876. 

Drinen,  George  C. 

Second  Assistant  Engineer,  1  March,  1871.     Retired  list,  19  October,  1875. 

Drinkwaler,  Edward. 

Acting  Ensign  and  Pilot,  17  May,  1865.     Honorably  discharged  19  July,  1865. 

Driiikwater,  William. 

Acting  Third  Assistant  Engineer,  13  March,  1863.  Honorably  discharged  15  No- 
vember, 1865. 

Dripps,  William  Aiigiistiis. 

Third  Assistant  Engineer,  25  August,  1863.  Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.     Resigned  29  January,  1867. 

Driver,  Reynolds. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  1  March, 
1862.     First  Assistant  Engineer,  1  October,  1863.     Died  2  October,  1SG6. 

Drody,  A.  G. 

Mate.     Dismissed  21  August,  1862. 

Druiumond,  Cbarles. 

Acting  Third  Assistant  Engineer,  27  June,  1864.     Honorably  discharged  29  June, 
1865. 
Drummond,  Tbomas  M. 

Acting  Assistant  Surgeon,  13  November,  1862.     Honorably  discharged  23  January, 
1869. 
Drury,  Hiram  E. 

Assistant  Paymaster,  8  SejDtember,  1876. 

Drury,  Jobn  T. 

Midshipman,    16    January,    1809.     Lieutenant,    9   December,    1814.     Lost  in   tlie 

^'  Epervier,'''  in  1815. 
Dryburgb,  J.  R. 

Second  Assistant  Engineer,  15  January,  1845.     Disrated  28  July,  1845,  to  Third 

Assistant  Engineer.    Dropped  4  November,  1845. 
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Unnno,  !Wnrtiii. 

Acting  Assistant  Paymaster,  1  August,  1801.    Discharged  14  November,  1805. 
Diibarry,  £.  I^. 

Snr^'ion's  iSIate,  30    January,  1S23.     Surgeon,  24    May,    1820.     Died    12    July 
is.'):;.  •" 

DuBoiH,  Frank  I.. 

Assistant  Surgeon,  22  May,  1802.     Passed  Asjiistant  Surgeon,  30  October,  180.1. 

Surgeon,  20  February,  IbTO. 

DiihoiH,  JoHopli  S. 

.Mat. ,  I'J  ^lay,  18(il.     Appointment  revoked  (Sick,)  30  Januarj-,  ISO."}. 
DuKoiM,  Thoo.  B. 

Acting  Mastir,  2y  October,  1801.     Acting  Volunteer  Lieutenant,  for  gallant  con- 
duct in  battle,  5  June,  1803.     Acting  Volunteer  Lieutenant-Commundcr,  20  No- 
vember, 1SU4.     Honorably  discharged  7  February,  1800. 
DuKois,  IVilliam  T. 

Mate,  21  January,  1803.     Resigned  25  May,  1803. 
DuhoHP,  Jolin. 

.^lid-liipniaii,  10  March,  1799.     Discharged  0»August,  1801,  under  Peace  E8tabli*h- 
luent  Act. 

DiiboNC^,  John. 

Miilsliipuian,  1  March,  1803.     Resigned  29  April,  1804. 
Dnbose,  William  R. 

Assistant    Surgeon,    10   October,   1875.      Passed   Assistant   Surgeon,  7  August, 
18S0. 
DuRny«4,  dia^pard. 

Midshii)iiian,  4  .January,  1842.     Resigned  C  April,  1843. 
Dnokor,  CJoorjfo. 

Acting  Third  Assistant  Engineer,  13  October,  180.3.     Resigned  12  May,  1805. 
Dnokett,  WaAliinKton. 

Carpenter,  9  .luly,  1801.     Resigned  28  May,  1802. 
Duckworth,  Henry. 

Acting  Third  Assistant  Engineer,  9  May,  1804.     Honorably  discharged   11   Jan- 
uary, 1800. 
Dudley,  Charles  G.  B. 

Acting  Thinl  Assistant  Engineer,  14  April,  1805.     Honorably  discharged  25  Sep- 
tember, 1808. 
Dudley,  Charles  {«. 

Acting  Third  Assistant  Engineer,  20  March,  1803.     Died  at  Farmington,  Maine, 
20  November,  1803. 
Dudley,  Daniel  B. 

Acting  Ensign,  1  .luly,  1804.     Honorably  discharged  29  Octol>er.  ISO."}. 
Dudley,  James  A. 

Midshipman,  8  February,  1809.     Lieutenant,  24  July,  1813.     Died   in  May.  1817. 
Dudley',  Unton. 

Master,  25  January,  1809.     Last  appearance  on  Records  of  Navy  Department.  0 
February,  1809. 
Duer,  John  K. 

Midshipman,  28  December,  1830.     Passed   Midslupman.  I   July.  1"*  I  J.     .M  i<t' '.  :! 
November,  1849.     Lieutenant,  20  .Vpril,  1850.     Died  14  June.' 1859. 
Duer,  Rnrus  H. 

Acting  Midshipman,  23  September,   1857.     Midshipman.     Passecl   Midtbipman. 
Master.     Lieutenant,   1    August,   1802.     Lieutenant-Commander,  35  July,  ItMW. 
Died  29  June,  1809. 
Duer.  M'iliiaiu    .4. 

Midshipman,  0  May,  1799.     Resigned  27  September,  1800. 
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l>uer,  William  A. 

Mate,  IG  April,  18G3.     Acting  Ensign,  15  July,  18G3.     Honorably  discharged  3 
January,  18G8. 
l>ufr,  James  B. 

Mate,  13  December,  18G1.     Dismissed  5  September,  1863. 
Dulldl,  II.  I.. 

Midshipman,  18  June,  1813.     Resigned  20  Ajiril,  1813. 
I>iifrey,  William. 

Acting  Gunner,  IG  June,  18G4.     Honorably  discharged  3  October,  1865. 
I>nfSie]<l,  John  J. 

Acting  Assistant  Paymaster,  15  August,  1863.     Discharged  21  November,  1865. 

I>ugan,  Cornelius. 

Gunner,  30  October,  1860. 
JOugas,  Joiiu  liOiiis. 

Midshipman,  8  March,  1799.     Discharged  13  August,  1800. 
l>iike,  James. 

Acting  Third  Assistant  Engineer,  18  May,  1865.    Honorably  discharged  13  Octo- 
ber, 1865.  • 
I>uke,  Natlianiel  W. 

Midshipman,  1   May,  1833.     Passed  Midshipman,  34  May,  1838.     Lieutenant,  3 
March,  1831.    Died  8  July,  1853. 
I>ukeharf,  Thomas  M. 

Third  Assistant  Engineer,  3  May,  1859.    Second  Assistant  Engineer,  13  May,  1861. 
First  Assistant  Engineer,  30  May,  1863.     Resigned  9  March,  1871. 
I>nlaiiy,  Bladen. 

Midshipman,  18  May,  1809.    Lieutenant,  9  December,  1814.    Commander,  3  March, 
1831.     Captain,  8  September,  1841.     Died  in  Washington,  D.  C,  26  December, 
1856. 
I>nlany,  Daniel  F. 

Midshipman,  1  April,  1838.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  35 
February,  1841.     Dropped  13  September,  1855. 
l>nlauy,  Hugh. 

Midshipman,  30  November,  1814.     Lieutenant,  13  January,  1835.    Died  6  January, 
1837. 
Dulaiiy,  James  W. 

Midshipman,  1  September,  1811.     Died  in  1819. 

Diiley,  Wilmot  W. 

Acting  Ensign,  17  September,  1863.    Honorably  discharged  25  November,  1866. 

l>nlin,  !E<1gar  A. 

Acting  Assistant  Surgeon,  31  June,  1865.     Resigned  5  December,  1867. 

I>iimont,  Eugene  A. 

Mate,  7  June,  1864.     Honorably  discharged  25  October,  1865. 
I>nmont,  Frederick  K 

Mate,  34  January,  1863.     Resigned  17  July,  1863. 

Dunmnt,  William  M. 

Acting  Ensign,  19  July,  1864.     Dismissed  6  December,  1864.     Acting  Ensign,  21 
February,  1865.     Resigned  25  May,  1865. 
I>timont,  William  J. 

Acting  Gunner,  7  July,  1863.     Appointment  revoked  21  March,  1865.     Ensign,  12 
March,  1808.     Resigned  11  September,  1868. 
I>nnl>ar,  A.  I>. 

Acting  Master,  31  March,  1863.     Dismissed  6  December,  1863. 

I>uiiil>ar,  Asa-pli. 

Third  Assistant  Engineer,  19  February,  1863.     Second  Assistant  Engineer,  20  June, 
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1804.     First  Assistant  Engineer,  0  June,  1808.     Heliri<l  ;}1  July,  IbOy.     Ditil  2:i 
October,  1575. 

Diinhnr,  f'liarloH  V. 

Ai  ting  KiiMgii,  2J  December,  18C1.     Lost  on  the  "  Xareissus,''  4  January,  18C6. 
Dunbar,  Froderiok. 

Boatswain,  ly  November,  1852.     AiJpointmcnt  revoked  20  December,  18^8. 
Dunbar,  lEarry  I^. 

Mute,  2:3  Murcli,  1803.     Honorably  discharged  31  August,  18G5. 
Dunbar,  Oliver. 

Assistant  burgeon,  11  October,  1799.     Died  11  July,  1800. 
Duncan,  A.  H.  E. 

^Midshipman,  1  December,  1809.     Ilesigncd  10  June,  1811. 
Dunoan,  Chariot  D. 

i^Iatc.  7  March,  180-1.  Acting  Ensign,  23  October,  18G4.  Resij^'nrd  28  ^larrh. 
Ib05. 

Duncan,  Charles  I^. 

Gunner,      June,  1802.     Resigned   12  August,  1802.     Gunner,  20  November,  1878. 
Resigned  22  May,  1874. 
Duncan,  FrtMlerick  C 

^lale,  11  March,  IbOl.     Appointment  revoked  18  August,  1805. 
Duncan,  Jainos  F. 

Miilsiiipmani  12  November,  1825.  Passed  Midshipman,  28  April,  l^<32.  Died  3 
August,  1835. 

Duncan,  Jaiiios  M. 

Midshii)iuaii,  8  December,  1837.  Passed  Midsliipnian,  29  June,  1843.  Master.  0 
April,  lb.")l.  Lieutenant,  2  December,  1851.  Commander,  10  July,  1802.  Died 
21  August,  18G4. 

Duncan,  Jchsc  £. 

Midshipman,  9  July,  1833.     Died  1  January,  1840. 
Duncan,  John. 

Gunner,  18  December,  1801.     Dismissed  22  September,  1802. 
Duncan,  John  ^I. 

Midshipman,  31   December,   1708.      Discharged,  date  not   known,   under  Peace 
Establishment  Act. 
Duncan,  Joliu   JI. 

Actijig  Third  Assistant  Engineer,  3  August,   1801.      Ilonorai'.y  <iis* n.ir^'m    ;•_' 
July,  1805. 
Duncan,  Jjcwis  G. 

Mate,  14  April,  1805.     Honorably  discharged  21  September,  1805. 
Duncan,  Ilobort  F. 

^lidsliipman,  1  January,  1817.     Last  appearance  on  Records  of  Navy  Department, 
20  .May,  1818.     Dead. 
Duncan,  SilaH. 

Midshipman,  15  November,  1809.     Lieutenant,  9  Dcctmbtr,  1814.     L'ommundir.  1 
March,  1829.     Died  14  September,  1834. 
DuncanHon,  William. 

Mi(lh,hi|Mnaii,  2U  Fibruary,  1800.     Resigned  12  November,  180S. 

DuiKlcrdalc,  C'lcavolaiid  F. 

Mate,  20  Juiif,  IS02.     Acting  Ensign,  9   March,  1864.     Honorably  di8charge<l   10 
January,  Ib'lO. 
Dundor<lale,  John. 

Boatswain,  5  Ma  v.  181?'^      R<<iu'ned   10  October,  18-10.     Botttawain.  2S  Ovt.  Ur. 
1841.     Dropped'  20  April,  1^01. 
Dundon,  llffichaol. 

Acting  Second  Assistant  Engineer,  21  March,  IbW.     U«aigucU  Ul  March,  1865. 
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I>nnga]i,  J.  S. 

Assistant  Surgeon,  25  February,  1851.     Passed  Assistant  Surgeon,  9  April,  1856. 
Surgeon,  1  May,  1861.     Medical  Inspector,  3  Marcli,  1871.     Medical  Director,  31 
December,  1876. 
Diiiigaii,  William  W. 

Third    Assistant  Engineer,  26  June,  1856.     First    Assistant  Engineer,  2  August, 
1859.     Chief  Engineer,  1  February,  1862. 

Diinliaiii,  C.  Moore. 

Acting  Assistant  Paymaster,  6  July,  1863.     Resigned  9  November,  1864. 
Duiiliaiii,  Jos^iali  F. 

Acting  Assistant  Paymaster,  4  November,  1863.     Discharged  2  December,  1865. 
Duiiliaiii,  P.  I«L. 

Midshipman,  1  January,  1812.     Lieutenant,  1  April,  1818.     Died  In  August,  1822. 
Dunliaiii,  William. 

Third  Assistant  Engineer,  2  February,  1847.     Dismissed  8  April,  1847. 
Dunham,  William  J. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Honorably  discharged  1 
August,  1865. 
Diinkly,  Oeorge  R. 

Acting  Third  Assistant  Engineer,  18  November,  1861.     Acting  Second  Assistant 
Engineer,  22  January,  1864.     Honorably  discharged  28  December,  1865. 
Diinlap,  A.  B. 

Acting  First  Assistant  Engineer,  14  July,  1863.     Appointment  revoked  (Sick,)  27 
February,  1864. 
Diinlap,  Andrew,  Jr. 

Midshipman,  23  April,  1862.     Graduated  6  June,  1867.     Ensign,   18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
I>nnlai>,  Charles  JV. 

Mate,  24  November,  1863.     Honorably  discharged  1  November,  1865. 
Dunlap,  John. 

Acting  Third  A«ssistant  Engineer,  3  July,  1863.     Honorably  discharged  12  April, 
1866. 

Dunlap,  Thomas  J. 

Acting  Ensign,  3  September,  1863.     Resigned  21  September,  1863. 
Dunlop,  John. 

Acting  Ensign,  18  April,  1863.     Resigned  19  November,  1863. 
Dunlop,  X.  W. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  (Sick,)  29  April,  1862, 
Dnnn,  Charles. 

Midshipman,  30  November,  1814.     Drov?ned  31  July,  1819. 
]>unn,  Dnrius. 

Midshipman,  14  January,  1800.     Discharged  10  April,  1801,  under  Peace  Estab- 
lishment Act. 
Dunn,  Edward  T. 

Purser,  21  February,  1831.     Chief    Bureau  Provisions  and  Clothing,  12  July,  1869. 
Pay  Director,  8  March,  1871.     Retired  22  January,  1873. 
Dunn,  Elisha  W. 

Purser,  30  March,  1858.     Died  26  February,  1809. 
Dunn,  George. 

Acting  Gunner,  14  March,  1863.     Acting  Ensign,  7  July,  1863.     Dismissed  3  Feb- 
ruary, 1865.     Mate,  10  February,  1870.     Gunner,  11  April,  1871. 
Dunn,  ITenry  J. 

Acting  Ensign,  15  December,  1864.     Honorably  discharged  18  September,  1865. 
Dunn,  Martin. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  3  August,  1863. 
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Diiiiii,  ICic'liard  F. 

C miner,  1  N-.viinhcr,  1837.     Died  at  Kittcrj',  Maine.  1  Fobruar}',  1863. 
Iliiiiii,  TlioiiiiiM  C 

Acting  Master,  11  DcccmluT,  1801.  Actin^^  Volunti-er  Lieuti-nant.nn  recommenda- 
tion of  Coniinandiiii;  Ollicer,  11  Autrnst,  ISC.t.  IIonornMo  <li>ulirir.'.(l  •■r.  n<  t... 
ber,  isf!."). 

Oiiiiii,  Williniii. 

Mi(lshi])m!in,  80  June,  1799.     Discharged  0  August,  1801,  under  Peace  Estal)li«h- 

inent  Act. 

Dunn,  Wlllianmon. 

Actinij  Midsliipnian,  24  September,  1800.      Artin.'  I'nsici.    i    ()ff,,l..r    is.;:;      p... 
signed  8  .Tune,  1806. 
1>nnno,  William. 

Mate,  20  June,  1803.     Acting  Ensign,  2  May,  1804.     Drowned  28  December,  1804. 
DiinnelA,  ITonry  F. 

Mate,  2(5  March,  1803.     Acting  Gunner,  5  November,  1803.     Honorably  discharged 
7  October,  1805. 
Dnnnins,  F.  C 

Assistant  Surgeon,  21  April,  1808.     Resigned  1  .Januarj-,  1873. 
I>nnnin);,  IVilliani  B. 

Cadet  Engineer,  1  October,  1873.     Graduated  20  .June,  1S70.     Assistant  Engineer. 
1  July,  1878. 
Dunning,  William  H. 

Acting  Tiiird  Assistant  Engineer,  28  May,  1803.  Honorably  discharced  1  Decem- 
ber,''! si;.-). 

Diinn  inject  on,  John  W. 

Midshii)man,  10  April,  1849.     Passed  Midshipman,  12  June,   i^.,,.     >i:i«t<r,   V. 
September,  1855.     Lieutenant,  10  October,  is.ji;.     Resigned  20  April,  1801. 
Dunsoonib,  CliarloH  F. 

Acting  Assistant  Paymaster,  1  June,  1804.     Discharged  15  October,  1805. 

]>unHinorc  Daniel. 

Gunner,  28  August,  1801.     "Warranted  29  May,  1802.     Resigned  5  June,  1808. 

Dnnston,  William. 

blaster,  3  April,  1815.     Last  appearance  on  Records  of  Navy  Department. 

Duplaino,  BeToni  C. 

Acting  Tliird  Assistant  Engineer,  21  October,  1803.  Acting  Second  Assistant 
Engineer,  20  June,  1804.     Honorably  discharged  29  November,  1805. 

Dnplaine,  F.  A.  C. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer.  2  .Vugust. 
1859.     First  Assistant  Engineer^  10  August,  1801.     Resigned  11  May.  1807. 

Dn  Pont,  Samuel  F. 

Midshipman,  I'J  December,  1815.  Lieutenant,  20  April,  1820.  Commander.  2 » 
October,  1842.  Captain,  14  September,  18.55.  Rear- Admiral.  10  July,  lsr.2 
Died  23  June,  1805. 

Duraltl,  Martin. 

Midshipman,  0  September,  1838.     Resigned  17  September.  1845. 

Durand,  CjJeorKC  B.  ...,,,.,       ...       xr  ,     ^ 

Mate  28  Octohcr,  IsOl.  Acting  Muster,  14  A])ril,  ISO?.  Acting  Volunte*-: 
Lieutenant,  27  June,  1800.  Master,  12  March.  IMCS.  Lieutenant,  18  Deccml>cr 
1808.     Lieutenant-Commander,  25  November,  1877. 

l>uran«l,  William  F. 

Cadet  Engineer,  14  September,  1870.     Graduated  10  June.  1880. 

Dnrant,  Kdwar«l,  ,     rv-        r^        .       . 

Gunner,  3  .)  uly,  1799.     Last  appearance  on  Rec<)nr3  of  Navy  Department. 

Durdine,  Tliomaw.  i,        i     rv-       n  ..-^«««f 

Boatswain,  30  <)ctol)er,  1840.     Last  appearance  ..n  Records  of  Na>y  Department, 
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I>ui*et,  John  B. 

Midshipman,  G  December,  1848.     Drojiped  13  July,  1849. 

]>iirfee,  Kioliard. 

Acting   Second  Assistant  Engineer,  4   Februarj^,    1803.      Appointment   revoked 
(Sick,)  9  .Tune,  1804, 
Diirgiu,  W.  F. 

Mate,  30  June,  1802.     Aj)pointment  revoked  17  April,  1803. 

I>tii'liaui,  Andrew  £. 

Acting  Ensign,  18  August,  1804.     Resigned  14  June,  1805. 

Durham,  Thomas  M. 

Mate,  20  May,  1803.    Discharged  23  October,  1804. 
Durham,  Tolford. 

Acting  :Master,  22  November,  1801.     Resigned  5  May,  1805. 

Durkham,  Moses. 

Master,  29  November,  1799.     Discharged  20  May,  1801,  mider  Peace  Establish- 
ment Act. 
Durney,  Michael  J. 

Mate,  11  June,  1803.     Honorably  discharged  22  December,  1805. 

Duryee,  Charles  H. 

Midshipman,  19  August,  1823.     Passed  Midshii?man,  23  March,  1829.     Lieutenant^ 
31  December,  1833.     Dismissed  30  October,  1837. 
I>usenhury,  Samuel. 

Midshipman,  10  January,  1809.     Resigned  10  March,  1810. 
Dusenhury,  Namuel. 

Midshipman,  10  July,  1814.     Master,  2  June,  1820.     Died  4  October,  1827. 
I>uston,  John  !S. 

Acting  Third  Assistant  Engineer,  7  October,  1804.     Honorably  discharged  10  May, 
1800. 
Dutch,  John  C 

Acting  Master,  7  December,  1801.    Honorably  discharged  0  A^jril,  1800. 

Duteher,  Charles. 

Acting  Assistant  Paymaster,  20  September,  1803.    Discharged  5  October,  1805. 
Duteher,  Matthew  J. 

Gunner,  10  August,  1871.     Died  3  October,  1879. 

Duvall,  Marius. 

Assistant  Surgeon,  25  January,  1842.  Passed  Assistant  Surgeon,  22  January,  1848. 
Surgeon,  17  September,  1850.  Medical  Inspector,  3  March,  1871.  Medical  Di- 
rector, 1  December,  1871.     Retired  list,  9  June,  1880. 

DuTall,  Robert  C. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  Sei^tember,  1855.     Lieutenant,  15  September,  1855.     Dismissed  12  December, 
1859. 
Duycker,  Bernard. 

Gunner,  29  August,  1857.    Drowned  at  Sea,  while  in  charge  of  the  Prize  Schooner 
''^fary  Clinton,''  20  June,  1801. 
Dwyer,  William  W.  W. 

Carpenter,  10  October,  1801.     Resigned  21  October,  1865. 
Dwyer,  Daniel. 

Carpenter,  10  July,  1809.     Appointment  revoked  13  May,  1870. 
Dwyer,  John  B. 

Mate,  1  October,  1802.    Acting  Ensign,  8  December,  1802.     Resigned  30  May, 
1804. 
Dwyer,  Joseph, 

Purser,  20  February,  1838.     Resigned  25  June,  1838. 
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l>Myor,  TlioiiiaH  J. 

Mati-,  ■:  I  Oi  IoIkt,  lac.l.     Acting  Muster,  9  May,  18C2. 
I>ivy<'r,  l{i4*liar<l. 

ArtiiiLC  'I'liiril  Assistant  Kni^'inccr,  1(1  August,  1803.     Deserted  18C4. 
Dyoo,  Charles  F. 

Acting  Third  Assistant  Engineer, 0  August,  1804.  Ilouorably  discharced  lOOcto. 
l>ir,  1807.  " 

Dye.  <  liarloH  R. 

Actini;  Assistant  Paymaster,  0  November,  ISiV.i.     Resigned  22  March,  180-1. 
l>yor,  Itoiijaiaiii. 

Acting  Master,  22  January,  1S02.  Honorably  discharged  12  September,  l>i.  .. 
Acting  Master,  11  Sei)tember,  IS'JO.  Diction  the  " /Vrt/t/nMi,"  (de«troyed  by 
ti(hil  wave.)  IS  August,  isc.y. 

Dyer,  Cliarlow,  Jr. 

Midsliipinan,  25  .laiiuary,  1840.     Passed  Jlidshipman,  11  July,  1840.     Drowned  111 
Pensacola  Bay,  2:J  August,  1850. 
I>yer,  Everett  B. 

Acting  Third   Assistant  Engineer,   11    December,  18G2.    Appointment  revoked 
(Sick.)  4  October,  1804. 
Djer,  Fre<leriek  II. 

Mate,  14  January,  18U4.     Died  at  Key  AVcst,  F'lorida,  11  June,  lNt;4. 
Dyer,  George  I^. 

Midshipman,  20  July,  18GG.     Graduated  7  June,  1870.     Ensign,  i:5  .July,  1*^71. 
Master,  25  September,  1873.     Lieutenant,  5  February,  1879. 
Dyer,  X.  Mayo. 

Mate,  4  April,  1862.     Acting  Master,  12  January,  18C4.     Acting  Volunteer  Lieu- 
tenant, 22  April,  18G5.     Lieutenant-Commander,  12  March,  18U8.     18  December, 
1808. 
Dyer,  IVilliam. 

Mate,  ;'.U  July,  186G.     Appointment  revoked  12  February,  1808. 
Dyer,  William  R.,  Jr. 

Mate,  4  April,  1802.     Dismissed  31  March,  18G3 
I>3-eM,  John  \%'.  W. 

.blaster's  Mate,  18  March,  1843.     Died  1 1  September,  1855. 
Dykes,  Franeis  M. 

Acting  Third  Assistant  Engineer,  14  January,  1863.    Ilonorably  discharged  29 
September,  1SG8. 
Dykes.  George  T. 

Mate,  20  October,  1862.     Resigned  28  October,  1863. 
Dyson,  Logan. 

Mate,   11   August,  18G3.     Acting  Ensign,  21   September,  1864.    Ilonorably  d 
charged  15  August,  1805. 
Dyson.  Henry. 

Midshipman,  1  January,  1S15.     Died  November.  1823. 

Eager,  Rohert. 

.Midshipman,  10  February,  1838.     Resigned  4  September,  1838. 
Eager,  Tallais. 

-Mate,  l:i  July,  1863.     Resigned  G  May,  1SG5. 
Eagle,  Henry. 

.Miilshipman,  1  January,  1818.     Lieutenant,  8  March.  1827.     Commander,  4  Jui 
1844.     Captain,  14  September,  1805.    Commotlor-,  I'l  July,  1802.     RctJrctI  li 
1  January,  1803. 
Eakin.  .fames. 

Midshipman,  21  Febr-ary,  1800.     Resigned  1  June,  1801. 


28  GENERAL  NAVY  REGISTER. 

Sakin,  Jauies. 

Master,  4  August,  1807.     Resigned  6  March,  1811. 

^akin,  iSauinel  A. 

Midshipman,  18  June,  1812.     Lieutenant,  1  April,  1818.    Died  30  October,  1822. 

^akins,  Saninel. 

Acting  Master,  24  March,  1863.     Appointment  revoked  15  April,  1863. 

Bakle,  William  P. 

Mate,  9  June,  1863.    Honorably  discharged  20  September,  1865. 

Sanies,  Samuel. 

Master,  6  July,  1798.     Resigned  7  January,  1799. 

^arl,  John  T. 

Acting  Third  Assistant  Engineer,  12  January,  1863.     Resigned  15  June,  1865. 

d^arl,  William. 

Mate,  30  December,  1863.    Honorably  discharged  16  September,  1865. 

3arle,  John. 

Master,  6  December,  1805.     Died  10  October,  1825. 

Sarle,  John  J.,  Jr. 

Mate.     Resigned  15  December,  1862. 

Sarle,  William. 

Acting  Master,  17  December,  1861.    Honorably  discharged  15  January,  1866. 

^arnshaw,  Charles. 

Gunner,  12  June,  1862.     Died  27  March,  1875. 

aashy,  John  W. 

Assistant  Naval  Constructor,  17  May,  1866.  Naval  Constructor,  17  June,  1870. 
Chief  Bureau  of  Construction  and  Re]pair,  15  April,  1878. 

Sason,  Henry. 

Mate,  14  November,  1861.  Acting  Ensign,  6  October,  1862.  Honorably  discharged 
11  December,  1865. 

Sastburn,  Joseph. 

Midshipman,  9  June,  1811.    Last  appearance  on  Records  of  Navy  Department, 
1815.     Frigate  "  Essex.'' 
Basterbrook,  Mason  C. 

Mate,  28  November,  1864.     Resigned  21  June,  1865. 

Qastlake,  Abraham. 

Acting  Assistant  Paymaster,  20  January,  1864.     Honorably  discharged  10  Novem- 
ber, 1865. 
Qastman,  Charles  T. 

Assistant  Paymaster,  28  April,  1870.     Died  29  March,  1876. 
Qastnian,  Frank  N. 

Mate,  25  August,  1863.    Acting  Ensign,  12  July,  1864.     Honorably  discharged  12 
February,  1868. 
Qastman,  John  R. 

Professor,  17  February,  1865. 
Qastman,  Thomas  H. 

Acting  Midshipman,  31  January,  1853.  Midshipman,  20  June,  1856.  Passed 
Midshipman,  29  April,  1859.  Master,  5  September,  1859.  Lieutenant,  16  Janu- 
ary, 1861.  Lieutenant-Commander,  30  September,  1862.  Commander,  19  June, 
1871. 

Saston,  James  W. 

Acting  Ensign,  8  February,  1865.    Honorably  discharged  12  January,  1866. 
Sastwick,  Philip  G. 

Third  Assistant  Engineer,  18  November,  1802.     Second  Assistant  Engineer,  23 

March,  1804.     Resigned  5  August,  1805. 
Eastwood,  Charles  S. 

Acting  Assistant  Surgeon,  19  December,  1862.     Honorably  discharged  22  January, 

1806. 
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KiiAton,  DfiTld. 

Boatswiiiii,  8  August,  1811.     Died  23  February,  1840. 
Eaton,  Fdwiii. 

Chapluiu,  27  February,  1!:<47.     Hesigiieil  3  August,  1855. 
£atoii,  Henry. 

Act inj;  Master,  27  June,  1802.     Acting  Volunteer  Lieutenant,  on  rccommendatii.u 
of  Comiuaudiug  Oflicer,  2:}  March,  1804.     Hesigued  28  September,  1804. 
Eaton,  Horace  U. 

Mute,  1  June,  18C4.     Honoral>ly  discharged  19  June,  1868. 
Eaton,  JoHoph  ClileN. 

Midsbipuiaii,24  September,  ISCU.     Ensign,  18  December,  1808.     Master,  21  March, 
IbTO.     Lieutenant,  21  March,  1871. 
Eaton,  Thomas  C. 

Midsbipinan,  9  Sei)tember,  1841.     Pa.ssed  Midshipman,  10  Ani^ust,  1847.     Master. 
14  September,  1855.     Lieutenant,  15  September,  1855.     Died  1  June,  1850. 
Eaton,  IVilliam  B. 

Acting   Volunteer   Lieutenant,  20  August,  1861.     Acting  Volunteer  Lieutenant- 
Commander,  12  December,  1864.     Honorably  discharged  13  January,  ISOO. 
Eaton,  William  €. 

Cadet  En«,'inecr,  1  October,  1872.  Graduated  30  May,  1874.  Assistant  Engineer, 
20  February,  1875. 

Eayrn,  Charles  G.  A. 

Acting  Assistant  Surgeon,  30  November,  1861.     Resigned  21  July,  1802. 
EceleA,  James. 

Acting  Third  Assistant  Engineer,  22  September,  1803.     Acting  Second  Assistant 
Engineer,  27  May,  1805.     Died  on  "  Glasgow,''  11  September,  1807. 
Eekart,  IVilliam  R. 

Tliird  Assistant  Engineer,  8  July,  1801.     Resigned  2  May,  1804. 
Eckel,  Frederick. 

Tliird  Assistant  Engineer,  1  July,  1801.     Resigned  0  September,  1803. 
Eckcrt,  Cieorge  W. 

Mate,  31  August,  1803.     Resigned  6  July,  1804. 
Eckert,  TliomaH  J. 

Mate,  3  August,  1804.     Honorably  discharged  0  July,  1865. 
Eckford,  Henry. 

Naval  Constructor,  13  July,  1817.     Resigned  0  June,  1820. 
Eckford,  JoHcpli  B. 

Midsliipnian,  1  May,  1827.     Resigned  16  November,  1831. 
Eckstein,  Henry  €. 

Assistant  Surgeon,  22   December,  1802.      Resigned  31    January,  1806.      Acting 
Assistant  Surgeon,    1    February,  1800.      Discharge<l    1    August,   1809.     Re-ap- 
pointed Assistant  Surgeon,  28  Sejitember,  1870.     Passed  Assistant  Surgeon.  17 
N<)veml)er,  1S73. 
EckiForth.  Philip. 

Acting  Second  Assistant  Engineer,  14   November,  1804.     .Appointment  revok''  ! 
9  May,  1805. 
Ecofi',  ^nmnel. 

Acting  Second  Assistant  Engineer,  1  October,  1802.     Acting  First  Assistant  Eogi- 
neer,  2  July,  1^64.     Honoral)ly  discharged  17  November,  1805. 
Eddo^en,  Archibald  H. 

Acting  Second  Assistant  Engineer,  1  July,  1801.  Acting  First  Assistant  Engi- 
neer, 3  October,  lKfi2.  .\cting  Chief  Engineer,  18  June,  1803.  Honorably  dl»- 
charged  1  December,  1805. 

Eddy,  Charles  C. 

Acting  Eusign,  19  December,  1862.     Honorably  discharged  23  June,  1868. 
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ddy,  George  S. 

Acting  Assistant  Surgeon,  11  February,  1863.     Resigned  21  April,  1865. 

tidy.  Haven  B. 

JMate,  7  February,  18G3.     Resigned  19  November,  1864. 

del  in,  John  M. 

]\Iidsliipmau,  1  September,  1811.     Died  28  May,  1812. 
<les,  Benjamin  I^ong. 

Midshipman,  23  September,  1861.     Graduated  Soptemlier,  1865.     Ensign,  1   De- 
cember, 1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 

des,  Robert  T. 

Assistant  Surgeon,  30  April,  1861.     Passed   Assistant  Surgeon,  24  April,  18G5. 
Resigned  31  May,  1865. 
idgar,  Henry. 

Boatswain,  29  July,  1839.    Resigned  9th  November,  1841. 

;dgar,  James  W. 

Acting   First  Assistant  Engineer,  2  December,  1863.     Dismissed  23  April,  1864. 

Idgar,  Richard  C 

Assistant  Surgeon,  23  January,  1809.     Surgeon,  5  May,  1813.     Last  a^jpearauce  on 
Records  of  Navy  Department,  1823.     Dead. 

Idgar,  William. 

Mate.     Appointment  revoked  (Sick,)  23  March,  1863. 

;dgar,  William. 

Mate,  22  December,  1863.     Resigned  6  May,  1865. 

:dgar,  William  H. 

Carpenter,  25  May,  1861.    Died  27  September,  1875. 

klgeeomb,  Charles  A. 

Mate,  25  October,  1862.     Dismissed  6  July,  1864. 

klgerley,  Samuel. 

Acting  Ensign,  22  December,  1863.     Honorably  discharged  2  August,  1865. 

idgren,  John  A. 

Acting  Ensign,  24  October,  1862.     Resigned  28  October,  1863.     Acting  Ensign,  1 
July,  1864.     Resigned  22  May,  1865. 

^dmond,  George. 

Gunner,  21  January,  1862.     Dead. 
^dmonston,  Harrison. 

Boatswain,   28  May,   1859.      Lost  in  the   "iewaw^,"  last  intelligence   from   the 
ship,  18  September,  1860. 

ildmnnds,  £Ii  I>. 

Mate,  6  September,  1862.     Acting  Ensign,  9  September,  1863.     Acting  Master,  8 
May,  1865.     Honorably  discharged  30  January,  1866.     Acting  Master,  4  April, 
1866.     Mustered  out  9  September,  1868. 
j^dinnndson,  John  W. 

Acting  Third  Assistant  Engineer,  11  October,  1864.     Honorably  discharged  6  Julv, 
1865. 
i^dson,  Ambrose  H. 

Acting  Ensign,  1  October,  1862.     Died  on  "  Tuscumhia,'  8  July,  1S63. 
i^dson,  Jarris  B. 

Acting  Third  Assistant  Engineer,  1  November,  1864.     Honorably  discharged  27 
August,  1868. 
Mson,  John  T. 

Midshipman,  27  June,  1867.     Graduated  6  June,  1871.     Resigned  17  July,  1872. 
Edwards,  Alexan«ler  H. 

Midshipman,  4  March,  1823.     Resigned  2  February,  1830. 

Edwards,  ©arid  S. 

Surgeon's  Mate,  25  December,  1818.     Surgeon,  5  May,  1825.     Retired  21  Decern- 
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ber,  1801.     Medical  Director,  on  lictiml  list,  3  March,  1871.     DiodlSManii 
ly74. 
Ed^vurdH,  I>.  W. 

M.ite,  11  April.  ISO.l.     llouoruhly  discharged  1<2  July,  1805. 
i:<lM2ir<lH,  tioorse. 

.M;it<",  S  M:iy,    m;j.     Acting  Ensign,  23  December,  1802.    Acting  Matter,  30  Ma. 
ISO.").     HdioiMMy  discharged  30  September,  1808. 
KdMUi'dM,  llonry  D. 

Mate,  2i>  Jaiuuiry,  1S(>2.     Arting  Ensign,  17  S«>i)tt'inbcr,  1802.     Acting  Master,  23 
Oct()l»er,  1804.     Houoraljly  dis(duugtd  19  -Vugiist,  I.SO.I, 
EdivardH,  J  a  in  oh  1* 

Second  Lieutenant  Marine  Corps,  18  June,  1811.     Resigned  in  Februarj',  1813. 
EdwardM,  J.  It. 

Acting  Ensii,'n  and  Pilot,  4  November,  1801.    Acting  Master  and  rilof.  1  Februi:    . 
isi;.").     Honorably  discharged  21  (Jctober,  180.'j. 
Edtvar<ls,  Jolin  B. 

Acting  Second  Assistant  Engineer,  1  October,  1802.     Resigned  0  June,  1804. 
KdwardH,  John  E. 

Acting  Third   Assistant  Engineer,  11   January,  1804.     Honorably  di.«charged   19 
Fel)ruary,  1SG8. 
SdwardM,  Jolin  J. 

Midshii)nuin,  1  Januaiy,  180^.     Lieutenant,  24  July,  1813.     Died  in  1814. 
Ed^rards,  John  K. 

Cadet  En'^incer,  1  October,  1871.     Graduated  30  May,  1S74.     Assistant  Enginec 
26  FclMuary,  187.'}. 
SdwardH,  Philip. 

First  Lieutcuaut  Marino  Corps.     Killed  in  a  duel  10  October,  1800. 

£dwardH,  K.  G. 

Midshipman,  1  January,  1809.     Lieutenant,  9  December,  1814.     Died  19  Januar. 
18-^4. 
Jt:dwards,  Richard  F. 

Third  Assistant  Engineer,  1  July,  1803.     Died  23  March,  1800. 
EdwardH,  Samuel  D. 

Acting  Third  Assistant  Engineer,  28  May,  1803.     Acting  Second  Assistant  Eugi 
neer,  5  Decemijcr,  lyG4.     Honorably  discharged  22  September,  ISG.'i. 

Edwards,  Saninol. 

Midsliipni:;M.  V)   March,   1838.     Passed  Midshii)nian,  20  May,  1844.     Master.  21 
Ai)ril,  ls')J.     Lieutenant,  17  January,  18.'i3.     Died  23  March.  isOl. 

Edwards,  Sim  had  F. 

Acting  EnsiLcn,  11  .Iidy,  1803.     Honorably  discharged  0  September,  1805. 
EdwardH,  Thonia.<4. 

Acting  Master,  22  October,  ISOl.     Acting  Volunteer  Lieutenant,  12  April,  1904. 
Honorably  dischargoil  2.1  February,  1800.     Dead. 

EdfrardM,   ^Villiani. 

Sailniaker,  date  not  known.     Last  appearance  on  Records  of  Navy  Dejiartmcnt 
lor  lyi.").     Frigate  "  G^uemVrd." 

Edwardn,  W.  W. 

Mi.ishipman,  1  September,  1811.     Killed  in  action  14  August,  1813. 

Egbert,  Daniel. 

Assistant  Snrgfon,   22   August,   1829.     Passed  Assistant  Surgeon.  3  V 

Surgeon,  20  February,  1S3S.     Retired  21   DecendK-r,  1801.     .Medical  i  i 

Uetned  list,  3  March,  1S71.     Died  24  October,  1870. 

Egbert,  Daniel  It. 

Tliii.l  As-Distant  Engineer.  9  October,  1801.     Resigned  21  January,  1805. 

£ge,  Cjieorge  .4. 

Mate,  13  February,  1804.     Resigned  M  June,  1805. 
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Kgerton,  R.  IS. 

Midshipman,  15  November,  1S09.     Last  apiDearance  ou  Records  of  Navy  Depart- 
ment. 
!Egei*toii,  Richard. 

Midshipman,  1  January,  1809.    Resigned  21  May,  1810. 

Egglestoii,  John  R. 

Midshipman,  2  August,  1847.     Passed  Midshipman,  10  June,  1853.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Resigned  22  January,  1861. 
!Eggleston,  Xewton. 

Acting  Third  Assistant  Engineer,  26  November,  1861.     Acting  Second  Assistant 
Engineer,  4  June,  1862.     Acting  First  Assistant  Engineer,  24  June,  1864.    Hon- 
orably discharged  4  December,  1865. 
!Eguor,  Frederic. 

Acting  Third  Assistant  Engineer,  7  March,  1865.     Honorably  discharged  5  July, 
1866. 
Egster,  Charles  W. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Resigned  (Sick,)  1  March, 
1865. 

£kiuaii,  Charles. 

Mate,  17  December,  1862.     Acting  Ensign.     Resigned  8  April,  1865. 

!Elherson,  Francis. 

Master,  28  April,  1813.     Resigned  10  March,  1815. 

£lbert,  John  li. 

Midshipman,  18  May,  1809.     Resigned  1  July,  1811. 
Fiber t,  Samuel. 

Midshipman,  11  December,  1798.     Lieutenant,  4  March,  1803.    Died  20  December, 
1812. 
Fid,  Henry. 

Midshipman,  7  January,  1832.     Passed  ISIidshipman,  23  June,  1838.     Lieutenant, 
21  December,  1842.     Died  12  March,  1850. 
Flder,  Robert  B. 

Mate,   17   September,   1863.     Acting  Ensign,   6   October,  1864.    Honorably  dis- 
charged 1  April,  1868. 
Fldredge,  Alpheiis  8. 

Mate,  5  March,  1862.     Honorably  discharged  21  January,  1860. 

Fldredge.  Charles  H. 

Acting  Assistant  Paymaster,   10  July,  1861.     Assistant  Paymaster,   23  October, 
1801.     Paymaster,  6  February,  1862.     Pay  Inspector,  3  July,  1871. 
Fldredge,  Fdward. 

Acting  Second  Assistant  Engineer,  30  January,  18C2.     Resigned  21  Ajiril,  18G2. 
Acting  Second  Assistant  Engineer,  5  May,  1862.     Acting  First  Assistant  Engi- 
neer, 16  October,  1863.     Ap])oiutmeut  revoked  (Sick,)  28  January,  1804. 
Fldredge,  Henry  C. 

Mate,  5  November,  1863.     Acting  Ensign,  20  February,  1865.      Honorably  dis- 
charged 20  October,  1865. 
Fldredge,  Jolin. 

Acting  Volunteer  Lieutenant,  12  August,  1801.    Appointment  revoked  26  August, 
1861. 
Fldredge,  Joseph  C. 

Purser,  2  February,  1847.     Pay  Director,  3  March,  1871.     Retired  list,  8  March, 
1880. 
Fldredge,  Joshna  H. 

Acting  Master,  12  June,  1861.  Acting  Volunteer  Lieutenant,  27  June,  1805. 
Honorably  discharged  4  October,  1868.  Mate,  8  July,  1809.  Resigned  12  Jan- 
uary, 1870 


i:i«lrodKC,  Robert  I>.  .  ,  , 

Actiii"  Muster,  2  Au^'ust,  ISdl.      Appointment  revoked  (Sick,)  24   July,   1862. 
AcUng  Ensign,  2  Juauary,  lb03.     Resigned  2  Murcli,  \W4. 

EldrodRO,  Hobort  II. 

Mute,  5  September,  1«0:}.     Honorably  discharged  7  August,  IbOo. 

l::i<lr<MlKe,  Saiiiiiol. 

Mate,  20  February,  18G4.     Resigned  25  March,  ISO.",. 

El<lrodKC,  Sylvowter  N. 

Acting  Ensign,  8  September,  18(14.     Resigned  10  May,  18G.J 

Eld  rod  ire,  IVIlHaMi  J.  ,       ,„«. 

Acting  Ensign,  2D  July,  1803.     Honorably  discharged  21  October,  18C5. 

£l<lridKe,   I>aiiiel. 

Master,  y  May,  1802.     Resigned  17  October,  1803. 

Kldridee,  l>Hiiiel. 

Gunner,  10  April,  1805.     Died  31  December,  1800. 

'^"**Ca\k?*Engim"r,'l  October,  1873.     Graduated  21  .Tunc,  1875.     Assistant  Eflfpnccr. 

1  .July,  1877. 

EUedee,  John  W.  ^   ., 

Midshipman,  29  May,  1850.     Dismissed  24  .January,  IS.,1. 

^"^Udsl^nan'rkarch,  1814.     Lieutenant.  KI  .lanuary,  1825.     Dismissed  24   No- 
vember,  1830. 

^"AUd.hh^n""^^  January,  1812.     Lieutenant,  28  March    1820      Rcsorved  li«t,  13 
September,  1855.     Commodore  on  Retired  list,  4  Aprd.  1807.     Died  24   March, 

1871. 

157->.    MasUi-,2:i  Jimimry,  1S73.    Kcsiain'l '■11  IXci-mbcr,  1»S0. 

*-""^;;.."l''!^"VMay,  ISO..     Resigned  .  ...Iv,  ..S«2. 

EUerv,  Will*a"»  II.  ^  ,„^., 

Mate,  28  September,  1801.     Resigned  8  Octo])er,  180-5. 

*^"MidVdpm*m!'2:>  September,  1804.     Graduated  2  June,  1803.     Ensign.  19  April. 
IbOy.     Master,  12  July,  1870.     Died  10  April,  18,2. 

*^-"M'kn;:":'T.-.?!::.ry,  .883.     Rcsignc.  ,   Fc„r„,u,,  ,9«. 

'■'"  M-'lHlt!"'""^!.  "igust,  .338.    Passcl  Midshipum,,,  .  1  .l.dy,  ma.    Rcigncl  2. 

Felnuarv,  ls")2. 

^''''M'rslMlZ!:,'".";,,,  .8.7.     Iteignod  .2  S0,,.c,nl,er.  .83i 

Elliot,  William  €■. 

Mi.lshii.man,  1  April.  1828.     Died  in  1831. 

"""m-  :sl^:n::"*April,  1800.     Resignecl  30  July,  1802. 
*^"  >h!t*;,  rFe"n!^ry.'l870.     App..iutment  revoke.l  2  October,  1871. 
^^^^xlluJy^ZV^^^^^  '''''■     """''^^^''>'  *»'-»-'-«^»  24  Scpteml>cr.  18.>. 

^''^'L^^^r^^  Pilut,  1  October,  1804.     Appointment  rcvokcl  0  M  ..  !>.  l^-:"^. 
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Elliott,  George  W. 

Carpenter,  15  August,  1848.     Warranted  17  July,  1850.     Died  at  Hampton,  Vir- 
ginia, IG  December,  1867. 
£lliott,  Jared  li. 

Chaplain,  13  July,  1838.     Resigned  18  October,  1842. 
£lliott,  Jared  £.. 

Acting  Master,  20  August,  1861.     Appointment  revoked  7  November,  1861. 

Elliott,  Jesse  I>. 

Midsliiijman,  2  April,  1804.     Lieutenant,  23  April,  1810.     Commander,  24  July, 
1S13.     Captain,  27  March,  1818.     Died  10  December,  1845. 
Elliott,  Joliii  B. 

Assistant  Surgeon,  20  May,  1829.  Passed  Assistant  Sursjcon,  1  February,  1836. 
Retired  8  May,  1861.     Died  5  June,  1869. 

Elliott,  Joseph  W. 

Acting  Third  Assistant  Engineer,  24  May,  1S64.     Honorably  discharged  25  Sep- 
tember, 1863. 
Elliott,  St.  Clair. 

Midshipman,  2  April,  1804.     Resigned  26  July,  1815. 
Elliott,  William. 

Midshipman,  18  May,  1809.  Lieutenant,  4  February,  1815.  Last  appearance  on 
Records  of  Navy  Department,  1815.     Schooner  "  Torch.'''' 

Elliott,  William  Henry. 

Midshipman,  27  September,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  18G9.  Resigned 
27  April,  1870.  ' 

Elliott,  W  illiam  F. 

Midshipman,  26  September,  1867.  Graduated  6  June,  1871.  Ensign,  14  July, 
1872.     Master,  14  May,  1875. 

Ellis,  Edmund  €. 

Mate,  28  September,  1864.     Honorably  discharged  30  September,  1865. 

Ellis,  Elisha. 

Carpenter,  12  November,  1833.     Dismissed  23  May,  1835. 

Ellis,  Francis  E. 

Acting  Master,  25  February,  1862.     Resigned  6  April,  1865. 

Ellis,  George. 

Acting  Third  Assistant  Engineer,  8  September,  1863.  Honorably  discharged  29 
June,  1866. 

Ellis,  George  W. 

Acting  Third  Assistant  Engineer,  1  February,  1865.     Resigned  18  October,  1867. 

EUis,  Jolin  D. 

Acting  Ensign,  Admiral  Dahlgreen's  Staff,  6  July,  1863.  Resigned  31  August, 
1864. 

Ellis,  Joseph  D. 

Mate,  19  November,  1861.  Acting  Ensign,  27  October,  1863.  Honorably  dis- 
charged 17  December,  1865. 

Ellis,  L-enmel  K. 

Acting  Gunner,  11  September,  1862.     Honorably  discharged  5  February,  1866. 

Ellis,  Eeonard  K. 

Gunner,  3  February,  1853.     Resigned  31  January,  1859.     Gunner,  18  February, 
1861.     Dismissed  11  February,  1S62.     Boatswain,  8  June,  1866.     Retired  list, 
7  October,  1876.     Died  at  Washington,  D.  C,  3  July,  1S77. 
Ellis,  Richard. 

Acting  Ensign,  1  October,  1862.     Died  on  "  Great  Western;''  5  September,  1863. 

Ellis,  Robert  ]¥. 

Third  Assistant  Engineer,  8  August,  1861.  Second  Assistant  Engineer,  8  Decem- 
ber, 1864.     Resigned  15  October,  1867. 
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Kills,  Snninel  B. 

Art iiiLC 'I'liinl  Assistant  Engineer,  7  June,  1862.     Acting  Second  A uiBtunt  Eogl- 
nil  r.  ".0  Deccinber,  1^04.     Honorably  discharged  12  Junuury,  1800. 
KlliM,  Sainiiol  \% . 

Miaslii].in:in,  1  April,  1828.     Resigned  0  Ai)ril.  1820. 
IrllliH,  TlioiiiJiH. 

Midsliipiiwin.  23  February,  1709.     Discharged   10  July,  1801,  under  Peace   Eatab- 
lisliiiu'nt  Act. 

i:illH,  IVilliam  P. 

Aititi<;  'Iliiid  Assistant  Engineer,  14  Sei)teniber,  1803.     Acting  Second  AAsistant 
KiigiiRti-,  !•  February,  IbVil'i.     Honorably  discharged  27  October,  1805. 
lOllisoii,  F.  II. 

Lioutciiant,  10  July,  171)8.     Discharged  9  September,  1801,  un«ler  Peace  PlstablUb* 

UK'llt  Act. 

KlIiMOU,  Fraiic'i<4  B. 

.Mi.lshipniaii,  28  May,   1819.     Lieutenant,   17  May,  1828.     ('omman<U-r,  29   May, 
1850.     Captain,  2   March,  1857.     Retired   1  October,  1804.     Commodore  on  Re- 
tired list,  4  Ai>ril,  1807. 
Fllifiioii,  FraiioiM  II. 

Master,  3  July,  1813.     Died  18  May,  1843. 
Flliter,  Julius. 

Acting  Tliird   Assistant   Engineer,  1   October,  1802.      Acting   Second  AMWtant 
Engineer,  9  October,  1863.     Honorably  discharged  5  December,  1805. 
Flliiiore,  Charles  F. 

Mate.  14  September,  1863.     Honorably  discharged  20  February,  1800. 
FIliiiH,  Franklin. 

Acting  Ensign,  4  May,  1863.     Honorably  discharged  4  November,  18C8. 
Fllsniore,  Thomas. 

:Mate,  2  December,  1803.     Honorably  discharged  20  October,  1865. 
Fllsworlh,  John  T. 

Miiishipinaii.  1    March,  1799.     Discharged  12  October,  1801,  under  Peace  Estab- 
lishment Act. 

Flnier,  Horace. 

Midshijiman,  27  September,  1801.      Graduated  22  Nnvember,   !>•;».     Kiisign.   1 
November,  1800.      Master,  1    December,   IbOO.       Lieutenant,   12    March,    1808. 
Lieutenant-Conmiander,  27  April,  1SG9. 
Elsepper,  Ilarrj-  S. 

Cadet  Knf,'ineer.  1  October,  1874.     Graduated  10  June,  1879. 

Flston,  John  M  . 

Acting  Assistant  Surgon,  7  October,  1870.     liesigned  1  August,  1874. 

Flton,  John  II. 

Midshii)man,  4  Julv,  1805.    Lieutenant.  8  June,  1810.    Commander,  5  )Iarch,  1817. 
Died  28  September,  1822. 
FltrinKliani,  Al<'xan<ler. 

Male,  'Js  June,  I8(i.").     Honorably  discharged  1  October,  1865. 

El  well,  Alonzo. 

Mate,  23  January,  1862.     Acting  Ensign,  7  March,  1864.     Honorably  discharged 

11  N.ivcnilicr.  l.sO.'i. 

£l\«ell,  Bohert  W. 

Acting  Ensign,  21  August,  1803.     Resigned  5  May,  1805. 

Elwell.  William  II. 

Ai  ting  Kiisiu'ii,  31  August,  1803.     Honorably  discharged  7  October,  18<I0>. 

Eluyn,  Thomas  O.  E. 

Midshipman,  19  September,  1825.     Die«l  1  August,  1831. 
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Ely,  Griswold  li. 

Acting  Assistant  Paymaster,  23  September,  1863.  Honorably  discharged  31 
March,  1806. 

Ely,  Guy. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Portland,  Massachusetts. 

Ely,  John  H. 

Mate,  28  September,  1864.     Honorably  discharged  19  August,  1865. 

Ely,  Robert  B. 

Mate,  13  September,  1861.  Acting  Master,  31  January,  1862.  Acting  Volunteer 
Lieutenant,  on  recommendation  of  Commanding  Officer,  9  September,  186-1. 
Honorably  discharged  20  May,  1865. 

Ely,  Theodore  R. 

Third  Assistant  Engineer,  26  Jime,  1856.     Second  Assistant  Engineer,  2  August, 
1859.     Died  23  September,  1861. 
Emannel,  Jonathan  Manly. 

Thiid  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.     First  Assistant  Engineer,  6  June,  1869. 

Emerson,  Andrew  li. 

Acting  Ensign,  15  September,  1862.     Acting  Master,  on  recommendation  of  Com- 
manding Officer,  19  May,  1864.     Honorably  discharged  6  August,  1865. 
Emerson,  Arthur  W. 

Acting  Master,  26  December,  1861. 

Emerson,  A.  W. 

Acting  Ensign,  13  February,  1865.     Honorably  discharged  21  October,  1865. 

Emerson,  George. 

Mate,  9  January,  1865.    Honorably  discharged  15  July,  1865. 

Emerson,  George  A. 

Acting  Assistant  Paymaster,  22  June,  1863.     Discharged  25  November,  1865. 
Emerson,  George©  T. 

Mate,  25  Feoruary,  1864.     Appointment  revoked  28  February,  1865. 
Emerson,  liOring  G. 

Acting  Ensign  li  August,  1862.  Acting  Master,  on  recommendation  of  Com- 
manding Officer  15  January,  1864.     Honorably  discharged  28  February,  1869. 

!Emerson,  Thomas  A. 

Acting  Assistan   Paymaster,  16  October,  1863.     Discharged  25  November,  1865. 

Emerson,  Thomas  li. 

Midshipman,  4  March,  1823.     Resigned  24  November,  1825. 

Emery,  Alfred  E. 

Acting  Assistant  Pmrgeon,  30  March,  1862.     Appointment  revoked  29  June,  1863. 
Re-appointed  21  August,  1863.     Resigned  9  February,  1865. 
Emery ^  Alfred  J. 

Mate^  18  February,  1864.     Resigned  12  January,  1865. 

Emery,  Caleb  J. 

Purser,  18  April,  1855.     Pay  Director,  3  March,  1871. 
Emery,  Charles  E. 

Third  Assistant  Engineer,  11  July,  j86t.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     Resigned  26  December,  1867. 
Emery,  George  R. 

Acting  First  Assistant  Engineer,  19  September,  1861.     Resigned  9  December,  1861 

Emiey,  E.  C. 

Mate,  S3  November,  1864.    Honci'ably  discharged  9  November,  1865. 
Emmerick,  Charles  F. 

Midshipman,  26  September,  1866.  Graduated  7  June,  1870.  Ensign,  13  Julv, 
1872.    Master,  30  January,  1875. 
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£iiiiiio<,  Ciii'iMfoplior  T. 

I^Iidsliipmaii,  1  Octol.er,  ISi-t.  Last  appearance  on  Records  of  Nott  Department 
15  March,  1822.     Dead.  ' 

EUIIIIOIIH,  taoor^o   1>. 

Thir.l  Assistant  Kiiyiiicer,  8  May,  ISr.O.  Second  Assistant  Engincer.Sl  April,18fl2 
First  Assistant  En-;inocr.  20  May,  180:).     Chief  Engineer,  5  March,  1871.     Re-' 

tired  Ii^t,;n  Oc-toiuT,  1870. 

Euiiiioiis,  CaOor);c  F. 

Midsliipinaii,  1  April,  1828.  Passed  Midshipman,  14  .Tunc,  18;}4.  Lieutenant.  2.5 
February,  1841.  Conuuandcr,  28  .lanyary,  is.'itJ.  Captain,  7  Fel.ruary.  I'-'r.:! 
Commodore,  20  Spi)tenil)er,  ls(!8.  liear-AdmiruI,  25  November,  1872.  Vtetir.d 
list,  23  Au.,nist,  187:5. 

Flum'MiH,  <aOorKO  T. 

Midshipman,  4   June,  1870.     Graduated  l.*}  October,  1874.     Ensign,  17  Ju!y,  1875. 
KniiiioiiH,  IVilliain. 

Acting  Tliird   Assistant  Engineer,  20  August,   1802.     Honurablv  discharired  Ifl 

Septeml)er,  180.5. 

Kniory,  ^Villiaiii  IfoiiMloy. 

Mi<lshipman,  2:'.  Scptcniher,  1802.  Graduated  June,  18(50.  Ensign,  12  March 
1808.     Master,  20  March,  180l».     Lieutenant,  21  March,  1870.  ' 

£iifiiootf,  CliarlcH. 

Acting  ^Master,  12  August,  1801.     Appointment  revoked  20  January-,  1802. 
KiKlieoU,  31.  F. 

Civil  Engineer,  13  July,  1874. 
FiifOK*.  Fiiiile  J. 

Acting  Ensign,  S  May,  1804.     Honorably  discharged  15  June,  1867. 
F.iiKHrd,  Albert  €. 

Acting  Third    Assistant    Engineer,   1801.     Resigned    11    October,    1802.      Third 
Assistant  Engineer,  17  March,  1803.     Second  Assistant  Engineer.  25  July,  18C5. 
First  Assistant  Engineer,  11  January,  1873. 
F.iitroll,  U  illiam  K. 

Mate,  12  September,  1801.    Acting  Ensign,  1  March,  1805.    Honorably  discharged 
10  January,  1801). 
Fii);{;reii.  Charles  A. 

Acting  Third  Assistant  Engineer,  21   September,  1804.     Honurablv  di-scharged  10 
October,  1807. 
KiiKlo,  Fro<lcriok. 

Midshipman,   0   December,  1814.     Lieutenant,  13  January,  1825.     Commander,  8 
September,  1841.     Captain,  14  September,  1855.     Commodore  on  Retired  lUt, 
16  July,  1862.     Rear-Admiral,  Retired  list,  23  July,  1866.     Died  12  Kebmary, 
1808. 
FukIoh,  S.  Allen. 

Assistant  .Surgeon,  24  July,  1849.     Passed  .\ssistunt  Surgeon,  24  Jul v,  1 8.54.     Sur- 
geon, 24  April,  1861.     Retired  13  August,  1863.     Died  28  February,  1865. 
FiiR^liHli,  Earl. 

.Midshipman.  25   February,  1840.     Passed  Midsliipman,  1 1   July,  1840.     Master,  1 
3Iarih,    ls55.      Lieutenant,    14   Septendn-r,   1855.       Limfi  nmt  (iHHin  .i..i.  r    ii; 
July,  1802.     Conunander,  25  July,   1800.     Captain.  2><   - 
Bureau  P^Iquipmciits  and  Recruiting,  20  November,  I8TN.    i 
18S0. 
Kn^cliMli,  Caeorge  IS. 

Second  Lieutcnint  Marine  Corps,  1   March,  1815.     Rfsigne«I  in  l'*17. 

Knf(liHli.  Henry  €'. 

Acting  Midshipman,  29  September,  1862.     Ensign,  18  December,  1808.     Died  19 

August,  INO'J. 
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Euglish,  John  T. 

Acting  Third  Assistant  Engineer,  22  April,  18G3.  Honorably  discharged  26  No- 
vember, 1865. 

£uglisli,  Morgan  II. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer,  2 
August,  1859.     Died  23  December,  1862. 

£ngli8li.  William  H. 

Mate,  29  June,  1863.     Honorably  discharged  1  January,  1866. 

£noM,  Albert  O. 

Midshipman,  7  November,  1840.     Dismissed  10  December,  1840. 

JEntwistle,  James. 

Third  Assistant  Engineer,  29  October,  1861.  Second  Assistant  Engineer,  3  August, 
1863.     First  Assistant  Engineer,  11  October,  1866. 

£l>pes,  James  H. 

Acting  Third  Assistant  Engineer,  12  March,  1863.  Appointment  revoked  13  De- 
cember, 1864. 

Erben,  Henry. 

Midshipman,  17  June,  1848.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  27  December,  1856.  Lieutenant-Commander,  16 
July,  1862.     Commander,  6  May,  1868.     Captain,  1  November,  1879. 

Erickson,  Christian. 

Master,  15  August,  1812.     Last  appearance  on  Records  of  Navy  Department,  17 
February,  1814. 
£riekson,  Conrad. 

Acting  Engineer,  2  July,  1863.     Honorably  discharged  6  November,  1865. 

Ernest,  James  E. 

Mate,  1  October,  1862.     Acting  Ensign,  15  June,  1864.     Resigned  16  June,  1865. 

Ernest,  William  M. 

Mate,  22  April,  1863.  Acting  Ensign,  5  June,  1863.  Honorably  discharged  11 
December  1865. 

Erskine,  John  F. 

Gunner,  7  February,  1848.     Died  10  September,  1849. 

Ervin,  Henry  J. 

Acting  Carpenter,  19  February,  1864.     Honorably  discharged  25  December,  1865. 

Esenwein,  Augustus. 

Acting  Assistan   Paymaster,  3  August,  1861.     Dismissed  6  December,  1864. 

Eskeridge,  Vernon. 

Chaplain,  11  March,  1851.  Died  of  Yellow  Fever,  at  Portsmouth,  Virginia,  11 
September,  1855. 

Eskridge,  Alex. 

Midshipman,  1  January,  1812.     Lieutenant,  5  March,  1817.     Died  17  March,  1832. 

Esler,  James  S. 

Acting  Third  Assistant  Engineer,  18  April,  1864.  Honorably  discharged  23  July, 
1866. 

Espy,  Jannes  P. 

Professor  of  Mathematics,  7  May,  1842.     Resigned  5  July,  1845. 

Essex,  Edwin. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 28  April,  1817.     Dead. 

Midshipman,  4  July,  1818.     Died  10  February,  1819. 
Estabrook,  Edward  E. 

Mate,  14  October,  1864.     Honorably  discharged  19  May,  1866. 

Estabrooke,  Ethan. 

Professor,  30  October,  1843.     Dropped  4  September,  1848. 
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A(  till,,'  Hiisign,  18  November,  1801.     Honorably  discbargcd  \!i  May,  1863. 
Kttiii};,  lloiiry. 

.Miilshiimiiiii,  1  January,  1818.     (See  Purser.) 
EtfiiiK^  Henry. 

Purser,  7  November,  1820.     Pay  Director  on  Retired  list,  3  March,  1871.     Died  15 

Pebruary,  1870. 

£((iiiK,  Tlieodorc  ^. 

MiiisliiiJiiiiin,  2.J   November,   1802.     Graduated   2  .Iiino,  1808.     Ennifjrti.  19  April. 
180<J.     .Master,   12  July,  1870.     Lieutenant,  3  March,  1874.     Reaigiied   1  July. 
1877. 
£ttriuKkaiii,  Kohorl   J. 

Mate.  1  October.  1S(;2.     Acting  Ensign,  29  Januarj-,  1803.     Honorably  dischargi-! 
1  December,  ISC.o. 

EuHtiM,  AloKUiider  B. 

.Midshipman,  4  January,  1833.     Resigned  8  June,  1835. 
EvunH,  .4uiOH  A. 

Assistant  Surgeon,   1  September,  1808.     Surgeon,  20  April,  1810.     Resigned  15 
April,  1S24. 

£vanN,  Bairuc'h  M. 

Carpenter,  date  not  known.     Last  appearance  on  RecortU  of  Navv  Dejmrtiricnt.  :  i 
June,  1819.     Dead. 
EvanM,  Bonjaniin. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
EvaiiH,  Claroiioc.A. 

Third  Assistant  Engineer,  17  March,  1803.     Resigned  1  September,  1805. 
Evan»,  £d\tvard  A. 

Midshipman,  1  January,  1808.     Last  appearance  on  Records  of  Navy  Department, 
2.")   March,  1808. 

EvaiiH,  CjJoorjfo. 

Master,  11  June,  1812.     Resigned  10  April,  1815. 
£TanH,  jjioorge  B. 

Midshipman,  21  May,  1800.     Lost  in  the  '■'■  Ingur'jent.''' 
HvaiiM,  George  W. 

Assistant  Surgeon,  :30  June,  18:M.     Lost  in  the  Steamer  "  Pttlatti,^^  June,  1888. 
£vans,  Imaac  S. 

Acting  Third  Assistant  En{>ineer,  30  December,  1804.     Honorably  discharged  ]' 
May,  1805. 
EvaiiN,  John. 

Miiishii)man,  17  December,  1810.     Lieutenant,  27  .\i)ril.  T*10.     Die«l  5  Kebruarv. 
1835. 
£vanH,  John,  Jr. 

Midshipman,  1  January,  1811.     Killed  in  action  1  June,  1813. 
£van>i,  John. 

Acting   Second   Assistant  Engineer.  28  October,  1803.     Resigned   10  July,  l***: 
Actinir  Second  Assistant  Engineer   0  M  .i<  li     1>t;:i      II,,ii.ir  ihlv  di-.<h.ir!'<  ■! 
July,  isOO. 
£vanH,  John. 

Mate,  1  Pel^ruary,  1804.     Resigned  .Vugust,  180-5. 

£vaiiH,  Biehard. 

Acting  Second  Assistant  Engineer,  25  Februar}*,  1804.     Huoorably  discharged  19 
N'oveml)or,  1S(;.">. 
EvanH,  Biehard  I^. 

Mate,  12  February,  1804.     nonoral)ly  discharged  14  .Vugust,  l-O*,. 
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£vaiis,  Rol>ley  D. 

Acting   Midshipman,    20   September,   18G0.      Acting  Ensign,    1    October,    1863. 
blaster  on  Retired  list,  10  May,  1866.     Lieutenant  on  Retired  list,  25  July,  1866. 
Active  list,  25  January,  1867.     Lieutenant-Commander,  12  March,  1868.    Active 
list.     Commander,  12  July,  1878. 
£Yaii»,  Samuel. 

Midshipman,  11  May,  1798.     Lieutenant,  25  November,  1799.     Commander,  24 
April,  1806.     Captain,  4  July,  1812.     Died  2  June,  1824. 
Evans,  S.  TV. 

Acting  Second  Assistant  Engineer,  36  Sejitember,  1863 
£Taiis,  Thomas. 

Boatswain,  1  January,  1819.     Died  9  July,  183 

£Taiis,  Thomas. 

Midshipman,  23  October,  1820.     Resigned  4  February,  1825. 
£Taiis,  William. 

Mate,  24  May,  1865.     Honorably  discharged  9  November,  1865. 
lETans,  William  E. 

Acting  Midshipman,  4  June,  1852.     Midshipman,  20  June,  1856.     Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,  1859.     Resigned  2  February, 
1861. 
Everdean,  Charles  S. 

Mate,.20  August,  1868.     Honorably  discharged  29  May,  1868. 
Everdiiig,  John. 

Third  Assistant  Engineer,  2  December,  1861.  Second  Assistant  Engineer,  25 
August,  1863.     Resigned  19  June,  1864 

Ererecl,  Charles  P. 

Acting  Third  Assistant  Engineer,  2  September,  1864.     Resigned  5  May,  1865. 

Everett,  Alfred. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged   15  November, 
1865. 
Everett,  Delos. 

Acting  Third  Assistant  Engineer,  26  July,  1864.     Resigned  (Sick,)  28  October, 
1864. 
Everett,  James. 

Chaplain,  28  December,  1818.     Resigned  12  April,  1837. 

Everett,  Thomas  H. 

Midshipman,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Dejjartment, 
1818.     Resigned. 
Everett,  William  B. 

Midshipman,  1  February,  1823.     Dismissed  8  June,  1831. 
Everett,  William  E. 

Third  Assistant  Engineer,  1  September,  1845.  Second  Assistant  Engineer,  10 
June,  1847.  First  Assistant  Engineer,  31  October,  1848.  Chief  Engineer,  30 
August,  1852.     Resigned  30  November,  1859. 

Everett,  William  II. 

Midshipman,  23  July,  1863.  Graduated  2  June,  1808.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  12  December,  1873. 

Everhardt,  John  II. 

Acting  Second  Assistant  Engineer,  1  October,  1863.     Acting  First  Assistant  Engi- 
neer, 28  November,  1863.     Honorably  discharged  20  November,  1865. 
Everhart,  John  J. 

Mate,  19  April,  1862.     Dismissed  2  July,  1864. 
Evers,  Edward. 

Assistant  Surgeon,  5  October,  1872.     Resigned  12  June,  1874.    , 

Eversfield,  Charles. 

Assistant  Surgeon,  29  May,  1843.     Passed  Assistant  Surgeon,  12  February,  1850. 
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Surpcon,  15  August,  1857.     Mctlicul  Inspector,  U  Miinh,  l*^?!.     Medical  Dint 
tor,  2'J  June,  1S72.     Died  5  ()ctol>er,  l.s7:{. 
I'^vorNon,  Albert. 

At  tiiijr  First  Assistant  Engineer,  10  December,  ISOi.     IleHigncd  11  Auguit,  18«.:. 
KviTMon,  Alfred. 

At  tiiiL,'  Master,  i^  December,  1801.     Resigned  0  Ajjril,  1805. 
KverMon,  Itenjaiiiin. 

Attiiiir  First  Assistant  Engineer,!   (Xtober,  ISOJ.     Honorably  discharged  1   Do 
I'L'iiil^er,  ISC)."). 

Kverson,  Li  huh  J. 

Act iiiif  Tliird  Assistant  Enf^incer,   19   Deceinlier,  1M02.     Acting  Second   Aiuiiitant 
Engineer,  17  November,  1804.     IIonorul<ly  discharged  17  September,  180.*). 
£warf,  IIoraHo. 

Carpenter,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
£well,  KdTvard. 

Acting  Third  Assistant  Engineer,  5  January,  1804.     Honorably  dischari'nl  0  l>t 
cenil)er,  1805. 
Ewell,  TlioniaH. 

Surgeon,  10  January,  1808.     Resigned  5  May,  1813. 
£wen,  Warren. 

Acting  Third  Assistant  Engineer,  7  January,  1802.     Acting  Second  Assistant  En- 
gineer, 13  December,   1802.     Acting   First  Assistant  Engineer,  12  Novemlwr. 
1803.     Honorably  discharged  13  November,  1805. 
Ewer,  G.  W. 

Acting  Master,  18  November,  1»8G1.     Appointment  revoked  (Sick,)  22  Scptembi : 
1804. 
£wer,  John. 

Acting  Masterx7  August,  1801.     Resigned  10  Octol)cr,  1803. 
£wiii^,  John  M. 

:Mate,  5  February,  1804.     Resigned  (Sick.)  15  September,  1864. 
£winff,  Robert  T. 

Acting  Third  Assistant  Engineer,  17  August,  1803. 
£ytinge,  Henry  H. 

Acting  Volunteer  Lieutenant,  20  August,  1801.     Appointment  revoked  1   Decem- 
ber, 18(i3. 
Eytinge,  Henry  S.,  Jr. 

.Mate,  1  December.  1802.     Deserted  1  April,  1805. 

Fabens,  George  O. 

Acting  Ensign,  30  May,  1803.     Honora'bly  discharged  11  May,  1805. 
Facler,  David. 

Mate,  8  October,  1802.     Honorably  discharged  13  January,  ISO'J.     Mate,  JT  Janii 
ary,  1870.     Resigned  0  June,  1871. 
Fagan.  Ilenrj'. 

Tliiid  Assistant  Engineer,  5  September,  1860.     Name  stricken  from  the  rolls  of 
the  Navy,  8  July,  1801. 
Fagan,  James. 

Acting  Third  Assistant  Engineer,   0  January,   1902.     Acting   Second    .Vsitidtant 
Engineer,  24  February,  1803.     Honorably  discharged  19  November,  1805. 

Fagen,  Peter  W. 

Mate,  1 1   December,  1861.     Acting  Ensign,  10  November,  1864.     Honorably  di' 
charged  20  March,  1808. 

FaliM,  riiarleH  T. 

Assistant  Surgeon,  19  April,  inril.     I'aH,sed  .\.9.sistant  Surgeon,    10  April.   '. 
Surgeon,  1  May,  1801.     Dismissed  13  November,  1801. 

16 
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Fain,  Nicholas. 

]\ndsliii3mau,  15  November,  1809.     Resigned  1  October,  1810. 
Fair,  John. 

Gunner,  8  July,  1815.     Resigned  14  June,  1825. 
Fairbairn,  John  O. 

Acting  Third  Assistant  Engineer,  23  AjDril,  1863.     Acting  Second  Assistant  Engi- 
neer, 29  October,  1863.     Honorably  discharged  19  May,  1866. 
Fairbauk,  Allen. 

Mate,  18  September,  1866.     Mustered  out  8  September,  1868. 
Fairchild,  Charles. 

Acting  Assistant  Paymaster,  15  March,  1862.     Assistant  Paymaster,  30  June,  18G4. 
Resigned  6  December,  1864. 
Fairchild,  J.  IS. 

Mate,  1  September,  1862.     Acting  Ensign,  2  April,  1863.     Honorably  discharged 
3  November,  1865. 
Fairchild,  L<onis. 

Midshijjman,  20  June,  1806.     ApiJointed- Purser,  29  Sei^tember,  1813.     Lost  in  the 
"  Wasp,''  1815. 
Faircoit,  Charles  O. 

Acting  Third  Assistant   Engineer,  22  October,  1863.     Honorably  discharged  12 
October,  1865. 
Fairfax,  Archibald  B. 

Midshij^man,  4  August,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
13  July,  1832.     Commander,  22  August,  1855.     Dismissed  18  April,  1861. 
Fairfax,  Donald  MciX^. 

Midshipman,   12  August,   1837.     Passed  Midshipman,  29  June,  1843.     Master,  4 
August,  1850.     Lieutenant,  26  February,  1851.      Commander,  16  July,   1862. 
Captain,  25  July,  1866.     Commodore  24  August,  1873.     Rear-Admiral  11  July, 
1880. 
Fairfax,  OctaTius. 

Midshipman,  1  January,  1828.     Passed  Midshiimian,  3  July,  1835.     Died  4  Janu- 
ary, 1837. 
Fairfax,  Reginald. 

Midshipman,  28  May,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  3  Sep- 
tember, 1853.     Lieutenant,  28  April,  1854.     Resigned  15  AjDril,  1861. 
Fairfield,  Jason  W. 

Acting  Assistant  Paymaster,  5  November,  1862.     Passed  Assistant  Paymaster,  23 
July,  1866.     Died  5  September,  1SG7. 

Fair  fowl,  A.  W. 

Acting  First  Assistant  Paymaster,  31   March,  1863.     Honorably  discharged  7  No- 
vember, 1865. 
Fairlie,  liobert  Y. 

Midshipman,  4  May,  1816.     Resigned  25  August,  1823. 
Failing,  William  A. 

Mate,  19  July,  1867.     Resigned  15  July,  1870. 
Falconer,  R.   T. 

Assistant  Surgeon,  28  March,  1820.     Resigned  12  May,  1824. 

Fales,  Charles. 

Gunner,  30  October,  1827.     Dropped  23  May,  1834. 

Faies,  ^. 

Acting  Master,  28  January,  1862.    Died  from  injuries  received  on  the  ''  Minnesota,'''' 
1  September,  1862. 
Fales,  Pliny  H. 

Acting  Third  Assistant  Engineer,  19  September,  1862.     Honorably  discharged  10  ' 
June,  1868. 
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FaloH,  William. 

Actini,'  Muster,  J)  October,  IbGl.     IlDmirably  dUchur^^cl  2  Novembor,  iSOo, 
Faiiloii,  JaniCM  K. 

Tliii<l  Assistant  Ent,'ineer,   17   December,   1W02.      Secon«l   AflBistunt   Kiiirimir 
April,  l.sot.     designed  21  Miiy,  IbOG. 
raiiiiiii);,  J.  It. 

Piiisir,  21)  December,  1817.     Died  24  October,  1x22. 
Faiiiiiii)(,  \atluiiiiol. 

J.ieiileiiaiit,  5  December,  1801.     Died  :{0  September,  1805. 
FareiilioK,  ONcar  \\, 

Acting  Ensign,  I'J  August,  18f>l.     Ensign,  12  March,  1808.    Master,  18  Doccml>er, 
18G8.     Lieutenant,  21  Marcli,  1870. 

Faroweli,  IVilliam  ii. 

Assistant  Surgeon,   10  November,  1808.     Passed  Assistant  Surgeon,  23  Junu.irv. 
1^71. 
Far^o.  Kaiisoin  J. 

Mate,  5  .hine,  1803.     Resigned  29  July,  1863, 
FarioM,  CJoorRC  G. 

Miilshiimian,  17  December,  1810.     Resigned  0  June,  1811. 
Farley,  IVilliain. 

Mate,  25  December,  1863.     Deserted  April,  1804. 
Farmer,  Iteiijamiii  A. 

Acting  Third  As.>«stant  Engineer,   1   October,   1862.      Acting  Second  Assistant 
Engineer,  5  July,  1804.     Honorably  discharged  28  September,  ISO."!. 
Farmer,  Kdward. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant   Engineer,  10  October. 
1801.     First  Assistant  Engineer,  20  May,  1803.     Chief  Engineer,  4  March,  1871. 
Farmer,  Henry. 

Acting  Third  Assistant  Engineer,  17  October,  1801.     Acting   Second   Asaistji; 
Phigineer,  20  February,  1804.     Honorably  discharged  24  August,  1800. 
Farmer,  John  W\ 

Acting  Ensign,  14  December,  1803.     Honorably  discharged  29  .Vugust,  18C5. 

Fariiham,  Rela  M. 

.Vcting  Assistant  Paymaster,  23  Sei)tember,  18(54.     Discharged  7  June,  ISO.";. 
Fariiswortli,  John. 

Midshipman,  25  September,  1809.     Graduated  1  June,  1874.     Resignctl  30  June» 
1877. 
Faron,  Fdward. 

Tiiird  Assistant   Engineer,  1  September,  1845.     Second  Assistant  Engineer.   10 
July,  1847.    First  Assistant  Engineer,  31  October,  1S48.    Resigned  1  June.  : 
Acting  Chief  Engineer,  13  March,  1803.     Appointment  revuketl  21  Julv 
Fairon,  dJeorge. 

Acting  First  Assistant  Engineer,  9   May,  1801.     Honorably  di.sclmrgcd   24   Ma;. 
i.'^iiy. 
Faron.  John. 

Third  Assistant  Engineer,  81  October,  1848.  Second  Assistant  K 
ruary,  1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  En 
\^'t'S.     Lost  on  the  "  Tecumxh,''  5  August,  1804. 

Faron,  John,  Jr. 

First  Assistant  Engineer,  15  November,  1837.     Chief  Engineer,  13  January,  I"!" 
Resigned  3  April,  1848. 

Faron,  ISohert  I>. 

Acting  Third  Assistant  Engineer,  7  October,  1802.     Acting  Second  AnisUnt  Kii 
giiii  «r,  2!)  September,  ls«J4.     Appointment  revoked  (Sick,)  9  Dccensbcr,  lf<VI. 

Farqnhar,  \orman  II. 

Acting  Midshipman,  27  September,  1854.     Midshipman,  9  Juno,  1859.     Licutauni. 
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31  August,  1861.     Lieutenant-Commander,  5  August,  1865.      Commander,  12 
December,  1872. 
Farqiiliarsoii,  A.  J. 

Assistant  Surgeon,  26  Ajiril,  1847.     Passed  Assistant  Surgeon,  26  April,  1852. 
Resigned  3  1   Se^^tember,  1855. 

Farragiit,  Darid  G. 

Midshipman,  17  December,  1810.     Lieutenant,  13  January,  1825.     Commander,  8 
September,  1841.     Captain,  14  September,  1855.     Rear-Admiral,  16  July,  1862. 
Vice-Admiral,  31  December,  1864,     Admiral,  26  July,  1866.     Died  14  August, 
1870. 
Farragiit,  George. 

Master,  2  March,  1807.     Dismissed  25  March,  1814. 

Farragiit,  W.  A.  C. 

Midshipman,  16  January,  1809.      Lieutenant,  9  December,  1814.      Dropj^ed  13 
September,  1855.     Commissioned  Lieutenant  from  9  December,  1814,  ou  Reserved 
list.     Died  20  December,  1859. 
Farrand,  Ebenezer. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
3  March,  1831.     Commander,  10  July,  1854.     Resigned  31  January,  1861. 

Farrand,  James  B. 

Acting  Second  Assistant  Engineer,  12  November,  1862.     Acting  First  Assistant 
Engineer,  26  Maj,  1865.     Honorably  discharged  7  October,  1868. 

Farrar,  Jarvis  G. 

Mate,  11  July,  1863.     Drowned  near  Bogue  Inlet,  North  Carolina,  10  June,  1864. 

Farrar,  William  C. 

Midshipman,  1  April,  1826.     Passed  Midshipman,  28  April,  1832.     Died  24  Feb- 
ruary, 1835. 
Farrell,  Edward. 

Mate,  12  October,  1863.     Deserted  17  October,  1863. 

Farrell,  James. 

Boatswain,  30  July,  1875. 
Farrell,  James  W. 

Acting  First  Assistant  Engineer,  3  September,  1863.     Honorably  discharged  9 
July,  1865. 
Farrell,  Rodger. 

Mate,  5  September,  1863.     Acting  Ensign,  19  January,  1864.     Appointment  re- 
voked 17  November,  1865. 

Farrell,  Thomas  M. 

Acting  Ensign,  37  December,  1862.     Acting  Master,  29  June,  1863.     Honorably 
discharged  7  December,  1865. 

Farrer,  Frank  M. 

Acting  First  Assistant  Engineer,  8  Januarv,  1864.    Honorably  discharged  29  July. 
1865. 

Farrer,  George  W. 

Acting  First  Assistant  Engineer,  10  September,  1861.     Acting  Chief  Engineer,  19 
January,  1863.     Honorably  discharged  26  October,  1865. 

Farrer,  Solon. 

Acting  First  Assistant  Engineer,  4  October,  1861.     Acting   Chief  Engineer,  19 
January,  1863.     Honorably  discharged  16  October,  1865. 

Farris,  John. 

Gunner,  23  September,  1813.     Last  appearance  on  Records  of  Navy  Department, 
for  1815.     Sloop  "  i^roZ/c." 
Farroat,  Thomas  G. 

Acting  Third   Assistant  Eagineer,  20  December,  1831.      Appointment  revoked 
(Sick,)  8  November,  1864. 
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Farron,  JnniOH. 

A(  tiiii,'  Tliird  Assistant  Engineer,  24  November,  1803.     Honorably  diBcbarircd  2  " 

Aiii^'iist,  isf).").  '  **         * 

FarroM,  William. 

J{(.:tts\viiiii,  5  M:iy,  1888.     Resigned  10  July,  1839. 
FarM'oll,  AiiKiiHliiM. 

M.itc.     Dismissed  !)  .lumiary,  1803. 
Farwoll,  JoHC|>li  M, 

\iih\y;  Mast,  r,  '2i  June,  1801.     Resigned  19  April,  1802. 
FaHsctt,  Thomas  O. 

Sailmuker,  5  June,  1861. 
FasHi^,  K.  F. 

Assistimt  Siir<;con,  U  July,  1871.     Died  10  May,  1875. 
FasHoiix,  Petor,  Jr. 

:\Iidsliii)nian,  10  January,  1809.     Resigned  18  February,  1812. 
Fatio.  I..  ('. 

Midshipman,  8  March,  r822.     Resigned  7  July.  1829. 
Fauooii,  F<lwar(l  II. 

Acting'   Master,  2:5  July,   18G1.     Acting.  Volunteer  Lieutenant,  4  October,  1862. 
II(iii<>ral)ly  discharged  4  September,  18G5. 
Faiil,  William  J. 

Acting  Third   Assistant  Engineer,  9   December,    18G:5.     Honorably  discharged  9 
November,  ISOG.     Acting  Third  Assistant  Engineer,  1  December,  IbGO.     Mu»- 
tcrod  out  12  December,  1808. 
Faulkner,  William  1>. 

Acting  Chief  Engineer,  1  October,  18G2.     Resigned  10  October,  1861. 
Fauiico,  George  A. 

Mate,  25  January,   1802.     Acting  Ensign,  20  Julv,  180:5.     Honorably  discharged 
11  November,  1805. 
t'aunoo,  Petor. 

Mate,   12   October,   1861.     Acting  Ensign,  15  June,  18G;}.     Honorably  discharged 
15  July.  1S07. 

Faiiiitleroy,  C  M. 

Midshipman,  '.i  ^larch,   1838.     Passed  ^Midshipman,  20  May,   ls44.     Master,    16 
October.  1S51.     Lieutenant,  2  November,  1852.     Dismissed  13  May,  1»01. 
Faiintleroy.  I>. 

l'iirs(  r,  7  July.  18:54.     Died  31  August,  1853. 
Faiintleroy.  W.  II. 

.Midsliipniaii,  2   March,   1841.     Passed  Midshipman,  10  August,  1817.     Rcsifncd 
K;  August,  1849. 
Fautli.  Henry. 

Third    Assistant  Engineer,   IG  February,   1852.     Second   Assistant  Engineer,  '- 
June,  isr)5.     Resigned  29  Aug.ust,  1850. 
Fawdry,  I>.  C. 

Acting  Assistant  Suri,'eon,  7  September,  1804.     Honorablv  diMliari'cd    10  Oifi>lHT, 
1HG5. 

FaMkew,  TliomaM. 

Acting  Second  Assistant  Engineer.     Appointment  revoked  (Sick,)  23  Scptctnb<: 
1804. 
Faxon.  JoNiali. 

Sailniaker.  22  October,  1841.     Died  30  June,  1S44. 
Faxon.  William  II. 

Acting  Assistant   Surgeon,  23  July,  18G5.     Honorably  discharged  31  Novembrr. 
1870. 
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Pay,  Jonas. 

Assistant  Surgeon,  30  June,  1799.     Commission  returned  21  Septeml:)er,  1800. 

Pay,  Jo<^iali  S. 

Acting  Third  Assistant  Engineer.     Resigned  10  December,  18G2. 

Fay,  \V.  Gaston. 

Acting  Assistant  Paj-master,  31  December,  1862.     Resigned  25  NovtmVjer.  1803 

Pearing,  William  €1. 

Mate,  2  .January,  18G4.     Resigned  14  March,  1865. 

Peaster,  Joseph. 

Assistant  Xaval  Constructor,  29  July,  1875. 
Peatlierston,  Jotan. 

Boatswain,  7  December,  1841.     Warranted  1  December.  1846.     Died  30  October, 
1852. 
Pebiger,  John  CI 

^lidshijiman,  4  September,  1838.     Passed  Midshipman,  20  May,  1844.     Master.  13 
July,  1852.     Lieutenant,  30  April,  1853.     Commander,  27  August,  1862.     Cap- 
tain, 6  May,  1868.     Commodore,  9  August,  1874. 
Pechteler,  Augnstns  F. 

Cadet  Midshipman,  5  June,  1873.     Graduated  18  June,  1879. 

Pegan,  John  R. 

:Mate,  21  December,  1861.     Dismissed  28  June,  1862. 

Peilbnrg,  IJlrie. 

Acting  Ensign,  9  June,  1863.     Honorably  discharged  18  September,  1865. 
Pelch,  Cheerer. 

Chaplain,  12  May,  1815.     Resigned  29  August,  1825. 

Peloh,  C.  li. 

Mate,  4  December,  1867.     Appointment  revoked  14  March,  1872. 

Pelix,  Ambrose. 

Mate,  20  November,  1861.     Acting  Ensign,  14  May,  1863.     Honorably  discharged' 
21  December,  1865. 

Pell,  Robert. 

Carpenter,  6  June,  1803.     Resigned  14  February,  1820. 

Pellows,  Caleb. 

Mate,  8  September,  1862.     Resigned  24  September,  1863, 

Pelt,  John. 

Carpenter,  9  June,  1803.     Resigned  16  May,  1806. 
Peltas,  William  H. 

Midshipman,  1   September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Brooklyn. 

Pelter,  Jacob. 

Midshipman,  10  July,  1805.     Broke  by  Court  Martial,  2  March,  1808. 

Peudall,  Benjamin. 

Master,  26  September,  1800.     Discharged  8  June,  1801,  under  Peace  Establish- 
ment Act. 

Pendall,  John. 

Midshipman,  10  July,  1805.     Resigned  4  January,  1808. 

Pendall,  T.  H.  M. 

Assistant  Surgeon,  28  August,   1800.      Discharged   8   June,  1801,  under   Peace 
Establishment  Act. 

Pengar,  Alvan  A. 

Acting  Master,  11  June,  1861.     Resigned  7  August,  1861. 
Pengler,  Richard. 

Acting  Second  Assistant  Engineer,  10  October,  1863.     Honorably  discharged  IS 
December,  1865. 
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Feuiioll,  David  1>. 

Actiiis;  Tliird  Assistant  Engineer,  14  December,  1863.     Acting  Second  Awistftnt 
Eiii;in<(r.  17   March,  1805.     IIonoraMy  dischurged  19  December,  1807. 
Feniior,  Joroiiiiaii. 

Liirutcnunt,  i»  .March,  1799.     Discharged  9  .July,  1801,  under  Peace  Eatablisbment 
Act. 

Fonninioro,  WcMloy. 

I'liiril  As.sistant  Engineer,  1  May,  1863.     Resigned  13  October,  1805. 
Fell  no,  <'a4M»rKO. 

Mi.lshiimiaii,  ,'0  June,  1799.     Resigned  80  May,  1800. 
Feiiton,  ANiibel. 

I'luser,  14  October,  1799.    Discharged  18  November,  1801,  under  Peace  Eatabliah- 

mcnt  Act. 

FeiitroMN,  Walter  F.  II. 

Mate,  11    December,  1801.     Acting  Ensign,  27  August,  lMrt2.     Acting  Master,  24 
■lanuary,  18ti8.     Honorably  discharged  13  September,  1807. 
F-prohoo,  >.  .MoPlierson. 

Assistant  Surgeon,  12   September.  1872.     Passed  Assistant  Surgeon,  11   January 

IsTC. 

ForgiiHoii,  Fdward  K. 

Acting  Third  Assistant  Engineer,  16  September,  1801.     Acting  First  .Vssistant 
Engineer,  29  May,  1862.     Dismissed  13  January,  1803. 
FergiiHOii,  Jaiiie$4. 

Midshipman,  22  May,  1800.     Discharged  4  June,  1804,  under  Peace  Establishment 

Act. 

Fergii«4oii,  Jauies. 

Sailmaker,  24  February,  1835.     Died  at  Philadelphia,  22  July,  1869. 

FerguMou,  Jaiuc^. 

Master,  27  May,  1814.     Reserved  list,  10  October,  1855.     Died  at  Rio  do  Janeiro, 
4  December.  18o8. 

Feri^iiMOii.  JaiiiOM  Ij. 

>Iidsliii)man,  'J  September,  1841.     Resigned  5  March,  1847. 
FerKii!<iOii,  John  F. 

Acting  Master.  11  July,  1861.     Resigned  20  March,  1862. 
FerKtiHon,  William. 

Acting  Ensign.  24  January,  1863.     Acting  Master,  18  January,  1864.     Honorably 
dis(;hargcd  2U  November,  1865. 
Fergrii!4on,  William  J. 

Gunner,  3  August,  l^tJl. 

Feriiald,  Ronjjimin   F. 

Carpenter,  20  February,  1872. 
Fernald,  CliarloH  C\ 

Acting  Third  Assistant  Engineer,  6  September,  1864. 
SeptemJitr.  isd"). 
Fernald,  C'liarles  II. 

Mate,  28  April.  1803.     Acting  Ensign,  6  August,  1864. 
August,  186.'i. 
FernaUl,  Frank  Ij. 

A-si^tant  Naval  Constructor,  4  ^lay,  1871.     Naval  Constructor,  12  March.  IST-V 
Fernald,  JoMepli. 

Acting  Sicond   Assistant   Engineer,  2.')    August,   1863.     Honorably  dischanrtil 
July,   1^(;'>. 

Fernald,  Mark. 

Lieutenant,  in  June,  1879.    Last  appearance  on  Records  of  Navy  DcpartrocnL 
Fernald,  Theodore. 

Boatswain,  l')  March,  1836.     Resigned  0  October,  1830. 


Honorably  discharged  21 
Honorably  tlischargcd  20 
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Fonioj ,  Tlioiiias  H. 

For  duty  at  >>.  Kt'iuiezvous,  New  Bedford,  Massachusetts.  11  June.  1SG2.    Appoint- 
iiieul  revoked.  Reiulezvous  having  closeil.21  April,  l!>05.     Actiiig  Ensign,  Coast 
Survey  Duty.  19  May,  ISOG.     Mustered  out  30  November,  IbGS. 
Forrull,  Peter. 

Miasbipnuin,  2t>  March.  ISOO.  Discharged  14  July,  1801,  under  Peace  F^tar/.ish- 
iiK-nt  Act. 

Ferrall,  Thomas  V. 

(.arpenter.  o!  May.  1S50.     Warranted  19  May,  1853.     Dismissed  6  April,  1859. 
Ferrell,  Joseph  I<. 

Acting  Assistant  Paymaster,  1  November,  1864.     Honorably  discharged   15  Octo- 
ber. l^(>5. 
Ferrell.  J.  W. 

Acting  Third  Assistant  Engineer,  10  July,  1863.     Honorably  discharged  20  No- 
vember, 1865. 
Ferrier,  IVilliaui  A. 

Acting  Gunner.  4  December.  1862.  Resigned  21  September,  1864.  Acting  Gunner. 
10  February.  1865.  Honorably  discharged  9  August,  1866.  Mate,  11  Jauuar. . 
ISTO,     Gunner,  8  July,  1872.    "'  " 

Ferris,  Georg^e. 

Acting  Master,  21  October,  1861.     Rcsignc^d  28  February,  1865. 
Ferris,  Henry  R. 

.M:>ie.  Vl4  November,  1863. 
Ferris,  John. 

Boatswain.  oO  July,  1833.     Last  appearance  on  Records  of  Navy  Department. 
Ferris,  John  D. 

Mate,  o  Sei>teniber,  1863.     Resigned  7  November,  1863. 
Ferris,  John  I>. 

Acting  Third  Assistant  Engineer,  9  July,  1864.     Honorably  discharged  2  Octo- 
ber, 18o">. 
Ferriss,  Jonathan  I>. 

y\:.<ur.  •:^  February.  l^'H).     Lieutenant,  13  July,  1832.     Died  13  November,  185.1. 
Fewkes,  Tlionias. 

Acting  Second  Assistant  Engineer,  10  August,  1863.     Appointment  revoke«l  2'J 
September.  1864. 
Fickbohni.  Herman  F. 

Mid^hiiman.  81  July,  1866.     Graduated  7  June,  1870.     Ensign.  13  July.   1S71. 
Master,  6  January,  1874.    Lieutenant,  24  February,  1880. 
Fiekett,  L.evi  S. 

Acting  Ensign.  17  SeptemWr,  1862.     Acting  Master,  on  recommendation  of  Com- 
manding Officer,  26  April,  1864.     Honorably  discharged  7  December.  1868. 
Fiehl,  John. 

Acting  Thin.1  Assistant  Engineer,  9  May,  1864.     Honorably  discharge*!   i  •^  .T>-'y. 
18t>l». 
Field,  Ambrose  D. 

Midshipman.  1   December.  180i>.     Last  appearance  on   Records  of  Navy  Depar- 
ment.  1815.     Frigate  "  CiJ>intiiution." 
Field.  Charles  A. 

A^  Ting  Gunner.  12  September,  1863.    Drowned  6  October,  1863. 
Field.  Fdward. 

Assistant  Surgeon.  6  August,  1799.     Last  appearance  on  Records  of  Navy  Dej>jrt- 
ment,  6  July.  1801. 
Field.  Edward  A. 

Midshipman.  22  July,  1865.     Graduated  4  Jtme.  1869.     Ensign,  IS  July.  1870 
Master.  26  December,  1871.     Lieutenant,  10  February,  1875. 
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Field,  Jarob  T. 

A     i:::  A-.     i.-it  .Surg»-.n.  '.>   March,   IHM.     H'ttonblr  ducharfcd   It  Oetobar. 

!-'.>.  • 

Field,  Jolin  II. 

Mate. -'4  OcU>L.er,  l-i^l.     Act....'.  -  October.  1842.     H«-»: 

Field,  Joseph. 

Mid^hiprn.ui.  7  December,  17W.    Duch*rged  9  Jum,  I§00.  nndcr  PflM«  E* 

iJient  A(  r. 
Field,  HnnnH4>||   It. 

Mi  i-;  ;■••    -..-:-■..:  ^ 

M.--  -:.,;..  :-..;•..  ,, 

A].:..,  .-..;. 
Field,   Robert. 

Mid^hipmao,  1  September,  1911.     Lieutenuit,  27  April,  181G.     lU»ignod  4  Octo- 
ber. 1-522. 

Field,  Kamael  H. 

Actint,'  Kr,'\tni.  17  September,  19«2.     A pT>A!n ♦??>*«♦  f^ok^H  f»*rk  »  »i  Ibj,  10ML 
\r-:  ,,  2  C)cu»ber,  1841.3.  «ofCo«». 

lai  >;r,  2  April,  1844. 

Field,  Tiuiottiy  B. 

.Mi.Jshii>ri.<in,  1  .M;»rch,  182.'5.     Resigned  18  Jaly.  1881. 
Field,  WellH  L^flin. 

Ao'i..Lr  Mi'L-hiprnan.  20  NoTember,.194{2.    Enaign,  18  December,  1868.    MMlar. 
Jl  M^rcb,  1-70.     LieatenAnt,  21  March,  1»T1. 
Field,  YVilllam. 

Mate.  r^er,  1861.     Acting  Ensign,  15  Jaoe,  1883.     Honorablj  diaclMrfMl 

12. 
Field,  Wiliani. 

M  lU:  2')  \i,r'n  1865.     Honorably  diKbargeil  15  September,  1866. 

Fife.  Cieorge  H. 

\('\r,^  A^ai-^tant  Sorgeon.  20  October,  1863.     Ajautaat  Sargeon,  10  Norcmber. 
l-o).     Drot,j>ed  31  December,  1867. 
Fife,  Jo««eph  A. 

.\rtir;^  A:»i^tant  Surgeon,  22  May,  1868.    Resigned  9  September,  186i. 

Field,  William  II. 

Mate.     Api>ointment  revoked  20  May,  1868. 

Fillebrown,  Cieorf^c  B. 

Mite,  IvJl.     Apf>ointment  revoked  5  FebroAry,  1862. 

Fillebrown,  ThomaM  Keott. 

.Midrhij-i!, in,  ly  October.  l-;i.     PaMedMi:  10  Aognrt,  1M7.     Maet' 

14  r?eptein{>er,  l^'t't.     Lieiiu-naot,  \r,  Septei^..  ...      -.     Lieateaant^ommaad' 
16  July,  18C2.     Commander,  25  July,  1866.     Captain,  6  January,  1874. 

Fillmore.  John  H. 

Cablet  Mi'lshij  man.  24  September.  1874.     Graduated  4  Jme,  1880. 

Finch.  William  B. 

M:  :-;.;pmrin.  20  .June.  I'tW.     Lieutenant, 4  January,  181S.    CooHMadcr,  18  March, 

l-.iO.     C;ipt.iin,  21  February.  IKU.     (Set  BolUm.) 

Fincke,  Frederiek  O.  O. 

Mate,   1    June,   l-itH.     Appointment  revoked  8  May,  1865.     Matr     '     '  »«^V 

Appointment  revoked  27  September,  1865w 

Findlay,  Jameiu  _         ..    ..    ,        ^  ^ 

Actini,'  S-^    r.i  Aasistant  Engineer,  28  March,  1864.    BoooffBbly  dlBckargwl  M 

Se].t*-n.!'«r.  1865. 

Finicer,  Robert.  ,^« w_  ,m^ 

Acting  Third  .\Mistant  Engineer,  86  October,  1861.    Reelgaed  M  Daeember.  isw. 
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Fink,  Joseph  H. 

Acting  Carpenter,  10  July,  1863.     Acting  Ensign,  32  April,  1865.     Honorably  dis- 
charged 21  Marcli,  1866. 
Finleyson,  James. 

Mate.     Dismissed  15  September,  1862. 
Finn,  I>ennis. 

Mate.     Dismissed  22  June,  1864. 
Finn,  James  H. 

Acting  Third   Assistant  Engineer,    17   July,   1864.      Honorably  discharged  24 
August,  1869. 
Finn,  W.  H. 

Mate,  11  February,  1864.     Resigned  (Sick,)  13  May,  1864. 
Finn,  William. 

Acting  Third  Assistant  Engineer,  10  September,  1864.     Honorably  discharged  1*3 
October,  1868. 
Finnegan,  Patrick. 

Acting  Third  Assistant  Engineer,  13  January,  1862.     Resigned  1»2  August,  1862. 
Finne^an,  William. 

Acting  Gunner,  2  May,  1864.     Dismissed  29  October,  1864. 
Finnegan,  William. 

Acting  Third  Assistant  Engineer,  15  Septem^ber,  1864.     Honora'bly  dftschaTged  IS 
December.  1865. 
Finneniore,  Thomas  E. 

Midshipman,  20  Febru-ary,  1813.     Lost  in  the  "  Epervier,''''  1815. 
Finney,  Flkanah  €. 

Mate,  12  May,  1864.     Honorably  discharged  9  August,  1867. 
Finney,  George. 

Acting  Master,  27  December,  1861.     Honorably  discharged  28  October,  1865. 
Finney,  Robert. 

Mate,  25  January,  1862.     Resigned  12  October,  1863. 
Finnie,  Thomas. 

Acting  Second  Assistant:  Engineer,  4  May,  1864.     Honorably  discharged  30  No- 
vember, 1865. 
Fischer,  Frederick  H. 

Acting  Ensign,  15  November,  1864.     Dismissed  17  November,  1865. 
Fish,  H.  Porter. 

Mate,  8  April,  1884.     Honorably  discharged  20  October,  1865. 
Fish,  William  W. 

Acting  Third  Assistant  Engineer,  16  May,  1864.     Honorably  discharged  20  Sep- 
tember, 1865. 
Fisher,  Albert  H. 

Mate,  4  November,  1863.     Honorably  discharged  20  August,  1»865. 
Fisher,  Arthur  H. 

Third  Assistant  Engineer,  17  February,  1860.      Second  Assistant  Engineer,  27 
June,  1862.     First  Assistant  Engineer,  1  March,  1864.     Resigned  26  September, 
iS70. 
Fisher,  Charles. 

Mate,  25  May,  1863.     Boatswain,  19  June,  1863.     Dismissed  6  December,  1865. 
Fisher,  Charles  A. 

Acting  Third  Assistant  Engineer,  5  June,  1863.     Acting  Second  Assistant  Engi- 
neer, 16  December,  1863.     Honorably  discharged  13  December,  1865. 
Fisher,  Charles  F. 

Mate,  5  January,  1864.     Resigned  27  April,  1865. 
Fisher,  Clark. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  1  July,  1861. 
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First  Assistant  Engineer,  20  Mav,  \m:i.     Chief  Engineer,  23  January,   1«7; 
Ik-signed  27  March,  1S72. 
FiNlior.  KlMfiicr  N. 

,Mi.M:i|)ni;in,  21  September.  1872.     Graduated  20  June.  1870.     Knftign.STOctolwr, 

FIhIkt,  Friiiik. 

Mate,  5  June,   1802.     Acting  Ensign,  17   April.  IHOIJ.     Honorably  di»cbargc<l  18 
Novenil)er,  1805. 

FiMlu>r,  Ileiidriok. 

Lieutenant.  20   riarch,  1799.     Last  appearance  on  Uecords  of  Navv   Department, 

aO  May.  1  Tint. 

Fislior,   lloiiry. 

Acting  Third  Assistant  Engineer,  )»  December,  180:{.     Ibmorablv  discharged   : 
August,  1800. 
Fisher,  John. 

Master,  12  May,  1798.     Last  ai)pearance  on  Records  of  Navy  Dejiartmeut 
FiMlior,  John. 

Carpeuter,  20  March,  1823.     DisniSssed  18  June,  1838. 
Fiiiiher,  John. 

Miilshipnian,  1  November,  1820.     Dieil  11  November,  1828. 
Fishor,  John. 

Mate,  23  January,  1802.     Resigned  9  September,  1802. 
Fisher,  Jolin. 

Mate,  G  December,  1802.     Acting  Ensign,  3  May,  1804.     Honorably  discharged  31 
October,  1805. 
Fisher,  John  D. 

Midshipman,  18  June,  1812.     Died  October,  1817. 
Fisher,  Joliu   E. 

Midshipman,  19  June,  1799.     Discharged  11  May,  1801,  under  Peace  Establish- 
meut  Act. 
Fisher,  John  F. 

]^laster,  1 1  ^lay,  1799.     Last  appearance  on  Records  of  Navy  J)epurJment 
Fisher,  John   P. 

Assistant  Surgeon,  22  September,  1800.     Resigned  5  June,  1801. 
Fisher,  John  P. 

Mate,  12  January,  isoi.     Honorably  discharged  0  November,  1803. 
Fisher,  Joseph. 

Mid.shipman,  1. December,  18Q9.     Resigned   18  March,  1811. 
Fisher,  Rodney. 

Midshipman,  10  August,  1814.     Resigned  19  October,  1814. 
Fisher,  Thomas  Ij. 

^Mate,  3  November,  1803.     Honorably  discharged  0  January,  1866. 
Fisher,  William. 

Acting  Third  Assistant  Engineer,  3  July,  1803.     Appointment  revoked  (Sick.)  19 
October,  1801. 
Fisher,  William   II. 

Acting  Thirtl  Assistant  Engineer,  10  December,  18*'.4.     Tlonorublv  dis4  harired  12 
September,  1805. 
Fisher,  William  W. 

Gunner,  10  November,  1848.     Resigned  14  November,  18.'53. 

Fisk,  Addison. 

A(  ting  (Juiiner,  8  December,  1804.     Honorably  discharge<i  30  September,  1863. 

Fisk,  James   W. 

Acting  Ensigu,  12  October,  1804.     Resigned  27  April,  1805. 
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Fisk,  Piloting. 

ChaiJlain,  14  March,  1842.     {See  Kavasales.)     Retired  list,  18  July,  1864. 
Fisk,  Squire. 

JMaster,  7  May,  1812.     Dismissed  23  August,  1816. 
Fisk,  S.  N. 

Acting  Assistant  Surgeon,  28  May,  1861.     Resigned  25  January,  1864. 
Fisk,  Timothy  W. 

Midshiimian,  3   March,  1839.     Died  16  February,  1845. 
Fisk,  William. 

Acting  Gunner,  14  November,  1862.     Died  6  August,  1863. 
Fiske,  Bradley  A. 

Midshij^man,  22   September,  1870.     Graduated  1  June,   1874.     Ensign,  17  July, 
1875. 
Fiske,  Fdwarcl  W. 

Mate.     Resigned  11  April,  1864. 
Fiske,  ISamiiel. 

Third  Assistant  Engineer,  9  March,  1858.     Resigned  12  June,  1858. 
Fister,  Thomas  I>. 

Acting  Midshipman,  29  September,  1855. 
Fitch,  B.  F.  D. 

Acting  Assistant  Paymaster,  24  May,  1862.     Resigned  15  October,  1864. 
Fitch,  Charles  T. 

Acting  Assistant  Paymaster,  17  December,  1861.    Died  on  "  Tioga,''''  22  June,  1864. 
Fitch,  Flisha. 

Professor  of  Mathematics,  25  September,  1831.     Died  15  October,  1839. 
Fitch,  Henry  W. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  3  October, 
1861.     First  Assistant  Engineer,  20  May,  1863.     Chief  Engineer,  4  March,  1871. 
Fitch,  liC  Roy. 

Acting   Midshipman,    1    October,    1851.      Passed   Midshipman,   29   April,  1859. 
Master,  5  Sejitember,  1859.    Lieutenant-Commander,  21  September,  1862.    Com- 
mander, 28  August,  1870.     Died  13  April,  1875. 
Fitch,  Reuhen. 

Third   Assistant   Engineer,    26   August,    1859.      Second   Assistant   Engineer,   29 
October,  1861.     First  Assistant  Engineer,  1  October,  1863.     Resigned  19  April, 
1869. 
Fitch,  Thomas  W. 

Third  Assistant  Engineer,  23  June,  1863.     Second  Assistant  Engineer,  25  July, 
1866.     First  Assistant  Engineer,   8   October*    1873.      Resigned   31    December, 
1875. 
Fitchett,  Sylvans  TV. 

Mate,  30  December,  1861.     Resigned  14  August,  1862. 
Fithian,  Fdwiii. 

Third   Assistant  Engineer,  31   October,  1848.      Second    Assistant   Engineer,  26 
February,  1851.     First  Assistant  Engineer,  15  December,   1853.     Chief  Engi- 
neer, 23  October,  1859. 
Fitzgerald,  Fdward. 

Purser,  25  April,  1813.     Died  27  February,  1857. 
Fitzgerald,  Thouias. 

Acting  Second  Assistant  Engineer,  13  June,  1864.     Honorably  discharged  9  Sep- 
tember, 1865. 
Fitzgerald,  William  A. 

Mate,  14  June,  1864.     Honorably  discharged  13  November,  1865. 
Fitzgerald,  William  B. 

Midshijpman,  30  January,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  21 
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November,  1851.     Licutciiiint,  I   Novcmlur.  is.Vj.     U«-Hcrve<l  li»t.  K)  SvpteinlNr 
ISor).     Ik'signed  15  Ai)iil,  istil. 

FitzliiiKli*  Andrew. 

Mi<l>luiJinnn.  !»  Jiiiu',  1811.     LieiiU'nunt,  27  April.  1810.     Coiniimn<ler, 0  Kebruar-. 
ls:?7.     C'iii)t;iin,  U  February,  1843.     Died  2  October,  1850. 
Fil/Iiii^li,  V.  C 

.MitlsliipiiKm,  diite  not  known.     La.st  appearance  on  Hecords  of  Navy  Dcpnrtineir 
Fit/JiiiKli,  <'olo. 

Midsliipniun,  1.")  November,  1809.     Resigned  23  April,  IHIO. 
Fi(/.liiiKli«  ClioorKe. 

Muster,  10  July,  1812.      Last  appearance  on  Records  of  Navy  Department    17 
July,  1812.     Discharged. 
FitKliiiKli«  John,  Jr. 

Assistant  Siiri^'con,  28  December,  1818.     Died  0  July,  1820, 
FitxIiUKli,  Kobort. 

31i(lsiiii)in;ni,  1  January,  1825.     Passed  Midshipman,  4  June,  1831.     Resiffncd  18 
])(•(  Linl.or,  1833. 

Fit/liUKli.  W.  £. 

.Mi-Uliipiuuii.  2  February,  1847.     Dismissed  7  July,  1847. 
Fit/JiUKh,  M  illiam  £. 

Midshipman,  20  November,  1848.     Passed   Midshijjman,   15  June,  1854.     Master, 
16  September,  1855.     Lieutenant,  15  December,  1M55.     Lieutenant-Commander. 
It)  July,  18()2.     Commander,  25  July,  1800.     Captain,  25  November,  1870. 
FitzoMborn,  Henry  W. 

Guiuur.  it  May,  1S57.     Resigned  24  December,  1864. 
Fitzpatriek,  Jaiiiet^. 

Acting  Master.  1  October,  18(32.     Honorably  discharged  30  December,  1865. 
Fitzpatriek,  JaiiieN. 

Acting  Third  Assistant  Engineer,  20  Februarv.   18G4.     Honorably  discharged  9 
December,  1808. 

Fit/.patriok,  John  F. 

Acting  Third   Assistant   Engineer,  22    Ocicbcr,  1SG3.     Acting   Second   Assistant 
Engineer,  4  November,  1864.     Honorably  discharged  3  August,  1«65. 
Fitzpatriek,  Michael  F. 

Acting  Second  Assistant  Engineer,  8  December,  1803.     Honorably  discharged  10 
November,  1805. 
FitzNiniiuonH,  l*anl. 

Assistant  Surgeon,  19   December,   1871.     Passed   Assistant  Surgeon,  4   January-. 
ls7<). 
FItzNininionH,  William  J. 

Assistant  Second  Engineer,  28  December,  1863.     Appointment  revoked  (Sick,)  7 
Fel)ruarv,  181)5. 

FlaKS*  Cieorg^e  A. 

Midshipman,  21   Scptenber,   1861.     Graduated  22  November,   1804.     Ensi^"     " 
Novell! ber,    18tj().      Master,    1   December,   1866.      Lieutenant,   12   March, 
Died  20  June,  1869. 

FlatTK,  II.  <  -  Jr. 

Midshipman,  1  April,  1828.     Passed  Mids)ii])man,  14  June,  1834.     Lieutenant,  25 
Fel)ruary,  1841.     Reserved  list,  13  September,  1855.     Commander,  19  Julv,  l!?»Jl. 
Died  23  August,  1862. 
Flags.  Samuel  1>. 

A^sistaIlt  Surgeon,  30  July,  1861.     Retiretl  list,  20  Juno.  186-1. 

FlaKK<  William. 

Lieutenant,  7  March,  1709.     Discharged  15  April,   1801,  under  Peace  EftablUh- 
ment  Act. 
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Flaglie,  Bernard. 

Acting  Caipeiiter,  25  AiDril,  18G3.     Appointment  revoked  17  August,  1864. 
Flanders,  Tiniotliy. 

Acting  Third  Assistant  Engineer,  16  June,  1862.     Honorably  discharged  37  April, 
1866. 
Flanuer,  F.  TV. 

Acting  Master,  1  October,  1863.     Dismissed  2  March,  1863. 

Flannigan,  M.  F. 

Acting  Ensign,  9  AjMl,  1863.     Resigned  14  June,  1864. 
Flansberg,  John  W. 

Acting  Ensign,  33  August,  1863.     Honorably  discharged  4  October,  1865. 

Fleet,  Henry. 

Mate,  19  July,  1864.     Discharged  36  June,  1865. 
Fleetwood,  William. 

Master,  7  May,  1812.     Last  aiJi^earance  on  Records  of  Navy  Department,  30  June, 
1813. 
Fleming,  Charles  E. 

Midshipman,  15  January,  1835.  Passed  Midshipman,  33  June,  1841.  Master,  13 
January,  1848.  Lieutenant,  3  October,  1848.  Dismissed  6  February,  1857. 
Re-appointed  Lieutenant,  13  December,  1859.  Lieutenant-Commander,  10  July, 
1863.     Died  36  September,  1867. 

Fleming,  Charles  B. 

Mate,  8  November,  1861.  Acting  Ensign,  16  September,  1864.  Honorably  dis- 
charged 3  July,  1868. 

Fleming,  James. 

Acting  Chief  Engineer,  1   October,  1863.      Honorably  discharged  3   December, 
1865. 
Fleming,  John  J. 

Sailmaker,  date  not  known.     Died  in  October,  1820. 

Fleming,  Matthew. 

Acting  Second  Assistant  Engineer,  17  December,  1863.     Resigned  7  June,  1864. 

Fleming,  Robert. 

Acting  Second  Assistant  Engineer,  8  March,  1864.     Resigned  (Sick,)  6  October, 
1864. 
Fleming,  William. 

Saihnaker,  date  not  known.     Died  in  November,  1834. 
Fleming,  William. 

Midshipman,  30  February,  1799.     Discharged  5  June,  1801,  under  Peace  Estab- 
lishment Act. 
Flemmiug,  Watson   B. 

Acting  Third  Assistant  Engineer,  1  October,  1863.     Appointment  revoked  (Sick,) 
19  May,  1863. 
Flenner,  John  P. 

Chaplain,  35  February,  1838.     Resigned  33  September,  1833. 

Fletcher,  Arthnr  Henry. 

Midshipman,  39  November,  1861.  Graduated  September,  1865.  Ensign,  1  Decem- 
ber, 1866.     Master,  13  March,  1868.     Lieutenant,  26  March,  1809. 

Fletcher,  Frank  F. 

Midshipman,  33  September,  1870.      Graduated  15  October,   1874.      Ensign,   18 

July,  1S76. 
Fletcher,  Frank  H. 

Third  Assistant  Engineer,  32  October,  1860.     Second  Assistant  Engineer,  9  July, 

1803.     Resigned  6  February,  1869. 

Fletcher,  George  G. 

Acting  Master,  31  May,  1861.     Resigned  6  August,  1863. 
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Flelolier,  fiieorKO  II. 

Mute,  7  July,  isti3.     Acting  Ensign,  23  February,  1865.     Honorably  diBchargcd  6 

DfcomliiT,  isfj.l. 

FIef('li«^r,  JaiiiicH  11. 

Midsliipiiiaii,  2(i  September,  1«G4.  Cinidimted  2  June.  IbUs.  Kchil-ihu  i  ."oi.trin- 
b.r,  IstlS. 

Flelelior,  John  I>. 

Gimii.r.  5  <>(  tuhir,  isc.l.     Wiirrantcd  24  April,  18C2.     Died  at  Pliipsburg,  Maine, 
','1  Ni)Vtiiilier,  iSf.T. 
Flol<'li<'r,  ^tloiitKoiiicry. 

Thirtl  Assistant  Enj^'iiuer,  24  June,  ISoO.  Second  AssiKtant  EnL,'inecr,  20  P'cliru- 
arv,  is."il.  First  Assistant  Engineer,  20  June,  1850.  Chief  Engineer,  25  Octo- 
ber, isr,9. 

Flotclior,  Xatliaii. 

Midshipman,  20  September,  1798.     Resigned  10  Januarj',  1800 
Flotolier,  X.  C. 

Ciiaplain,  7  April,  1845.     Resigned  9  June,  1845. 
Fletohor,  Patrick. 

Lieutenant,  9  July,  1798.     Captain,  11  September,  1798.     Lost  in  the  ''  Imurgent," 
in  180U. 
Flololior.  Riifim. 

^Mitlshipman,  :>()  May,  181G.     Last  appearance  on  Records  of  Navy  Department. 
Fletcher,  M  illiam  M. 

Actini,'  riiinl   Assistant  Engineer,  4    December,  1862.     Acting  Second  Assistunt 
Engineer,  2  July,  1804.     Honorably  discharged  10  Februarj-.  1866. 
Fliek,  George  T. 

Mate.  0  June,  1802.    Acting  Gunner,  20  December,  1862.     Ap]>ointment  revoke! 
21  October,  1803. 
Flinii,  JaineH  M. 

Acting  Third  Assistant  Engineer,  27  January,  1863.     Acting  Second   Assistant 
Engineer,  gallant  conduct   in   battle,  22   May,  1803.     Honorably  discharged   I 
September,  1805. 
Flint,  Janie!4  ^. 

Actihi^  Assistant  Surgeon,  14  April,  1802.     Assistant   Surgeon,  26  October,  1863. 
Passed  Assistant  Surgeon,  31  December,  1807.     Surgeon,  24  June,  1874. 
Flood.  CiiriNtoplier. 

Acting  Ensign,  0  November,  1802.     Acting  Master.  9  June,  1865.     Honorably  dis- 
charged 23  October,  1805. 
Flood,  James  M. 

Ai  ting  Assistant  Paymaster,  24  August,  1864.     Discharged  25  November,  1805. 
Flood.  ThoniaH  H. 

i^Iate,  10  December,  18G4.     Dismissed  24  July,  1865. 
Flood.  ^Villiam  II. 

.Mate,  14  Ootoi.er,  1803.     Acting  Ensign,  29  March,  1805.     HonoraMv  diM-harL" 
Hi  January,  18()0. 
Florence.  Charles  H. 

Mate,  29  June,  18()4.     Appointment  revoked  (Sick,)  22  September,  1864. 
Flonrnoy,  J.  J.  K. 

Midshipman,  1  March,  1825.     Resigned  20  September,  1825. 
Flonrnoy,  TiioniaH. 

Midshipman,  !(.>  Fel)ruary,  I'^M.     I)ropi)ed. 

FlowerH,  Fdward  K. 

Matr-,  OFeliiiiary.  1><02.     Killed  on  "  Maratarua"  11  October,  1862. 

Flowry,  liCwiH  II. 

Ailing  First  .Vssistant  Engineer,  14   September,  1801.     Honorably  diacbarged  l- 
October,  1805. 
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Floyd,   John. 

Naval  Constructor,  11  July,  1820.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 8  September,  1830. 
Floyd,  John  A. 

Acting  Boatswain,  22  December,  1864.     Honorably  discharged  11  August,  1865. 
Floyd,  William  R. 

Mate,  30  Jime,  1864.     Honorably  discharged  18  Sejjtember,  1865. 
Fludder,  CiJeorge  M. 

Mate,  4  April,  1SG2.     Appointment  revoked  28  November,  1862. 
Flwsser,  Cbarlcs  W. 

Midshipman,   19  July,   1847.     Passed  Midshipman,   10  June,   1853.      Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     Killed  on  board  the  "i/iawi,"  19  April,  1864, 
Flye,  William. 

Professor,  7  December,  1841.     Commissioned  14  August,  1848.     Resigned  7  March, 
1857. 
Flye,  William. 

Acting  Volunteer  Lieutenant,  6  December,  1861.     Acting  Volunteer  Lieutenant- 
Commander,  18  July,  1865.     Honorably  discharged  24  December,  1865. 
Flynu,  John,  Jr. 

Acting  Assistant  Surgeon,  17  December,  1862.     Honorably  discharged  24  Octo- 
ber, 1866. 
Flyun,  Robert. 

Midshipman,   12  November,  1799.    Discharged  12   October,  1801,  under  Peace 
Establishment  Act. 
Flynne,  liUcian. 

Midshipman,  22  September,  1870.  Graduated  1  June,  1874.  Ensign,  17  July, 
1875. 

Flynt,  James  M. 

Mate,  1  October,  1862.     Acting  Ensign,  24  April,  1863.     Resigned  23  October, 
1863.     Acting  Ensign,  7  June,  1864.     Honorably  discharged  5  November,  1865. 
Fobes,  Cdwin  A. 

Acting  Assistant  Surgeon,  1  April,  1865.    Honorably  discharged  27  July,  1865. 
Fogg,  Oranrille  W. 

Mate,  27  January,  1863.     Died  on  "  Mercedita,'"  30  July,  1863. 
Fogg,  William  H. 

Mate,  25  February,  1863.     Acting  Ensign,  31  December,  1864.     Honorably  dis- 
charged 3  November,  1865. 
Foley,  Miehael  J. 

Mate,  13  March,  1865.     Resigned  5  March,  1866. 
Foley,  Thomas. 

Acting  Third  Assistant  Engineer,  14  May,  1864.  '  Acting  Second  Assistant  Engi- 
neer, 2  June,  1865.     Honorably  discharged  8  December,  1865. 
Folger,  James. 

Acting  Third  Assistant  Engineer,  26  November,  1862.     Died  on  "  Silver  Cloud,''  1 
October,  1864. 
Folger,  James. 

Acting  Master,  9  October,  1861.    Died  on  " Roebuck'"  from  wounds,  15  April,  1863. 
Folger,  William  Mayhew. 

Midshipman,  21   September,  1861.      Graduated  22  November,  1864.     Ensign,   1 
November,    1866.     Master,  1    December,   1866,      Lieutenant,    12   March,   1868. 
Lieutenant-Commander,  27  April,  1869. 
FoUansbie,  Joshua. 

Third  Assistant  Engineer,  17  January,  1842.  Second  Assistant  Engineer,  20  July, 
1845.  First  Assistant  Engineer,  10  July,  1847.  Chief  Engineer,  31  October, 
1848.     Resigned  1  May,  1865 
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Follet,  Itonjaiiiiii. 

Miilslii,  man,  U  DLcenihcr,  1814.     Died  in  1S23. 
FollcH,  I  lotolier  M, 

At  tiiii^  Assirftani  Surj;eon,  17  January,  1803.     Honorably  discbargcd  18  October, 
l^|■|■). 
Follii:N,  ISicliard. 

IJiKitsw.iiii.  1.")  November,  is.jO.     Rcsi<,'nft'4  IT)  November,  1853. 
FoImoiii,  C'liurloM. 

Cliaphiin,  \1  May,  181G.     Last  appearance  on  Rccorcs  of  Navy  Department,  \*i\*i. 
FoInoiii,  C  liarle.s. 

Artiiiij  Master,  31  October,  18<>1.     Hesigncd  b  February,  1864. 
FoInoii,  John. 

Midsliipinaii.  10  July,  1790.     Resigned  0  March,  1800. 
FoNoii,  SaiiiiK'l. 

Miilshii)inaa,  '^8  August,  1799.     Resigned  8  April,  1800. 
Follz,  Jonathan  M. 

Assistant  Surgeon,  4  April,  1831.  Passed  Assistant  Surgeon,  8  Dccemi>er. 
1S38.  Surgeon,  8  December,  1838.  Medical  Director,  3  March,  1871.  Chief 
Bureau,  Medicine  and  Surgery,  25  October,  1871.  Retired  list,  25  April.  1872. 
Died  12  April,  1877. 

Fontaine,  ^l. 

Midshipman,  10  Julj',  1809.     Resigned  2  November,  1811. 
Foot,  John. 

Lieutenant,  2()  August,  1800.     Last  appearance  on  Records  of  Navy  Department, 
29  December,  1801.     Lost. 
Foot,  Sanincl   C. 

Midshipman,  4  April,  1850.     Resigned  20  December,  1850. 
Foote,  Andrew  II. 

Midsliipman,  4  December,  1822.     Passed  Midshipman,  24  May,  1828.     Lieutenant. 
27    Mav,   1830.      Commander,   19    December,   1852.      Captain,  29   June.  l!?Cl. 
Rear-Admiral,  IG  July,  1862.     Died  26  June,  1863. 
Foote,  John  P. 

Acting  Master  and  Pilot,  l^October,  1864.     Honorably  discharged  6  December. 

ISC.j. 

Foote,  Samuel  E. 

Mate.  0  June,  1802.     Died  12  June,  1862. 
Forbes,  Charles  IV 

Acting  Third  Assistant  Engmeer,  2  December,  1864.     Honorably  discharged  29 
February,  1868. 
Forbes,  Cornelius  A. 

Third  Assistant  Engineer,  18  May,  1847.     Resigned  5  November,  1847. 
Forbes,  Frank  II. 

Mate,  18  July,  1864.     Honorably  discharged  10  July,  1805. 
Forbes,  James  J. 

Midshipman,  :50  August,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8  September,  1841.     Resigned  23  November,  1844. 

Forbes,  William  D. 

Acting  Third  Assistant  Engineer.  4  September,  1801.  Acting  Second  Assistant 
Engineer,  29  September,  1862.  Acting  First  Assistant  Engineer,  C  Novcmbtr, 
lso:5.     Honorably  discharged  25  November,  1865. 

Foree,  Iloraee  W. 

Acting  Third  Assistant  Engineer.  19  July,  1864.     Honorably  discharged  10  Dc- 
ceniber,  1867, 
Ford,  Augustus. 

Master,  28  March,  1810.     Died  4  August,  1855. 

17 
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For<l,  Charlies  M. 

Acting  Absistaut  Surgeon,  17  May,  1861.     Resigned  11  April,  1862. 
Ford,  Fdward. 

Midshipman,  3  March,  1799.     Last  aijpearance  on  Records  of  Navy  Department, 
20  June,  1799. 
Ford,  Franklin  F. 

Acting  Ensign,  3  August,  1863.     Honorably  discharged  20  January,  1866. 

Ford,  George  T. 

Mate,  16  September,  1862.     Acting  Ensign,  25  July,   1863.     Acting  Master,  11 
May,  1865.     Honorably  discharged  15  December,  1868. 
Ford,   Jefferson. 

Acting  Master,  26  August,  1861.     Died  at  Beaufort,  North  Carolina,  18  June, 
1864. 
Ford,  J.  Malachi. 

Midshipman,  18  January,  1841.     Resigned  17  April,  1848. 

Ford,  John. 

Mate,  25  March,  1863.     Resigned  11  August,  1863. 

Ford,  John  D. 

Third  Assistant  Engineer,  13  August,  1862.  Second  Assistant  Engineer,  15  Feb- 
ruary, 1864.     First  Assistant  Engineer,  6  June,  1868. 

Ford,  John  Q,.  A. 

Acting  Third  Assistant  Engineer,  10  October,  1866.  Third  Assistant  Engineer,  3 
June,  1868.  Second  Assistant  Engineer,  3  June,  1869,  Passed  Assistant  Engi- 
neer, 19  February,  1875.     Died  23  February,  1878. 

Ford,  John  W.  D. 

Midshipman,  2  February,  1829.     Dismissed  2  June,  1836. 

Ford,  liCighton  M. 

Midshipman,  27  September,  1861.    Ensign,  1  December,  1866.     Died  23  February 
1868. 
Ford,  Oscar  R. 

Acting  Second  Assistant  Engineer.     Resigned  28  November,  1863. 

Ford,  William  H.  H. 

Acting  Ensign,  1  October,  1862.     Resigned  10  April,  1863. 

Foree,  Alfred. 

Acting  Midshipman,  17  April,  1862.  Ensign,  18  December,  1868.  Master,  21 
March,  1870. 

Forgey,  Alfred  V. 

Mate,  24  November,  1863.    Honorably  discharged  28  October,  1865. 

Forlaw,  James  Jj. 

Acting  Master  and  Pilot,  15  November,  1864.     Appointment  revoked  9  March, 

1865. 

For  man,  Isaac  JB. 

Midshipman,  1  August,  1800.  Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act. 

Foruian,  M.  T. 

Mate,  14  November,  1861.     Appointment  revoked  1  February,  1862. 

Forman,  Samuel  R. 

Assistant  Surgeon,  1  September,  1861.    Resigned  20  September,  1864. 

Fornance,  John. 

Third  Assistant  Engineer,  3  October,  1861.  Second  Assistant  Engineer,  3  August, 
1863.     Lost  on  the  "  Oneida,''^  24  January,  1870. 

Forrest,  1$.  G. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 15  December,  1809.     Dead. 
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ForroMt,  D.  A. 

Midsliipiuaii,  3  March,  1811.     Passed   Mi(lsliii)inaii,  10  Aumist,  1H|7.     Mahtor,  !.'> 
ScptcuilHT,  18.JO,    Lii'uteiiaiit.  l<i  Si|ifrml»LT,  IS.").!.    DiHiiiitmcd  (J  Uecombcr,  ISOI 
ForroMt,  l>iil]iiioy  A. 

.Mklshipinaii,  ;'  March,  Ibll.     l'as.>-xd  Midshipman,  10  August,  1847.     Muster,  15 
Si'pteinbor,  1855.      Lieutenant,  10  September,  1855.      Dismissed  7  December 
18G1. 
ForroMt,  I>iil]tiiy, 

Midshipjiiaii,   18  May,  180'J.      Lieutenant,  9  December,   1814.      Died   1   October, 
lt<'J5. 
Forrest,  Froucli. 

Midshipman,  U  June,  ISll.     Lieutenant,  5  March,  1817.    Commander,  0  February, 
18:i7.     Captain,  30  March,  1844.     Dismissed  19  April,  1801. 
FcrreMi,  Ilonry. 

Mate,  24  April,"  1803.     Deserted  20  August,  1803. 
FurroMt,  JaiiiCM  W. 

Midshipman,  15  November,  1809.     Resigned   17   April,  1810.     Midshipman,  30 
May,  1810.     Cashiered  29  April,  18-14. 
Forrest,  Moreaii. 

Acting   Midsliipnuin,  22  September,  1858.     Lieutenant,  1  August,  1802.     Lieu- 
tenant-Commander, 25  July,  1800.     Died  24  November,  1800. 
Forrest,  Kieliard. 

Midshipman,  1  November,  1828.    Passed  Midsliipman,  14  June,  1834.    Lieutenant, 
25  February,  1841.     Reserved  list,  13  September,  1855.     Died  31  August,  1859. 
Forrest,  Kaiiiiiel. 

Purser,  8  October,  1830.     Died  15  March.  IsiiO. 
Forrest,  Thomas. 

Aiting  Third  Assistant  Engineer,  13  June,  IS'Jl.     Dismissed  20  December,  1805. 
Forrester,  dJeorge   B. 

Midshipman,  1  January,  1818.     Resigned  10  June,  1822. 
Forse,  Charles  Thomas. 

Midshipman,  24  Sei)tcmber,  1803.     Graduated   2  June,  1808.     Ensign,  19  April, 
l^tj!».     Master,  12  July,  1870.     Lieutenant,  11  February,  1873. 
Forsyth,  James  m.. 

Entered  Volunteer  Service,  25   September,  1801.     Master,  12   March,  1808.     Lieu- 
tenant, 18  December,  1808.     Lieutenant-Commander,  9  May,  1878. 
Forsyth,  James  N. 

Midsliipman,  1  November,  1820.     Lost  in  the  "  Jhrnet,'"  September,  1829. 
Fort,  Isaac  K. 

Third  Assistant  Engineer,  8  September,  1803.     Died  1  December,  1805. 
Fort,  IVilliam  F. 

Thirtl  Assistant  Engineer,  27  June,  1801.     Second  Assistant  p]ngiueer,  18  Decem- 
ber, 1»G2.     Resigned  21  April,  1805. 
Fort,  William  S. 

Assistant  Sur<,'eon,  24  January,  1802.     Passed  Assistant  Surgeon,  28  June,  1805. 
Died  24  March,  1873. 
Fortune,  Thomas  II. 

(■iiuuHr,  18  January,  1802. 
Fosdiek,  John  II. 

Miilshipinan,  17  December,  1810.     Resigned  10  March,  1812. 

Fosdiek,  Stephen. 

IJoatswain,  (i  September,  1850.     Resigned  14  July,  1*^51. 
Foss,  Cyrus  I>. 

Acting  Third  Assistant  Engineer.  10  October,  1800.  Third  Assistant  i;:.-::."  : 
June,  1808.  Second  Assistant  Engineer,  2  June,  1800.  Resigned  1  Novtnd" 
1873. 
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Foss,  lia  Roy. 

Mate,  20  January,  1870.     Resigned  1  December,  1870. 
Foss,  ^Stephen. 

Acting  Assistant  Surgeon,  1  October,  1862.     Resigned  24  November,  1862. 
Fossett,  Lioring  H. 

Acting  Ensign,  27  November,  1863.     Honorably  discharged  14  September,  1865. 
Foster,  Amos  P. 

Acting  Mastei-,  23   Sej^tember,  1861,     Acting  Volunteer  Lieutenant,  for  gallant 
conduct,  10  Sejitember,  1862.     Honorably  discharged  2  September,  1865. 
Foster,  Charles  A. 

Midshipman,  1  August,  1866.     Graduated  6  June,  1871.     Ensign,  14  July,  1872. 
Master,  15  March,  1876. 
Foster,  Christopher  H. 

Mate,  8  January,  1864.     Appointment  revoked  (Sick,)  1  December,  1864. 
Foster,  Fd^rard. 

Acting  Paymaster,  5  June,  1861.     Assistant  Paymaster,  23  October,  1861.     Pay- 
master, 6  February,  1862.     Pay  Inspector,  23  January,  1873.     Died  11  April, 
1877. 
Foster,  Eliezer. 

Boatswain,  4  August,  1841.     Dismissed  26  January,  1849. 
Foster,  George. 

Acting  Third  Assistant  Engineer.  19  September,  1863.     Appointment  revoked 
(Sick,)  4  June,  1864. 
Foster,  George  B. 

Mate,  15  September,  1864.     Honorably  discharged  3  October,  1865. 
Foster,  George  'S. 

Acting  Second  Assistant  Engineer,  20  July,  1863.  Acting  First  Assistant  Engi- 
neer, 8  June,  1864.     Honorably  discharged  1  September,  1865. 

Foster,  Graham  P. 

Acting  Master,  22  November,  1861.     Appointment  revoked  (Sick,)  11  February, 
1863. 
Foster,  Henry  H. 

Mate,  6  March,  1862.     Acting  Master,  8  May,  1862.     Honorably  discharged  4 
November,  1865. 
Foster,  Henry  P. 

Mate,  8  January,  1862.  Acting  Ensign,  9  September,  1862.  Honorably  discharged 
9  January,  1869.     Mate,  3  August,  1869.     Resigned  25  March,  1870. 

Foster,  Jantes. 

Gunner,  12  April,  1815.     Died  5  August,  1818. 

Foster,  James. 

Midshipman,  3  March,  1838.     Passed  Midshipman,  20  May,  1844.     Died  11   No- 
vember, 1847. 
Foster,  James  P. 

Midshipman,  14  May,  1846.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Died  2  Jime,  1869. 

Foster,  Jesse  W. 

Mate,  1  October,  1862.    Acting  Ensign,  1  September,  1864.    Honorably  discharged 
28  November,  1865. 
Foster,  John  C. 

Mate,  21  October,  1864.     Resigned  26  March,  1866. 
Foster,  John  G. 

Gunner,  25  November,  1861. 
Foster,  John  H. 

Acting  Second  Assistant  Engineer,  21  September,  1863.  Acting  First  Assistant 
Engineer,  8  July,  1864.     Honorably  discharged  11  October,  1865. 
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FoHtor.  Joliii   JK. 

A<  liiiLj  Tliird  Assistant  Engineer,  14  November,  1»«4.     Honorably  diachurc^il  '^'J 
.Inly,  ibf'.r).  ^  *»     "■ 

FoHfor,  J.  W. 

M;itf, 'Jti  Niiveniber,  1869.     Discharged  2  February,  IJ^TI. 
FoKtcr,  JoH<'pli. 

Acting   Assistant  Paymaster,   19  October,  18(53.     Assistant  Paymaster.  2:{  Julv 
18fH5.     Passetl   Assistant  Paymaster,   10   May,   18(37.     Paymaster.  2:5    Febniir'v' 
1877. 
FoMfcr,  Robert  C,  Jr. 

Midshi})in:m,  1  October,  1850.     Resigned  21  October,  1851. 
FoHtor,  Thontam  J. 

Acting  ThirJ  Assistant   Engineer,  17  May,  18(54.     Acting  Third  Assistant  Enci- 
neer,  19  .Tunc,  18(55.  ^ 

FoNfer,  IVilliaui. 

Midsliipmaii.  1   February,  1814.     Lieutenant,  28  April,  182G.     Cashiered  28  De- 
cenibrr,  l!?"27. 

Foster,  William  <'. 

Acting  Assistant  Surgeon,  16  February,  1863.     Resigned  4  October,  1864. 
Foster.  William  F. 

Acting  Assistant  Paymaster,  30  July,  1862.     Resigned  25  February,  1865. 
Foster,  William  J. 

Acting  Master  20  August,  1861.     Died  at  New  York,  April,  1862. 
Foster,  Wiiislow. 

Master,  10  March,  1811.     Last  appearance  on  Records  of  Navy  Department,  8  Jan 
uai-y,  1814. 
Fonlk^  George  €. 

Midshipman,  14  June,  1872.     Graduated  20  June,   1876.     Ensij^n,  25  Xovcmb. 
1877. 
Foniitain,  James. 

Acting  Third  Assistant  Engineer,  17  October,  1861.     Died  at  New  York,  20  Oct. 
bcr,  1S03. 

Fountain.   James. 

Acting  Master  and  Pilot,  14  October,  1864.     Appointment  revoked  27  May,  1805. 
Fonse,  George. 

GunniT,  i:j  May,  1802. 
Foully.  Cjieorge  W. 

Acting  Master,  1  October,  1862.     Died  at  Hospital,  Fort  Donelson,  10  April.  1803. 
Fowle,  Ciiarles  W. 

Midshipman.  \r>  November,  1809.     Died  15  March,  1811. 
Foule,  William  W. 

Acting  Master,  20  February,  1802.     Resigned  12  May,  1865. 
Fowler,  Albert   C 

Acting  Ensign,  1:5  May,  lst;i.     Honorably  discharged  15  Septeml>cr,  1865. 
Fowler,  Aroliibald  C. 

Acting  Assistant  Surgeon,  18  June,  1863.    Honorably  discharged  27  October.  1860. 
Fowler,  Itenjamin  W. 

Acting  Scc.pud  Assistant  Engineer,  27  June,  1804.     Honorably  dischargitl  25  Feb- 
ruary, \sr,H. 

Fowler.  Ciiarles  S. 

At  ting  Tiiirtl  Assistant  Engineer,  10   November,  1803.     ,\cting  Secoml   Assistant 
Engineer,  9  December,  1803.     Appointment  revoked  (Sick,j  17  December,  iStvJ. 
Fowler,  CiJeorKC  W. 

Midshipmau,  1  November,  1828.     Drowned  2  May,  1832. 
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Fowler,  Gilbert. 

Midsbipmau,  23  June,  18G9.     Graduated  31  May,  1878.     Died  23  August,  1874. 

Fowler,  Richard. 

Acting  Third  Assistant  Engineer,  17  May,  18G4.     Resigned  12  May,  1865. 

Fowler,  Samuel. 

Acting  Third  Assistant  Engineer,  26  January,  1863.  Resigned  9  May,  1863. 
Acting  Third  Assistant  Engineer,  1  September,  1863.  Honorably  discharged  19 
October,  1865. 

Fowler,  Thomas. 

Lieutenant,  20  March,  1799.     Last  appearance  on  Records  of  Navy  Department. 

Fowler,  William. 

Gunner,  date  not  known.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Frigate  "  Ouerrierey 

Foy,  William  D. 

Carpenter,  28  October,  1858.     Warranted  3  Auril,  1860. 

Foye,  Edward. 

Mate,  4  March,  1863.    Resigoed  23  August,  1862. 

Fox,  Almond  F. 

Acting  Second  Assistant  Engineer,  13  April,  1863.     Resigned  11  June,  1864. 

Fox,  Charles  E. 

Midshipman,  23  June,  1868.  Graduated  1  June,  1872.  Ensign,  15  July,  1873. 
Master,  25  November,  1877. 

Fox,  Ciustaviis  V. 

Midshipman,  12  January,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  29 
August,  1851.     Lieutenant,  9  July,  1852.     Resigned  10  July,  1853. 

Fox,  Irvin. 

Acting  Second  Assistant  Engineer,  18  March,  1863.  Acting  First  Assistant  Engi- 
neer, 9  June,  1863.     Honorably  discharged  3  January,  1866. 

Fox,  James  A. 

Acting  Second  Assistant  Engineer,  13  January,  1863.     Discharged  31  March,  1865. 

Fox,  James  E. 

Acting  Third  Assistant  Engineer,  39  August,  1861.  Acting  Second  Assistant 
Engineer,  20  November,  1862.  Resigned  28  November,  1862.  Acting  Second 
Assistant  Engineer,  15  December,  1862.  Acting  First  Assistant  Engineer,  16 
November,  1863.     Discharged  31  March,  1865. 

Fox,  John  li. 

Assistant  Surgeon,  9  February,  1837.  Passed  Assistant  Surgeon,  6  June,  1842. 
Surgeon,  16  August,  1847.     Died  17  December,  1864. 

Fox,  Joseph  W. 

Mate,  28  February,  1865.    Honorably  discharged  27  August,  1865. 

Fox,  Josiah. 

Naval  Constructor,  1  August,  1798.     Appointment  revoked  2  August,  1799. 

Fox,  Josiah. 

Carpenter,  4  May,  1804.     Last  appearance  on  Records  of  Navy  Department. 

Fox,  Thomas  J. 

Acting  Third  Assistant  Engineer,  24  October,  1864.  Honorably  discharged  3  No- 
vember, 1865. 

Professor  of  Mathematics,  30  December,  1841.    Drowned  38  October.  1844. 

Foxoroft,  Samuel.  ^.     .      ,  „,  ^r        i.      iqh 

Midshipman,  18  June,  1813.     Dismissed  24  November,  1814. 

Midshipman  1  May,  1828.  Passed  Midshipman,  4  June,  1836.  Lieutenant,  8 
September  1841.  Commander,  34  April,  1861.  Captain,  6  February,  1866. 
Commodore,  2  March.  1870.     Died  26  September,  1877 
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Frailoy,  liOouard  A. 

Acting  Assistant   Paynuister,  20  Aui^ust,    IMGI.     Passed   Assistant    I'aymaatcr,  23 
July,  iNCiC.      Paymaster,  29  January,  IWOD. 
1  ration,  ^Vi  Ilia  111  It.  II. 

Midshipman,  22  Jiilv,  1^03.     Ensign,  18  December,  1808.     Resigned  M  February, 
1S70. 
Franco,  Kichard. 

31:itr,  20  .Inly,  \sM.     Deserted  17  October,  1803. 
FraiK'iM,  CSoorffo  K. 

Aiiin>r  Assistant  Surgeon,  15  May,  1803.    Honorably  discharged  28  October,  1805. 
FraiiciH,  Ilonry  IS. 

Mate.  27   May,  ls()2.     Acting  Ensign,  14  June,  1803.     Honorably  discharged  12 
SeptenilHT.  tS(;,"i. 

FraiiciM,  Isaa<s  Jr. 

Act  in:,'  Ensign,  17  October,  1802.    Died  at  Beaufort,  North  Carolina,  18  May,  1803. 
Frank.  Adam. 

Assistant  Surgeon,  20  September,  18G7.     Resigned  2o  .July,  1872. 
Frank,  A.  J. 

Acting  Master,  18  November,  1801.     Honorably  discharged  20  January,  1800. 
Frank,  John  A. 

Acting  Tliird  Assistant  Engineer,  24  November,  1803.     Honorably  discharged  20 
July,  1805.     Acting  Third  Assistant  Engineer,  24  March,  1800.     Mustered  out 
27  August,  ISC.s. 
Frankland.  Goorp^c  W. 

Sailmakcr,  IG  May,  1859. 
Frankland,  Ilenrj'  W. 

Sailmaker,  2  November,  1848.    Resigned  10  October,  1858.    Re-appointed  27  Feb- 
ruary, 1801. 

Franklin,  Bcnjauiin  II. 

Acting  Assistant  Paymaster,  24  December,  1803.     Discharged  22  November,  \x>'<'>. 
Franklin,  Charles  I^ove. 

Acting  Midshipman,  23  October,  1854.     Midshipman,  11  June,  1858.     Lieutenant, 
19  April,  INGI.     Lieutenant-Commander,  3  March,  1805.     Commander,  24  Mav, 
1872.     Died  18  September,  1874. 
Franklin,  ianstavax  S. 

Assistant  Surgeon,  22  May,  1802.     Passed  Assistant  Surgeon,  30  October,  1805. 
Resigned  2  November,  1808. 
Franklin,  JanicM^. 

Midshipman,  2G  September,  18G5.     Graduated  4  June,  1809.     Ensign,  12  July, 
1S70.     Master,  29  December,  1871.     Lieutenant,  8  February,  1875. 
Franklin,  John,  Jr. 

Third  Assistant  Engineer,  10  June,  1802.     Second  Assistant  Engineer,  21  Novem- 
ber, 1803.     Resigned  20  June,  1805. 
Franklin,  John  S. 

Mate,  15  August,  18G3.    Honorably  discharged  15  August,  1805. 
Franklin,  John  S. 

Sailmaker,  15  August,  1873. 
Franklin,  Sainnol  R. 

Midshipman,  18  February,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
18  April,    1855.     Lieutenant,   14   September,  1855.     Lieutenant-Commanilcr.  10 
July,  18G2.     Commander,  25  July,  1800.     Captain,  13  August,  l'<72. 
FrankH,  William  J. 

;Mate,  gallant  (niiduct  inaction  at  Yazoo  City,  14  April,  1864.     Honorably  d 
charged  27  August,  1805. 
Franxcn,  .4 Ha  A. 

Mate,  17  February,  18G2.     Acting  Ensign,  22  July,  1804.     Died  on   •  .l/./t./M  »,     10 
September,  1807. 
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Frary,  William  H. 

Boatswain,  18  April,  1879. 
Fraser,  John. 

Acting  Second  Assistant  Engineer,  19  December,  1861.    Killed  in  action  at  Sabine 
Pass,  8  September,  1863. 
Frasers,  Alexander  B. 

Second  Assistant  Engineer,  21   September,  1861.     First  Assistant  Engineer,  15 
October,  1863.     Retired  list,  24  March,  1874. 
Frasier,  Darid. 

Acting  First  Assistant  Engineer,  19  December,  1861.     Honorably  discharged  4 
October,  1868. 

Frarel,  Tlieophilns  A. 

Acting  Assistant  Paymaster,  28  January,  1865.     Honorably  discharged  20  Septem- 
ber, 1865._ 

Frazer,  Alexander. 

Assistant  Surgeon,  14  December,  1809.     Last  appearance  on  Records  of  Navy  De- 
2)artment.     Resigned. 
Prazer,  Archibald. 

Midshipman,  16  April,  1799.     Discharged  5  June,  1801,  under  Peace  Establish- 
ment Act. 

Frazer,  DaTid  H. 

Assistant  Surgeon,  21  February,  1815.     Died  October,  1818. 
Prazer,  James. 

Sailmaker,  11  December,  1841.     Lost  in  the  "•Albany.''''    Last  intelligence,  28  Sep- 
tember, 1854. 
Frazer,  James  F. 

Acting  Third  Assistant  Engineer,  23  May,  1864.     Honorably  discharged  12  July, 
1865. 

Frazer,  Persifer,  Jr. 

Acting  Ensign,  25  October,  1864.     Honorably  discharged  3  October,  1865. 
Frazer,  Reah. 

Assistant  Paymaster,  15   July,  1875.     Passed  Assistant  Paymaster,  27  October, 
1879. 

Frazer,  Richard. 

Purser,  19  April,  1803.     Died  25  March,  1804. 
Frazer,  Thomas. 

Master,  1  July,  1807.     Dismissed  2  August,  1809. 
Frazier,  James. 

Master,  4  March,  1809.     Discharged  7  April,  1814. 
Frazier,  John. 

Boatswain,  7  September,  1798.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Prazier,  Solomon. 

Lieutenant,  Flotilla  Service,  26  A^jril,  1814.     Last  appearance  on  Records  of  Navy 
Department,  6  February,  1815.     Discharged. 
Preaney,  John. 

Acting  Third  Assistant  Engineer,  21  October,  1862.     Resigned  15  July,  1864. 
Frederic,  Tjouis. 

Acting  Gunner,  1  October,  1862.     Honorably  discharged  12  December,  1865. 
Frederickson,  George. 

Mate,  15  November,  1861.  .  Acting  Ensign,  31   October,  1862.     Lost  at  sea  on 
''Mo7iitor,''  30  December,  1862. 
Freebngher,  Isaac. 

Acting  Third  Assistant  Engineer,  16  October,  1862.     Resigned  15  May,  1863. 
Freeland,  !Edward  H. 

Assistant  Surgeon,  11  March,  1829.     Died  3  June,  1834. 


GENERAL  NAVY  HECISTKK.  2«.l 

Freelon,  ThomaH  W. 

Miilshipnum,  12  .Iiiiu-,  1812.     Lieutenant,  28  March,  1820.     Commander,  8  Sep- 
tfml)tr,  l,s-n.     Dictl  10  May,  18-17. 
FreeniHii,  Albert  T. 

Midsliipmiin,  24  September,   18GH.     Graduated  1   June,  1872.     Enaign,  15  July, 
1873.     Muster,  25  November,  1877. 
Freeman,  Charles  C. 

Siiiliaaker,  13  January,  1874. 
Freeman,  Corey  C'. 

Actin«;  'riiiiil  Assistant  Engineer,  30  December,  1864.     Honorably  discharged  ID 
June,  181)."). 
Freeman,  Kd^ar. 

Midsliipmaii,  U  June,  1811.     Lieutenant,  5  March,  1817.     Resigned  14  November, 
1828. 
Freeman,  Kd^ard  R. 

Cadet  Kni,Miuer,  1  Oetober,  1873.     Graduated  21  June,  1878 

Freeman,  Frank  II. 

Mate,  2t)  June,  18G2.     Acting  Ensign,  21  July,  18G4.     Honorably  disclmrged    18 

February,  1860. 
Freeman,  Isaae. 

Sailmaker,  24  July,  1827.     Last  appearance  on  Records  of  Navy  Department,  1831. 

Sloop  "  Erie^ 

Freeman,  I^aac  D. 

Sailmaker,  U  July,  1838.     Died  24  Mareli,  18G3. 
Freeman,  James  91. 

Midshipman,  24  May,  1814.     Died  in  October,  1820. 

Freeman,  John. 

Master,  11  May,  1839.     Resigned  2(3  August,  1840. 
Freeman,  John. 

Boatswain,  10  May,  1830.     Resigned  20  July,  1830. 
Freeman,  Joseph  ^. 

Till  111  Assistant  Engineer,  10  February,  1852.     Resigned  8  October,  1853. 
Freeman,  Jiilins  C. 

Midsliipman,  4  October,  1866.     Graduated  0  June,  1871.     Ensign,  14   July,  1872. 
Master,  11  July,  1877. 
Freeman,  ^larfin. 

Actini^  Volunteer  Lieutenant  and  Pilot,  18  October,  1864.    Honorably  discharged 
20  January,  1807. 
Freeman,  ^\.  R. 

Carpenter,  28  April,  1S40.     Last  ajjpearance  on  Records  of  Navy  Department. 
Freeman,  IVafhaniel  Chapman. 

Acting'  Assistant  Paymaster,  17  February,  1803.     Resigned  24  February,  1864 
Freeman,  Nathaniel  W. 

Mute,  12  February,  1804.     Resigned  17  May,  1865. 
Freeman,  Peler. 

Gunner,  13  December,  1841.     Dismissed  7  June,  1842. 
Freeman,  Robert  J^ 

Assistant  Surgeon,  0  July,  1859.     Dismissed  4  June,  1861. 

Freeman,  Romeyn. 

Acting  Assistant  Paymaster,  3  June,  1803.     Discharged  20  November,  1865. 
Freeman,  Sime<»n  !\. 

Acting  Master,  1  J  August,  l8fil.     App»)intment  revoked  28  July,  1865. 
Freeman,  VirKiniiiH. 

Third  Assistant  Kiiu'lneer,  20  February,  1851.  Second  .Vssistant  Engineer,  21 
May,  1853.  First  .Vssistant  Engineer,  9  May,  1857.  Name  Btrickca  from  the 
Rolls  of  the  Navy,  8  July,  1801. 
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Freeman,  Watson,  Jr. 

Acting  Master,  26  February,  18G2.     Resiguecl  19  September,  1863. 
Freeman,  William. 

Boatswain,  10  July,  1823.     Resigned  6  October,  1823. 
Freeman,  William  I>. 

Acting  Master,  6  July,  1861.     Resigned  5  May,  1864. 

Fremont,  J.  C. 

Professor  of  Mathematics,  4  April,  1837.     Dropped. 

Fremont,  John  C 

Midshipman,  24  June,  1868.  Graduated  1  June,  1872.  Ensign,  15  July,  1873. 
Master,  25  November,  1877. 

French,  Abel  E.  C.  P. 

Acting  Third  Assistant  Engineer,  18  March,  1863.  Acting  Second  Assistant  En- 
gineer, 7  July,  1864.     Honorably  discharged  1  December,  1865. 

French,  Anthony. 

Acting  Third  Assistant  Engineer.     Appointment  revoked  (Sick,)  13  July,  1863. 

French,  Charles  A. 

Acting  Master,  13  August,  1*861.  Acting  Volunteer  Lieutenant,  mark  of  appre- 
ciation of  gallantly,  18  Sejjtember,  1862.  Acting  Volunteer  Lieutenant-Com- 
mander, 30  May,  1865.     Honorably  discharged  21  October,  1865. 

French,  Gustavus  F. 

Mate,  3  March,  1862.     Acting  Ensign,  1  September,  1863.     Resigned  23  June, 
1866. 
French,  George  H. 

Mate,  4  April,  1862.     Acting  Ensign,  30  May,  1864.     Honorably  discharged  23 
February,  1866. 
French,  Hay  den  T. 

Acting  Midshipman,  2  December,  1859.  Ensign,  1  July,  1863.  Lieutenant,  22 
February,  1864.     Died  1  March,  1865. 

French,  Henry. 

Midshipman,  1  January,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
15  April,  1840.  Commander,  14  September,  1855.  Retired  24  June,  1865.  Cap- 
tain on  Retired  list,  4  April,  1867.     Died  22  May,  1867. 

French,  James  A. 

Acting  Third  Assistant  Engineer,  15  March,  1865.     Honorably  discharged  20 
July,  1865. 
French,  James  S. 

Acting  Master,  29  August,  1861.     Acting  Volunteer  Lieutenant,  recommendation 
of'Commanding  Officer,  15  July,   1864.     Honorably  discharged  22  December, 
1865. 
French,  Jefferson  A. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  17  June,  1864. 

French,  John   A. 

Mate,  27  January,  1863.  Acting  Ensign,  31  August,  1863.  Acting  Master,  recom- 
mendation of  Commanding  Officer,  15  July,  1864.  Honorably  discharged  26 
November,  1865. 

French,  Matthew. 

Midshipman,  14  April,  1800.  Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act. 

French,  Oratns  S. 

Acting  Second  Assistant  Engineer,  8  January,  1864.  Honorably  discharged  20 
April,  1866. 

French,  R.  H. 

Mate,  5  June,  1863.    Appointment  revoked  (Sick,)  26  June,  1863. 

French,  Robert. 

Assistant  Surgeon,  16  January,  1808.    Resigned  28  April,  1809 
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French,  Robert  F. 

-Midshipiuiiii,  11  Juiu',  IHII.     l{csii;ne<|  18  January,  1815, 
French,  Thoiiiaxi. 

Acting  Chief  i;nf,Mneer,  1  October,  \SV,2.     Resigned  27  December,  1SG2. 

French,  Waller  S. 

Midshipiiiun,  '^'7  .Inly,  ISCC).     Gnuluuted   li  June,   1M71.      Knsi-'n    M  Julv   lH7-> 
Master,  2-2  A M<,Mist,  1S7(;.  "  -  •        *• 

French,  William  II. 

Gunner,  'Ji!  July,  18(51.     Died  liO  December,  1868. 
Fri<'k.  .lamcH. 

Mate,  ti  A  lull.  18(i3.     Dismissed  18  May,  1863 
Frick,  lioi'a<'e  F. 

As.sistant  KiiLcineer,  11  Miircli,  1875. 
Frick,  William,  Jr. 

Third  Assistant  Engineer,  2<;  June,  18.-,(;.     Second  Assistant  Engineer.  2  August, 
ISoO.     First  Assistant  Engineer,  (i  January,  18(;2.     Resigned  12  Ajiril,  1802. 
Fricl.  Patrick  II. 

Acting  Third  Assistant  Engineer,  8  March,  1804.     Honorably  discliarged  7  Sej.- 
tember,  18H5. 

Friele,  Daniel. 

Acting  Ensign,  5  October,  1864.     Honorably  discharged  30  October,  1865. 
Friell,  William  O. 

Mate,  3  November,  186.5.     Resigned  23  December,  186.5. 
Friend,  Joseph  T,, 

Midshipman,  27  October,  1841.     Passed  Midshipman,  10  August,  1847.     Died  18 
October,  1851. 
Fries,  Ura.  T. 

Mate,  G   April,  1864.     Acting  Ensign,  23  January,  1805.     Honorably  discharged 
30  July,  1808. 
Fries,  Frederick. 

Acting  Third  Assistant  Engineer,  21  November,  1803.     Resigned  18  May,  1864. 
Frisbie,  Charles  II. 

Acting  Ensign.  4  August,  1863.     Acting  Master,  5  September,  IV'Ol.     .Vcting  Vol- 
unteer Lieutenant,  2  .Tune,  1805.     Honorably  discharged  4  October,  lsO.5. 
Frisbie,  Fdgar  II. 

Mate,  23  June,  1863.     Acting  Ensign,  1   July,  1804.     Honorably  discharged   13 
December,  1865. 
Frisbie,  J.  T. 

Acting  Assistant  Surgeon,  21  November,  1801.     Appointment  revoked  28  Decim- 
ber,  1S(;:5. 

Frisby,  KdKiir. 

Professor,  11  June,  1878. 

Frlxelle,  Seymonr  C. 

Acting  Assistant  Paymaster,  9  December,  1861.     Dismissed  2  .\ugu8t,  1862. 
Frock,  John  E. 

Acting  Assistant  Paymaster,  14  December,  1864.     Honorably  discharged  24  Oct 
bcr,  1805. 
Frost,  Charles. 

Saihnaker.  7  January,  1SJ2.     Resigned  10  February,  1843. 
Frost,  Charles  T. 

Saihnaker,  10  August,  1848.    Warranted  0  November,  1851.     Lost  in  the"  I^rant. 
Last  intelligence  from  the  Ship,  18  September,  1860 

Frost,  €i.  W. 

Acting  Master,  26  August,  1861.     Honorably  discliarged  14  December.  1865. 

Frost,  John  A. 

IJoatswain.  1  January,  1839.     Died  20  October,  1842. 
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Frost,  John  N. 

Acting  Ensign,  26  July,  1864.     Honorably  discharged  12  October,  1865. 
Frost,  Joseph. 

Acting  Ensign,  10  September,  1862.     Resigned  27  June,  1865. 
Frost,  liCslie  I>. 

Assistant  Surgeon,  10  April,  1866.     Resigned  27  November,  1866. 
Frost,  BTathaiiiel. 

Chaplain,  5  October,  1844.     Died  in  New  York,  14  July,  1868. 

Frost,  P.  M. 

Mate.     Ajipointment  revoked  10  January,  1865. 

Frost,  lYilliam. 

Assistant  Surgeon,  date  not  known.     Discharged  14  July,  1801,  under  Peace  Estab- 
lishment Act. 
Frost,  William. 

Mate,  6  February,  1862.     Resigned  20  ./une,  1863. 

Frost,  William  C. 

Mate,  19  December,  1863.  Acting  Ensign,*29  November,  1864.  Honorably  dis- 
charged 4  November,  1865. 

Frost,  Woodbury  G. 

Acting  Assistant   Surgeon,  4  June,  1864.    Honorably  discharged  6  November, 
1865. 
Frothingham,  Fdward. 

Acting  Assistant  Surgeon,  25  April,  1866.  Assistant  Surgeon,  23  May,  1866. 
Lost  in  the  "  Oneida,''  24  January,  1870. 

Fry,  Henry. 

Purser,  27  February,  1813.  Last  appearance  on  Records  of  Navy  Department, 
1816.     Furloughed. 

Fry,  Joseph. 

Midshipman,  15  September,  1841.    Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.    Resigned  1  February,. 
1861. 
Fry,  Pearson  L,. 

Acting  Third  Assistant  Engineer,  14  November,  1862.  Acting  Second  Assistant 
Engineer,  22  November,  1863.  Acting  First  Assistant  Engineer,  9  September, 
18G4.     Resigned  28  February,  1865. 

Fugitt,  William  B. 

Sailmaker,  29  January,  1848.  Warranted  17  July,  1850.  Died  in  New  York,  28 
March,  1860. 

Fuhr,  Isaae  H. 

Acting  Third  Assistant  Engineer,  12  April,  1864.  Honorably  discharged  1  Sep- 
tember, 1865. 

Fulcher,  John  H. 

Acting  Third  Assistant  Engineer,  28  August,  1863.  Honorably  discharged  17 
October,  1865. 

Full,  John   S. 

Mate,  1  October,   1862.     Acting  Ensign,  12  February,  1864.     Appomtment  re- 
voked 3  June,  1864. 
Fullam,  William  F. 

Cadet  Midshipman,  24  September,  1873.     Graduated  18  June,  1879. 

Fuller,  Aug.  H. 

Mate,  25  January,  1862.  Acting  Ensign,  5  September,  1864.  Honorably  dis- 
charged 19  September,  1865. 

Fuller,  Charles  M. 

Mate,  10  January,  1863.  Acting  Ensign,  16  February,  1864.  Honorably  dis- 
charged  5  September,  1865 
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Fnller,  Dnrins  N. 

Acting  Third  Assistant  Engineer,  4  October,  18C4.     IIononiMy  discharged  17 
July,  ISM. 
Fiillrr/Fdwaird  €. 

.Mi. Islii|.iii;in,  27  September,  1870.     Graduated  1  Juno,  1^71.     Kr-Higned  9  Septp-- 

Ikt,  1.S74. 

Fiillor,  CioorKO  K. 

A<  ting  riiiid  Assistant  Engineer,  20  June,  18C2.     Dismissed  11  September,  1802. 
Fuller,  <«oorjfc  W. 

Mate,  'M  O(tol>er,  1868.     Resigned  30  May,  18G5. 
Fuller,  Henry  C 

Matf.  'Jy  .1  lily.  18(»2.    Honorably  discharged  23  November,  1868.    Mate,  4  February, 
1S70.     In  Service. 
Fuller,  Ielial»o<l  €. 

Acting  Knsi<,Mi,  20  September,  18C4.     Honorably  discharged  30  September,  1805. 
Fuller,  James. 

Miilshipnian,  15  November,  1809.     Resigned  24  August,  1810. 
Fuller,  John. 

Arting  Master,  10  September,  1801.     Resigned  C  February,  1803. 
Fuller.  John. 

Mate,  8  ,luly,  1804.     Resigned  9  June,  1805. 
Fuller,  John  J.,  Jr. 

Mate,  21  September,  1804.     Resigned  22  May,  1865. 
Fuller,  Walter. 

Acting  A^ssistaut  Paymaster,  9  October,  1803.     Discharged  29  January,  1866. 
Fuller,  IVilliam  A. 

Acting  Tliird  Assistant  Engineer,  23  March,  1804.     Honorably  discharged  18  De- 
cember, 1805. 
Fuller,  William  II. 

Tliird  Assistant  Engineer,  23  May,  1801.     Resigned  10  November,  1801. 

Fuller,  Zaelieus  R. 

CarpeutLT,  12  April,  1815.     Dismissed  30  June,  1829. 

Fulmer,  David  I»I. 

Third  Assistant  Engineer,  4  May,  1863.  Second  Assistant  Engineer,  28  Septem- 
ber, 1804.     Passed  Assistant  Engineer,  8  December,  1872. 

Fulton,  Albert  H. 

Third  Assistant  Engineer,  0  January,  1802.     Second  Assistant  Engineer,  1  Octo- 
ber, 1803.     Resigned  25  April,  1804. 
Fulton,  George  W. 

Acting  First  Assistant  Engineer,  1  October,  1802.  Honorably  discharged  4  No- 
vemmber,  1805. 

Fulton,  James. 

Purser,  20  November,  1858.     Pay  Inspector,  3  March,  1871.     Pay  Director,  28 

August,  1870. 

Fulton,  James  R. 

Acting  Chief  Engineer,  1  October,  1802.    Honorably  discharged  15  Januar}',  1807. 

Fulton,  Thomas  C. 

Acting  First  Assistant  Engineer,  1801.     Resigne<l  31  October,  1802. 

Funek,  John  Jl. 

Midshipman,  5  May,  1800.     Killed  in  action  25  October,  1812. 

Furher,  E€lwar<l  ii. 

Acting  Midsliipnian,  2  October,  1S54.  >Iidshi])man.  1 1  June.  18.'>8.  Resigned  2.1 
August,  1800.  Mate,  16  January,  1802.  Acting  Master,  11  April,  1&02.  Hon- 
orably discharged  21  January,  1800. 
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Farbnsh,  Frederick. 

Mate,  27  May,  1862.     Acting  Ensign,  25  July,  1863. 
Fiirch,  William. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  30 
November,  1865. 

Furey,  Jolin. 

Acting  Assistant  Paymaster,  6  October,  1863.     Passed  Assistant  Paymaster,  23 
July,  1866.     Paymaster,  24  October,  1871. 
Furlong,  Joscpli. 

Acting  Gunner,  31  March,  1863.     Honorably  discharged  13  May,  1865. 
Furniss,  Hartnian  K. 

Acting  Master,  18  July,  1861.  Acting  Volunteer  Lieuteaant,  for  gallant  conduct, 
11  November,  1861.     Dismissed  12  September,  1863. 

Furnish,  I^eon. 

Acting  Assistant  Paymaster,  1  July,  1863.     Resigned  13  October,  1863. 

Fnssell,  liinneas. 

Acting  Assistant  Surgeon,  1  March,  1865.  Acting  Passed  Assistant  Surgeon,  29 
July,  1868.     Resigned  3  September,  1874. 

Fyffe,  Joseph  P. 

Midshipman,  9  September,  1847.  Passed  Midshipman,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Retired  list,  3  June,  1865. 
Lieutenant-Commander  from  16  July,  1862.  Commander,  2  December,  1867. 
Captain,  13  January,  1879. 

Oabrielson,  Fric. 

Mate,  13  December,  1861.    Acting  Ensign,  20  May,  1863.    Honorably  discharged 
30  September,  1865. 
Gadsden,  Christopher,  Jr. 

Midshipman,  22  February,  1799.  Lieutenant,  12  January,  1807.  Commander,  10 
July,  1812.     Died  28  August,  1812. 

Gadsden,  Thomas. 

Purser,  21  July,  1840.'    Resigned  31  March,  1843. 

Gaedicke,  H.  J. 

Midshipman,  19  August,  1823.     Died  17  December,  1829. 

Gage,  George  S. 

Mate,  6  March,  1865.    Honorably  discharged  2  October,  1865. 

Gage,  Howard. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 

Gage,  liemuel. 

Acting  Master,  10  October,  1861.     Dismissed  8  May,  1862. 

Gager,  E.  V. 

Acting  Master,  17  May,  1861.     Resigned  8  July,  1862. 

Gagg,  William. 

Acting  Third  Assistant  Engineer,  16  February,  1865.     Resigned  15  June,  1865. 

Gaillard,  Augustin. 

Midshipman,  30  November,  1814.     Resigned  16  June,  1815. 

Gaillard,  I>.  S. 

Midshipman,  1  February,  1815.     Resigned  25  August,  1815. 

Gaillard,  Samuel. 

Midshipman,  10  May,  1820.     Resigned  28  January,  1823. 

Gaines,  James  H. 

Assistant  Surgeon,  20  December,  1873.     Passed  Assistant  Surgeon,  15  June,  1877. 

Gainsford,  Charles. 

Mate,  5  June,  1862.     Died  29  May,  1880. 
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Gairy,  George. 

Acting  Knsi-,'!!,  28  October,  1863.     Appointment  revoked  (Sick,)  10  January  1805 
Galbraith,  William. 

Actiiit,'yfcon(l  Assistant  Engineer,  12  June,  180:{.     Honorably  clischargecl  8  Xo- 

veniUr,  ISG.I. 

Galo,  Goorge  \% . 

Acting  Assistant  Surgeon,  1 'J  April,    18(52.     Acting  Pusscl   Assistant  >urgf<.n  "i 
July,  1865.     Honorably  discharged  29  June,  1H«». 
Gale,  John. 

Midshipman,  19  October,  1841.     Dismissed  9  September,  1848. 
Gale,  William. 

Acting  Assistant  Surgeon,  18  October,  1802.     Acting  Passed  Assistant  Surgeon,  13 
June,  l«(j.j.     Honorably  discharged  2  August,  1868. 
Gale,  William  A. 

Acting  Assistant  Paymaster,  25  April,  1805.     Discharged  12  October,  1865. 
Galiiido,  Kdward  A. 

M:Ue,  5  March,  18f)2.     Resigned  15  March,  1865. 
Gallagher,  JameH. 

Mate,  8  February,  18C2.     Dismissed  22  January,  1863. 
Gallagher,  Jame!^  G. 

Sailmaker,  27  November,  1829.     Died  at  the  Naval  Hospital,  Chelsea,  Massachu- 
setts, 8  March,  1865. 
Gallagher,  John. 

Master,  16  January,  1809.     Lieutenant,  24  July,  1813.     Commander.  2  March,  1825. 
Captain,  22  December,  1835.     Died  1  November,  1842. 
Gallagher,  John. 

Third  Assistant  Engineer,  21  January,  1842.     Second  Assistant  Engmcer  22  Janu- 
ary, 1846.     Resigned  17  February,  1847. 
Gallagher,  John   L,. 

Acting  Chief  Engineer,  24  February,  1804.     Dismissed  6  July,  1804. 
Gallagher,  Joseph  P. 

Acting  Ensign,  2  November,  1863.     Honorably  discharged  15  May,  1865. 
Gallagher,  L<ai«renee. 

Boatswain,  15  November,  1828.     Died  at  Naval  Hospital,  New  York   3  December 
1861. 
Gallagher,  I^awrenee  B. 

Mate,  12  February,  1870. 
Gallagher,  William  F. 

Acting  Third  Assistant  Engineer,  5  January,  1865.     Resigned  7  November,  1865. 
Gallaher,  Benjamin  F. 

Purser,  15  July,  1852.     Dismissed  22  August,  1862. 
Gallgher,  Darin»  F. 

Acting  Thirtl  .Vssistant  Engineer,  5  November,  1862.     Dismissed  15  July,  1863. 
GalliHlian,  CharleH  A. 

Acting  Ensign,  20  January,  1865.     Deserted  22  May,  1860. 
Gallonp,  John  Ij. 

Male,  23  December,  1863.     Resigned  2  August,  1866. 
Galloway,  CharleH  D. 

.Miil~li4)man,  22  Sejjtember,  18<'»'>.     Graduated  6  June,  1871.     Ensign,  14  July, 
1^7.!.     .Master,  II  December,  1875. 
Galloway.   John. 

Mi.lsliipnian,  28  February,  1799.     Died  23  September,  1804. 

Galloway.  ThoinaH. 

Acting  Third  Assistant  Engineer,  24  September,  1H02.     .\cting  Second  Assistant 
Engineer,  14  January,  1863.     Honorably  discharged  1  May,  ISOO. 
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Gait,  Francis  !L. 

Assistant  Surgeon,  3  October,  1855.    Passed  Assistant  Surgeon,  4  May,  1860.     Re- 
signed 20  March,  1861. 
Gait,  Robert  \V. 

Assistant  Engineer,  13  October,  1871.     Passed  Assistant  Engineer,  24  February, 
1879. 
Gait,  Rogers  H. 

Midsliipman,  20  June,  1868.     Graduated  1  June,  1872.     Ensign,   15  July,  1873. 
Master,  11  December,  1877. 
Gait,  William  W. 

Assistant  Paymaster,  25  January,  1878. 
GalTen,  John. 

Lieutenant,  3  June,  1800.  Discharged  18  June,  1801,  under  Peace  Establishment 
Act. 

Gamble,  Fras.  B. 

Midshipman,  18  May,  1809.     Lieutenant,  19  December,  1814.    Died  39  September, 
1824. 
Gamble,  John  li. 

Acting  Ensign,  2  August,  1862.     Acting  Master,  favorable  report  of  services,  24 
February,  1864.     Honorably  discharged  11  April,  18G6. 
Gamble,  John  M. 

Midshipman,  16  January,  1809.     Ajipointed  Second  Lieutenant  Marine  Corps,  16 
January,  1809.    First  Lieutenant,  5  March,  1811.    Captain,  18  June,  1814.    Major 
by  Brevet,  18  April,  1816.    Major,  1  July,  1834.    Lieutenant-Colonel,  by  Brevet,  3 
March,  1827.     Died  11  September,  1836. 
Gamble,  Joseph  G. 

Master,  19  March,  1812.     Dismissed  5  January,  1814. 
Gamble,  Peter. 

Midshipman,  16  January,  1809.  Lieutenant,  17  March,  1814.  Killed  in  action  11 
September,  1814. 

Gamble,  Robert  M. 

Midshipman,  9  May,  1803.     Lieutenant,  21  February,  1809.     Last  aj^pearance  on 
Records  of  Navy  Department,  28  August,  1811. 
Gamble,  Thomas. 

Midshipman,  3  April,  1804.     Lieutenant,  37  April,  1810.     Commander,  37  April, 
1816.     Died  10  October,  1818. 
Gamble,  William  H. 

Third  Assistant  Engineer,  8  July,  1863.     Died  26  August,  1862. 
Gamble,  William  M. 

Midshipman,  1  March,  1841.  Passed  Midshipman,  1  August,  1847.  Master,  14 
September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander,  16 
July,  1862.     Retired  26  April,  1866.     Commander  on  Retired  list,  4  April,  1867. 

Gamble,  W.  P. 

Midshipman,  10  October,  1832.     Died  3  September,  1838. 
Gambrill,  Amos  G. 

Assistant  Surgeon,  10  June,  1829.    Passed  Assistant  Surgeon,  3  March,  1835.    Sur- 
geon, 20  February,  1838.     Died  13  February,  1854. 
Game,  Mark. 

Carpenter,  20  November,  1799.     Discharged  35  May,  1801. 

Gammon,  Thomas  B. 

Mate.    Resigned  13  September,  1863.    Mate,  26  April,  1870.    Resigned  28  March, 
1871. 
GanseTOort,  Gnert. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  28  April,  1832.  Lieutenant,  8 
March,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862.  Re- 
tired list,  28  January,  1867.     Commodore,  Retired  list.     Died  15  July,  1868. 
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GanHcroort,  Iliinii. 

Midshipiiiiiii,  8  May,  182.'?.     Paiwtcl  Mi(lshij)man,  28  June,  1838.     Lieutenant,  27 
Ftl)ruary,  IM'J.     host  in  the  "  (iramputr  March,  1843. 
CiiaiiMovoort,  P.  Ij. 

Mi-Lshipiiian,  1  Jiiiic,  1828.     Dn.wiud  7  Munli.  1.S32. 
CiaiiN4>voort,  Staiiwix. 

Miiiahiinuan,  6  November,  is  11.     liesigned  U  r)ctf>ber,  1847. 
Gaiift,  Iteiijauiin  S. 

Midsliipinan,  10  June,   1834.      Passed   Midhhipnjan,   10  July,   1840.     blaster,  20 
August,  1840.     Lieutenant,  25  February,  1847.     Died  12  March.  IhTt'i. 
Ganft,  Jo^epli. 

Midsliipniaii,  18  June,  1799.     Discharged   18  June,  1801,  under  Peace  Establish- 
luent  Act. 
Ganft,  Ricliar<l. 

Midsliipnuin,  ID  July,  1799.     Lost  in  the  "Insurgent.'" 
Garebodian,  II.  Paul. 

Acting   Tiiird   Assistant  Engineer,   G  August,   1804.     Honorably  discharged  19 
August,  1805. 
Gardiner,  A.  F. 

Acting  Third  Assistant  Engineer,  1  October,  1802.     Dismissed  13  October,  1864. 
Gardiner,  Charles  A. 

Acting  Assistant  Paymaster,  20  August,  1802.    Honorably  discharL'<<l  7  Sci.it  !nl>fr. 
IsiJo. 
Gardiner,  £ben  G. 

Acting  Third  Assistant  Engineer,  25  June,  1802.     Appointment  revoked  (Sick.) 
31  July,  1803. 
Gardiner,  Ilenr^'  R. 

M;itc,  29  September,  18G4.     Honorably  discharged  3  October,  180.5. 
Gardiner,  Robert  M. 

Acting  First  Assistant  Engineer,  24  August,  1803.     Resigned  3  November.  1803. 
Gar<Iner,  A.  S. 

Acting  Master,  20  August,  1801.     Dismissed  13  July,  1805. 
Gardner,  diaries  F. 

Acting  Assistant  Paymaster,  18  August,  1804.    Honorablv  discharged  9  September, 
1805. 
Gardner,  Fdward  C. 

blaster,  18  August,  1812.     Dismissed  as  Supernumerary,  0  March,  1813. 
Gar<iner,  FraneiH. 

Gunner,  7  September,  1832.     Died  1  May,  1835. 
Gardner,  Frank   P. 

Mate,  1802.     Died  25  March,  1802. 
Gardner,  F.  W. 

Acting  Assistant  Paymaster,  17  February,  1803.     Resigned  12  November,  1864. 
Gardner,  Gilbert. 

Master,  15  December,  1817.     Resigned  1  February',  1822. 
Gar«lner,  JaineH  F. 

Assistant  Surgeon,  3  July,  1870.     Passed  Assistant  Surgeon.  7  August,  1S80. 
Gardner,  James  W. 

Mate,  21  Sei)teniber,  1803.     Honorably  discharged  0  July,  1805. 
Gar«lner,  John  M. 

Midshipman.  1    >Liy,   1799.     Lieutenant,  19  January.  I"*'^?      <''>nimander,  4   Feb- 
ruary, 1815.     Died  1  September,  1815. 
Gardner,  John  M. 

Midsliii)nian,   1  June,  1820.     Passed   Midshipman,   18  April,   1832.     Lieutenant,  '■ 
March,  1837.     Died  27  November,  1847. 

18 
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Gardner,  John  Wesley. 

Tbiixl  Assistaut  Eugineer,  21  Ai)ril,  1803.     Second  Assistant  Engineer,  28  Septem- 
ber, 18()4.     Passed  Assistant  Engineer,  31  December,  1872. 
Oardner,  liafayette. 

Acting  Ensign,  22  June,  1863.     Honorably  discharged  26  July,  1865. 

Gardner,  Sanmel  H. 

Mate,  16  November,  1864.     Discharged  24  August,  1865. 

Gardner,  Tlionias  C 

Assistant  Surgeon,  10  December,  1814.     Last  appearance  on  Records  of  Navy 
Department,  1820.     Died  in  New  York. 
Gardner,  Thomas  M. 

Acting  Master,  13  June,  1861.    Master,  12  March,  1868.    Lieutenant.  18  December,, 
1868.     Lieutenant-Commander,  2  February,  1878. 
Gardner,  Walter. 

Midshipman,  6  December,  1814.     Resigned  16  July,  1817. 

Gardner,  Walter. 

Midshipman,  1  January,  1818.     Died  21  February,  1820. 

Gardner,  William  H. 

Midshipman,  6  December,  1814.     Lieutenant,  13  January,  1825.     Commander,  8 
^  September,  1841.     Captain,  14  September,  1855.     Commodore  on  Retired  list, 

16  July,  1862.     Died  19  December,  1870. 
Gardner,  William  Ross. 

Midshipman,  29  December  ,1831.    Passed  Midshipman,  15  June,  1837.    Lieutenant, 
8  September,  1841.     Died  22  April,  1857. 

Garfield,  Walter  II. 

Acting  Master,  4  October,  1861.     Acting  Volunteer  Lieutenant,  recommendation 
of  Rear-Admiral  Dahlgren,  25  May,  1864.     Honorably  discharged  4  August,. 
1867. 
Garland,  Hudson  M. 

Midshipman,  20  November,  1848.     Passed  Midshipman,  12  June,  1855.     Master,, 
16  September,  1855.     Lieutenant.  17  October,  1856.     Died  26  February,  1861. 

Garliek,  George  W. 

Mate,  1  October,  1862.     Acting  Ensign,  5  August,  1863.     Resigned  (Sick,)  28 
January,  1865. 

Garliek,  John. 

Midshipman,  26  July,  1799.     Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 

Garner,  John  M. 

Acting  Assistant  Surgeon,  2  February,  1863.     Acting  Passed  Assistant  Surgeon^ 
18  May,  1865.     Honorably  discharged  10  October,  1865. 

Garnett,  Algernon  S. 

Assistant  Surgeon,  16  May,  1857.     Dismissed  10  May,  1861. 

Garnett,  A.  Y.  P. 

Assistant  Surgeon,  8  September,  1841.     Resigned  21  October,  1850. 

Garnett,  James. 

Acting  Assistant  Paymaster,  28  August,  1863.    Resigned  19  January,  1865. 

Garner,  John  C 

Acting  Third  Assistant  Engineer,  19  September,  1863.     Resigned  27  April,  1865. 

Garrard,  William,  Jr. 

Midshipman,  1  January,  1808.     Last  appearance  on  Records  of  Navy  Department, 
12  June,  1809. 

Garrecht,  William  H. 

Acting  Third  Assistant  Engineer,  18  October,  1864.     Honorably  discharged  a 
September,  1865. 
Garretson,  Isaac. 

Purser,  25  April,  1812.     Died  30  January,  1830. 
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(jiurriKau,  Micliaol. 

Art  iii^  Thinl  Assistant  Kngineor,  15   February,  1^(55.     Honorably  clischarf^td 
October,  1S05. 
(■arriHoii,  iivorfi*^  W. 

.Mate,  IS  NovembiT,  laOl.     lU-sij^iu'd  :{  May,   18<!'J.     Acting   KnKign.   '2.1  .liiiman, 
lS(i:i     Acting  Master,  1  September,  1804.     Appointment  revoked  18  .lanimr^-, 
18(iti. 
(liiirriMon,  J.  1'. 

Assistant  Surgeon,  22  December,  1«12.     Died  lb  November,  1«20. 
CiarriMOii,  Samuel. 

Midsliipmaii,  1 1  .lanuary,  1832.     Cashiered  20  October,  1831. 
CjiarriMon,  M'illiaiu  II. 

Acting  Tliird  Assistant  Engineer,  7  Sejjtcmber,  18G4.     Honorably  <lischargc<l  29 
November,  18G5. 
GarMt,  Perry. 

Midshipman,  28  July,  1863.     Graduated  2  July,  1868.     Ensign,  19  April,  1809. 
Master,  12  July,  1870.     Lieutenant,  5  April,  1874. 
Ciarlhwaite,  Georpe  W. 

Acting  Assistant  Paymaster,  10  June,  1864.     Drowned  on  ".S'rt*tan«,"  r)  April, 
1865. 
CjiartH,  Peter. 

Purser,  29  August,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Ciarvin.  Iteiijaniin  F. 

Third  A.-sistant  Engineer,  29  March,  1847.     Second  Assistant  f'ngineer,  31  Octo- 
ber, 1848.     First  Assistant   Engineer,  26  February,   1851.     Chief  Engineer,   II 
May,  1858. 
Garvin,  John. 

Midshipman,  22  July,   1865.     Graduated  4  June,  1869.     Ensign,   12  Julv,   1870. 
Master,  12  July,  1871.     Lieutenant,  3  October,  1874. 
Garvin.  Mieliael  F. 

Acting  Assistant  Surgeon,  11  September,  1863.    Appointment  revolced  17  October, 
1863. 
GaKkill,  Vineent  H. 

Acting  Assistant  Surgeon,  19  February,  1864.     Resigned  18  May,  1865. 
GatxkinH,  DMrej'  M. 

Mate.  21  March,  1862.  Acting  Ensign,  2  May,  1864.  Honorably  discharged  30 
DcccmV)er,  1865. 

GaHkinM  John. 

Ciuiincr,  20  April,  1857. 
GaHHa^a}.,  John. 

Midshipman,  16  January,  1809.     Appointed  Second  Lieutenant  Marine  Coqis,  18 
.lune,  1810.     Resigned  29  December,  1810. 
GaHHOMay.  Flniore  S. 

.Mate.  10  Sei)tember,  1864.     Honorably  discharged  26  October,  1865. 
GafeM.  George  li. 

.Vctiug  Third  Assistant  Engineer,  10  October,  1866.  Third  Assistant  Engineer.  . 
June,  1868.  Second  Assistant  Engineer,  2  June,  1869.  Passed  Assistant  Engi- 
neer. 29  October,  1874. 

Gates.  JanieM  .4.        « 

Gunnir,  26   December,   isriT..      Warrantrd   21    "NTircli.    l^.'.T.     Dictl   1.'^   DccemlK  r. 
1857. 
Gates,  V.  Brnee. 

Mate,  25  .luly,  1864.     Dismissed  29  December,  18G4. 
Gatewood,  James  I>. 

Assistant  Surgeon,  6  Julv,  IsyO.  . 
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Gatewood,  Rieliard. 

Purser,  10  January,  1S12.     Last  appearance  on  Records  of  Navy  Department, 
Gate^oocl,  Richard. 

Cadet  Engineer,  15  September,  1875.     Graduated  10  June,  1879. 
Gaul,  Andrew  K. 

Acting  First  Assistant  Engineer,  27  July,  1863.     Honorably  discharged  7  August, 
1865. 
Gaul,  William. 

Acting  Third  Assistant  Engineer,  30  December,  1863.     Reduced  to  Fireman,  14 
Noveml;er,  1864. 

Gaiilt,   John. 

Midshipman,  16  January,  1799.     Resigned  23  January,  1799. 
Ganlt,  John. 

Midshipman,  19  March,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Ganntt,  Charles. 

Midshipman,   1  September,  1811.      Lieutenant,  5  March,  1817.      Commander,  9 
February,  1837.     Captain,  24  February,  1847.     Died  at  New  Brunswick,  Ne-'V 
Jersey,  21  August,  1855. 
Gantier,  Thomas  !¥. 

Lieutenant,  15  February,  1800.     Discharged  20  October,  1801,  under  Peace  Estab- 
lishment Act. 

Gantier,  Thomas  '^. 

Master,  4  August,  1807.    Resigned  25  November,  1814. 
GaTagan,  Thomas. 

Acting  Third  Assistant  Engineer,  16  May,  1863.     Acting  Second  Assistant  Engi- 
neer, 2  February,  1865.     Honorably  discharged  9  August,  1865. 

GaTaret,  Flmile. 

Acting  Assistant  Surgeon,  1  October,  1862.     Honorably  discharged  21  October, 
1865. 

Gay,  Charles  W. 

Midshipman,  27  October,  1818.     Resigned  11  April,  1828. 

Gay,  Edward. 

Third  Assistant  Engineer,  24  August,  1861.     Second  Assistant  Engineer,  21  April, 
1863.     Died  19  January,  1870. 

Gay,  George  W. 

Midshipman,  1  April,  1828.     Dismissed  28  November,  1828. 

Gay,  James  W. 

Acting  Ensign,  14  July,  1863.     Appointment  revoked  19  November,  1863. 

Gay,  Jesse. 

First  Assistant  Engineer,  20  February,  1847.     Chief  Engineer,  31  October,  1848. 
Resigned  22  October,  1859. 

Gay,  John. 

Carpenter,  1  September,  1803.     Last  appearance  on  Records  of  Navy  Department. 

Gay,  Thomas  S. 

Mate,  30  March,  1864.     Acting  Ensign,  27  October,  1864.     Honorably  discharged 
4  November,  1868.     Sailmaker,  6  December,  1871.     Resigned  3  March,  1873. 

Gaj',  Timothy. 

Midshipman,  6  June,  1815.     Last  appearance  on  Records  of  Navy  Department, 
1821.     Ship '■'■  Independence." 

Gayle,  John  H. 

Mate,  20  May,  1864.     Resigned  4  October,  1864. 

Gayle,  Richard  H. 

Midshipman,  13  October,  1848.     Resigned  27  June,  1853. 

Gaylor,  Charles  H. 

Mate,  10  December,  1863.     Acting  Ensign,  23  November,  1864.    Resigned  15  May, 
1865. 
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Gajlord,  ClinrloH. 

Actiiii,'  Assistant  Surgeon,  10  August,  1864.     Honorably  tlischargrri  ii  May,  1800. 
GiiyriiiK,  I>iivl<l. 

Aitiiiix  Second  Assistant  Engineer,  12  October,  1803.     Honorably  diHcbargcd  15 

SwiiltMiilicr,  ISCO. 

Gcarin{2:,  Iloiiry  C 

Mitlshipman,  13  June,  1872.     Graduated  20  June,  1S7C.     Ensign,  25  November, 
1877. 
Geary,  Alexander  M. 

Attiiifj  Second  Assistant  Engineer,  1  February,  1864.     Honorably  discharged  22 
N(ivcml)er,  1805. 
Geary,  Aiiion  If. 

Mate,  20  January,  18G3.     Dismissed. 
GeddeN,  €.  Wri{[:lit. 

Third  Assistant  Enj^incer,   15  November,  1847.     Second  Assistant  Engineer,  11 
January,  1849.     First  Assistant  Engineer,  20  February,  1851.     Hesigiie<l  5  Sep- 
tember, 1855.     Re-appointed  Second  Assistant  Engineer,  27  August,  1859.     De- 
clined appointment  31  August,  1859. 
GeddeM,  Georj^e  II. 

Midshipman,  14  October,  1799.     Lieutenant,  28  April,  1809.     Resigned  24  Janu- 
ary, 1811. 
Geddis,  George  IVilliaui. 

Third  Assistant  Engineer,  8  July,  1862.     Resigned  9  March,  1804. 
Geddes,  Henry. 

Captain,  24  September,  1799.     Discharged  11  April,  1801.  under  Peace  Establish- 
ment Act. 
GeddeM,  Henr.y,  Jr. 

Midshipinan,  10  January,  1809.    Last  appearance  on  Records  of  Navy  Department, 
15  March,  1809. 
GeddiK,  Henry,  Jr. 

Midshipman,  30  April,  1800.    Discharged  13  October,  1801,  under  Peace  Estab- 
lishment Act. 

Gedney,  Jonathan. 

Carpenter,  1  August,  1809.     Last  appearance  on  Records  of  Navy  Department,  18 
December,  1815. 
Gedney,  TlioniaN  R. 

Miilsliipnian,  4  March,  1815.     Lieutenanti,  13  Januarv,  1825.     Commander,  8  Sep- 
tember. 1841.     Died  30  November,  1857. 
<aee,  Sainiiel. 

Mate,  13  November,  1809. 
Geer,  Abrani. 

Acting  Third  Assistant  Engineer,  14  April,  1804.     Honorably  discharged  10  Julv, 
1800. 
Geer,  Georfje  S. 

Acting  Third  Assistant  Engineer,  19  January,  1803.     Acting  Second  Assistant 
Engineer,  0  June,  1804.     Honorably  discharged  1  December,  1805. 
Geer,  S'inbael. 

Acting  Third  Assistant  Engineer,  31   January,  1805.     Honorably  discharged   15 
February,  ISIOO. 
GeiMini^er,   l>avid. 

Miilshi|)Miiui,  15  November,  1809.     Lieutenant.  0  December,  1814.     Commander. 
11    March,   1839.     Captain,   34    Mav,  183S.     Reserved   list.  13  Septcmlwr,  IS.T 
Died  5  March,  1800. 
Gelatt,  JoHepli  K. 

Acting  Ensign,  10  December,  1803.     Acting  Master,  recommendation  of  Com- 
manding Officer,  10  Ajirii,  1804.     Honorably  discharged  1  November,  18C5. 
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Oeiiet,  Charles^  Kdiunnd. 

Midsliijjman,  22  February,  1841.     Dissmised  13  February,  1850. 
Greutlier,  Naniiiel. 

Acting  Second  Assistant  Engineer,  1  August,  1862.     Acting  First  Assistant  Engi- 
neer, 12  November,  1862.     Dismissed  3  February,  1865. 
Georgo,  Enoch. 

Acting  Second  Assistant  Engineer,  18  August,  1864.     Honorably  discharged  22 
September,  1865. 
George,  F.  A.  R. 

Third  Assistant  Engineer,  11  April,  1859.     Resigned  13  August,  1862.     Acting 
Second  Assistant  Engineer,  11  December,  1862.     Acting  First  Assistant  Engi- 
neer, 7  January,  1863.     Dismissed  8  June,  1864. 
Geogliegaii,  John. 

Master,  16  September,  1813.     Discharged  15  April,  1815. 

Geoltz,  liewis. 

Mate,  7  October,  1863.     Acting  Ensign,  17  March,  1865.     Honorably  discharged  8 
October,  1868. 
Gerniaiii,  Charles. 

Acting  Master,  17  May,  1861.     Resigned  23  June,  1863. 

Geruiaiu,  George. 

Acting  Third  Assistant  Engineer,  21   October,  1862.     Resigned.   (Sick,)  13  Feb- 
ruary, 1865. 

Germain,  John. 

Acting  First  Assistant  Engineer,  21   October,  1862.     Acting  Chief  Engineer,  19 
January,  1863.     Honorably  discharged  2  December,  1866. 

German,  James  B. 

Acting  Third  Assistant  Engineer,  31  August,  1863.    Resigned  16  Novemljer,  1864. 

German,  iLewis. 

Midshipman,  15  November,  1809.    Lieutenant,  24  July,  1813.    Died  12  April,  1819, 

Geronld,  M.  li. 

Acting  Assistant  Surgeon,  22  September,  1863.     Honorably  discharged  7  Decem- 
ber, 1865. 
Gerrand,  Henry. 

Acting  Assistant  Paymaster,  1  July,  1862.     Assistant  Paymaster,  27  February, 
1867.     Passed  Assistant  Paymaster,  26  August,  1868.     Died  8  July,  1872. 

Gerrans,  Charles. 

Acting  Third  Assistant  Engineer,  18  November,  1863.     Acting  Second  Assistant 
Engineer,  28  May,  1864.     Honorably  discharged  25  November,  1865. 

Gerrard,  George. 

Acting  Ensign,  6  January,  1863.    Honorably  discharged  2  December,  1865.    Acting 
Ensign,  12  March,  1867.     Resigned  29  May,  1867. 

Gerrish,  David  F. 

Acting  Assistant  Engineer,  25  November,  1863.    Honorably  discharged  26  August, 
1865 

Gerrish,  Francis. 

Assistant  Surgeon,  10  December,  1814.     Died  12  April,  1819. 

Gerry,  Charles  M.  S. 

Acting  Third  Assistant  Engineer,  30  January,  1864.     Honorably  discharged  28 
September,  1865. 

Gerry,  James  T. 

Midshipman,  20  December,  1815.     Lieutenant,  28  April,  1826.     Commander,   17 
April,  1842.     Lost  on  the  ''Albany,''  28  September,  1854. 

Gerry,  Martin  H. 

Acting  Third  Assistant  Engineer,  19  September,  1862.     Acting  Second  Assistant 
Engineer,  23  October,  1863.     Resigned  12  March,  1866. 
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Gerry,  OIlTor  II. 

Ciirpenter,  29  May,  1801.     ■\Varrnnted  11  Decemlur,  1801.     Died  at  8ca  on  board 
the  " //o^'/f^ijt."'  10  August.  1M(J7. 
Gerry,  Saniiiel  IC. 

2^Li>rLr,  17  January,  1809.    Lust  appearance  on  Recorda  of  Xuvy  Department,  1820. 
Gerry,  TlioiiiaiH  K. 

Mi<bliipin!iii,  G  December,  1814.     Hesignccl  27  August,  1833. 
Getty,  Koherf. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  21  August,  1803. 
Getty,  Kobert  II. 

Mi<lslupman,  IG  June,  1837.     Passed  Midshipman,  29  June,  1843.     Died  G  July, 
1S.I7. 
Get/.,  taeorge. 

Midsliiinnan,  1  January,  1812.     Resigned  5  February,  1814. 
GeiitMli,  Fei'<liiiaii4l  II. 

Midshipman,  22  .July,  1800.     Graduated  7  June,  1870.     Resigned  22  May,  1873. 
Glieeii,  Kdnard  Iliokuiaii. 

Aetini;  Midshi])nuin,  2r>   September.  1802.     Graduated   June.   18G7.     Engit'M.   1>^ 
Decendjor,  l.^cs.     Master.  21  March,  1870.     Lieutenant,  21  March.  I.s71. 
Gheradi,  Itanoroi't. 

Midshipman,  20  June,  1840.     Passed  ]Midsliipman,  8  June.  IH.'/i.     Master,  15  Sep- 
tember,  1855.      Lieutenant,    10   September,    1855.      Lieutenant-Cominander.    10 
July,  1802.     Commander,  25  July,  1800.     Captain,  9  November.  1871. 
Gibbon,  Frederick  H, 

Midshipnian.  I)  June,  1811.     Lieutenant,  1  April,  1818.     Died  3  December.  1825. 
Gibbon,  James. 

Midshipman,  20  June.  1799.     Lieutenant,  21  Januarv,  1807.     Died  in  December, 
isil. 

Gibi»oii,  liHrdiier. 

3Ii<isliipnKin.  22  December,  1837.     Passed  Midshipman,  29  June,  1843.     Master,  1" 
April,  1S51.     Lieutenant,  5  December,  1851.     Resigned  15  May,  1857. 
Giberson,  Charles  II. 

Assistant  Surgeon,  19  October,  1801.     Passed  Assistant  Surgeon,  24  April,  1865. 
Resigned  9  November.  1868. 
GiberMon,  Kobert  I> 

Acting  Third  Assistant  Engineer,  21   October,   1803.     Acting  Second  Assistant 
Engineer,   10    June,   1804.      Honorably  discharged  27   August,   18(J7.      Acting 
Second  Assistant  Engineer,  14  March,  1800.     Mustered  out  27  .Vugust,  1867. 
GibbH,  Albion  P. 

Acting    Ensign,   22   February,   1804,      Honorably  discharged   28  October.   ""■"' 
Mate,  21  January,  1870.     Appointment  revoked  30  October  1871. 
Gibbs,  Itenjaniiu  F. 

Assistant  Surgeon,  12  November,  1858.     Passed  Assistant  Surgeon,  22  May,  1862. 
Surgeon.  22  May,  1802.     Medical  Inspector,  17  March,  1870. 
GibbH,  CharleH  J. 

Acting  Master,  8  February,  1802.     Acting  Volunteer  Lieutenant,  good  8e^^•ice.  1 
Feliruary,  1804.     Ilonorably  discharged  5  January,  1800. 
GibbM,  George  T. 

Acting  Second  Assistant  Engineer,  27  July,  1804.     Honorably  discharged  3  No- 
vember, 1805. 
Gibbs,  Henry  Ij. 

Acting  Assistant  Surgeon,  2  February,  1864.     Resigned  3  June,  1805. 
Gibl>H,  John  ^V. 

Midshipman,  10  January,  1809.     Lieutenant,  9  December.  1814.     Resigned  20  Feb- 
ruarj-,  1816. 
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Cribbs,  Paul  C 

Acting  ]\Iaster,  15  April,  1863.     Resigned  5  October,  1863. 
Gibbs,  Tt'illiam  €. 

Acting  Master,  26  February,  1862.     Resigned  21  February,  1863. 
Gibbs,  William  R. 

Acting  Master,  26  December,  1861.     Appointment  revoked  25  July,  1864. 
Gibney,  James  C. 

Mate,  25  January,  1862.     Acting  Ensign,  21  July,   1862.     Resigned   13  October. 
1863. 
Gibsou,  Alexander. 

Midshipman,  4  July,  1822.  Passed  Midshij^man,  24  May,  1828.  Lieutenant.  28 
February,  1838.  Reserved  list,  13  September,  1855.  Commissioned  Commander 
on  Active  list,  14  September,  1855.  Captain  on  Retired  list,  4  April,  1867. 
Died  8  August,  1872. 

Gibson,  A.  J. 

Acting  Ensign,  Admiral  Farragut's  Staff,  28  August,  1864.     Resigned  14  April, 
1865. 
Gibson,  Edward  JK. 

Acting  Assistant  Paymaster,  4  June,  1862.     Discharged  24  June,  1865. 
Gibson,  James. 

Carpenter,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Gibson,  James. 

Acting  Third  Assistant  Engineer,  9  March,  1865.     Honorably  discharged  12  May, 
1865. 
Qibson,  John  I>. 

Purser,  8  June,  1840.     Retired  list,  10  December,  1867.     Died  3  September,  1869. 
Kibson,  John  J. 

Assistant  Surgeon,  4  July,  1860.    Surgeon,  22  September,  1863.    Died  19  February, 
1870. 
Uibson,  Otis  W. 

Acting  Assistant  Surgeon,  10  September,  1861.  Aj^pointmeut  revoked  2  Decem- 
ber, 1862. 

Kibson,  Thomas. 

Acting  Ensign,  24  February,  1863.     Acting  Master,  5  December,  1863.     Honorably 
discharged  21  October,  1865. 
Giibson,  Thomas  TV. 

Midshipman,  8  February,  1832.     Dismissed  30  April,  1835, 
fiibson,  William. 

Midshipman,  11  February,  1841.  Passed  Midshipman,  10  July,  1847.  Master,  14 
September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Retired  26  April,  .1867.  Commander  on  Retired  list,  27  April, 
1867.  Lieutemant-Commander,  Active  list,  13  December,  1878.  Commander, 
Active  list,  13  January,  1879. 
Sibson,  William  B. 

Assistant  Surgeon,  2  Novemljcr,  1861.     Died  8  November,  1862 
Sibson,  William  €. 

Entered  Volunteer,  Service,  15  December,  1862.     Ensign,  12  March,  1868.    Master, 
18  December,  1868.     Lieutenant,  21  March,  1870. 
Sibson,  William  H. 

Acting  Ensign,  16  November,  1863.     Resigned  27  March,  1865. 
Kiddeons,  William. 

Midshipman,  20  June,  1799.     Last  aj^pearance  on  Records  of  Navy  Department. 
biddings,  John  £. 

Acting  Master,  20  August,  1861.     Resigned  16  May,  1863.      Acting  Ensign,  3 
August,  1864.     Acting  ]\Iaster,  10  July,  1865.     Honorably  discharged  29  July, 
•     1865.     Acting  Master,  1  May,  1866.     Mustered  out  4  September,  18^68. 
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Gideon,  Caspar  P. 

Boiitswiiiii,  8  May,  1820.     Resigned  3  June,  1820. 
Gi<lcon,  Goor^^o,  Jr. 

Tliinl  Assistiiut  En-,'ineer,  31  October,  1848.  Second  Assistant  Engineer,  20  Feb- 
ruary, l^."il.  First  Assistant  Engineer,21  May,1853.  Chief  Engineer,  23  April, 
1859.     Died  10  .lune,  18G3. 

Giot,  GoorKC  W. 

Sailmakcr,  3  October,  1801.     Died  30  August,  1877. 
Giet,  John  N. 

Acting  Master,  23  September,  1801.     Kesigiied  (i  December,  ls(;2. 
Gifl'ord,  C'liarlos  P. 

Acting  Ensign,  3  Sc])tember.  1804.     Appointment  revoke«l  (Sick,)  24  April,  ISO."*. 
Gillbrd,  George  P. 

Mate.  25  February,  1804.  Ai)pointment  revoked  8  April,  180S.  Mate,  27  .lanuarv, 
1S70.     Resigned  9  September,  1870. 

Giflbrd,  John  1.. 

Acting  Ensign.  11  October,  1802.     Acting  Master,  faithful  manner  of  jierforming 
duties,   31    October,  1803.     Acting  Volunteer  Lieutenant,  recommendation  of 
Commanding  OHicer,  1  May,  1805.     Honorably  discharged  29  November.  1865. 
Gifibrd,  Robinnon. 

Acting  Ensign,  9  August,  1804.     Honorably  discharged  27  October,  1805. 
Gifl'ord,  R.  W. 

Acting  Assistant  Surgeon,  3  March,  1803.     Resigned  28  April,  1865. 
Giflord,  ThoniUH  II. 

Acting  Master,  10  June,  1801.     Dismissed  23  August,  1801. 
Gift,  George  W. 

Midshipman,  30  November,  1847.     Resigned  10  January,  1851. 
Gilion,  Albert  I^. 

Assistant  Surgeon,  2  May,  1855.     Passed  Assistant  Surgeon,  4  May,  1800.     Stir- 
gcon,  1  August,  1801.     Medical  Inspector,  7  November,  1872.     Medical  Direc- 
tor, 20  August,  1879. 
Gilbert,  Daniel  I>. 

Acting  Assistant  Surgeon,  8  November,  1861.  Assistant  Surgeon.  C5  January, 
ls(i:!.     Resigned  s  August,  1804. 

Gilbert,  Foster  IS. 

Acting  Assistant  Paymaster,  3  June,  1864.    Honorably  discharged  28  November, 
1805. 
Gilbert,  John. 

Acting  Tliinl  .Vssistant  Engineer,  22  October,  1803.    Appointment  revoke<l  (Sick.) 

8  August,  1804. 

Gilbert,  John  P. 

Acting  Assistant  Surgeon,  18  December,  1861.     Appointment  revoked  12  Novem- 
ber, 1802. 
Gilbert,  Philip  J. 

Acting  Assistant  Surgeon,  20  Februarv,  1805.      Appointment  revoked   7  June, 

1st;.-,. 

Gilbert,  William  N. 

Acting  Third  Assistant  Engineer,  28  December,  1864.    Honorably  dischargetl  14 
September,  1805. 
GilehriHt,  Kdward. 

Assistant  Sururon,  20  Januar}',  1832.     Passed  Assistant  Surgeon,  8  NoTember. 
1830.     Surgeon,  27  Sci)tember,  1840.     Died  6  November,  1801). 
Gilder<lale,  George  I>. 

Mate,  22  October,  1802.  Acting  Ensign,  14  August,  1803.  Honorably  ditchaigod 
20  September,  1805. 
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Giildei'i^leeTe,  Beiijaiiiiii. 

Acting  Third  Assistant  Engineer,  28  December,  1861.     Eesigned.  24  June,  1862. 
Ciiltlei'sleeve,  Thomas  J. 

Mate,  20  November,  1862.     Deserted  31  October,  1863. 
Uiles,  Alpha  £. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Resigned  17  June,  1864. 
Kiles,  Edward, 

Midshipman,  10  May,  1800.     Resigned  25  April,  1804. 
Gciles,  Melriii  P. 

Acting  Third  Assistant  Engineer,  10  March,  1865.      Honoranly   discharged  24 
October,  1865. 
Kiles,  ^Villiam  I>. 

Mate,  28  July,  1864.     Resigned  3  April,  1866. 
Kiles,  William  W. 

Midshipman,  17  December,  1810.     Dismissed  8  August,  1812. 
Grilfillaii,  William  J. 

Acting  Assistant  Surgeon,  17  April,  1863.     Resigned  28  April,  1865. 
Grill,  Christopher  €. 

Acting  Ensign,  16  August,  1862.     Acting  Master,  25  July,  1863.     Resigned  25 
February,  1864.     Acting  Ensign,  4  April,  1864.     Acting  Master,  recommenda- 
tion of  Commanding  Officer,  11  August,  1864.     Honorably  discharged  26  Octo- 
ber, 1865.     Acting  Master,  30  April,  1866.     Discharged  13  August,''lS66. 
Kill,  Clifford  B. 

Midshipman,  25  September,  1862.     Graduated  23  November,  1864.     Ensign,  12 
March,  1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Gill,  J.  W. 

Acting  Master,  23  September,  1861.    Resigned  24  November,  1863. 

Gill,  Thomas  A. 

Chaplain,  23  December,  1874. 

Gill,  William  li. 

Midshipman,  8  March,  1814.     Resigned  21  January,  1815. 
Gillau,  David. 

Mate,  6  March,  1865.     Resigned  15  June,  1865. 

Gillau,  James. 

Mate,  4  November,  1861.     Dismissed  24  October,  1864. 
Gillauder,  Alexander. 

Acting  Third  Assistant  Engineer,  21  May,  1862.     Dismissed  14  March,  1863. 
Gillaspy,  George. 

Surgeon,  13  March,  1798.     Discharged  15  April,  1801,  under  Peace  Establishment 
Act. 
Gillespie,  E.  C. 

Mate,  12  October,  1866.     Resigned  13  January,  1869. 
Gillespie,  Edward. 

Acting  Third  Assistant  Engineer,  4  January,  1862.     Resigned  23  November,  1863. 
Acting  Third   Assistant  Engineer,  4   May,   1863.     Resigned    18    April,    1864. 
Acting  Third  Assistant  Engineer,  27  August,  1864.     Honorably  discharged  21 
July,  1865. 
Gillespie,  George. 

Acting  First  Assistant  Engineer,  14  July,  1863.     Honorably  discharged  3  May, 
1868. 
Gillespie,  John  E. 

Assistant  Surgeon,  29  June,  1868.     Died  29  June,  1872. 
Gillespie,  William,  Jr. 

Acting  Assistant  Paymaster,  4  December,  1863.    Resigned  28  October,  1863. 
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Ctllli->mi>io,  Williniii  T. 

Actinia  Master,  2i»  Aii<,'ii3t,  ISfJi.     Attin;^  Voliuitt'cr  Lieutenant,  13  March,  isc,:, 
II<>ni)ial)ly  discliiiij^'t'd  '2'.)  Di-comber,  1SC5. 
Ciiill<>MM.  Walter  V. 

Midshipiiian,  27  October,  1841.  Passed  Midsliipman,  10  AiigURi,  1847.  Died  II 
.lime,  IMS. 

<;ill<'f,  Saiiuiol   T. 

J\I  idsldpiuaii,  1  I)eceiiil)er,  lS2(i.     Passe<l  Midshipman,  28  April,  18'V2.     Lictitenunt, 
U  Fcltniary,  1837.    Appointe<l  (-'liaplain,  8  Sei)tember,  1841.    designed  19  Jam; 
ary,  1848. 

<iiill<>lf,  FraiiciN  T. 

Actint;  Assistant  Paymaster,  20  October,  180:}.     Passed  Assistant  Puyniuster,  2'.\ 
July,  iSd'J.     Paymaster,  2;J  January,  187:5.     Died  L")  February.  1878,' 
Cilllotl,  Simoon  1*. 

Acting  Mitlsliijjman,  20  Sejitember,  \x')V>.  Midsliipman,  lo  June,  18(50.  Lieuten- 
ant, !(}  July,  18G2.  Lieutenant-Commander,  27  April,  18(5(5.  liesigned  ao  Dc- 
eemoer,  isTl. 

Oillodis  Kobert  II. 

Acting  Assistant  Paymaster,  21  July,  180:;.     Killed  on  '■'■  Gettyttburg''  lOJanuar'. 
18«5. 
Gilley,  John  H. 

Mate,  2  1  December,  18G1.     Honorably  diseliarged  14  October,  1805. 
Ciiille.v,  William   1,. 

!Mate,  28  November,  180.3.     Acting  EnsiLfn,  14  November.  1  set.     Honorably  di- 
chargeil  8  October,  1868.     Mate,  9  March,  1870. 
Gilliam,  Ilcnrj'. 

Midsliii)man,  16  January,  1809.     Lieutenant,  9  December,  1814.     Last  appcaran( 
on  Uceords  of  Navy  Department.  182:5.     New  Orleans. 
Gilliam.  JamcK  S. 

Assistant  Surgeon,  26  Ai)ril,  1847.     Resigned  2  December,  1858.     Re-appointed  11 
^larch,  180'J.     Lost  in  the  "  Levant,''  June,  1861 
Gilliland.  CliriHfoplier  C. 

Aeting  ("ari)enter,  10  October,  18C3.     Resigned  12  January,  1805. 
Gilliland.  David. 

Acting  Third  Assistant  Engineer,  12  April,  1S64.  Honorably  discharged  29 
August,  I8ti5. 

Gilliland.  Samuel. 

Assistant  Surgeon,  1  August,  1809.     Resigned  1:5  June,  1812. 
GillinKliam,  Kdward  K. 

Ai  tintr  Third  Assistant  Engineer,  10  August,  18154.     Resigned  29  October,  l'^»i4. 
GilliN.  Jamoi^  II. 

Midshi))man,  12  October,  1848.  Passed  Midshipnuin,  15  June,  1854.  Master,  li"> 
September,  1855.  Lieutenant,  17  Sejjtember.  1^55.  Lieutenant-Commander.  1(5 
July,  18(52.     Comnunider,  25  July.  18(5(5.     Captain.  ;50  Sei)tember,  187(5. 

GilliMs,  JamcH  M. 

Midshii)nuin,  1  March,  1827.     Passed  Midshipnuin.  10  June,  ls:5:5.     Lieutenant,  2.** 
February,   18:38.      Reserved   list,   17    September,   1855.     Commander,  lU-ser^ed 
list,  10  .iuly,  1861.     Captain,  16  July,  1862.     Died  8  February,  186.5. 
<iiilliMM,  John. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Resigned  HO  May,  Im5-1. 
GilliMM,  John  I*. 

Midshii)man,  12   December,   1825.     Pas.sed   Midshipnuin,  4  Januar)',  18.T1.     T 
tenant,  9  Feijruary,  is:57.     Conimaiuler,  14  September,  1855.     Captain,  !'■ 
1862.     Retired  list,  24   Sei)tend)er,  1864.     Commodore  on  Retired  list,  2b  :-• ;  . 
tember,  1866.     Died  25  February,  187:}. 
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Gillmartin,  Peter  P. 

Acting  Assistant  Surgeon,  13  June,  1863.    Resigned  28  September,  1864. 
Gilliiiore,  John. 

Acting  Tliird  Assistant  Engineer,  9  February,  1864.     Honorably  discbarged  22. 
August,  1865. 
Oillniore,  James  €. 

Midsliijiman,  20  September,  1871.    Graduated  20  June,  1876.    Ensign,  30  January, 
1879. 
Gillpatriok,  W.   Wilberforoe. 

Midshipman,  30  September,  lbG2.     Graduated  23  Novcmlier,  1864.     Ensign,  13. 
March,  1SG8.     Master,  26  March,  1S09.     Lieutenant,  21  March,  1870. 
Oilman,  Aug^iistns  H. 

Paymaster,  1  June,  1861.     Pay  Inspector,  3  March,  1871.     Pay  Director.  15  May, 
1879. 
Oilman,  Henry  M. 

Mate,  23  June,  1863.     Resigned  30  September,  1863. 
Oilman,  O.  B. 

Acting  Assistant  Paymaster,  31  December,  1863.     Honorably  discharged  27  Sep- 
tember, 1865. 
Oilman,  William  H. 

Acting  Assistant  Paymaster,  23  September,  1863.     Discharged  5  July,  1866. 
Oilmeyer,  Jaeob  E. 

Midshipman,  1  January,  1813.     Resigned  20  February,  1823. 
Oilmore,  A.  IV. 

Acting  Second  Assistant  Engineer,  3  November,  1863.     Honorably  discharged  3 
October,  1808. 
Oilmore,  Fernando  P. 

Acting  Midshipman,  28  February,  1803.     Graduated.    Ensign,  18  December,  1868. 
Master,  31  March,  1870.     Lieutenant,  21  March,  1871. 
Oilmore,  Otis  H. 

Gunner,  10  June,  1861.     Dismissed  7  May,  1862. 
Oilmore,  Thomas  IS. 

Mate,  8  September,  1864.     Honorably  discharged  12  September,  1865. 
Oinglen,  Hnmplirey. 

Acting  Third  Assistant  Engineer,  29  December,  1864.     Honorably  discharged  23 
September,  1865. 
Oipson,  James  C 

Acting  Ensign,  1  October,  1862.     Acting  Master,  24  October,  1863.     Acting  Vol- 
unteer Lieutenant,  9  July,  1864.     Honorably  discharged  14  November,  1865. 
Oirand,  Henry  E. 

Mate,  17  November,  1863.     Resigned  13  May,  1865. 
Oiratid,  James  8. 

Appointed  Volunteer  Service,  13  December,  1864.     Passed  Assistant  Paymaster, 
23  July,  1866.     Paymaster,  3  July,  1869.     Dismissed  35  March,  1871. 
Oiraiid,  Pierre. 

Acting  Master,  26  August,  1861.     Acting  Volunteer  Lieutenant,  gallant  conduct 
on  '■'■  Montauic,''^  5   August,  1863      Acting  Volunteer   Lieutenant-Commander,  9 
December,  1864.     Honorably  discharged  15  January,  1869. 
Oiranit,  Arsene  N. 

Prulessor,  14  August,  1848.     Retired  list,  25  December,  1863.     Died  2  May,  1874. 
Oirty,  Darid. 

Acting  Third  Assistant  Engineer,  3   Sej)tember,  1864.       Appointment  revoked 
(Sick,)  1  December,  1864. 

Oirty,  Thomas. 

Acting  Second  Assistant  Engineer,  1  November,  1863.     Acting  First  Assistant 
Engineer,  13  May,  1863.     Honorably  discharged  8  November,  18C5. 
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Gist,  ^ordeeni. 

Midsliipnum,  14  April,   1800.     Disdiargcd  31  August,  1801,  under  Peace  Estub- 
lisliimnt  Act. 
GiHl,  SpoiK'er  C'. 

MiiUliiluiian,  1    IMuv,  182(>.      I'li.-scd    Midsliipinaii,   2S    A|iiil,  l^'.'.l.      I.i.ut.riant     H 
.March,  ls:!7.     Died  23  Octnl>i;r,  1M47. 
Gist,  W.  ForKiiHoii. 

Midsliipiiian,  1!>  November,  17!Ki.     Permitted  to  Retire,  1  August,  1801. 
Givaii,  <i><'ors:e  W. 

Mate,  10  Siiitcmber,  18C3.     Appointment  revoked  (Sick,)  8  March,  1804. 
Given,  KolH'i'f. 

Chaplain,  1:5  October,  185.5. 

GlnddiiiK.  M  iiliam  II. 

Actiiii,'  Third  Assistant  Engineer,  21  .July,  18G4.     Dismissed  13  May,  1805. 
Gladdinf?,  IVilliain  O. 

Matf,  -,'1  Dtccml.cr.  iscij.     Resigned  29  Mny,  1805. 
GladdiiiK,  \ViIliam  II. 

Third  Assistant  Eiigiiuor,  20  September,  1858.     Dropped  4  August,  1863. 
GlaNH,  CsirMon. 

Mate,  18  May,  1805.     Honorably  discharged  7  October,  1805. 
GlaMH,  George. 

Acting  Ensign,  14  September,  1804.     In  Service. 
GlaMH,  Henry. 

Acting  Midshipman,  24  September,  1800.     j:nsign,  28  May,  1803.     Master,  10  No- 
vember,   1805.     Lieutenant,  10   November.   ISOC.      Lieutenant-Commander,   12 
^larch,  1808.     Commander,  27  October,  1879. 
Gla<«MOOoli,  TlioiiiaN  O. 

Midshipman,  17  .Inly,  1832.     Resigned  11  May,  1839. 
GlaHHell.  M'iliiaiii  T. 

Miilsliipman,   15   March,  1848.     Passed  Midshipman,  l.'i  .June,  1854.     Master.  15 
September,  1855.      Lieutenant,  10  September,  1855.     Dismissed  6  December, 
1801. 
Glaj^Mfbrd,  Ileury  A. 

Acting  Volunteer  Lieutenant,  3  December,  1802.    Honorably  discharged  29  Novem- 
ber,' 1805. 
Gia^Kon,  Jolin  J. 

Midshipman,  1  Februarj-,  1823.     Passed  Midshii)man,  4  .Tune.  1831.     Lieutenant, 
9   February,  1837.     Reserved  list,   13    September,   1855.     Conmiissioned  Com- 
mander on  Active  list,  from   14   September,   1855.     Retired   I   October,   1804. 
Commodore,  Retired  list,  4  Ai)ril,  1807. 
Glawler.  JaiiitMH. 

Sailniaker,  0  .June,  1803.     Last  appearance  on  Records  of  Na^•y  Department. 
GleaHon,  John  II. 

Mate,  IS  December,  1801.     Dismissed  15  July,  1804. 
GleaveM.  Albert. 

Cudet  Midshipman,  10  June,,  1873.     Graduated  18  June,  1879. 
G  leaven.  John  W. 

Mi.lshipnum,  10  January,  1809.     Resigned  15  July,  1811. 
Glendy,  IVilliam  ^I. 

^lidshipman,  1  January,  181^^.     Lieutenant,  3  March,  1827.     Commander,  25  Fob- 
ruarv,  1^47.     Cajjtaiii,  14  Septeini>er,  1855.    Commodore,  10  July,  1802.    Retired 
1»^  July,  1M02.     Died  10  July.  1S73. 
Glenn,  \oble  W. 

Mi.lshipnian,  2  July.  1801.     Resigned  23  April,  1804. 
Glenn.  iMarHhall, 

Midshipman,  22  May,  1800.     Resigned  25  March.  1802. 
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CJlenney,  Daniel  W. 

Acting  Ensign,  8  October,  1863.     Acting  Master,  2  October,  1863.     Deserted  4 
November,  1864. 
Glennou,  James  H. 

Cadet  Midshipman,  24  September,  1874.     Graduated  4  June,  1880. 
Gleunoii,  Martin. 

Acting  Third  Assistant  Engineer,  21  October,  1862.     Honorably  discharged  2 
December,  1866. 
Glentwortb,  H.  N. 

Assistant  Surgeon,  11   March,  1829.     Passed  Assistant  Surgeon,  3  March,  1835. 
Surgeon,  9  February,  1837.     Died  15  August,  1847. 
Glentwortb,  J.  B. 

Midshipman,  19  August,  1823.     Resigned  21  January,  1831. 
Glidden,  George  I>.  B. 

Acting  Midshipman,  23  September,  1860.     Acting  Ensign,  1  October,  1863.     Mas- 
ter, 10  May,  1886.     Lieutenant,  21  February,  1867.     Lieutenant- Commander,  13 
March,  1868. 
Glisson,  Henry  Y. 

Acting  Assistant  Paymaster,  11  December,  1862.     Resigned  14  March,  1865. 
Glisson,  OliTer  S. 

Midshipman,  1  November,  1826.     Passed  Midshipman,  28  April,  1832.     Lieuten- 
ant, 8  March,  1837.     Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Commodore,  25  July,  1866.    Bear-Admiral,  10  June,  1870.    Retired  18  January, 
1871. 
GloTer,  William. 

Master,  date  not  known.  Discharged  13  April,  1801,  under  Peace  Establishment 
Act. 

Glynn,  James. 

Midshipman,  4  March,  1815.  Lieutenant,  13  January,  1825.  Commander,  8  Sep- 
tember, 1841.  Reserved  list,  13  September,  1855.  Commissioned  Captain  on 
Active  list,  from  14  September,  1855.  Commodore  on  Retired  list,  4  April,  1867. 
Died  13  May,  1871. 

Goble,  Edward  H. 

Acting  Second  Assistant  Engineer,  7  November,  1862.     Appointment  revoked 
(Sick,)  17  September,  1864. 
Goble,  Saniuel  B. 

Acting  Chief  Engineer,  1  October,  1862.    Appointment  revoked  (Sick,)  21  June, 
1864. 
Godby,  William. 

Carpenter,  16  January,  1802.     Died  26  November,  1808. 

Goddard,  Jolin. 

Surgeon,  28  August,  1800.     Died  31  December,  1802. 
Goddard,  William. 

Acting  Third  Assistant  Engineer,  20  January,  1862.      Resigned  18  November, 
1862. 
Godfrey,  George. 

Mate.     Resigned  6  March,  1862. 

Godfrey,  John  W. 

Acting  Master,  21  November,  1861.     Resigned  12  September,  1863. 

Godfrey,  Jones. 

Acting  Third  Assistant  Engineer,  10  October,  1866.  Third  Assistant  Engineer,  2 
June,  1868.     Dismissed  27  September,  1873. 

Godfrey,  Thomas. 

Master,  8  April,  1815.     Died  13  February,  1820. 
Godfrey,  Washington. 

Acting  Master,  16  December,  1861.  Acting  Volunteer  Lieutenant,  gallant  conduct 
at  Port  Hudson,  7  March,  1864.     Honorably  discharged  4  December,  1865. 
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Gocliiiiiii,  llaiiiiltoii. 

Mi.lsliipiiKiii,  I'J  Duceniher,  1837.     Hesiffnecl  15  May,  1830. 
<ii04liiiaii,  Stowart  A. 

.MidshipiiKin,  i  NovcmbtT,  1841.     Uesigned  4  May,  1842. 
€io4loii,  Victor  Ij. 

Assistiiiit  SiiiL,'C'oii,  23  Fel)ruary,  IHS.'j.     I'asseil  Assistant  Surgeon,  8  July,   1811. 
Hi'sii^'iifd  20  Scptfinber,  1844. 

Godoii,  S.vlvanuM  W. 

Midsliipinaii,  4   Murcli,    1810.     Lieutenant,   17  I)e(('inl)er,    l^;<i».     (  oinin.iinlcr,  1> 
September,    1S.'J5.       Captain,    Ki     July,   18fi2.      ConinuKloro.   2    Jaiiuarv,  1803. 
Rear-Aduiiral,  25  February,  ISfiO.     ItJtired  list,  18  June,  1871.     Died  i7  May, 
1879. 
Godwin,  John. 

Miilsliipmun,  2  January,  1800.     Died  2  June,  1N04. 
Goe,  William. 

Master,  1",  April,  1790,     Resigned  19  May,  1801. 
GoU;  Albert  II. 

Acting  Third  Assistant  Engineer,  25  Marcli,  1804.     ITonorably  discharged  25  No- 
vember, 1805. 

Gofi;  Joseph  W. 

Acting  Third  Assistant  Engineer,  30  December.  1804.     Honorably  discharge<l   11 
July,  18G5. 
Gofi;  IVilliam  F. 

Acting  Second  Assistant  Engineer,  24  Februarj',  1803.     Resigned  21  March,  1805. 
Goin,  John  W. 

Acting  Master,  recruiting  duty  at  New  York,  IC   April,  1SG3.     Appointment  re- 
voked 25  August,  1804. 
Goin.  ThoniaM. 

Master,  2:?  November,  1839.     Died  14  March,  184'<. 
Gold,  CorneliiiH  II. 

Acting  Assistant  Paymaster,  31  October,  1804.     Discharged  1  March,  1806. 
Gold,  JoHoph. 

Midsliii)maii,  1  July,  1830.     Resigned  27  Feliruarv,  1839. 
Golden,  William  II. 

Acting  Second   Assistant  Engineer,  21   October,   1S02.     Acting    First   Assistant 
Engineer,  G  November,  1802.     Honorably  discharged  2  December,  1800. 
Golding,  ThoniaH. 

Acting  Ensign,  22  September,  1803.     Honorably  discharged  27  April,  1809. 
GoldHboron^h,  John    K. 

Midshipman,  10  November,  1824.     Passed  Midshipman,  28  April,  1S32.     Lieuten- 
ant,  6  September,  1837.     Commander,   14  September,  1855.     Cajjlain.  10  July, 
1S02.     Commodore,  13  April,  1807.     Retired  2  July,  1870.     Died  22  June,  l^Tl- 
GoldNboronKh.  I.oniN  .M. 

Midshipman,  18  Jui'.j,  1S12.     Lieutenant,  13  January,  1825.     Commander,  8  k. | 
tember,  1841.      Cai)tain,   14   September.   1m:,5.      Rear- Admiral,   16  July,   1803. 
Retired  list.  0  October,  1873.     Died  20  February,  1877. 
Goldsboroueli,  R.  W. 

Purser,  3U  April,   is04.      Last  appearance  on  Records  of  Navy  Department.  2i 
March,  1810.     Died  at  Norfolk. 
Gol<lMboroneh,  W  orthin)(ton. 

Acting  Assistant  Paymaster,  :!0  Sejjtember.   1802.     Assistant  Pa)Tuastcr,  2  J'lly, 
\^*\l.     Paymaster,' 4  May.  1>^00. 
GoldNboroiif^h,  W.  S. 

Mitlshipman,  5  May,  1800.     Last  appearance  on   Records  of  Navy  Department 
May,  1807 
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Goldsmith,  Isaac  'S, 

3Iute,  5  June,  18G3.     Acting  Ensign,  5  September,  1863.     Honorably  discharged  8 
November,  1SG5. 
Goldsiuitli,  IN^athan  A. 

Mate,  6  June,  1864.     Honorably  discharged  23  June,  1866. 

Goll,  John  J. 

Actin"-  Third  Assistant  Engineer,  18  December,  1861.     Resigned  3  April,  1862. 

Gollet,  James  M. 

Master,  18  October,  1798.  Discharged  10  April,  1801,  under  Peace  Establishment 
Act. 

Golsteii,  Emile  H. 

Actinir  Third  Assistant  Engineer,  24  November,  1863.  Acting  Second  Assistant 
Engineer,  5  December,  1864.     Honorably  discharged  28  Sej)tember,  1865. 

Good,  Georse. 

Mate,  6  March,  1862.     Resigned  27  August,  1862. 

Good,  Samuel. 

Mate,  14  November,  1861.     Cancelled  22  January,  1862. 

Goodhue,  David  P. 

Acting  Assistant  Surgeon,  4  January,  1864.    Honorably  discharged  9  October, 
1865. 
Gooding,  Frederick  A. 

Mate,  29  January,  1863.     Resigned  18  November,  1865. 

Gooding,  George  H. 

Acting  Ensign,  19  August,  1864.     Honorably  discharged  21  August,  186.^ 

Gooding,  P.  C. 

Actino-  Ensign,  15  February,  1865.     Honorably  discharged  30  September,  1865. 

Gooding,  William  T. 

Mate,  1862.     Resigned  28  June,  1862. 

Gooding,  TV.  M. 

Acting  Assistant  Surgeon,  12  September,  1865.     Resigned  1  November,  1866. 

Goodloe,  John  J. 

Midshipman,  14  October,  1845.     Resigned  1  June,  1846. 

Goodloe,  Joseph  A. 

Acting  Third  Assistant  Engineer.     Resigned  13  April,  1864. 

Goodman,  Richard  F. 

Acting  Assistant  Paymaster,  3  February,  1864.    Honorably  discharged  23  August, 
1865. 
Goodmanson,  George  H. 

Mate,  21  December,  1863.     Honorably  discharged  30  September,  1865. 

Goodmanson,  John  P. 

Acting  Master,  26  August,  1861.     Dismissed  20  January,  1863. 
Goodrich,  Caspar  Frederick. 

Midshipman,  10  December,  1861.  Graduated  22  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 26  March,  1869. 

Goodrich,  George  F. 

Mate,  25  January,  1862.     Appointment  revoked  (Sick,)  24  August,  1864. 

Goodrich,  Isaiah  W. 

Mate,  11  March,  1863.  Resigned  (Sick,)  12  November,  1863.  Acting  Ensign,  1 
December,  1864.     Honorably  discharged  16  September,  1865. 

Goodrich,  James  M. 

Acting  Third  Assistant  Engineer,  3  November,  1863.  Honorably  discharged  8 
July,  1865. 
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<«oo<l»oo,  AiiKiiHfnH  O. 

ClirpflltlT,  ;i    ,1  Ulir,    ISfil. 

laoodNiini,   .faiiiOM. 

Midshiiiinaii,  ISjiiiif.  1M]2.     Lieutenant,  1  April,  ISIS.     Died  <j  May,  IH'M. 
<«oo<lwin,  lionjaiiiiii. 

.M:i->t.i,  l»  .laniiaiy.  I^iin.     Last  a|)peariincc  on  Records  of  Navy  Departmcot  22 
Oitnh.r,  ISIO.     Drowned  at  Sea. 
<aOO<luill,    C.     ii. 

Mi'Mii[)nian,  17  October,  1799.     (SV<f  lildgehj.f 
i«oo<luiii,  C'liarloM. 

Aetinir  Third  Assistant  Entjineer.  1 1  May,  ISO:}.     Acting  Second  Assistant  Engi- 
neer, 4  May,   18(54.     Actini,'  First   Assistant  Engineer,  23  March,  XnWTt.     Hon- 
oialily  diseliarged  4  Deeeinher,  l.S(55 
<jioo4lniii,   C'liai'loM  J. 

Aeting  Ensign,  iJO  l)eeenil>cr,  1S(52.    Appointment  revoked  (Sick.)  21  Mareli.  isr.l. 
Acting  Ensign,  IG  December,  18(54.     Honorably  discharged  7  August,  isi',.-,. 
CiootHviii,  CliarlOM  M. 

Acting  Third  Assistant  Engineer,  11  November,  1803,     Honorably  diseliarged  1(5 
September,  IHOf). 

Ci>oo<liviii,  Daniel. 

Midshipman,  3(J  November,  1814.     Struck  off  3  Jannary,  1825. 
Ci<oo4lMiii,  KdMard  M. 

Acting  Assistant  Surgeon,  4  Januarv,  18G4.     Honorably  discharged  21    Octobc 

1865. 

(iioo<lMiii.   T!/.ra    N. 

Acting  Master,  7  December,  18(51.     Resigned  ."j  April,  18G7. 
Ciioodwiii,  FraiioiM  C 

Third  Assistant  p:ngineer,  12  July,  18G1.     Second  Assistant  Engineer,  18  Decem- 
ber, 1S(;2.     Retired  list,  2  March,  1868. 
CjiOodMiii.  lloiiry  B. 

Acting  Tliird  Assistant  Engineer,  10  February,  18G;J.     Acting  Second  Assistant 
Engineer,  21  .January,  18Go.     Honorably  discharged  19  March,  1866. 
CiioodMin,  J.  K. 

Mate,  20  August,  18G:5,     Resigned  17  May,  18G.'). 
€ioodwin,  John. 

Midsliipman,  27  May,  1800.     Resigned  29  December,  1802. 
<iioo<Hviii,  John  I>.,  Jr. 

Midshipman,   IG  .Lnmary,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Philadelphia. 
CioodMin,  JoHeph  B. 

Acting  First  Assistant  Engineer,  1  October,  18G2.    Honorably  discharged  21  Octo- 
ber. 1NG5. 

<>oodMin,  JoM(^ph  W. 

Mate,  12  Se)Jteml>er,  18G2.     Acting  Ensign,  12  November,  18G:i.     Honorably  dis- 
charged 27  August,  18G5. 
Ciioo<lwin,  Nathaniel. 

Actinj^  Master,  'M  August,  18G1.     Resigned  30  June,  1862. 
Ciood^vin,  William. 

Midshipman,  2  April,  1804.     Drowned  7  June,  1808. 
4iiood^-in,  \S'.  IVallaiee. 

A(  ting  Assistant  Paymaster,  4  October,  1861.    Honorably  discharged  3  March,  18M 
CaoodMin,  Walton. 

Acting  Midshipman,  20  February,  18G3.    Graduated.     Ensign,  18  December,  l»r.- 
Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
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Gooclwyii,  George. 

Midshipman,  18  June,  1813.     Last  appearance  on  Records  of  Navy  Department,  14 
Decer.-'.ber,  1813.     Resigned. 

Ooold,  Jolin. 

Master,  IG  July,  1813.     Discharged  7  May,  1813. 
Gordan,  Alexsmdcr  G. 

Midshipman,  1  January,  1818.    Lieutenant,  3  March,  1837.    Commander,  14  March, 
1849.     Died  11  October,  1849. 
Gordon,  Benjamin. 

Boatswain,  8  November,  1814.     Resigned  9  March,  1815. 

Gordon,  Charles. 

Midshipman,  34  June,  1799.    Lieutenant,  16  January,  1800.    Commander,  35  April 
1806.     Captain,  3  March,  1813.     Died  in  1817. 

Gordon,  Edward. 

Midshipman,  31  September,  1841.     Dismissed  31  August,  1849. 

Gordon,  James. 

ActinfT  Second  Assistant  Engineer,  15  August,  1864.    Appointment  revoked  (Sick,) 
8  March,  1865. 
Gordon,  James  B. 

Acting  Master,  10  June,  1861.     Appointment  revoked  34  August,  1861.     Acting 
Master,  38  August,  1861.    Dismissed  31  March,  1862. 

Gordon,  James  II. 

Mate,  11  October,  1863.     Resigned  17  January,  1863.     Mate,  1  August,  1863.     Re- 
signed 3  December,  1864. 

Gordon,  John. 

Acting  Assistant  Surgeon,  5  June,  1864.     Honorably  discharged  16  December 
1865. 
Gordon,  John  H. 

Assistant  Surgeon,  34  July,  1813.     Surgeon,  37  March,  1818.    Resigned  37  March, 
1837. 
Gordon,  John  S. 

Acting  Master,  36  April,  1863.     Dismiss'^d  7  June,  1863. 

Gordon,  Joseph  B. 

Acting  Master,  10  June,  1861.    Resigned  1  February,  1863. 

Gordon,  Oliver  A. 

Mate.    Resigned  39  March,  1865. 
Gordon,  Bohert  F. 

Acting  Third  Assistant  Engineer,  38  March,  1865.      Honorably  discharged  13 
April,  1866. 
Gordon,  Bobert  H. 

Actincr  Third  Assistant  Engineer,  36  May,  1863.     Dismissed  3  May,  1864. 

Gordon,  Samuel. 

Mate  38  July,  1864.     Acting  Ensign,  15  September,  1865.     Honorably  discharged 
13  February,  1866. 

Gordon,  Thomas. 

Midshipman,  7  April,  1799.     Discharged  10  June,  1801,  under  Peace  Establish- 
ment Act. 
Gordon,  Tombigbee. 

Midshipman,  3  June,  1833.     Resigned  13  August,  1834. 

Gordon,  William. 

Mate,  5  August,  1863.     Resigned  17  May,  1865. 

Gordon,  William  li. 

Midshipman,  15  November,  1809.     Lieutenant,  9  December,  1814.     Commander, 
34  April,  1838.    Died  35  May,  1834. 
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G organ,  Albert  C. 

Assistant  Siiru'con,  30  August,  1850.  PaBsed  Assiatant  Surgeon,  25  March,  18C1. 
Sur^reoii,  1  ".October,  18<51.     Medical  Inspector,  0  October,  187:;. 

Goriiiaii,   l>aiiiel. 

ActiiiLj  Tliird  Assistant  Engineer,  15)  December,  18<')3.  Apiuiiniuient  rcvuked 
(Sick,)  8  November,  18154. 

faoriiiaii,  John. 

.Mate.  v!a  .laiiiiary,  1802.     Acting  Ensign,  8  June,  18(53.     Ilgnorably  discharged  30 

Stptcmbcr,  18(55. 

Ciioriiiaii,  ]tlaiiricc  91. 

Aetiiig  Ensign,  30  November,  18(51.     Honorably  discharged  (>  May,  18C8. 

(jioriiilov,  Henry. 

Acting  Second  Assistant  Engineer,  11  May,  18(51.     honorably  discharged  15  8ci>- 
tember,  1865. 
Gorringe.  Henry  II. 

Mate,  i:!  .1  Illy.  18(32.  Acting  Ensign,  1  October,  1862.  Acting  Master.  26  Sep- 
tember. 1S(53.  Acting  Volunteer  Lieutenant,  27  April,  1864.  Acting  Volunteer 
Lieutenant-Commander,  10  .luly,  1865.  Lieutenant,  12  March,  1868.  Lieu- 
t(!nant-('(ininiander,  18  December,  1868. 

Gorton,  M'illiani  F. 

Third  Assistant  Engineer,  16  February,  1852.     Died  31  August,  1853. 

GoMHiok,  John  D. 

Mate,  5  July,  1862.     Acting  Ensign,  20  July,  1864,     Honorably  discharged  30 
September,  1865. 
Gotwold,  J.  II. 

Assistant  Surgeon,  10  June,  1861.     Killed  in  action,  31  January,  1863. 

Goudy,  Janon. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Died  28  March,  1865. 

Gough,  George  W. 

Acting  Second  Assistant  Engineer,  13  Muy,  1863.     Honorably  discharged  30  No- 
vember, 1S(55. 
Gongh,  Oliver  P. 

Acting  Tliird  Assistant  Engineer,  27  November,  1862.  Acting  Second  Assistant 
Engineer,  3  August,  1863.     Resigned  12  December,  1863. 

Goul<l,  Abraham   N. 

Acting  Master,  16  December,  1861.  Acting  Volunteer  Lieutenant,  capture  of 
".l/«/Z,"  12  November,  1863.     Honorably  d'ischarged  29  December.  1805. 

Gonld,  CharleH. 

Acting  Third  Assistant  Engineer,  21  June,  1864.     Honorably  discharged  15  June, 

IblS.j. 

G«iil<l,  CiiarleM   II. 

.Vcting  Assistant  Paymaster,  11  September,  1862.     Discharged  9  Januarj-,  T<('<V 

Gonld,  Edward   A. 

Mate,  12  April,  18(54.     Resigned  12  May,  1865. 

Gonld,  JanieH  K. 

Assistant  Surgeon,  17  October,  1839.  Passed  Assistant  Surgeon,  25  October,  IM  <. 
Resigned  6  March,  1854. 

Gonld,  JanieH  I^. 

Mate.  H  Mardi,  1864.     Acting  Ensign,  8  May,  1865.     Honorably  discborgctl   19 
February,  1806. 
Gonl<l,  John  K. 

Mate,  25  July,  ls(53.     Honorably  discharged  21  August,  1805. 

Gould,  N.  Goddard. 

A(  I  ing  Assist.int  Paymaster,  1861.     Appointment  revoked  23  November.  1861. 

Gould,  Xorthnp. 

Carpenter,  10  May,  1871.     Warranted  23  October,  1872. 
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Groiild,  Tl'niiaui   i:. 

Mate,  11  February,  1863.     Resigned  30  May,  1865. 
Gourd iu,   William  Theodore  !L. 

]Midsliii)man.  1  January,  1812.     Resigned  11  September,  1812. 
tJove,   C'Sjarles   A. 

Midshipman,  5  June,  1871.     Graduated  20  June,  1876.     Ensign,  29  March,  1879. 
Gove,  Francis  Mills. 

]\Iidshipnian,  27  September,   1861.     Graduated  22  November,  1864.     Ensign,   1 
December,  1866.     Master,  12  March,  1808.     Lieutenant,  26  March,  1869.     Re- 
signed 12  May,  1875. 
GoTC,  Giliiiau  I>. 

Acting  ]\lidshipman,  22  May,  1852.     Midshipman,  1  October,  1856.     Resigned  19 
January,  1858. 
Gove,  Oilman  I>. 

Acting  Ensign,  1  October,  1862.     Resigned  28  February,  1863. 
Gove,  James  M. 

Midshipman,  25  July,  1866.     Graduated  7  June,  1870. 
Gove,  Samnel  A. 

Acting  Ensign,  15  July,  1863.     Honorably  discharged  14  October,  1866. 
Gover,  Frederick  John. 

Acting  Master,  22  November,  1861.     Acting  Volunteer  Lieutenant,  25  June,  1864. 
Honorably  discharged  16  January,  1866. 
Gow,  John  li. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 

Goring,  B.  C 

Third  Assistant  Engineer,  21  September,  1861.  Second  Assistant  Eugmeer,  30 
July,  1863.     First  Assistant  Engineer,  11  October,  1866. 

Grace,  Henry  P. 

Boatswain,  19  Janviary,  1858.  Dismissed  4  June,  1859.  Re-ai^pointed  23  Septem- 
ber, 1859.  Dismissed  16  May,  1863.  Boatswain,  16  October,  1872.  Dismissed 
26  February,  1874.  Boatswain,  21  December,  1874.  Warranted  from  3  August, 
1868. 

Grace,  John  R. 

Acting  Master,  19  November,  1861.    Honorably  discharged  4  January,  1866.' 

Grady,  John  O. 

Mate,  18  November,  1861.    Resigned  3  May,  1863 

Graef  C  X» 

Mate,  9  October,  1867.     Resigned  2  July,  1868. 

Graff,  William  T. 

Acting   Second   Assistant  Engineer,   29    April,    1863.      Honorably   discharged  5 

August,  1865. 

Grafly,  Daniel  W. 

Third  Assistant  Engineer,  21  April,  1862.  Second  Assistant  Engineer,  2  February, 
1864.     First  Assistant  Engineer,  1  January,  1868.     Resigned  1  April,  1873. 

Grafton,  Fdward  C. 

Midshipman,  5  October,  1841.  Passed  Midshipman,  10  August,  1847.  Reserved 
list,  28  September,  1855.  Commissioned  as  Lieutenant  on  Active  list,  from  15 
September,  1S55.  Lieutenant-Commander,  16  July,  1862.  Commander,  20  De- 
cember, 1866.     Retired  18  January,  1871.     Died  24  June,  1876. 

Grafton,  Frank  W. 

Acting  Ensign,  1  August,  1864.     Honorably  discharged  5  June,  1865. 

Grafton,  Henry  T. 

Acting  Midshipman,  23  September,  1858.  Ensign,  8  October,  1863.  Dismissed  7 
January,  1864. 

Grafton,  Joseph  D. 

Assistant  Surgeon,  20  May,  1859.  Resigned  2  July,  1859.  Re-commissioned  23 
December,  1859.     Dismissed  2  May,  1861 
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Grafi:^,  8niiinoI. 

Tljird  Asssistaiit  Kn^'inccr,29  October,  1801,    Second  Assistant  Engineer,  3  Au-..  > 
lbC;j.     First  Assistunt  Engineer,  11  October,  1800.  o  .  r,      . 

OrnKKf  IVllIinm  F. 

Mute,  20  Niivtnilnr,  18(51.     Acting  Ensign,  15  December,  18G4.     Honorably  di». 
cbiirgfd  8  December,  IHCi. 
(ji  rail  a  111,  Roiijaiiiiii  F. 

Actin<<   Third   A.^^istant  Kni,'inecr,  5  Septendjer,  180:5,     ilonorably  discharged  8 
August,  18G.>. 

CJraliaiii,  CharloH  K. 

:Midshii)nuin,  19  October,  1841,     Resigned  3  May,  1848. 
Ciiraliaiii,  Franklin  A. 

Gunner,  17  December,  1861.     Died  4  September,  1873. 
Graliaiii,  CiieorKe  W. 

Midshipnum,  1.")  November,  1809,     Last  appearance  on  Records  of  Navy  Depart- 
mcut,  30  October,  1812.     Dead. 
Graliaiii,  Jaiiios  I>iiii<'an. 

Acting   Miilshipniaii,   2o    Scptem])cr,    1857.      Acting   Ensign,   2    October,    1802. 
Lieutenant,   1    August,   1802,      Lieutenant-Commander,  25   July,   1800.      Com- 
mander, y  September,  1870. 
Graham,  J.  F.  N. 

Mate,  30  April,  1804.     Acting  Ensign,  29  Dcccnd^er,  1804.     Ilonorably  discharged 
2  January,  1807, 
Graliaiii,  John. 

Miiishipman,  27  February,  1819.     Lieutenant,  17  3Iay,  1828,     Died  27  June,  1840. 
Graham,  John  C 

Midsliipman,  1  April,  1828,  Passed  Midshipman,  14  June,  1834.  Resigned  11 
January,  lb30, 

Graham,  John  II. 

Midshipman,  18  May,  ls09.     Resigned  9  July,  1810. 
Graham,  John  II. 

Midshipman,  18  June,  1812.     Lieutenant,  5  March,   1817,     Commander,  28  Feb- 
ruary, 1838.     Captain,  7  March,  1849,    Reserved  list,  13  September,  1855,    Cora- 
niodore  on  Rctireil  list,  4  .Vpril,  1807.     Died  15  Marcli,  1878. 
Graham,  John  W. 

.Mi'l.--hipman,  1  January,  1825.     Dismissed  9  Julv,  1833. 
Ur;i!:am,  JoHoph. 

Mate.  14  January,  1804.     Acting  Ensign,  22  March,  1805.     Honorably  discharged 
8  November,  1805. 
Graham,  Miohael. 

Assistant  Surgeon,  date  nf>t  known.     Surgeon,  10  January,  1809.     Last  a])penrance 
on  Records  of  Navy  Dc^jartment,  20  October,  1812.     Dead. 
<jiraliam,  Xowoll. 

Ai  ting  Master,  11  January,  1802.     Dismissed  17  November,  1804. 
Graham,  Oliver. 

Acting  Third  Assistant  P^ngineer.     Appomtmcnt  revoked  (Sick,)  28  August,  1803. 
Graham,  ICichard  W.  M. 

Midshipman.  9  June,  1855.     Died   19  November,  1850. 
Graham,  Naniiiol   L. 

Midshipman,  27  July,  1800.  Graduated  7  June,  1870.  Ensign,  13  July.  1871. 
Mast.r,  5  June,  1S74. 

Graham,  IVallaoe. 

Midsliipman.  0  December,  1^01.  Graduated  22  Noveml)er,  1S04.  Ensign.  1  Dts 
ceml.er.  isf.c.  Master,  12  March,  1808.  Lieutenant,  20  March,  1800.  Died  0 
March,  1870. 
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rrahani,  William. 

Surgeon,  7  June,  1799.     Permitted  to  retire  30  July,  1801. 

iraliaiii.  ITilliani  C 

Mate,  13  December  1801.     Dismissed  20  October,  1863. 

rvaliain,  William  K. 

:\Iidsliipmau,  2  April,  1804.     Resigned  18  April,  1805. 

}raliam,  W.  R. 

Midshipman,  18  June,  1812.     Discharged  19  June,  1813. 

ii'ail,  Thomas. 

Acting  Gunner,  15  December,  1863.     Honorably  discharged  11  March,  186S 

iraiiii^er,  John  B. 

Gunner,  23  November,  1861. 

rrandisou,  C.  F. 

Master,  20  September,  1805.     Dismissed  12  January  1808. 

irranclison,  Charles. 

Master,  25  March,  1812.    Dismissed  1  May,  1813. 
Jranger,  Brownell. 

Civil  Engineer,  14  July,  1874.     Removed  22  January,  1877. 

i(raiig:er,  H.  M. 

Midshipman,  23  August,  1836.     Resigned  28  April,  1837. 

Sranger,  liyman  C. 

Acting  Assistant  Surgeon,  24  June,  1863.     Died  September,  1864. 

^raiit,  Albert  W. 

Cadet  Midshipman,  9  June,  1873.     Graduated  18  June,  1879. 

;}raiit,  Alexander  M. 

Acting  Master,  1  October,  1862.     Resigned  23  July,  1863. 

;}rant,  I>aniel  J. 

Acting  Ensign,  22  December,  1862.     Honorably  discharged  22  Octobei,  15T35. 

;}rant,  Franlclin. 

Mate,  7  October,  1863.     Honorably  discharged  13  May,  1867. 

^rant,  Ooiigh  W. 

Midshipman,  30  May,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant,  1 
March,  1845.     Resigned  15  July,  1850. 

^raut,  Joel. 

Professor  of  Mathematics,  15  October,  1839.     Resigned  2  October,  1843. 

^rant,  John. 

Midshipman,  18  June,  1812.     Resigned  23  February,  1813. 

xrant,  John  W. 

Acting  Third  Assistant  Engineer,  10  August,  1864.     Honorably  discharged  30 
October,  1866. 

Kraut,  Joseph. 

Boatswain,  27  November,  1801.     Not  in  Service,  31  December,  1803. 

^rant,  William. 

Purser,  12  October,  1844.     Commissioned  expired  3  March,  1845. 

^rant,  William. 

Acting  Second  Assistant  Engineer,  5  August,  1864.     Honorably  discharged  4  No- 
vember, 1865. 

Srantzour,  F.  W. 

Acting  Ensign,  8  June,  1864.     Honorably  discharged  22  March,  1866. 

Srattan,  J.  W. 

Acting  Ensign,  Admiral  Porter's  Staff,  6  December,  1863.     Discharged  20  April, 
1865. 
Sravatt,  Charles  Hi, 

Assistant  Surgeon,  27  September,  1871;     Passed  Assistant  Surgeon,  24  March, 
1874. 
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Graven,  Bciijaiiiiii   F. 

Miito,  :i  JuiiL',  ISCl.     Resigned  20  August,  1864. 
GruveM,  CiiarloH  J. 

ArtiiiLC   .Mi.lsliipiuaii,  17  December,  1853.     Miflshipman,  10  .Tune,  1887.     PsMod 
,Mi(lsliil)Mian,  '2."»  .Jiuu-,  l«(i().     Master,  21  October,  18(J0.     Lieutenant,  8  April, 
l«(il.      Dismissed  24  December.  18(51. 
OravoH,  Goorffc  W. 

Actiiij,'  Master,   11  July,  1  SCI.     Acting  Volunteer  Lieutenant,  29  January,  1803. 
Honorably  discharged  10  February,  IHQQ. 
Graves,  Iliraiii  II. 

Mate,  22  June,  lS(i:J.     Acting  Ensign,  2(}  August,  18G3.     Honorably  discharged  6 
December,  18G5. 
Graves,  James  C. 

Mate.  3  November,  1803.     Acting  Assistant  Paymaster,  2  Marcli,  1804.     Mustered 
(.lit  2  May,  1807. 
Graves,  John. 

Master,  •>  July,  1812.     Resigned  29  October,  1813. 
Graves,  Sewcll  F. 

Mate,  29  December,  1863.     Acting  Ensign,  27  July,  1804.     Resigned  19  June 
180r,.. 

Gray,  \ii<lrew  F.  V. 

-Midsliipinan,  LI  October,  1829.     Passed  ]\Iidsliipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.     Died  15  March,  1860. 
Gray,  CliarlcH. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1817.    Dropped 
13  September,  1855. 
Gray,  Fdwiii  F. 

Midshipman,  8  A])ril.  1840.     Passed  Midshipman,  8  June,  1852.     Master,  15  Sep- 
tember, 1855.     Lieutenant,  16  September,  1855.     Resigned  29  December,  1857. 

Gray,  Fzra. 

Acting  Third  Assistant  Engineer,  23  March,  1864.     Resigned  24  June,  1805. 
Gray,  George. 

Midshipman,  14  April,  1800.     Last  appearance  on  Records  of  Navy  Department,  5 
September,  1800.     Resigned, 
Gray,  Geor^s^e  K. 

Midshipman,  1  November,  1820.    Passed  Midshipman,  10  June,  1833.    Lieutenant. 
8  December,  1838.     Reserved  list,  13  September,  1855.     Died  2  October,  1800. 
Gray,  George  IV. 

Midshipman,  1  January,  1812.     Resigned  10  August,  1814. 
Gray,  G.  Harrison. 

Acting  Assistant  Surgeon,  10  June,  1871.     Resigned  4  October,  1872. 
Gray,  Henry. 

Midshipman,  1   January,  1812.     Lieutenant,  1   April,  1818.     Last  appearance  on 
Records  of  Navy  Department.     Dead. 
Gray,  Howard   P. 

Acting  Third  Assistant  Engineer,  29  September,  1803.    Honorably  discharged  10 
October,  1805. 
4i}ray,  James  fj. 

Mate.     Dismissed  23  January,  1802. 
Gray,  llohert  F. 

Mate,  18  May,  1804.     Resigned  10  November,  1864. 

iJray,  S.  C. 

Acting  Master,  22  May,  1801.     Dismissed  22  August,  1864. 

Gray,  SItlney  X.  ... 

Mate,  8  May,  l«i;2.     Acting  Ensign,  21  November,  1864.    Honorably  dwcharged 
10  November,  1805. 
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iray,  TV.  H.  H. 

Midshipman,  3  February,  1829.     Resigned  4  June,  1829. 

5ray,  William  F. 

Carpenter.  8  July,  1869.     Died  13  December,  1871. 

Sray,  William  H. 

Mate,  11  June,  1863.     Honorably  discharged  -7  August,  1865. 

xraydoii,  James  W. 

Midshipman,  22  J\ily,  1865.  Graduated  4  June,  1869.  Ensign,  13  January,  1870. 
Master  37  March,  1873.     Lieutenant,  25  November,  1877. 

[xraysoii,  John. 

Midshipman,  36  June,  1799.     Resigned  18  October,  1800. 

Br  ay  son,  Jobn  R. 

Master,  14  February,  1809.     Resigned  29  March,  1815. 

firayson,  W^illiam  R. 

Midshipman,  30  June,  1806.     Resigned  2  April,  1808. 

Kreaton,  John. 

Midshipman,  6  December,  1814.     Resigned  23  February,  1815, 

Kreatorex,  Henry. 

Acting  Third  Assistant  Engineer,  22  February,  1864.  Acting  Second  Assistant 
Engineer,  18  April,  1865.     Honorably  discharged  13  June,  1866. 

Grreatrake,  C.  li. 

Second  Assistant  Engineer,  15  March,  1847.     Resigned  25  October,  1847. 

Rreeley,  Alfred  J. 

Acting  Assistant  Paymaster,  21  October,  1864.  Discharged  20  November,  1865. 
Acting  Assistant  Paymaster.  2  March,  1867.  Passed  Assistant  Paymaster,  10 
February,  1870.     Retired  30  June,  1875.     Died  10  August,  1875. 

Green,  Allen  J. 

Midshipman,  6  January,  1800.     Resigned  17  January,  1803. 

Green,  Archibald. 

Midshipman,  1  March,  1825.     Resigned  19  October,  1827. 

Gs'een,  Bennett  W. 

Assistant  Surgeon,  21  August,  1859.     Dismissed  May,  1861. 

Green,  Charles. 

Midshipman,  1  May,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant,  8 
March,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862.  Re- 
tired 15  November,  1862.     Commodore,  Retired  list,  4  April,  1807. 

Green,  Charles. 

Acting  Third  Assistant  Engineer,  3  October,  1864.     Resigned  13  January,  1865. 

Oreen,  Charles  li. 

Acting  Assistant  Surgeon,  31  May,  1864.  Assistant  Surgeon,  23  June,  1864. 
Passed  Assistant  Surgeon,  11  October,  1867.     Resigned  15  January,  1870. 

Green,  David. 

Boatswain,  24  January,  1848.     Dismissed  26  June,  1850. 

Green,  Edward  H. 

Assistant  Surgeon,  11  March,  1875. 

Green,  Elliott. 

Carpenter,  17  August,  1823.     Died  14  November,  1834. 

Green,  Ellis  L<. 

Midshipman,  3  July,  1798.     Resigned  ]  8  December  1798. 

Green,  Farnil'old. 

Midshipman,  1  May,  1822.     Dismissed  17  December,  1827. 

Green,  Francis  M. 

Acting  Master,  18  June.  1801.  Acting  Volunteer  Lieutenant,  3  April,  1864.  Hon- 
orably discharged  24  May,  1866.  Acting  Volunteer  Lieutenant,  3  Sei^tember, 
1800.    Lieutenant,  12  March,  1868.'    Lieutenant-Commander,  18  December,  1868. 
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Grooii,  CJeorKO. 

Acting  Tliird  Assistant  Engineer,  4  August,  1804.     Resigned  12  May,  1863. 
Greoii,  Ilonry  A. 

Acting  Ensign,  27  .July,  1803.     Acting  Master,  30  November,  1804.     Ilonorablv 
lisclmrL'i'd  'JO  September,  1805. 
(jirooii,  Henry  It. 

Acting  Third  Assistant  P^nginecrr,  1!)  September,  1H02.     Acting  Second  Ahsistant 
Engineer,  3  Mmch,  1804.     Resigned  (Sick,)  22  March,  1805. 
Green,  Henry  D. 

Mate,  3  September,   18G3.     Acting  Ensign,  10  December.  18(53.     Honorably  dis- 
charged 11  November,  1805. 
<areen,  Henry  fi. 

Mi(!sliii)nian,  21   July.  1800.     Graduated  7  June,  1870.     Jhisign,   13  Julv,  1371. 
Muster,  23  May,  1874. 
Green,  Henry   W. 

Acting  Master,  10  June,  1801.     Dismissed  0  July,  1801. 
Green,  JnineH  K. 

Acting  Carpenter,  1  October,  1802.     .Appointment  revoked  29  October,  1803. 
Green,  James  G. 

Mate,  11   May,  1801.     Acting   Ensign,  27  November,   1802.     Acting  ^faster,   11 
August,  1804.     Master,  12  March,  1808.     Lieutenant,  IS  December,  1808.    Lieu- 
tenant-Commander, 3  July,  1870. 
Green,  John. 

Purser,  5  Ai)ril,  1805.     Last  appearance  on  Records  of  Navy  Department,  11  Jan- 
uary, 1811. 
Green,  John. 

Carpenter,  23  January,  1833.     Died  12  January,  1804. 
Green,  John  Iff. 

Gunner,  23  November,  1828.     Resigned  8  September,  1830. 
Green,  John  P. 

Third  Assistant  Engineer,  24  Februarv,  1802.     Appointment  revoked  1  March, 
1802. 
Green,  John   R. 

Purser,  'J"",  Ai)rii,  1812.     Died  24  August,  1812. 
Green,  JoMepli   F. 

MiilshipMian,  1  November,  1827.    Passed  Midshipman,  10  June,  1833.    Lieutenant^ 
28  February,  1838.     Commander,  14  Septemlter,  1855.     Caj)tain,  10  July.  1802. 
Conunodore,  2  December,  1807.     Rear-Admiral,  13  July,  lb70.     Retired' list,  25 
Novenil)er,  ls72 
Green,  Joseph  Slory. 

Third  Assistant  Engineer,  11    Februan*,   1802.      Second   .\..^sistant  Engineer,  15 
October   1803.     Retired  24  May,  1807* 
Green.  lievi  II. 

Third  Assistant  Engineer,  19  March,  1858.     Second  Assistant  Engineer,  1  Deceni- 
l)er,  1800.     First  Assistant  Engineer,   15  October,   1803.     Resigned  2  August, 
1809. 
Green,  \athaiiiel. 

Acting  Mi<lslii])man,  28  ^Liy,  1S52.     Midshii)man,  1   October,  1850.     Passed  Mid- 
shi])man,  29  April,  1859.     blaster,  5  Septi-mber,  1859.     Lieutenant.  27  Fcl)ruary , 
1801.     Lieutenant-Commander,  2  January,  1803.     Retired  list,  21  January,  1873. 
Dicl  22  March,  1873. 
Green,   Itieliartl. 

r.<iat>\vain.  12  December.  1799.     Discharged  1  August,  1800. 

Green,  Samuel. 

Master,  19  January,  1809;     Appointment  revoked  8  May,"  1809. 
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Green,  Samuel  \. 

Midshipman,  1  Ajn-il,  1828.     Resigned  9  July,  1828. 
Cilreen,  Naniiiel  S. 

Sailmaker,  1802.     Last  aj^pearance  on  Records  of  Navy  Department,  19  December, 
1803. 
Green,  Stephen  S. 

Acting  Assistant  Surgeon.  5  March,  1864.     Honoi'ably  discharged  5  December, 
1865. 
Green,  Tbonias  B. 

Acting  Third  Assistant  Engineer,  28  October,  1861.     Acting  Second  Assistant 
Engineer;   26   December,  1803.     Acting  First  Assistant  Engineer,  3  October, 
1864.     Honorably  discharged  20  March,  1866. 
Green,  Tlionias  H. 

Acting  Gunner,  14  September,  1863.     Honorably  discharged  16  October,  1865. 
Green,  William. 

Master,  26  June,  1812.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Lake  Chamijlain. 
Green,  William. 

Boatswain,  30  September,  1861.     Warranted  30   September,  1862.     Appointment 
revoked  19  May,  1869. 
Green,  William. 

Midshij)man,  1  January,  1818.     Lieutenant,  3  March,  1827.     Commander,  17  May, 
1847.     Reserved  list,  13  SejJtember,  1855.     Resigned  6  May,  1861. 
Green,  William  YI. 

Acting  First  Assistant  Engineer,  11  June,  1862.     Acting  Chief  Engineer,  21  July, 
1863.     Resigned  15  August,  1863. 
Green,  Willis  M. 

Midshipman,  30  November,  1814.     Resigned  14  June,  1819. 
Green,  W.  M.,  Jr. 

Midshipman,  16  December,  1836.     Dismissed  19  September,  1840. 
Greene,  Albert  S. 

Third  Assistant  Engineer,  17  February,  1860.     Second   Assistant  Engineer,  17 
November,  1862.     First  Assistant  Engineer,  1  March,  1864.     Chief  Engineer,  5 
March,  1871. 
Greene,  Benjamin  F. 

Professor,  21  March,  1873.     Retired  list,  25  October,  1879. 
Greene,  diaries  H. 

Midshipman,  13  May,  1848.     Passed    Midshipman,  15  June,  1854.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     Wholly  retired  17  May,  1867. 
Greene,  Cliristoplier  N. 

Midshipman,  1  February,  1827.     Resigned  23  October,  1827. 
Greene,  Oaniel  S. 

Assistant  Surgeon,  18  October,  1833.     Passed  Assistant  Surgeon,  1   August,  1837. 
Surgeon,  8  September,  1841.     Dismissed  2  May,  1861. 
Greene,  Bavid  M. 

Third  Assistant  Engineer,  23  May,  1861.     Second  Assistant  Engineer,  28  October, 
1862.     First  Assistant  Engineer,  1  January,  1865.      Resigned  16  September, 
1869. 
Greene,  Edward  It. 

Mate,  21  November,  1864.     Honorably  discharged  6  May,  1867.     Mate,  26  Novem- 
ber, 1869.     Deserted  16  April,  1873. 
Greene,  Francis  E. 

Midshipman,  25  September,  1867.      Graduated  6  June, '1871.     Ensign,  14  July, 
1873.    Master,  16  June,  1875. 
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CSrt'i'iio,  FrniioiH  V. 

Aitiiif^  ^\ssistunt  Sur^jt'on,  11)  December,  1802.     Acting  Passed  ARBistftnt  Surgeon, 
11  August,  ISO.j.     Passed  Assistimt  Surgeon,  Retired  list,  ;{0  June,  1»7U. 
Greene,  Friiiik  C. 

Acliug  CJuiuuT   5  August,  ISti:!.     l[..ii()nil)ly  dischiirgod  (5  Dctemlier,  ISQ^). 
Greene,  Geor;;e  Iflaxoii. 

Third  Assistant  Kngiiiei-r, 'J.'i  AuLfust,  1M(5'2.     Sccotid  A'<sistaiit  Kngitn'rr,  20  Feb- 
ruary, IStil.     First  Assistant  Kiigineer,  1  January,  laOb.     Died  2  June,  l»7b. 
Greene,  George  W. 

Carpintur,  1)»  Novrniber,  1875. 

Greene,  IIukIi  ^V. 

Purser,  28  Fel)ruary,  18;?f».     Resigned   ]:,  May,  1851. 
Green e»  James  C'. 

Aetiug  Kii-i-n,  11   November,  18(»2.     Dismissed  7  June,  ISn:^.     Aftin.,' Knsjgn,  8 
Nitvemlier,  18Gt.     Honoralily  discharged  2'J  July,  iStJG. 
Greene,  JanieH  ]fl. 

Surgeon's  Mate,  20  April,  1825.     Surgeon,  4  December,  1828.     Retired  21  Decem- 
ber, I8(jl.     Medical  Director  on  Retired  list,  3  March,  1871.    DietlO  June,  1871. 
GreeiKN  Paul. 

Aeting  Knsign,  17  September,  18G4.     Honorably  disclnirgeil  13  July,  1805. 
Greene,  K.  II. 

Acting  Assistant  Surgeon,  5  November,  18fi3.     Resigned  18  May,  1805. 
Greene,  Samuel  I>ana. 

Acting  Miilshii)mftn, 21  September,  1855.    Midshipman,  9  June,  1850.    IJcu^enant, 
81   August,  1801.     Lieutenant-Comnuinder,  11   August,  18G5.     Commander,  12 
December,  1872. 
Greene,  Stewart. 

Acting  Second  Assistant  Engineer,  28  March,  1803.  Resigned  10  .\i)ril,  1803. 
Acting  Second  Assistant  Engineer,  21  ^May,  18G3.  Honorablv  discharged  19 
October,  1805. 

Greene.  Tlieoclore  P. 

Midshii>man,  1  November,  1820.     Passed  Midshipman,  28  April,  1832.     Lieuten- 
ant, 20  December,  1837.     Commander,   14   Se])teniber,  1855.     Cajjtain,  10  July, 
ls(;2.     Commodore,  24  July,  1807.     Retired  1  November,  1871.     Rear-Admiral 
Retired  list,  24  May,  1872. 
Greene,  William  A. 

Assistant  Surgeon,  7  March,  1838.     Died  November,  1839. 
Greene,  IVilliain  II. 

Acting  Second  Assistant  Engineer,  17  December,  1801.  Killed  inaction  at  Gal- 
veston, Texas,  1  January,  1803. 

Greenlial;;li,  Joiin. 

Acting  Knsign,  I'J  December,  1803.     IIonoral)ly  discharged  5  ^lay,  1808. 
Greenliougli,  J.  W.  II. 

Assistant  Surgeon,  7  ^lareh.  1838.     Resigned   10  Sejjtember,  1814.     Re-appointed 
24  April,  1847.     Passed  Assistant  Surgeon.     Retired  14  May,  1801.     Dismissed 
5  July.  ISOI. 
Greenlaw.  .lameH. 

Midshipman,  18  June,  1812.  Last  np2)earance  on  Records  of  Navy  Department, 
15  November,  1814. 

Greenleal*.  diaries  II. 

Third  Assistant  Engineer,  3  October,  1801.    Seconfl  Assistant  Engineer,  3  August, 

1S(;;5.      First  Assistant  Engineer,  11  Octoljer,  1800. 
Greenleaf*.  Frederick  \\. 

Midshii)man.  29  July,   1803.     Graduated  1  June,  1807.     Ensign,   18  3Iarch.  1908, 

Master,  21  March,  1870.     Lieutenant,  31  October,  1871. 


300  GENERAL   NAVY  REGISTER. 

Oreenloaf,  Jonallinn 

Midshipman,  31  October,  1709.     Died  30  June.  1800. 
Greenow,  John. 

Carpenter,  date  not  known.     Last  appearance  on  Record-s  of  Navy  Department. 
Greenow,  Sauinel. 

Carpenter,  15  April,  1799.     Warrant  returned  1  May,  1801. 
Green  way,  C.  Hnnter. 

Mate,  5  May,  1870.     Resigned  21  November.  1871. 
Greenway,  William  TV.  T. 

Acting  Assistant  Paymaster,  1  August,  18G1.     Dismissed  4  December,  1863. 
Greenwell,  £dward. 

Midsliipman,  9  June,  1811.     Dismissed  4  December,  1819. 
Greenwood,  Charles  H. 

Mate.    Deserted  25  April,  1866. 
Greenwood,  E.  li. 

Midshipman,  1  December,  1826.     Resigned  13  May,  1833. 
Greenwood,  George  W. 

Acting  Third  Assistant  Engineer,  14  May,  1864.  Honorably  discharged  10  August. 
1865. 

Greenwood,  John  T. 

Acting  Third  Assistant  Engineer,  8  October,  1863.     Honorably  discharged  23  Oc- 
tober, 1868. 
Greenwood,  Thales. 

Midshipman,  1  January,  1808.     Dismissed  6  November,  1809. 
Greer,  Alexander. 

Third  Assistant  Engineer,  1  December,  1854.     Second  Assistant  Engineer,  9  May, 
1857.    First  Assistant  Engineer,  2  August,  1859.    Chief  Engineer,  21  May,  1863. 
Died  10  September,  1867. 
Greer,  James  A. 

Midshipman,  10  January,  1848.     Passed  Midshipman,  15  June,  1854.     Master,  15 
Sei^tember,  1855.      Lieutenant,  16  September,  1855.      Lieutenant- Commander, 
16  July,  1862.     Commander,  25  July,  1866.     Captain,  26  April,  1876. 
Greeves,  Thomas. 

Midshipman,  9  November,  1813.     Died  in  1817. 
Gregg,  John. 

Mate,  24  January,  1863.     Acting  Ensign,  13  February,  1864.      Honorably  dis- 
charged 12  December,  1865. 
Gregg,  William. 

Mate,  24  Jauuary,  1863.     Appointment  revoked  (Sick,)  1  August,  1863. 

Gregg,  William  W. 

Mate,  23  September,  1862.     Dismissed  4  February,  1863.     Mate,  4  February,  1864. 
Discharged  29  April,  1865.     Mate,  22  April,  1870.     Appointment  revoked  24 
September,  1870. 
Gregory,   Francis. 

Midshipman,  23  May,  1840.     Passed  Midshipman,  11  July,  1846.     Died  27  Feb- 
ruary, 1852. 
Gregory,  Francis  H. 

Midshipman,  16  January,  1809.  Lieutenant,  28  June,  1814.  Commander,  28 
April,  1828.  Captain,  18  January,  1S38.  Rear- Admiral  on  Retired  list,  16  July, 
1862.     Died  4  October,  1866. 

Gregory^  Frank  F. 

Mate,  27  April,  1864.     Acting  Ensign,  18  Jlay,  1865.     Honorably  discharged  IS 
July,  1865. 
Gregory,  George  A. 

Mate,  3  June,  1864.    Honorably  discharged  13  May,  1866. 
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^■roKorj',  Henry  N. 

Acting  Assistant  Puynmstcr,  III  ( ktol.i-r,  ]^<r,:5.     Ilonoraljly  diHcharged  21  Novcn.. 
l)cr,  I8()r>. 

(jircfJTory,  II.  ]»I. 

Acting  Assistant  Surgeon,  2  August,  18r>l.     Ilcfligncd  27  Fchruary,  1m>2. 
CjiroRory,  II.  P. 

Thir«i  Assistant  Engineer,  21   Sei)t(inl»er,  1801.     Second  Assistant  Engineer,  yO 
July,  I80:i.     Resigned  27  April,  18«.j. 
CiircKory,  lliieli  M. 

Acting  Master,  27  May,  IHf.i.     Acting  Volunteer  Lieutenant,  13  October,  1802. 
KisigUfd  0  February,  18<i4. 
Cirofi^ory,  John  II. 

Mate,  4   November,  18(51.     Acting  Ensign,  1  April,  1S04.     ITonnrably  disebart^'r.I 
SO  November,  1805.     Acting  Ensign,  22  August,  18(i7.     JIustered  out  0  Decem- 
ber, 1808. 
tiJroBory,  Josopli,  Jr. 

Mate,  J4  Decemi>er,  18r.l.     Honorably  discharged  24  October,  1865. 
Gre);ory,  JiinIiih  10. 

Acting  Assiataut  Surgeon,  10  Februarv,  1804.     Honorably  discharged  9  October 
18G5.  ■  ' 

Orejjory,  Mioliaol  B. 

Acting  Master,  24  .July,  1801.     Dismissed  1  October,  1801. 
lir^gory^  Uioliard  C 

Assistant  Surgeon,  24  July,  1813.     Last  appearance  on  Records  of  Navy  Depart- 
ineut. 
CjiroRorj',  KolK'rf. 

Male,  20  June,  l>(j:3.     Deserted  18  September,  1863. 
Cjire^ory,  Samuel  It. 

Acting  Master,  :J  October,  1861.     Resigned  15  November,  1804. 
OrcKory,  Thomas  B. 

Acting  Volunteer  Lieutenant,  1  October,  1802.    Honorably  discharged  30  October 

18tM. 

Gregory,  lVe<4ton. 

:Mate,  5  March,  lst;2.     Acting  Ensign,  20  December,  1802.    Resigned  8  May,  1803. 
Ciregory,  IVilliam  B. 

Acting  Master,  2(y  August,  1801.     Dismissed  6  September,  1861.     Ro-appointcd  3 
October,  1801.     Api)ointment  revoked  27  June,  1802. 
Grefcory,  IVilliam  B. 

Mate,  7  Juuuary,  1804.     Honorably  discharged  21.Muy,  1800. 
Greiiliek,  Joseph. 

Mate,  17  May,  1804.     Dismissed  3  August,  1865. 
Greiiiiel,  SIohm  II. 

Mi.lsliipman,  oU  April,  1800.    Lieutenant,  19  February,  1807.    Dismissed  1  August, 
18U7. 
Greiiiiel,  SIohh   II. 

Master,  24  April,  1812.     Died  21  Manli,  1813 
Greppiii,  Joseph. 

Acting  Second  Assistant  Engineer,  10  December,  1862.     Ilonorably  diBcbargcd 
28  Marcli,  1807. 
Grey,  Ileiirj'  W. 

Mate,  10  September,  1804.     Honorably  discharged  4  October,  1805. 
Griee,  Fraiiels. 

Naval  Coustructor,  7  May,  1817.     Chief  Naval  Constructor,  1  December,  1846. 

GrIee,  Joseph. 

Caqx-nter,  19  February,  1819.     Last  apx)eanuico  on  Records  of  Navy  Department, 
24  February,  1819. 
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Gridley,  Charles  Ternoii. 

Acting  Midshipman,  26  September,  1860.  Acting  Ensign,  1  October,  1863. 
Master,  10  Mav,  18GG.  Lieutenant,  21  Februarj^,  1807.  Lieutenant-Commander, 
12  Marcii,  18G8. 

Grier,  Edward  II. 

Mate,  17  December,  1864.     Honorably  discharged  26  October,  1865. 

Grier,  George  W. 

Acting  Third  Assistant  Engineer,  11   February,  1864.     Honorably  discharged  9 
October,  1865. 
Grier,  Henry  F. 

Acting  Third  Assistant  Engineer,  19  October,  1863.  Honorably  discharged  7 
October,  1865. 

Grier,  John  A. 

Third  Assistant  Engineer,  2  August,  1855.  Second  Assistant  Engineer,  21  July, 
1858.  First  Assistant  Engineer,  3  August,  1859.  Chief  Engineer,  31  January, 
1802.     Resigned  15  November,  1865. 

Grier,  John  TV. 

Chaplain,  3  March,  1825.     Resigned  15  October,  1859. 

Grier,  William. 

Assistant  Surgeon,  7  March,  1838.  Passed  Assistant  Surgeon.  Surgeon,  14  April, 
1852.  Medical  Director,  3  March,  1871.  Surgeon-General,  Retired  list,  5  Octo- 
ber, 1878. 

Grieve,  Charles. 

Mate,  9  January,  1864.  Acting  Ensign,  30  August,  1864.  Acting  Master,  6  April, 
1865.    Honorably  discharged  7  July,  1866. 

Griffin,  Allen. 

Midshipman,  1  January,  1812.     Lieutenant,  1  April.  1818.     Died  18  -September, 

1828. 

Griffin,  Charles  £.  I.. 

Midshipman,  2  November,  1828.  Passed  Midshipman,  14  June,  1834.  Dismissed 
11  January,  1840. 

Griffin,  Colnmhns  li. 

Acting  Third  Assistant  Engineer,  1861.  Appointment  revoked  (Sick,)  19  March, 
1IS02.  Actia  Third  Assistant  Engineer,  1  August,  1802.  Appointment  revoked 
(Sick,)  15  September,  1862. 

Griffin,  George  B. 

Mate,  27  February,  1863.  Acting  Ensign,  17  April,  1864.  Honorably  discharged 
25  October,  1865. 

Griffin,  George  W. 

Acting  Assistant  Paymaster,  14  January,  1862.     Resigned  19  September,  1864. 

Griffin,  Israel  S. 

Midshipman,  4  March,  1823.     Dismissed  8  June,  1831. 

Griffin,  James. 

Gunner,  20  February,  1840.     Appointment  revoked  12  December,  1840. 

Griffin,  John. 

Mate,  8  May,  1862.  Acting  Ensign,  31  August,  1803.  Honorably  discharged  6 
November,  1805.     Mate,  15  March,  1867.     In  service. 

Griffin,  liarkin. 

Assistant  Surgeon,  8  September,  1802.  Surgeon,  27  November,  1804.  Died  1 
November,  1814. 

Griffin,  liCvi, 

Fii-st  Assistant  Engineer,  1  November,  1842.     Disrated  to  Second  Assistant  Engi- 
neer, 28  July,  1845.     Resigned  2  November,  1847. 
Griffin.  Robert  ]Vechols. 

Midshipman,  21  January,  1862.  Graduated  22  November,  1864.  Died  7  Septem- 
ber, 1867. 
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Grifllii,  Kobort  S. 

CuUet  Eui^iucer,  1  October,  1874.    Oradnatcfl  20  June,  1878. 
Cliriinii,  Nninnci  1j. 

Acting  Ensign,  7  October,  18ij;?.     llcsigncd  U  December,  1806. 
Grilllii,  Nainiiol  P. 

Mi«ishii)ni;in,  U  Sci)tenibcr,  Ib-ll.      Pusscd  Midbhii)nuin,  10  August,  1847.     Dis- 
Uii&bcd  I')  .Inne,  1554. 
Cirifliii,  TlioiuaH  I>. 

Midsbipniau,  20  September,  187:^.     Graduatcil  20  June,  1870.     Ensipn,  1  Novem- 
ber, 1879. 
Grifllii,  Tliomns  J. 

bccund  Assistant  Engineer,  28  May,  1801.     liesigned  6  April,  1803. 
Cirifliii,  Tiiiiotliy  J. 

builnmkcr,  13  iluy,  1840.     Resigned  0  April,  1852. 
Oriflln,  William. 

Acting  Third  Assistant  Engineer,  13  February,  1805.    Honorably  discharged  10 
fcjeptembur,  1805. 

Griflln,  William  P. 

Midshipman,  1  October,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
28  Februar}',  1838.     Died  4  December,  1S51. 
Griflliii;^,  George  II. 

Acting  Assistant  Paymaster,  18  November,  1804.     Passed  Assistant  Paymaster,  2.1 
July,  1800.     Paymaster,  3  October,  1874. 
Griffith,  Alberto. 

Midshipman,  1  November,  1826.     Passod  Midshipman,  28  April,  1832.     Lieuten- 
ant, 0  September,  1837.     Died  20  Ducmbcr.  1842. 
Griffith,   Alfred. 

Assistant  Surgeon,  10  October,  1807.     Resigned  13  October,  1871. 
Griffith,  Milton. 

Acting  Ensign,  31  March,  1803.     Appointment  revoked  10  Januarj',  1805. 
Griffith,  Namnel  II. 

Assistant  Surgeon,  15  December,  1877. 
Griffith,  TheophilnH. 

Mate.  23  January,  1602.     Resigned  9  September,  1802. 
Griffith,  William. 

Acting  Gumier,  5  August,  1803.     Deserted  19  November,  1803. 
Griffith,  William. 

Midshipman,  17  February,  1800.     Lost  on  the  "  Insunjent."'' 
Griffiths,  Domiuiok  £. 

Mate,  2  November,  1803.     Discharged  22  April,  1804. 
Griffiths,  Herbert  91. 

Carpenter,  25  September,  1801. 
GritlllliH,  Innac  J. 

Third  Assi.staiit  Engineer,  16  Januarj-,  1803.     Resigned  20  February,  1803. 
GriffilhH,  John   J. 

Acting  Assistant  Paymaster,  10  September,  1802.     Resigned  80  May,  1864. 
GrillithH,  John  W. 

Acting  Ensign,  27  April,  1804.     Honorably  discharged  29  October,  1865. 
GriffitliH,  Montgomery  P. 

Acting  Third  Assistant  Engineer,  15  September,  1804.     Honorably  discharged  4 
September,  1805. 
GrifflthH.  Oliver  W. 

CupLiitor,  10  September,  1802.     Resigned  15  October.  1808. 
Griffiths,  Walter  It. 

Acting  Gunner,  13  December,  1802.     Resigned  19  August,  1864. 


304  GENERAL   NAVY  REGISTER. 

€}riggs,  Charles  I>. 

Mate,  2  September,  1864.     Honorably  discharged  3  October,  1865. 

Griggs,  George  H. 

Acting  Third  Assistant  Engineer,  15  January,  1862.  Resigned  24  March,  1862. 
Acting  Third  Assistant  Engineer,  13  June,  1862.     Resigned  16  December,  1862. 

Griinball,  John. 

Acting  Midshipman,  23  September,  1854.     Midshij)man,  11  June,  1858.     Resigned 

24  December,  1860. 

Grimball,  William. 

Midshipman,  1  September,  1811.     Resigned  20  December,  1813. 

Grimes,  James  McF. 

Midshipman,  28  July,  1863.  Graduated  June,  1867.  Ensign,  18  December,  1868. 
Master,  21  March,  1870.     Lieutenant,  26  December,  1871. 

Grimes,  John. 

Acting  Third  Assistant  Engineer,  16  April,  1863.  Honorably  discharged  13  Octo- 
ber, 1865. 

Grimes,  John., 

Acting  Third  Assistant  Engineer,  6  August,  1866.     Mustered  out  5  ]\Iarch,  1868. 

Grimke,  Benjamin  S. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Drowned  in 
November,  1825. 

Grinishaw,  £.  S. 

Midshipman,  4  August,  1823.    Resigned  16  October,  1823. 

Grinnell,  H.  Walton. 

Mate,  23  June,  1862.  Acting  Ensign,  11  November,  1862.  Acting  Master,  6 
January,  1864.  Acting  Volunteer  Lieutenant.  3  May,  18G5.  Ensign,  but  did 
not  accept,  12  March,  1868.     Honorably  discharged  25  July,  1868. 

Ciriscom,  John  IS. 

Mate,  12  October,  1862.    Acting  Ensign,  22  February,  1 864.    Killed  on  "  MacUnaio,'' 

25  December,  1864. 
Griswold,  Charles  Denning. 

Midshipman,  20  November,  1861.  Graduated  22  November,  1864.  Ensign,  1 
December,  1866. 

Griswold,  David  H. 

Mate,  20  December,  1861.     Resigned  (Sick,)  3  December,  1863. 

Griswold,  Edward  I>. 

Lieutenant,  31  October,  1799.    Resigned  29  September,  1800. 

Griswold,  George  R. 

Pmser,  15  September,  1853.     Died  5  April,  1857. 

Griswold,  George  R. 

Mate,  2  May,  1862.     Deserted  30  March,  1863. 

Griswold,  William  IV. 

Acting  Master,  9  July,  1861.     Honorably  discharged  18  September,  1865. 

GriTett,  John  W. 

Acting  Master  and  Pilot,  1  October,  1864.  Honorably  discharged  27  December, 
1865. 

Grooms,  Robert  li. 

Acting  First  Assistant  Engineer,  11  May,  1863.     Dismissed  5  August,  1863. 

Gross,  Charles  W. 

Mate,  29  June,  1863.    Appointment  revoked  13  April,  1864. 

Gross,  Daniel  H. 

Mate,  8  January,  1862.  Acting  Ensign,  23  May,  1863.  Dismissed  5  December, 
1863. 

Gross,  F.  A. 

Acting  Ensign,  30  May,  1803.  Acting  Master,  8  Mav,  1865.  Honorably  dis- 
charged 23  December,  1805. 
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OroMH,  Frodorlok  A.,  Jr. 

M;itc',  "Jii  Dictiiil.iT,  l^(i:5.     lIoiuinil>Iytlis<-linrged  25  October,  1865. 

<iirONM,    Tll4»lll>IM    II.    I*. 

M.itf,  T)  Sii)tciiil)cr,  iMilJ.     IJcsigiicd  "O  June,  18*55. 
<«roMVOiior,  C«.  II. 

.M;iti'.  JT  April.  ISC,,-,.     lloiioi;il,ly  , I ischurgL-<l  24  December,  1805.     Mate,  20  Mav. 

iMld.        IU>ij,MU(l     i;3    Dctul.CT,   iscii. 

Ciirotli,  TlKMMloro  A. 

Acting  'lliinl  Assistiuit  Engineer,  22  Marcli,  180.3.     Honorably  discbarged  7  Octo- 

lier,  l8)>r». 

(■roil I,  John  K. 

^liiisliipiiian,  21  November,  1848.     Droi)])ed  12  July,  1819. 
Cjirovo,  Fraiiois  II. 

At  ting  Muster,  22  Jumniry,  18(;2.     Honorably  discbarged  23  November,  18C5. 
Grovo,  JaiiiOH  It. 

:Mate,  2D  DLVcniber,  1803.     IJesigneil  0  .May,  18G."i. 
(lirovo,  TlioiiiaN  ii. 

Acting  Master,  18  June,  1802.  Acting  Volunteer  Lieutennnt,  4  February,  1805. 
Ensign,  12  Marcb,  1808.  Master,  18  December,  18G8.  Lieutenant,  21  "March, 
1S70. 

Ciirovor,  Fl(1ri<ls:c   II. 

AitingTiiird  As.sistant  Engineer,  11  March,  18C4.  Apiiointment  revoked  (Sick.i 
8  November,  1804. 

Groves,  Charles  Li. 

Acting  Third  Assistant  Engineer,  2  September,  1804.     Honorably  discharged  30 
June,   1805. 
Groves,  Georpe  J. 

Acting  Master,  1  October,  1802.     Honorably  discliarged  11   December.  1865. 
Gro^T,  Art  emus  !>. 

Acting  Tliird  Assistant  Engineer,  25  July,  1803.  Hon<irably  discharged  31  Octo- 
ber, 1808. 

Gro7.ler,  Tl'illiani  W. 

Acting  Master.  28  October,  18G1.     Honorably  discharged  24  December,  1865. 
Griil»b,  George  G. 

Midshipman,  4  June,  1801.     Discharged  17  March,  1804. 
Griihb,  William  II. 

Acting  Ensign,  l."j  August,  1864.     Honorably  discharged  18  August,  18C5. 
Griiiiiley,  IVilliaiii  Til. 

Mate,  24  October,  1801.     Ilesigned  2.1  February,  1802. 
GriiiKly,  Felix. 

Midsiiipnian,  21  October,  1845.     Dismissed  12  June,  1851. 

Gryines,  M  illiaiii  V. 

Mitlsliii)niaii,  4  Marcli.  1S23.     Dismissed  8  June,  1831. 
Gndgeoii,  William  II. 

Acting  Ensiirii,  lU  March,  1803.  Resigned  22  April,  1803. 

Guernsey,  Davi<l   W. 

Acting  Assistant  Paymaster,  23  October,  1803.  Honorably  discharged  12  Septem- 
ber, 1805. 

Gnernse}',  Thomson. 

Adiiig  Thir.l  Assistant  Engineer,  1  October,  1802.  Honorably  discharged  15 
December,  1805. 

Guerard,  Kiehard  I>. 

Third  Assistant  Engineer,  11  Januar)',  1849.     Dismissed  20  July,  1850. 


SO 
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Giiei'liii,  Frank. 

3Iidshipman,  1   Julj^,  1807.      Graduated  6  June,  1871.      Ensign,   14  July,   1872. 

]\Iaster,  3  August,  1877. 
Guest,  John. 

Midshii^man,  10  December,  1837.     Passed  Midshipman,  20  June,  1843.     Master, 

16  July,  1850.     Lieutenant,  24  December,  1850.      Commander,  16  July,  1802. 

Captain,  25  July,  1866.     Commodore,  13  December.   1873.     Died  13  January, 

1879. 

Guild,  Charles  F. 

Acting  Assistant  Paymaster,  8  October,  1864.     Assistant  Paymaster,  13  December,. 
1804.     Paymaster,  1  September,  1865. 
Guild,  Charles  M. 

Acting  Assistant  Paymaster,  19  September,  1861.     Mustered  out  38  April,  1869. 
Guild,  Henry  A. 

Acting  Third  Assistant  Engineer,  3  September,  1864.     Honorably  discharged  18 
December,  1865. 
Guild,  Samuel  E. 

Acting  Third  Assistant  Engineer,  25  August,  1864.     Honorably  discharged  5  Jan- 
uary, 1866. 
Guilford,  Henry  M. 

Mate,  15  December,  1864.    Dismissed  18  March,  1866. 
Guillon,  C.  T. 

Assistant  Surgeon,  9  February,  1837.     Passed  Assistant  Surgeon,  6  June,  1843. 
Surgeon,  38  August,  1847.     Resigned  15  September,  1854. 
Guion,  John  A. 

Assistant  Surgeon,  20  June,  1838.     Resigned  30  January,  1843. 
Guiteras,  Haniel. 

Assistant  Surgeon,  3  June,  1879. 
Guliek,  Charles  H. 

Mate,  1  October,  1862.     Acting  Ensign,  23  June,  1863.     Honorably  discharged  30 
November,  1865. 
Guliek,  John  S. 

Purser,  1  Februaiy,  1851.     Pay  Director,  3  March,  1871. 
Gumpert,  P.  P. 

Carpenter,  30  October,  1838.     Resigned  36  April,  1831. 
Gumphert,  William. 

Acting  Third  Assistant  Engineer,  4  December,  1863.     Acting  Second  Assistant 
Engineer,  19  April,  1864.     Honorably  discharged  18  August,  1865. 
Gnndenrath,  TVilliam. 

Acting  Third  Assistant  Engineer,  18  February,  1865.    Honorably  discharged  1 
Sei^tember,  1865. 
Gunderson,  Morgan. 

Acting  Master,  37  December,  1861.     Dismissed  14  January,  1863. 
Gunn,  John- 
Mate,  6  June,  1863.     Acting  Ensign,  38  May,  1863.     Honorably  discharged  33 
January,  1869. 

Gunn,  John  C.  C. 

Midshipman,  17  December,  1810.  Appointed  Second  Lieutenant  Marine  Corps, 
13  September,  1813.  Last  appearance  on  Records  of  Navy  Department.  Re- 
signed. 

Gnnuell,  Francis  M. 

Assistant  Surijeon,  33  March,  1849.  Surgeon,  23  April,  1861.  Medical  Inspector, 
3  March,  1871.     Medical  Director,  S  February,  1875. 

Gunnell,  Robert  H. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  37 
June,  1863.     First  Assistant  Engineer,  1  March,  1864.    Retired  8  July,  1873. 
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GiiiiiiiiiK,  .ToHiali  If. 

A>sistaiit  Siumnii,  2  St'iitemlHT,  IbOl.     Uesigucil  "JD  Ai)ril,  1803. 
CjiiiniiiiiK,  M  illiaiii. 

.MKUliipiiiiui,  Hi  JiiMuary,  1809.     Lost  ut  Sea,  5  Octolicr,  1811. 
<aiirl4\V<  l{4».val. 

.Mi.lsliij)iiKin,  2  December,  ITO'.I.     licsigncd  *J.">  Fctiruary,  1801. 
(jiiidii'ic,  .loliii  J. 

.Mi(l>liiliiii:iii, 'J8  Fobruury,  1831.     Pu.^sc<l   Midsliipiuiin,  1(5  July,  IS-IO.     Mu*ttT,  22 
.Mairli,  1817.     Licutenttiit,  7  July,  1847.     Disinissed  13  July,  1801, 
taiiyoiiiif,  TlioiiiaM. 

.Mi.lsliiiiinuii,  27  April,  17'J9.     Resigned  9  August,  1800. 
(jiiiyor,  Geoi'Ke  H. 

Acting  f>ccoii(l  Assistant  Engineer,  22  September,  1802.     Appointment  rcvoke<l 
lo  July,  18t)0. 
Cjiuaitliiiioy.,  M'aiHliiiiKtoii. 

Midshipiiian,  21  July,  18:J2.     Passetl  Midshipman,  23  June,  1838.     Lieutenant,  28 
June,  1843.     Dismissed  17  April,  18G1. 
Gwiii,  William. 

Midsliipiiuiii,  7   April,    1847.      Passed  Midshipman,   19  June,  1853.     Master,  1.'* 
S^Lpteiiibtr,  1855.     Lieutenant,  IG  September,  1855.     Lieutenant-Commander,  10 
July,  1802.     Killed  in  battle,  3  January,  1803. 
G^'inn,  John. 

Miilsliipnum,  18  May,  1809.    Lieutenant,  27  April,  1810.    Commander,  9  February, 
\bM.     Captain,  17  April,  1842.     Died  4  September,  1849. 
Ciiwiiiiier,  II<»nry  W. 

Midshipman,  2  Octobei-,  1801.  Graduated  22  November,  1804.  Ensign,  1  Decem- 
ber, 1800.  Master,  12  March,  1808.  Lieutenant,  20  March,  1^09.  Died  20 
September,  1 872. 

IlaaM.  Cloiiiciit  J. 

Mate,  18  November,  1801.     Died  1803. 
Haas,  Jeroiiio. 

Actiii<f  Tliird  Assistant  Engineer,  24  December,  1863.     Ilonorably  diflcbarged 
Niivenibcr,  1805. 
IlaborAliaiu,  Aloxaiidor  W  . 

Midshipman,  3  March,  1841.     Passed  ^lidshipman.  10  Auirust,  1847.     Master,  14 
September,  1855.     Lieutenant,  15  September,  1855.     Resigned  30  May,  l&OU. 
IIal»iy:liiirst,  Conrad  J. 

riiiKl  Assistant  EiiLTiiuer,  1  July,  1803.     Second  Assistant  Engineer,  2  September, 
1  >(■)•").     First  Assistant  Engineer,  17  Se2)tember,  1873. 
Ilahii'MliaM,  William  91. 

Third  Assistant  Engineer,  29  July,  1801.    Appointment  revoked  5  Fcbruar)',  18C2. 
llaokctt,  Frank  iv. 

Acting  Assistant  Paymaster,  11  September,  1802.     Resigned  6  October,  1804. 
lluekott,  Namuol  II. 

Acting  Midshipman,  28  September,  1855.     Midshipman,  9  Jimc,  1859.     Dismissed 
18  July,  1801. 
Iluokloy,  CiJoorKe  S. 

Midshipman,  3  January,  1801.     Died  8  July,  1805. 
Ilailda^ay,  £d^var<l  If. 

Midshipman,  20  June,  1800.     Lieutenant,  9  December,  1814.     Died  15  June,  . 
Iladdaway,  W.  If. 

Midshipman,  20  June,   1800.      Lieutenant,  9   December,  1814.     Died  80  M  ■'■ 
1815. 
Hacldon,  G.  W. 

Acting  Ensign  and  Pilot,  20  July,  1804-  Iloaorably  discharged  30  September. 
1805, 
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Haddeii,  Williniii  A. 

Midshipman,  28  September,  1865.     Graduated  June,  1869.     Ensign,  13  July,  1870. 
Master,  1  January,  1872.     Lieutenant,  13  March,  1875. 
Haddock,  ^Villiaiii  J. 

Miitc.     Resigned  30  June,  1863. 
Haddock,  Worcester. 

Acting  Tliird  Assistant  Engineer,  24  Marcli,  1865.  Appointment  revoked  16 
June,  1865.  , 

Hadfield.  Joseph. 

Acting  Ensign,  7  October,  1863.     Honorably  discharged  26  August,  1865. 
Hadfield,  William. 

Acting  Third  Assistant  Engineer,  16  September,  1864.     Honorably  discharged  Ci 
August,  1865. 
Hadley,  Francis  J. 

Acting  Third  Assistant  Engineer,  10  January,  1863.     Acting  Second  Assistant 
Engineer,  7  October,  1864.     Honorably  discharged  24  December,  1865. 
Hadley,  S.  W. 

Acting  Master  and  Pilot,  28  October,  1864.     Honorably  discharged  6  December. 
1865. 
Haffiiigtoii,  Jesse. 

Master,  15  September,  1813.     Discharged  15  April,  1815. 
Hafiier,  Joseph. 

Acting  Third  Assistant  Engineer,  18  February,  1865.     Honorably  discharged  25 
October,  1865. 
Hagaii,  Patrick. 

Acting  Third  Assistant  Engineer,  23  September,  1863.     Honorably  discharged  27 
July,  1865. 
Hageiinian,  John   William. 

Midshipman,  21  July,  1SG3.  Graduated  June,  1867.  Ensign,  18  December,  18G8. 
Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Hagei',  Elijah  W. 

Chaplain,  1  March,  1873.     Died  7  July,  1880. 
Hagernp,  Anthony. 

Acting  Ensign,  3  September,  1863.     Honorably  discharged  17  October,  1865. 

Hagsertj',  Francis  S. 

Midshipman.  17  February,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
19  December,  1843.  Commander,  11  October,  1861.  Retired  5  May,  1862. 
Captain  on  Retired  list,  4  April,  1867. 

Haggins,  Fdmnnd  H. 

Acting  Third  Assistant  Engineer,  8  December,  1863.     Honorably  discharged  13 
October,  1865. 
Halm,  Jacob. 

Mate,  2  February,  1863.     Dismissed  31  December,  1803. 

Haig:ht,  James. 

Midshipman,  21  October,  1799.     Resigned  27  July,  1803. 

Haiglit,  ISamuel. 

Midshipman,  1  March,  1837.     Resigned  17  March,  1839. 

Hain,  Franklin  1£. 

Third  Assistant  Engineer,  21  November,  1857.  Resigned  9  August,  1858.  Third 
Assistant  Engineer,  23  May,  1801.  Second  Assistant  Engineer,  29  October, 
1863.     Resigned  34  January,  1803. 

Haines,  Matthias  R. 

Acting  Ensign,  13  December,  1862.     Honorably  discharged  10  December,  1865. 

Haines,  Fdward  T,. 

Acting  Master,  7  December,  18G1.     Honorably  discharged  11  January,  1806 
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Ilniiios,  ITirnni. 

Third  Assistant  Ent^'iiuiT.  Ki  Kohruary,  1!S.j2.     Ucsi^jncd  2."5  July,  IS.Il. 
llniiiOM,  ]VIartiii  V.  It. 

Actiiiij  KnsiLjii,  22  .Iimuaiy,  isn:{.     Actiiij^  Master,  4  Dccciiihcr,  ISC.:}.     Ilonnrultly 
distiiarf^'i'il  1(5  St'i>toinber,  IbG.l.     Acting  Muster,  11  December,  IbGO.     Mustered 
out  27  August,  IbGS. 
llalora,  KdMur<l  W. 

Mate,  T)  March,  isi;2.  Actiiij;  Eiisi<,'ii,  27  November,  180:3.  Honorably  dischartred 
3  February,  IbUG.  Acting  Ensign,  5  April,  IbOO,  Appointment  revoked  0  Feb- 
ruary, iyG7. 

Ilald,  ViKo  T^-  T. 

Mate,  21  .hino,  18G2.     Dismissed  17  December.  18G2. 
IIal<loiiiaii,  Kobort  A. 

Actinia  Tiiinl  A-^sistant  Engineer,  lit  July,  I8C1L  Ai)i>ointment  revoked  (Sick.  1 
30  January,   18(l.j. 

TIalo,  Itonjaiiiiii  P. 

Mate,  12  April,  1805.     Dismissed  2  March.  1800. 
Halo,  CiiarloM  K. 

Chaplain,  10  March,  18G3.     Resigned  20  March,  1871. 

Hale,  David  W. 

Acting  Assistant  Paymaster,  24  May,  1802.     Resigned  3  March,  18C3.     Acting 
Assistatit  Paymaster,  25  September,  18G3.     Mustered  out  17  November,  1SG5. 
Hale,  E.  W.,  Jr. 

Mate,  23  September,  1801.     Pvcsigned  10  July,  1803. 
Hale,  Howar<l. 

Mate,  24  January,  1803.  Acting  Ensign,  17  January,  1804.  Honorably  discharged 
1  December,  1805. 

Hale,  9Iark. 

Midshipman,  1  March,  1825.     Resigned  29  May.  1832. 

Hale,  TlioniaH  C>. 

Mate,  2  October,  isGl.     Acting  Master,  31  I^Farch,  1802.     Dismissed  4  November, 
1802.     Mate,  20  February,  1803.     Acting  Ensign,  22  April,  la«4.     Acting  Mus- 
ter, 26  May,  1805.     Honorably  discharged  31  August,  1»G5. 
Haley,  Patriek. 

Boatswain,  1^  October,  1878. 
Halford.  Tt'illiaiii. 

Gunner,  11  April,  Xbll. 
Hall,  Albert  K. 

Acting  Ensign,  5  December,  1804.     Honorably  discharged  7  August,  1805. 
Hall.  Alfred  I.. 

Midshipman,  20  September,  1872.     Graduated  18  June,  1870. 

Hall,  AHapli. 

Professor,  2  ]May,  1803. 
Hall,  Ashtoii   S. 

Midshipman,  9  November,  1813.     Lost  in  the  "  Il'j.v/y "  in  1815. 

Hall,  riiarles. 

Masti  1,  1 1  June,  1.799.     P»esigncd  8  February,  1800. 

Hall,  CiiarleH. 

Mate,  7  Augus*^,  1802     Acting  Ensign,  10  Septeml)er,  1804.    Honorably  di.vhargcd 
30  Nnvembci-,  1805.     Acting  Ensign,  18  May,  IbGC.     Mustered  out  22  Septem- 
ber, 1S()8. 
Hall,  C'harleM  H.  ir. 

Assistant  Surgeon,  1  May,  1874.     Passed  Assistant  Surgeon,  0  Diteniber.  1878. 
Hall,  C'liarleH  .\. 

Mate,  7   August,  1802.     Acting   Ensign,  24    February,  18C3.     Resigned  3  July, 
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1864.     Acting  Ensign,  S  October,  1864.     Honorablj^  discliarged  21  July,  1865. 
Acting  Ensign,  1  February,  18C7.     Mustered  out  IT  July,  18138. 
Hall,  Crawfor«l  W. 

Midsliipman,  1  June,  1826.     Resigned  16  January,  1827. 
Hall,  David. 

Master,  17  August,  1812.     Last  appearance  on  Records  of  Navy  Department.     Dis- 
charged. 
Hall,  DaTid  A. 

Mate,  9   June,  1863.      Acting   Ensign,  9   July,  1864.     Honorably   discliarged    8 
August,  1868. 
Hall,  BaTid  H. 

Mate,  7  October,  1864.     Resigned  17  May,  1865. 
Hall,  Eldridge  I>. 

Mate,  2  March,  1870.     Carpenter,  3  July,  1870. 
Hall,  Francis  €. 

Midshipman,  2  March,  1808.     Resigned  23  September,  1805. 
Hall,  Frank  C. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  30  July,  1868. 
Hall,  George. 

Acting  Third  Assistant  Engineer,  5  November,  1864.     Resigned  10  May,  1865. 
Hall,  George  B. 

Mate,  29  December,  1863.     Honorably  discharged  20  December,  1865. 
Hall,  George  F. 

Assistant  Paymaster,  11  June,  1862.     Died  2  Sejitember,  1862. 
Hall,  George  O. 

Acting  Second  Assistant  Engineer,  7  January,  1865.     Honorably  discharged  25 
January,  1866. 
Hall,  George  O. 

Acting  Second  Assistant  Engineer,  18  August,  1864.     Honorably  discharged  28 
January,  1866. 
Hall,  George  S. 

Acting  Second  Assistant  Engineer,  4  June,  1864.     Dismissed  5  November,  1864. 

Hall,  George  W. 

Mate,  9  June,  1863.     Dismissed  19  March,  1864. 

Hall,  George  W. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  3  October, 
1861.     First  Assistant  Engineer,  25  July,  1866.     Resigned  16  November,  1866. 
Hall,  George  W. 

Third  Assistant  Engineer,  21   September,  1861.     Second   Assistant  Engineer,  3 
August,  1863.     First  Assistant  Engineer,  11  October,  1866. 
Hall,  Harry. 

Cadet  Engineer,  14  September,  1876.     Graduated  10  June,  1880. 
Hall,  H.  Clay. 

Acting  Master,  12  April,  1862.     Dismissed  28  August,  1862. 
Hall,  Isaac. 

Sailmaker,  1  April,  1822.     Died  18  April,  1828. 
Hall,  James  C. 

Acting  Ensign,  28  April,  1863.     Honorably  discharged  23  November,  1865. 
Hall,  John. 

Boatswain,  15  January,  1802.     Last  ai^pearance  on  Records  of  Navy  Department. 

Hall,  John. 

Boatswain,  16  March,  1866.     Died  22  February,  1880. 
Hall,  John. 

Midshipman,  11  January,  1832.     Passed  Midshiimian,  28  June,  1838.     Lieutenant, 
28  June,  1843.     Reserved  list,  13  September,  1855.     Died  5  October,  1860. 
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"""  Urn"!"!  2^  August,  1829.     Last  appearance  on  Records  of  Navy  Department, 
11  March,  \i<'M. 

'*"  A.:si!iu!"s  "eon,  31  March,  1874.     Passed  Assistant  Surgeon,  0  November,  1B77. 
"  M 'it c^l'J  April,  1804.     Lost  on  "  Narcimu,'"  4  January,  1800. 

^*"  A.'th^K"  i'n,  24  February,  1804.     Acting  Master,  8  April,  1805.     Honorably  dis- 

(.  iKirgid  11  November,  1805. 

"''Vn.U  "p."  n%*0  December,  1840.     Passed  Midshipman.  1 1  /"b;  1940      ^'^^^'^  ' 
.March,  1S35.     Dropped  13  September,  1855.     Died  8  September.  1802. 

"i;iumcr,  2'J  August.  1801.     Died  10  September,  1800. 

**'*  A 'ting  A'astcr,  12  August,  1801.     Resigned  23  May,  1802. 

""  Mas^r/'squVmber,  1813.     Last  appearance  on  Records  of  Navy  Department. 

Dii.i. 

"""idsh"  ma"  if  September,  1805.     Graduated  .June,  1809      Ensign,  12  .July.  1870. 
Master,  12  December,  1873.     Lieutenant,  1  November,  lb<o. 

Hall,  Mioliaol.  ^„„^ 

lioatsNvain,  18  April,  1842.     Died  22  August,  1804. 

Hall,  Mosos.  _  ,  ^^_. 

Hoatswain,  11  June,  1847.     Died  13  February,  1851. 

Hall,  Xatlianiol,  Jr. 

Mate,  1  July,  is'it.     Resigned  1»  June,  180.J. 

Hall,  Beynold  T. 

Assistant  Engineer,  22  April,  1880. 

'^""cting  AssL^tant  Surgeon,  1  October,  1802.    Resigned  16  June,  1863. 

^'"  Acthig  m"  uV,  25  January,  1802.     Honorably  discharged  24  November,  1865. 

""A^^i?"""  W*A*ssistant  Engineer,  0  June,  1804.     TIon..ral.ly  discharged  3  July, 
1«G5. 

""Mat!*,*??qm'mber.  1801.     Acting  Ensign,  21  May,  1803.     Honorably  dischargetl 

12  Decenibcr,  ISOO. 

""jUt^'-rMa'sl^';*^-     Killed  in  action,  "  Diamr  28  March.  1803. 

""A:^ti!ig  ?!"rAs^;tant  Engineer,  12  August,  1803.    Honorably  discharged  23  Sep- 
tember,  1805. 

"""oatswaini  15  November,  1836.     Died  27  September,  1857. 

""Mhlship"n,"l*7  December,  1810.     Last  appearance  on  Records  of  Nav>-  Depart- 

nient,  181  I. 

""A:.,i!^m^. 'Lutant  Engineor,  30  Augu...  ISO.     IlonoraUy  .U.-1..r.,..l  . 
October,  1805. 
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Hall,  1%'ilbni'ii  B. 

Acing  Midshiijman,  9  June,  1855.     Midshii^man,  20  September,  1855.     Resigned. 
7  March,  1861. 
Hall,  William. 

Midsliipinan,  1  January,  1812.     Last  aiDpearance  on  Records  of  Navy  Department,, 
3  November,  1812.     Dead. 

Hall,  William. 

Midsliijiman,  16  January,  1809.    Last  apiiearancc  on  Records  of  Navy  Department, 
10  July,  1S12. 

Hall,  William  B. 

Midshipman,  1  Jauuary,  1808.     Dismissed  3  May,  1813. 

Hall,  William  D. 

Acting  Ensign,  11  June,  1863.     Dismissed  20  October,  1864. 

Hall,  William  H. 

Mate,  4  December,  1867.     Mustered  out  20  April,  1869. 

Hall,  William  K. 

Third  Assistant  Engineer,  15  November,  1817.     Second  Assistant  Engineer,  11 
January,  1849.     First  Assistant  Engineer,  26  February,  1851.     Resigned  15  Feb- 
ruary, 1853. 
Halladay,  Charles  S. 

Acting  Assistant  Paymaster,  7  June,  1864.     Appointment  revoked,  3  June,  1805.. 

Hallet,  F.  A. 

Midshipman,  13  September,  1841.     Resigned  1  December,  1845. 

Hallet t,  Charles. 

Acting  Master,  4  Noveir-ber,  1861.     Honorably  discharged  22  August,  1865. 

Hallett,  Daniel  B. 

Mate,  11  September,  1862.  Acting  Ensign,  20  December,  1863.  Resigned  12 
May,  1864. 

Hallett,  George  H. 

Acting  Ensign,  Coast  Survey,  duty  30  November,  1866.    Mustered  out  30  November,, 
1808. 
Hallett,  James  H. 

Acting  Master,  13  August,  1861.     Resigned  30  July,  1863. 

Hallett,  OMyer. 

Mate,     llcbignud  27  June,  1862. 

Hallett,  Warren. 

Acting  Ensign,  15  December,  1862.     Resigned  1  June,  1863. 

Halloek,  Isaaip. 

Mate,  23  October,  1861.  Acting  Ensign,  2  April,  1864.  Acting  Master,  25  May,. 
1805.     Honorably  discharged  8  June,  1868. 

HalloM-ay,  James  C. 

Mate,  13  February,  1864.     Resigned  11  June,  1864. 

Hallowell,  Francis  P. 

Third  Assistant  Engineer,  B  September,  1863.     Resigned  12  November,  1867. 

Hallowell,  George  A. 

Master,  4  October,  1798.  Disappeared  till  5  December,  1813.  Appointed  IMaster, 
5  December,  1812.  Last  appearance  on  Records  of  Navy  Department,  1S20. 
Furloughed. 

Halpin,  John. 

Acting  Third  Assistant  Engineer,  7  October,  1863.     Appointment  revoked  (Sick,) 
13  November,  1863.     Acting  Third  Assistant  Engineer,  20  April,  1864.     Re- 
signed 5  May,  18G5. 
Halpine,  IV.  J.  JL.  T. 

Midshipman,  G  June,  1871.     Graduated  18  June,  1879. 
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Halflnll,  JoHliiin. 

Actiii!^'  Tliiiil  Assistant  Engineer,  20  August,  1864.     Loet  on  "  Karemut,"  4  Jonu- 
nrv,    sCii;. 
IlaUail,  IVilliiiin  F. 

Matu,  1  Nuvciiil)Lr,  l!S(i2.     Appointment  revoked  (Sick.)  4  June,  1903. 
IlalHoy,  OcorRc  W. 

Midshipiii.in,  :!1  n,toh(>r,  1799.     Resigned  2  October,  1800. 
IlalHoy,  John  ]tf. 

I'urser,  2')  A]>iil,  1H12.     Died  2  Janunrj-,  1838. 
HalNcy,  Kiohard  K. 

Tliird  Assistant  Engineer,  IG  January,  1803.     Resigned  30  October,  1888. 
IlalHoy,  William  F. 

Miilsliipnnm,  21   September  1809.     Graduated  31   Mav,  1873.     Knsign,  10  Julv 
\x~\.     Mastir,  18  Murch,*l8S0. 
HalMload,  Israel  T. 

Acting  Ensign,  10  September,  1802.     Resigned  11  Mav,  180.". 
nals(oa<l,  W\  II.  It. 

iMi.l>liipman,  1  November,  1828.     Resigned  10  December,  1829. 
Halstod,  Frank  W , 

Mate.     Resigned  3  April,   1802.     Acting  Ensign,   12   October,  1803.      Honorably 
discharged  4  November,  1805. 
Hamblen,  Androw  T. 

Acting  Ensign,  10  October,  1802.     Honorably  discharged  2  October,  1805. 
Ilamblefon,  John  N. 

Chaplain,  20  October,  1819.     Purser,  20  May,  1824.     Retired  21   December,   1801. 
Died  f)  December,  1870. 
Ilamblofon,  Samnel. 

ruiser,  2.>  April,  1812.     Died  IS  January,  1851. 
Uanibriok,  James  W. 

Mate,  1")  December,  1803.     Acting  Ensign,  21  Ajjril,  1805.     Ilonorably  discharged 

10  February,  IbOO. 
Hamell,  Benjamin  F. 

Acting  Assistant  Suigcon,  27  October,  1803.     Resigned  81   August,  1804.     Acting 
Abbistaut  Surgeon,  1  November,  1S04.     Honorably  dischaigcd  1(3  Ai)ril,  IbOO. 

Ilamer,  Thomas  ]tl. 

Midshipman,  2i)  June,  1847.     Resigned  24  August,  1849. 
IlamerAly,  Oeorjje  W. 

Midshii)man,  18  May,  bs09.     Licuteuant,  3  May,  1815.     Died  12  September,  1823. 
Ilainernly,  George  W. 

Midshipman.  1  September,  1837.     Passed  Midshipman,  29  June,  1843.     Resigned 

11  June,  1850. 
llamerHlj',  Ijetvis  II. 

Mate,  4  February,   1802.      Acting  Ensign,  3  December,   18G3.      Honorablv   dis- 
charged 23  July,  1800. 
IIamer«i1y,  Robert. 

Mid>iiiiMnan,  1  January,  1812.     Dic<l  in  March,  181.5. 
IlaiiKTMly,  ThoinaH  S, 

M.i>ti  r,  14  January,  lsl2      Lieutenant,  27  April,  1810.     Dismissed   16  July,  1831. 
Ilaiiiilfon,  AlaiiMoii. 

Mate,  11  Juue,  1803.     Honorably  discharged  7  August,  18C5. 

Hainiifon,  Alexander. 

A.  :::;g  Master,  28  October,  1801.     Dismissetl  23  September,  1863. 

Hainilloii,  Archibald. 

Midsliii'nuin.    18  Mav    1809.      Licutenaut,  24  July,  1813.      Killed  in  action   13 
Jaimury,  1815. 
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Hamilton,  ISnrt. 

Acting  Third  Assistant  Engineer,  24  December,  18G4.     Honorably  discliargecl  27 
July,  1865. 
Ilauiilton,  C  B, 

Assistant  Surgeon,  2  April,  1811.     Surgeon,  15  April,  1814.     Resigned  12  April, 
1826. 
Hamilton,  Charles  C 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Dismissed  21  September,  1863. 
Hamilton,  Charles  II. 

Acting  Master,  17  September,  1861.     Resigned  7  February,  1805. 
Hamilton,  Cleason  F. 

Acting  Third  Assistant  Engineer,  20  July,  1864.     Honorably  discharged  20  Janu- 
ary, 1866. 
Hamilton,  !Eclwarcl  W. 

Midsliipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
lb-22. 
Hamilton,  Henry. 

Gunner,  20  August,  1861.     Aj^pointment  revoked  23  September,  1868. 
Hamilton,  James. 

Acting  Gunner,  24  March,  1864.     Appointment  revoked  9  January,  1865. 
Hamilton,  James. 

Acting  First  Assistant  Engineer,  30  July,  1862.     Deserted  5  February,  1863. 
Hamilton,  James. 

Assistant  Surgeon,  22  July,  1844.     Died  6  September,  1854. 
Hamilton,  James  A. 

Acting  Ensign,  20  December,  1862.     Acting  Master,  recommendation  of  Com- 
manding Officei",  16  July,  1864.     Honorably  discharged  1  March,  1866. 
Hamilton,  James  F. 

Acting  Assistant  Paymaster,  19  May,  1863.     Assistant  Paymaster,  3  March,  1865. 
Paymaster,  29  June,  1866.     Resigned  14  January,  1875. 
Hamilton,  Jaanes  T. 

Acting  Ensign,  22  October,  1864.     Honorably  discharged  29  August,  1865. 
Hamilton,  John. 

Mi(l3!ii]3man,  4  July,  1818.     Lieutenant,  3  March,  1827.     Lost  in   the  ''■Hornet,'''' 
September,  1829. 
Hamilton,  John  R. 

Midshipman,  8  September,  1845.     Passed  Midshipman,  6  October,  1851.     Master, 
19  September,  1855.     Lieutenant,  16  Sej)tember,  1856.     Resigned  15  December, 
18C0. 
Hamilton,  John  R. 

Acting  Master,  18  January,  1862.     Honorably  discharged  15  January,  1866. 
Hamilton,  John  W. 

Acting  Assistant  Surgeon,  24  November,  1861.     Honorably  discharged  4  August, 
1865. 
Hamilton,  Robert. 

Master,  1  March,  1814.     Resigned  21  November,  1814. 
Hantilton,  Robert. 

Acting  Third  Assistant  Engineer,  13  September,  1861.     Resigned  11   February, 
1802. 
Hamilton,  Robert  B. 

Mate,  6  March,  lb05.     Honorably  discharged  9  September,  1865. 
Hamilton,  Robert  W. 

Lieutenant,  17  September,  1798.     Resigned  25  January,  1802. . 
Hamilton,  Thomas  H. 

Acting  Third  Assistant  Engineer,  17  May,  1864.     Honorably  discharged  21  July, 
1865. 
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Ilaiiiilton,  TlioinnM  J. 

A(tiii>r  Thinl  Assistant  Engineer,   \'t  August,  IbO-l.     Ilnnorably  discharged  30 
October,  ISOrj. 
Ilaiiiilfoii,  IVilliam 

Actin<;  Muster,  2<»  August,  ISOl.     Actinrr  Voluntc-er  I/icutenant,  12   A])ril,  1^04. 
Acting  Volunteer  Lieutenant-Commander,  17  July,  1805.    Honorably  discharged 
l.->  April,  IbliO. 
Ilaiiiilloii,  William  1\ 

Aetjfig  Master,  1  October,  1802.     Acting  Volunteer  Lieutenant,  10  Oci.obcr,  1802. 
Resigned  G  April,  18G:J. 

llainiKoiK  IVilliaia   11. 

Ciiumcr,  11  .lune,  lalO.     Died  18  September,  1805. 
Ilaiiiilfoii,  William  J. 

Aitiiin  Second  Assistant  Engineer,  1  October,  1802.    Acting  First  Assistant  Engi- 
neer, 2'J  March,  isc-l.     Ilouorubly  discharged  8  November,  1865. 
Ilainliii,  Ifcnjamin  X. 

Mate,  0  July,  1S03.     Lost  at  Sea,  21  August,  1803. 
Hamlin,  Joliii  C 

Mate,  11   October,  1801.     Acting  Ensign,  7  October,  1802.     Acting  Master,  con- 
sideration of  good  service,  19  November,  1803.    Api)ointment  revoked  7  Decem- 
ber, 1805. 
[fanimatt,  Charles  If. 

Acting  .\ssistant  I'aymaster,  5  September,  1803.     Honorably  discharged  27  Jan- 
uary, ISOO. 
ilammctt.  Charles. 

Mate.     Dismissed  24  September,  1802. 
ilainmolf,  William,  Jr. 

Mate,  5  March,  ls(i:!.     Acting  Ensign,  18  Novemlier,  1SG3.    Honorably  discharged 
y  November,  IbOo. 
Hammond,  Chariot  E. 

Assistant  I'aymaster,  14  November,  ISOl.     Died  27  February,  1802. 
ilaiiimoiKl,  C.  li.  O. 

Midshiijman,  8  Novendjer,  1847.     Resigned  23  3Iarch,  1854. 
Ilammonil,  Cioortfc  F. 

Acting  blaster,  7  December,  1801.     Resigned  5  May,  1804. 
IIammon<l,  O.  W. 

Acting  Ensign,  Admiral  Dahlgren's  Staff,  20  August,  1804.    Resigned  11  January, 
18(15. 
Hammond,  Joseph  If. 

Acting  Master,  'J7  December,  1801.     Resigned  2  April,  1802. 
Hammond.  Josiali. 

Mate,  28  October,  1801,     Acting  Master,  18  Februarv.  1802.     Dismissed  6  June, 
1802. 
Hammond,  Xaflian  \%\ 

Ailing  Master.  1  .Vjnil.  1  s02.     Acting  Volunteer  Lieutenant,  21)  November,  1802. 
Honorably  discharged  8  August,  1805. 
Hammond,  W. 

Mi.lshipman,  J'J  December,  1840.     Resigned  27  October,  1846. 

Ilamre,  Henry. 

Mate,  1  S(  ].t.inber,  1802.    Acting  Ensign,  31  July,  1803.     Honorably  discharged 
21  January,  1800. 
Haiiaiva^',  James  IV. 

Mate,  I  November,  1804.     Honorably  discharged  21  July,  1805. 

Hancock,  .lolin. 

Mate,  21  March,  1802.     Acting  Ensign,  8  Octo'ier.  ISilX     Honorably  dischmrg«d 
8  November,  1805. 
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Hand,  Bayard  E. 

Midsliipman,  7  April,  1847.     Passed  Midshipman,  10   June,  1853.     Master,  15 
September,  1855.     Lieutenant,  16  September,  1855.     Died  16  July,  1859. 
Hand,  Benjamin. 

Acting   First  Assistant   Engineer,  17   November,  1862.      Appointment  revoked 
(Sick,)  17  March,  1864. 

Hand,  €}oorge  Dallas. 

]\Iidshipman,  9  September,  1847.     Resigned  28  April,  1853. 

Ilanil,  Henry  W. 

Acting  Master,  13  November,  1861.     Honorably  discharged  21   February,  1866. 
Acting  Master,  1  May,  ltiG6.     Mustered  out  1  I^'ebruary,  1869. 

Hand,  Jasper. 

Surgeon,  7  March,  1809.     Dismissed  9  April,  1810. 

Hand,  Nanmel  T. 

Acting  Third  Assistant  Engineer,  13  August,  1864.     Resigned  29  May,  1865. 

Hand,  Setli. 

Acting  Ensign,  1  July,  1863.     Honorably  discharged  21  October,  1868. 

Hand,  S.  S. 

Mate,  7  June,  1862.     Acting  Ensign,  10  December,  1863.     Honorably  discharged 

7  September,  1866. 

Hand,  William  H. 

Mate,  23  August,  1862.     Acting  Ensign,  4  April,  1863.     Honorably  discharged  6 
April,  1869. 

Handey,  James  A. 

Acting  Ensign,  2  June,  1864.     Honorably  discharged  20  October,  1865. 

Handlan,  £ngene  Y. 

Acting  Ensign,  1  October,  1862.     Resigned  17  April,  1863. 

Handren,  John  W. 

Acting  Third  Assistant  Engineer,  17  May,  1861.     Resigned  23  April,  1862. 

Hands,  Robinson  W. 

Third  Assistant  Engineer,  1  February,  1862.    Lost  on  the  "  Monitor,^''  31  December, 
1862. 
Handy,  Albert  G. 

Master,  28  September,  1838.     Last  appearance  on  Records  of  Navy  Department. 
Dead. 

Handy,  Betbnel  G. 

Acting  Master,  4  November,  1861.      Disrated  to  Acting  Ensign,  28  August,  1862. 
Resigned  2  Sej^tember,  1862. 

Handy,  Charles  O. 

Purser,  29  December,  1817.     Resigned  4  June,  1846. 

Handy,  Edward  L.. 

Midshipman,  1  June,  1826.     Passed  Midshipman,  28  April,  1832.     Lieutenant,  8 
March,  1837.     Commander,  14  September,  1855.     Dismissed  14  June,  ISGl. 

Handy,  Henry  O. 

Midshipman,  28  July,  1865.      Graduated   June,  1869.      Ensign,   12  July,   1870. 
Master,  12  July,  1871.     Lieutenant,  9  November,  1874. 

Handy,  l^eTin. 

Midshipman,  1  June,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  25 
February,  1841.     Died  14  September,  1842. 

Han<ly,  Robert. 

Midshipman,  1  February,  1826.     Passed  Midshipman,  28  April,  1832.    Lieuten:n  t, 

8  March,  1837.  Reserved  list,  13  September,  1855.  Commander  on  Active  li.  t, 
14  September,  1855.  Retired  list,  6  February,  1862.  Oommodore,  Retired  list, 
4  April,  1867. 

Handy,  Sewall. 

Midshipman,  28  August,  1800.     Resigned  12  April,  1804. 
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ITnndy,  Thoinnn  R. 

Mi.ishipm;in,  2S  January,  181  J.     Died  27  October,  1824. 
IlaiK'M,  Saiimol. 

Ai  ting  iMasur,  '21  September,  ISHl.     II »rably  discharged  30  October,  18CG. 

Ilaiioy,  ]Iiie:1i. 

Aitiiig  'liiiid  Assistant  Engineer,  2S  September,  1803.     Ilonorubly  discharged  I 
biptcnibcr,  '[>''<'>. 
]Iaiiror<l,  Franklin. 

^lidsliipniaii,  29  >i()veml)cr,  isr.2.     Gra<1iiJitcd  .Juno.  ISOO.     Ensign,   12  March, 
lyr.s.     Muster,  20  March,  18GU.     Licuttiiant,  21  March,  1»70. 
Han  ford,  M  illiani  <\ 

^late,  4  Ajiril,  iNilv!.     Acting  EnsiLrn,  4   December,  18C2.     Appointment  r«'voked 
(Sick,)  10  August,  ISGIJ.     Acting  Ensign,  2  September,  lbU3.      liesigucd  10 
June,  18<")4. 
IlankH,  A.  P.  R. 

Male,  9  October,  1807.     Resigned  27  August,  1871. 
Ilanna,  Ronjainin. 

Mi.l^liiiiiiiaii,  7  January,  1813.     Resigned  10  March,  1814. 
llaiina.  livorfSQ  II. 

.M  ia>hipnian,  2  April,  1804.     Resigned  30  December,  1800. 
Ilanna,  II.  Iflolvillo. 

A>>istant  rayiuasttr,  11  June,  1802.     Resigned  13  February,  ISCi. 
Ilaniia,  Thomas. 

Ai  ting  Third  Assistant  Engineer,  18  August,  1804.     Resigned  17  June,  1805. 
Hannah,  IVilliani   A. 

Mate,  li  September,  1803.     Honorably  discharged  2~>  October,  1805. 
Ilannof^an,  S.  Ji. 

Mi.lsliipnian,  2  January,  1834.     Dismissed  8  Ju'y.  1839. 
Ilaniiifor,  Thoiuas  S. 

BtKitswain,  10  September,  1828.     Died  3  January,  1880. 
Ilannican,  Thomas. 

Arting  Third  As?,jstant  Engineer,  0  July,  1804.     Resigned  23  March,  1803. 
Hannon,  Horace  A. 

Mate,  19  October,  1802.      Acting  Ensign,  12  November,  1803.     Honorably  dis- 
charged 19  November,  1805. 
Ilannuin,  James. 

Midshipman,  30  April,  1800.     Dismissed  4  September,  1801. 
Ilannnm,  Josiali  .A. 

Aiting  Master,  27   May,  1801.     Honorably  discharged  20  October,  1805.     Acting 
blaster,  5  February,  1807.     Mustered  out  30  December,  1808. 
Ilannnm,  IVilliam  (i. 

.Midshipman,  23  September,  1872.     Ensign.  2  August,  1879. 
Ilannuno,  Joliii  I.iOiviH. 

Third  .\ssistant  Engineer,  21  April,  1803.     Second  Assistant  Engineer,  28  Scptem- 
iier,  iMil.     First  Assistant  Engineer,  23  November.  1872. 
Ilanrahan.  Thomas. 

At  ling  Master,  5  .May,  1802.     Honorably  discharged  9  Fei)ruRry,  1800. 
Ilanscom,  Isaiali. 

Naval  C'cmstruetor,  14   March,  IS.^O.     Chief  Bureau  Constrtiction  and  Repair,  23 
January,  1871.     Retireil  list,  29  June, .1877.     Died  5  March,  l&^jO. 

Ilansoom,  John  F. 

As>ist,int  Naval  Constructor,  29  July,  1875. 
Ilanscom,  Iie<»iiar«I. 

Carpenter,  14  ^lay,  1800. 
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Hanseoin,  William  li. 

Naval  Constructor,  15  October,  1858.     Resigned  4  January,  1866.     Re-instated  17 
April,  1871.     Retired  list,  15  August,  1874. 
Hanson,  Alexander. 

Acting  Ensign,  1  October,  1863.     Honorably  discharged  27  October,  1865. 
Hansen,  Herman. 

Suilmaker,  17  January,  1876. 
Hansen,  Peter. 

Acting  Ensign,  2  September,  1864.     Honorably  discharged  20  August,  1865. 
Hansford,  €.  H. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1828.     Died  3  September,  1830. 
Hansford,  Jefferson. 

Midshipman,  4  December,  1821.     Died  10  September,  1826. 
Hanson,  Aaron  T. 

Acting  Assistant  Surgeon,  6  October,  1863.    Honorably  discharged  19  January, 
1866. 
Hanson,  Barthold  €.  H. 

Acting  Third  Assistant  Engineer,  27  February,  1865.    Honorably  discharged  5 
September,  1865. 
Hanson,  Charles  H. 

Mate,  3  July,  1863.    Acting  Ensign,  26  July,  1864.    Honorably  discharged  2  No- 
vember, 1865. 
Hanson,  Frederick  W. 

Acting  Assistant  Paymaster,  14  April,  1864.    Honorably  discharged  25  Novem- 
ber, 1865.  V 
Hanson,  James  W. 

Acting  Assistant  Paymaster,  17  January,  1865.     Honorably  discharged  1  Novem- 
ber, 1865. 
Hanson,  Jobn. 

Acting  Master,  27  March,  1862.     Honorably  discharged  16  December,  1865. 
Hanson,  John  J. 

Midshipman,  21  September,  1841.     Passed  Midshipman,  10  August,  1847.     Died 
25  August,  1853. 
Hanson,  Robert,  W. 

Acting  Ensign,  12  November,  1863.     Honorably  discharged  12  December,  1865. 
Hanson,  Samnel,  of  S. 

Purser,  30  March,  1804.     Dismissed  16  July,  1811 
Hanson,  William. 

Acting  Master,  22  January,  1862.     Appointment  revoked  2  July,  1867. 
Hanson,  William. 

Acting  Ensign,  1  Se^jtember,  1864.     Honorably  discharged  20  Sejotembcr,  1865. 
Hanns,  Gustavus  C. 

Midshipman,  26  July,  1865.     Graduated   6  June,  1871.     Easign,   14   July,    1872. 
Master,  3  May,  1875. 
Hapsgood,  Charles  B. 

Mate,  20  September,  1864.     Honorably  discharged  26  October,  1865. 
Maradon,  A.  F. 

Mate,  23  January,  1862.     Resigned  15  April,  1863. 
Haralson,  C.  Jj. 

Midshipman,  10  September,  1847.     Resigned  13  December,  1854. 
Ilarben,  James  W. 

Mate,  12  September,  1864.     Resigned  (Sick,)  20  April,  1865. 
Marbenson,  Henry, 

Acting  Third  Assistant  Engineer,  5  November,  1862.     Acting  Second  Assistant 
Engineer,  6  May,  1864.     Honorably  discharged  27  October,  1865. 
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Ifarbor,  Giles  B. 

Mi<lslii])iu;in,   2t   July,    ISHfJ.      Gru«luftU<l   Juno,  I9rt9.      Ensign,  12  July,    1870. 
iMiister,  1'2  July,  1«71.     LicutcDuut,  lU  Hcptcmber,  l."574, 
llarhorKoii,  S.  II. 

Alatc,  J}  .liimiury,  18(1:3.      Acting  Ensign,  17  Juno,  ISOl.     Honorably  di-^chargcl 
y  Duceniber,  1S05. 
Harby,  T.ovi  M. 

Mi.l>lui)man,  18  June,  1812.     Uesigucd  4  Dcoember,  1827. 
[M]ii-<*<>iir<,  <'liar1ei4. 

Mate,  17  DeccmbcT,  18G4.     Appointment  revoked  22  April,  ISOj. 
Uaroonrt,  William. 

Guiiiur,  1  June,  \sr,:\.  Dismissed  12  January,  lSo2.  Re-Rppointed  Gunner,  1 
June,  18.')3.  Dismissed  13  Au<,nist,  lHr>r>.  ;M;ite,  23  Juiuiary,  isr.c.  Actinj; 
Ensiirn,  25  February,  1803.  Acting  Master,  2U  April,  1804.  Honorably  di»- 
chaiged  10  November,  1805. 

B[ard(>ii,  John  F. 

Acting  IVIaster,  20  August,  1801.     Acting  Volunteer  Lieutenant,  recommendntinn 
of  Admiral  Farragut,  29  March,   1804.     Honorably  discharged   12  Diccmbcr, 
1805.     Acting  Muster,  24  April,  1807.     Mustered  out  15  September,  1808. 
Harden,  Walter  8. 

Acting  Third  Assistant  Engineer,  21  July,  1802.     Appointment  revoked  (Sick.)  0 
March,  1803. 
Harden,  William  X. 

Acting  First  Assistant  Engineer,  1  October,  18G2.  Honorably  discharged  4  No- 
vember, 1805. 

HardenbnrKlif  T.  R. 

Midshipman,  29  February,  1799.    Struck  off  in  January,  1805. 
llardeHty,  James  H. 

Acting  Master,  30  October,  1801.     Dismissed  27  May,  1803. 
Uardie,  David. 

Third  Assistant  Engineer,  11  May,  1800.  Second  Assistant  Engineer,  38  October 
1802.     Retired  list,  15  March,  iS07. 

Hardini;,  James  II. 

Acting  Ensign,  1  December,  1804.     Honorahly  discharged  8  August,  18C5. 
Hardin;;,  Jeremiah. 

Acting   Boatswain,  5    April,  1805.     Honorably   discharged    11    September,  1805. 
Boatswain,  21  May,  1800. 
Hardinf;,  Samnel,  Jr. 

Mate,  31  October,  1801.     Acting  Ensign,  22  June,  1803.     Dismissed  fi  July.  1864. 
Harding,  Thomas  W. 

Acting  Second  Assistant  Engineer,  4  January,  1803.     Honorably  discharged  14 
January,  1800. 
Harding,  William  A. 

Mate.     Resigned  20  February,  1802. 
Hardison,  William. 

Gunner,  30  August.  KsOl.     Dismissed  29  June,  1804. 
Hardmaii,  James  W. 

Acting  Third  Assistant  Engineer,  5  March,  1804.^  Resigned  81  May,  1SG4. 
Harilwich,  Charles. 

Acting  Third  Assistant  Engineer,  9  September,  1802.     Resigned  4  May.  18C3. 
Hardwiek,  Thomas. 

Master,  21  April,  1814.     Discharged  22  May,  1815. 
Hardy,  Albert  W. 

Acting  First  Assistant  Engineer,  1  October,  1S02.  Acting  Chief  Engineer,  15 
January,  1803.     Honorably  discharged  30  November,  IsGo. 
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Hardj',  Charles  S. 

Mate,  9  November,  1863.     Resigned  27  Ajn-il,  18C5. 
Hardy,  E.  S. 

Acting  Master,  11  June,  1861.     Dismissed  27  March,  1862. 
Hardy,  Henry. 

Acting  Third  Assistant  Engineer,  21  April,  1864.    Honorably  discharged  11  June, 
18G5. 
Hardy,  Isliam  G. 

Acting  First  Assistant  Engineer,  2  February,  1863.     Acting  Chief  Engineer,  10 
June,  1864.     Honorably  discharged  10  October,  1865. 
Hardy,  J.  iL.  C 

Midshipman,  18  June,  1812.     (See  Marine  Corps.) 
Hardy,  Otis  B. 

Acting  Third  Assistant  Engineer,  12  April,  1865.     Honorably  discharged  30  Octo- 
ber, 1865. 
Hardy  man,  Tyler. 

Midshipman,  28  June,  1804.     Resigned  27  July,  1805. 
Hare,  George  H. 

Midshipman,  19  October,  1841.    Passed  Midshipman,  10  August,  1847.    Master,  14 
September,  1855.     Lieutenant,  15  September,  1855.     Died  24  July,  1857. 
Hare,  James. 

Acting  Third  Assistant  Engineer,  29  August,  1863.     Honorably  discharged  17 
August,  1865. 

Hargis,  Thomas  O. 

Acting  Ensign,  1  May,  1863.     Died  at  Naval  Hosjiital,  Norfolk,  Virginia,  19  May, 
1864. 

Hargons,  Peter  J. 

Mate,   11  October,  1861.     Acting   Master,  having  distinguished  himself  on  the 
"  Congress^'"  14  June,  1862.     Resigned  17  March,  1865. 

Harker,  John  C 

Midshipman,  1  March,  1826.     Dismissed  9  July,  1833. 

Harkins,  Henry. 

Acting  Ensign,  1  October,  1862.     Resigned  25  January,  1864. 

Harkness,  George. 

Acting  Master,  27  August,  1861.     Resigned  29  November,  1861. 

Harkness,  William. 

Professor,  24  August,  1863. 

Harlan,  HaTid. 

Assistant  Surgeon,  23  February,  1835.     Passed  Assistant  Surgeon,  8  July,  1841. 
Surgeon,  6  December,  1845.     Medical  Dii'ector,  3  March,  1871.     Retired  list,  3 

November,  1871. 

Harlan,  J.  C 

Acting  Assistant  Surgeon,  21  May,  1861.     Resigned  15  August,  186 1. 

Harloe,  Matthew. 

Acting  Second  Assistant  Engineer,  30  August,    1864.     Honorably  discharged  22 
July,  1865. 
Harlow,  Alexander  H. 

Acting  Ensign,  26  August,  1863.     Honorably  discharged  10  December,  1865. 

Harlow,  liiicins. 

Acting  Third  Assistant  Engineer,  23  July,  1863.     Honorably  discharged  25  July, 
1866. 
Harm  an,  Daniel. 

Acting  Assistant  Paymaster,  22  July,  1862.     Resigned  4  September,  1862. 

Harmon,  Andrew. 

Acting  Gunner,  17  November,  1866.    Honorably  discharged  6  May,  1866.    Gunner, 
9  February,  1870. 
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Harmon,  Goor(;o  K.  IF. 

Assistant   Sur{,'c.iii,   130   December,   1873.      Passed    Assistant  Surgeon,  25   May, 
1S7T. 
Ilarniony,  Davi<l  II. 

Midshiijuiiin,  7  Ajiril,  1847.    Passed  Miflshipmnn.  7  April.  1817.    Master,  10  .luiif. 
isr);i.     ],ii'uti'iiimt,  1(5  S('i)teml)er,  is:,'}.     Licuti'imiit-Coinniander,  10  July.  l^ii. 
Ci'iiimaiHlcr,  2.")  .Inly,  IMfJC,      Cajjlain,  4  February,  187.'>. 
Ilarnioiiy,  Joseph  II. 

Thin!  Assistant  f:nirinecr,  8  .Inly,  1802.    Second  Assistant  Enf,Mnccr,  2.'5  July,  1800. 
First  Assistant  Engineer,  1  Januarj-,  1808.     Died  27  November,  1877. 
Harmony,  Pcler. 

Mate.  17  February,  1805.     Resigned  y  April,  1800.     Mate,  7  January,  1807.     Re- 
signed 10  July,  1808. 

Harnett,  John  IV. 

Acting  Third  Assistant  Engineer,  20  January,  1803.     Resigned   12  October,  1-'".:^ 
Acting  Third  Assistant  Engineer,  11)  Jan'uary,  1804.     Acting  Second  Assistant 
Engineer,  25  Fei)riiary,  1804.     Resigned  25  March,  1805. 
HarniMli,  IVilliam  l^I. 

Mate,  IS  December,  1803.     Appointment  revoked  19  February,  1804. 
Harper,  .loliii  S. 

Acting  Third  Assistant  Engineer,  10  December,  1802.     Acting  Second  Assistaiif 
Engineer,  23  Deceml)er,  1803.     Acting  First  Assistant  Engineer,  22  March,  ISOO. 
Houorably  discharged  11  November,  1805. 
Harper,  JoHepb  I^. 

Midshipman,  4  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1818.     Dead. 
Harper,  IVilliani. 

Master,  2:5  .January,  1809.     Resigned  25  June,  1814. 
Harper,  W.  J. 

Midshipman,  1   September,  1811.     Last  ajjpearance  on  Records  of  Navy  Depart- 
ment, 1815.     Philadelphia. 

Ilarrell,  Abrani  Davis. 

Midshipman,  4   January,   1834.      Passed    Midshipman,   10   July,   1840,      Master, 
22   March,   1847.      Lieutenant,   17   May,   1847.      Dropped   14'September,   I85."j. 
Commissioned  Commantler,  10  July,  1802.     Retired  9  February,  1867.     Captain 
on  Retired  list,  4  April,  1807.     Died  10  December,  1871. 
Harriden,  U. 

Master,  30  June,  1799.     Lieutenant,  31  March,  1807.     Commandi  r.  27  April,  isio. 
Died  9  January,  I8ls. 
Harrigan,  ^lieliael  T. 

Acting  Third  Assistant  Engineer,  28  December,  1804.     Resigned  3  May,  1805. 
Harriman,  C'liarlen  II. 

Acting  .Master,  22  January,  1802.     Appointment  revoked  25  November,  1862. 
Harriman,  iiieorKe  A. 

Male,  21  March,  1802.     Acting  Ensign,  1  March,  1803.     Honorably  discharged  20 
December,  ls05. 
Harriman,  Iloraee  M. 

Acting  Assistant  Paymaster,  11  September,  1802.     Honorably  discharged  2li  .lun- 
uary,  1800. 
Harrington,  Charles  II. 

Aiting  Second  Assistant   Engineer,  29  August,  1801.      Acting   First  Assistair 
Engineer,  5  February,  1803.     Resigned  5  December,  J864.  ' 

Harrinj^ton,  Daniel  C. 

ilate,   17   November.  1H02.     Dismissed   11   November,  1804.     Mat-,    ''    !'- 'rvirv 
1870.     Resigned  19  May,  1871. 
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Harrington,  Dennis. 

Acting  Third  Assistant  Engineer,  17  August,   1803.     Honorably  discharged  IT 
August,  1805. 
lliirringion,  £ben. 

Carpenter,  1  April,  1822.     Resigned  25  June,  1823. 
Iljsrrsnglon,  Eliot  C 

Mate,  5  February,  1868.     Resigned  20  Novemljer.  1870, 
Harrington,  James. 

]\Iate,  80  November,  1863.     Resigned  13  May,  1865. 

Iffarrington,  John  €. 

Acting  Ensign,  G  April,  1864.     Honorably  discharged  12  October,  1865. 

Harrington,  Pnrnell  F. 

Acting  Midshipman,  20  September,  1861.     Acting  Ensign,  1  October,  1863.     Mas- 
ter, 10  May,  1866.     Lieutenant,  21  February,  1867.     Lieutenant-Commander,  12 
March,  1868. 
Harrington,  W.  H. 

Midshipman,  17  December,  1810.     Resigned  12  April,  1813. 

Harris,  Abraham  W. 

Acting  First  Assistant  Engineer,  27  August,  1864.      Honorably  discharged  20 
June,  1865. 

Harris,  Amos. 

Acting  Third  Assistant  Engineer,  16  August,  1864.     Honorably  discharged  28 
August,  1865. 

Harris,  Andrew. 

Acting  Third  Assistant  Engineer,  8  August,  1863.    Acting  Second  Assistant  Engi- 
neer, 28  October,  1864.     Honorably  discharged  21  August,  1865. 

Harris,  Arnold 

Acting  Ensign,  24  March,  1863.     Resigned  21  February,  1865. 

Harris,  Arnold  G. 

Acting  Master,  26  October,  1861.     Dismissed  17  July,  1862. 

Harris,  Benjamin  G. 

Assistant  Surgeon,  1  January,  1800.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 17  February,  1800. 
Harris,  Charles. 

Mate,  23  October,  1861.     Died  7  February,  1862. 

Harris,  Charles  H. 

Mate,  24  May,  1861.     Acting  Master,  24  April,  1862.    Honorably  discharged  17 
December,  1865. 
Harris,  Dwight  J. 

Acting  Assistant  Surgeon,  13  May,  1864.    Resigned  1  May,  1865. 

Harris,  E.  Raymond. 

Mate,  1862.     Appointment  revoked  14  May,  1862. 

Harris,  Fielder. 

Midshipman,  20  June,  1806.     Last  appearance  on  Records  of  Navy  Depaetment, 
3  July,  1807.     Dead. 

]\Iate'  21  January,  1862.     Acting  Ensign,  19  December,  1862.      Honorably  dis- 
charged 28  October,  1865. 

Harris.  George. 

Acting  Master,  29  October,  1861.     Dismissed  17  December,  1862. 

Harris,  George. 

Acting  Third  Assistant  Engineer,  27  June,  1864.     Honorably  discharged  5  Decem- 
ber, 1865. 

Harris,  George  H. 

Acting  Assistant  Surgeon,  12  November,  1863.    Resigned  1  May,  1865. 
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IlnrriN,  C«oorj;o  J. 

.Mair,  9  OitolKT,  1S(17.     Mustero.l  out  22  8eptembf>r,  1871. 
Iliirris,  C-oorRe  I^. 

Artiiii^  'I'liird   Assistant  Knijiiu'cr,  2S  Jiinuary.   ISfi2.     Actiiii^    Sccuiid   A>si^taiit 
En!,'iiH'c'r,  20  October,  1^(52.     Acting   First  Assistant  Engineer,  17  June,  l>'i;:;. 
Hoiioral'ly  cUscliargcd  17  November.  ly(17. 
Harris,  (■miiiii. 

l^uiM  1,  -J.')  April,  1812.     Resigned  29  Sei)teinber,  1830. 
IlarriM.  Iloiirj'. 

.Miil.-liil.iiian,  1  August,  18GG.     Graduated  7  June,  1870.     Resigned  24  July,  1872. 
IlarriH.  II.  T.  II. 

Acting  Assistant  Paymaster,  1   November,  1804.     Honorably  discliargcfl   lU  Sep- 
tember, 180.").     Assistant  Paymaster,  21  February,  1807.     I'assed  Assistant  Pay- 
master, 17  February,  1809. 
IlarriM,  Ira. 

Acting  Midshipman,  22  September.  1800.     Ensign,  28  May,  18015.     Lieutenant.  2.'i 
Julv,    1800.      Lieutenant-Commander,  12    March,   1808.      Resigned   21   Marcli, 
187"l. 
Harris,  JaniOH  KL. 

Third  Assistant  Engineer.   10   September,   1853.      Second  Assistant  Engineer,  9 
May,  1857.     Diedd  October,  1804 
IlarriH,  J.  <jieorKC. 

Purser,  19  August,  1845.     Pay  Director.  3  March,  1871.     Retired  list,  23  October, 
1871. 
IlarriM.  .1.  I..oiiiH. 

Mate,  2  Marcli,  1804.     Acting  Ensign,  0  April,  1864.     Honorably  discharged   8 
October,  1808. 
IlarriM,  John. 

Miilslii))man,  27  May,  1800.     Last  appearance  on  Records  of  Navy  Department. 
IJ.sigiie.l. 

IlarriM,  John. 

Acting  Second  Assistant  Engineer,  16  September,  1861,     Acting  First  Assistant 
Engineer,  18  April,  1803.     Honorably  discharged  7  October,  lb05. 

IIarri»«,  John  II. 

Mat.-.  4  June,  1802.     Acting  Ensign,   1   August,  1802.     Acting  Master,   10  July, 
l>!>tM.     Honorably  discharged  18  January,  1866. 
IlairriM,  Joseph  W. 

Acting  Midsliipman,  J  January,  1^53.     Midshipman,  20  June,  1850.-    Passed  Mid- 
shipman, 29  Ajiril,  1859.     blaster,  5  September,  1859.     Lieutenant,  12  January, 
isci.     Died  24  August,  1801. 
Harris,  :^lartin  J. 

A(  ting  Master,  11  November,  1861.     Dismissed  23  November,  1861. 

Harris,  Kenben. 

Midshipman,  25  January,  1840.     Passed   Midsliipman,   11   July.  1846.     Master,  24 
Noveml)er,  1854.     Lieutenant,  S  August,  1855.     Died  28  October,  1857. 

Harris,  Robert. 

Assistant  Surgeon,  17  July.  1798      Surgeon,  7  November,  1799.     Resigned  5   De- 
cember, 1802. 
Harris,  Robert,  Jr. 

.Mi.ishii)inan,  1  January,  1818.     Died  in  1823. 

Harris,  Robert  li. 

Third  Assistant  Engineer,  3  May.  1859.     Second  Assi.stant  Engineer,  29  July,  1861. 
Fir^t  Assistant  Engineer,  20  Slay,  1803.     Chief  Engineer,  4  March,  1871. 

Harris,  T.  A. 

Aoting   Master,   2'   Maj,    1801.      Acting   Volunteer   Lieutenaut-Commauder,   27 
April,  1803.    Honorably  discharged  24  October,  1805. 
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Harris,  Tliouias. 

Surgeon,  6  July,  1813.     Died  5  March,  1861. 

Harris,  Tliomas  C 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  SeptemlDer,  1855.  Lieutenant,  15  Seiitember.  1855.  Lieutenant-Commander, 
16  -July,  1863.  Commander,  35  July,  1866.  Captain,  13  December,  1873.  Died 
34  January,  1875. 

Harris,  Tliouias  J. 

Midshipman,  1  May,  1823.     Resigned  37  May,  1830. 

Harris,  Tliouias  J. 

Third  Assistant  Engineer,  37  January,  1848.     Dismissed  7  July,  1849. 

Harris^  Thouias   K. 

Mate,  1  May,  1861.  Acting  Master,  13  April,  1863.  Acting  Volunteer  Lieutenant, 
11  November,  1863.     Honorably  discharged  33  September,  1865. 

Harris,  Thompson  S. 

Chaplain,  33  April,  1841.     Died  38  December.  1843. 

Harris,  Uriah  R. 

Midshipman,  33  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  1  January,  1872.     Lieutenant,  11  February,  1875. 

Harris,  William. 

Acting  Ensign,  31  October,  1863.     Honorably  discharged  38  February,  1866. 

Harris,  William  A. 

Assistant  Surgeon,  37  November,  1844.     Passed  Assistant  Surgeon.  4  February, 
1851.     Retired  list,  8  May,  1861. 
Harris,  William  B. 

Midshipman,  16  January,  1809.     Resigned  18  August,  1809. 

Harris,  William  H. 

Third  Assistant  Engineer,  31  September.  1861.  Second  Assistant  Engineer,  30 
July,  1863.     First  Assistant  Engineer,  11  October,  1866. 

Harris,  William  J. 

Midshipman,  1  September,  1811.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 19  November,  1811.     Resigned. 

Harris,  Williami  IS. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1835.  Commander,  8 
September,  1841.     Died  15  May,  1848. 

Harrison,  A.  C 

Midshipman,  36  June,  1799.     Master,  7  June,  1803.     Lieutenant,  3  February,  1807. 
Discharged  16  February,  1809. 
Harrison,  Benjamin. 

Midshipman,  1  January,  1813.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1816.     Furloughed. 

Harrison.  C  P.  C 

Midshipman,  4  June,  1833.  Last  appearance  on  Records  of  Navy  Department. 
Drowned. 

Harrison,  George  B. 

Midshipman,  3  October,  1850.     Dismissed  13  June,  1851. 

Harrison.  Onstavus,  Jr. 

Midshipman,  37  October,  1841.    Passed  Midshipman,  10  August,  1847.     Resigned 
3  November,  1854. 
Harrison,  G.  W. 

Midshipman,  31  June,  1839.     Died  6  June,  i844. 

Harrison,  G.  W. 

Midshipman,  20  January,  1833.  Passed  Midshipman,  33  June,  1838.  Lieu-tenan-t, 
2  November,  1843.     Resigned  17  April,  1861. 

Harrison,  H.  H. 

Midshipman,  21  September,  1837.     Resigned  25  April,  1845. 
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nnrrlHOiif  Horace  IW 

Ca.ltt  Miclsliii)inai),  1J(>  September,  1872,     Grachiuted  IH  June,  1879, 
IlarriMon,  II.  N. 

.Miilshipiimii,   1    April,   1828.     Passed   Mitlsliipiiian,   :<  .Inly,   ls:ir).     Lii-iitciiant,  8 
SeptiiiilHT,  isii.     Reserved  list,  28  September,  I8.>.'i,     l)ied  \>\i  Murelj,  iMil. 
IIarriN4»ii,  JaiiiOH  F. 

Assistant  Surj^con,  5  March,  1817.  Passed  Assistant  Surgeon,  2<J  April,  iM.'iJ. 
Sur<^eon,  T)  March,  18(n.     Kesif^ncd  lo  ,lune,  iNCil. 

IlarriMOii,  John. 

Assistant  Sur<^c(>n.  IC  January,  l^i()5.      Died  4  March,  Is^."). 

llarriHOii,  ^'apolooii  II. 

Midshipman,  27   February,  is:!s.     Passed    Midshipman,  20   May,  isjt.     Master.  ;j 
April,  1852.     Lieutenant,  (>  .January,  is.'iii.     Commamler,   10  .Julv,   1862.     Cap- 
tain, 28  April,  1808.     Died  27  October,  1M70. 
IlarriMon.  Kaiidolpli. 

Assistant  Surgeon,  4  August,  is.'jl.     Resigned  1  Ai)ril,  1830. 
llarriMoii,  Kioliard. 

!Mitlshipman,  7  July,  1800.     Lost  in  the  "Insurgent.'''' 
IlarriHoii,  Kicliard  J. 

Assistant  Surgeon,  0  September,  1837.     Died  28  February,  1842. 
Harrison,  It.  ^I. 

Midshipman,  9  November,  1825.     Died  .5  Ai)ril,  1S28. 
Harrison,  Robert. 

Master,  18  July,  171)!».     Lieutenant,   14  October,   1709.     Discliarged  8  July,  l^M. 
under  Peace  Estublisliment  Act. 
IlarriMon,  TlioiiiaH. 

Acting  Thinl  Assistiint  Engineer,  7  September,  1803.     Honorably  discharged  ."i 
October,  ist;.j. 
IlarriHOii,  ThoniaM  L.oeke. 

Acting  Midshipman,  29  September,   18.10.      Midshipman,   \T)  June,  1800.      Dis- 
missed 20  July,  IMOl. 
Harrison.  Thoniai^  S. 

Acting  Assistant  Paymaster,  10  .luly,  isi'.i.     Appointment  revoked  April,  1803. 
ICarriMon.  Timothy  J. 

Cijaplain,  2  October,  1829.     Died  10  March,  ISOo. 

IlarriAon,  T.  P. 

Miilshipman,  9  June,  1811.     Resigned  29  January,  j820, 
llarriHon,  ^Villiani  I>. 

Assistant  Surgeon,  '1')  April,  1848.     Siugeon,  22  April.  1801.     Dismi.-sed  :{  Febru- 
ary, is(i:j. 
IlarriHon,  William  II. 

Mate,  13  December,  1861,     Appointment  revoked  (Sick,)  28  August,  1802.     Acting 
Ensign,  1  (October,  1802,     Acting  Master,  10  June,  1S03.     A]>p<)intment  revo 
21  Noveml-er,  IsOl. 
Harrison.  IVilliarm  II. 

Mate,  24  May,  I8ti2,     Acting  Ensign,  11  March,  180.'i.     Appointment  revoked  23 
Xoveniber,  1805. 
llarriHon.  M'ikiiam  Henry. 

Tliird  Assistant  Engineer,  29  July,  1801,  Second  Assistant  Engineer,  18  Decem- 
ber, 1802.  First  Assistant  Engineer,  30  Jannary,  I80."j,  Resigned  8  Octobc:. 
1872. 

IlarriHon.  W.   P. 

Midshipman.  19  October,  18-11.     Resigned  10  June,  1843. 

llarriHM,  John  I^. 

Midshipman,  30  November,  1814.     Resigiuil  4  O.  tober.  18*/> 
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Harseu,  £lislia. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  20  April, 
1863.     Lost  on  the  "  Tecumseh,''''  5  August,  1864. 
Hart,  Benjamin  F. 

Purser,  8  February,  1838.     Died  2  November,  1842. 
Hart,  Edwin  M. 

Acting  Assistant  Paymaster,  19  August,  1862.     Passed  Assistant  Paymaster,  23 
July,  1866.     Resigned  18  July,  1868. 
Hart,  £zekiel  B. 

Midshipman,  30  April,  1814.     Killed  in  action  26  August,  1814. 
Hart,  George  W. 

Acting  Second  Assistant  Engineer,   11  March,   1864.     Honorably  discharged  28 
October,  1865. 
Hart,  Henry  C. 

Midshipman,  1  September,  1827.     Resigned  29  December,  1834. 
Hart,  John. 

Midshipman,  1  January,  1825.     Dismissed  31  December.  1828. 
Hart,  John. 

Assistant  Surgeon,  10  September,  1798.  Last  aj)pearance  on  Records  of  Navy  De- 
partment.    Dead. 

Hart,  John  E. 

Midshipman,  23  February,  1841.  Passed  Midshii^man,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.    Killed  in  Battle  11  June,  1863. 

Hart,  ISaninel. 

Naval  Constructor,  1  June,  1819.  Last  ajspearance  on  Records  of  Navy  Depart- 
ment, 6  December,  1839. 

Hart,  Samuel  T. 

Naval  Constructor,  15  July,  1847. 
Hart,  ISinieon. 

Midshipman,  8  June,  1799.    Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 
Hart,  William. 

Boatswain,  2  December,  1831.     Died  26  February,  1861. 

Harter,  Iia  Fayette. 

Acting  Assistant  Paymaster,  31  December,  1862.     Honorably  discharged  4  De- 
cember, 1865. 
Hartford,  Richard  F. 

Mate,  21  January,  1864.    Acting  Ensign,  3  December,  1864.    Honorably  discharged 
26  August,  1865. 
Hartigan,  William. 

Midshipman,  11  April,  1799.     Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 
Hartleh,  lionis. 

Mate.     Resigned  1  March,  1865. 

Hartley,  John. 

Midshipman,  20  March,  1800.     Resigned  2  January,  1802. 

Hartley,  William   W. 

Acting  Third  Assistant  Engineer,  9  September,  1863.  Appointment  revoked 
(Sick,)  24  October,  1864. 

Hartman,  W.  B. 

Acting  Assistant  Surgeon,  4  April,  1864.    Honorably  discharged  21  October,  1865. 

Hartnett,  John  M. 

Acting  Second  Assistant  Engineer,  3  July,  1863.  Honorably  discharged  6  Novem- 
ber, 1865. 
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IlarfHliorii,  Andre. 

Mate,  21  .lamiury,  1802.    Acting  Ensign,  22  June,  1803.    Honorably  discliarcrc'l  I'.O 
.June,  iM'pf.. 

IlarlHliorn,  J.  II. 

Acting  Knsign,  27  November,  1802.     Died  on  "  Katahdin,""  18  August,  IBOIJ. 
llartNleno,  Ilonry  J. 

.Miil^liiimian,  1  April,  lS'2St.     Passed  ^Midshipman,  It  .Tune,  \H'.V\.     Licutcnunt.  2\\ 
Fcliriiarv,  1840.     Coninmndcr,  14  Septcmht-r,  1855.     Rcsit,niod  \)  .lanuary,  1801. 
Ilartf.  Clark. 

Actiiii;  'i'liiid  Assistant  Engineer,  27  April,  1803.     Actin;;  Second  Assistant  Engi- 
nttr,  0  March,  1805.     Honorably  discharged  0  October,  1800. 
Ilarff,  K<lMar<l. 

Naval  Constructor,  25  .luly,  1800. 
Ilarif,  I^aMronoe  O. 

Acting  Tliird  Assistant  Engineer,  5  .January,  1864.     Honorably  discharged  31 
March,  1808. 
nam,  Selli. 

Acting  Third  Assistant  Engineer,  1)  March,  1804.    Honoraljly  discharged  7  August, 
1805. 
Ilartiipcr,  John  W. 

Acting  First  Assistant  Engineer,  1  October,  1802.     Acting  Chief  Engineer,  22 
April,  1803.     Honorably  discharged  15  December,  1805. 

Ilart^voll,  Charles  F. 

Mate,  I'J  :May,  1804.     Honorably  discharged  15  August,  1805. 
Hart  well,  Saninel  X. 

Acting  First  Assistant  Engineer,  20  December,  1801.     Appointment  revoked    17 
March,  1802.     Acting  First  Assistant  Engineer,  24  March,  1802.     .Voting  Chief 
Engineer,  24  March,  1803.     Honorably  discharged  22  .January,  1800. 
Ilartwell,  Setli   E. 

Acting  Assistant  Paymaster,  8  February,  1805.     Mustered  out  4  October,  1^05. 

Hart  well,  W.  B. 

Pnrser,  11  November,  1845.     Died  at  Sea  12  .July,  1849. 

IlartwiKf  Henry. 

.Vcting  Chief  F^ngincer,  1  October,  1802.    Honorably  discharged  2  December,  1805 

Ilartwig,  Peter  U, 

Acting  Chief  Engineer,  1  October,  1862.     Honorably  discharged   11  NoTembe: 
1805. 
Ilarty,  John   D. 

Acting  Master,  14  May,  1803.     Acting  Volunteer  Lieutenant,  1)  April,  1804.     Re- 
signed 28  .March.  1805. 
Ilart/.ell.  I  ranklin  K. 

Assistant  Surgeon,  10  November,  1808.     Resigned  31  December,  1873. 
Harvey,  .41e\aii4ler  J. 

Acting  Third  Assistant  Engineer,  10  November,  1803.     Resigned  22  .June,  1805. 
Harvey,  Andrew  W. 

3Iate,  29  August,  1801.    Acting  Ensign,  2  November,  1804.    Honorably  discharged 
29  October,  1805. 
Harvey,  Charles. 

Sailinaker,  27  January,  1842.     Resigned  18  April,  1840. 
Harvey,  Clinton  I>. 

Acting  Assistant  Paymaster,  4  December,  1802.    Died  at  New  York,  15  DeconiLcr. 
1804. 
Harvey,  I>avld. 

Mate,  20  .lanuary,  1802.     Itesigned  14  May,  1803. 

Harvey,  Henry  P. 

Assistant  Surgeon,  28  May,  1872.     Passed  Assistant  Surgeon,  12  June,  i870. 
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Harvey,  Joseph  S. 

Acting  Assistant  Paymaster,  11  September,  1863.     Resigned  13  April,  1866. 

Harvey,  LiUther  Rogl. 

Third  Assistant  Engineer,  11   February,  1863.      Second  Assistant  Engineer,  15 
October,  1863.     First  Assistant  Engineer,  1  January,  1868. 
Harvey,  Riebard  M. 

Midshipman,  34  June,  1830.     Passed  Midshipman,  15  June,  1837.     Dismissed  30 
July,  1841. 
Harvey,  Tlionias. 

Gunner,  33  June,  1810.     Resigned  9  January,  1811. 

Harvey,  Thomas  £. 

Mate,  26  June,  1863.     Acting  Ensign,  31  January,  1864.     Honorably  discharged  8 
May,  1866. 
Harvey,  William. 

Midshipman,  30  November,  1814.     Resigned  18  October,  1817. 

Harvie,  Jacqueline  B. 

Midshipman,  3  January,    1804.      Lieutenant,  35    February,    1809.     Resigned   38 
April,  1812. 
Harwood,  Audrew  A. 

Midsliijjmau,  ]  January,  1818.  Lieutenant,  3  March,  1837.  Commander,  3  October, 
1848.  Captain,  14  September,  1855.  Commodore,  16  July,  1863.  Retii-ed  list! 
9  October,  1864.     Rear- Admiral.  Retired  list. 

Haruood,  Jaiues  K. 

Purser,  34  November,  1853.     Dismissed  31  May,  1861. 

Harwood,  Nicholas. 

Assistant  Surgeon,  9  July,  1803.     Surgeon,  3  March,  1809.     Died   15  September, 
1813. 
Hascall,  Bailey. 

Acting  Assistant  Paymaster,  30  June,  1863.     D_scharged  9  September,  1865. 

Haselton,  John  B. 

Acting  Assistant  Paymaster,  4  November,  1862.     Dismissed  33  April,  1863. 

Haskell,  Charles  W. 

Midshipman,  33  June,  1870.  Graduated  1  June.  1874.  Ensign,  17  July,  1875. 
Resigned  38  March,  1879. 

Haskell,  Cyrus  A. 

Mate,  34  March,  1865.     Honorably  discharged  6  October,  1868. 

Haskell,  Elijah. 

Gunner,  13  September,  1845.     Retired  list.  10  December.  1865.     Died  37  March, 

1877. 

Haskell,  Forbes  B. 

Mate,  18  June,  1863.     Honorably  discharged  33  August,  1865. 

Haskell,  Frank  A. 

Mate,  35  July,  1863.  Honorably  discharged  14  August,  1865.  Mate,  31  March, 
1866.     Resigned  14  May,  1867\ 

Haskell,  Otis  li. 

Acting  Ensign,  37  January,  1865.     Resigned  10  June,  1865. 

Haskell,  Theodore  H. 

Acting  Assistant  Paymaster,  14  October,  1861.     Discharged  5  February,  1866. 

Hasker,  Charles  H. 

Boatswain,  28  March,  1857.     Dismissed  4  June,  1861. 

Haskiu,  Beujamiu  F. 

Acting  Midshipman,  3  November.  1859.     Ensign,  25  November,  1863.    Dropped 
7  July,  1864. 
Haskin,  Harry  B. 

Midshipman,  18  June,  1813.     Resigned  30  April,  1814. 
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IIuHkiiiN,  C'liarloH  R. 

.Mute,  2  Ortohor,  iyo:5.  Acting  Ensign,  0  December,  ISCI.  Honnrjil.lv  .1U< )  irge<l 
•J 7  .Iiiiu'.  iscs. 

IlaHkiiiN.  CiieorKe  S. 

Siii'.maktr,  lit  November,  1870. 
IIuHlor,  C'liarlOM  A. 

Assistant   Siir-,'e<)n,  4  November,  1834.     Passed  Assistant   Surgeon,  12  July,  l!!*30. 
Surireon,  22  July,  1844.     Drowned  27  November,  1840. 
IlaMlot.  Joliii. 

A>sistunt  Sur^reon,  2(1  .Alay,  1824.  Surgeon,  23  May,  182«.  Resigned  ',  December 
is4r). 

llaNlott,  Androw. 

.Miilslii])m:iii.  17  December,  1810.         Las'  appearance  on  Records  of  Navy  De])art- 
nu  ut,  1815.     Fri>,'ate  "  Chem]>eake.'' 
IlaMSoltcno,  D.  Carlos. 

Acting  First  Assistant  Engineer,  27  July,  1803.     Acting  Chief  Engineer.  1>  .>Liv. 
1804.     Honorably  discharged  7  May,  1800. 
Hastier,  Charles  W. 

Assistant  I'aymaster,  29  August,  1801.  Paymaster,  14  April,  1802.  Resigned  U 
February,  1870. 

nassoii,  William  F.  C. 

Cudct  Engineer,  14  September,  1870.     Graduated  10  June,  1n80. 
Ilantin^M,  Charles. 

Civil  Engineer,  1852.     Commissioned,  28  March,  1807.     Resigned  2:5  April,  ls74. 
Hastiiif^H.  Frank  F. 

A(  ting  Assistant  Paymaster,  22  September,  1802.     Discharged  20  Marcli,  1800. 
]Iastiii((s,  John. 

Assistant  Surgeon,  8  September,  1841.     Passed  Assistant  Surgeon.  13  March.  1846. 
Passed  Assistant  Surgeon,  15  March,  1847.     Resigned  'J  May,  1850. 
Hasting,  I^oven  W. 

Mate,   23  July,   1803.     Acting  Ensign,   0  April,   1805.     Honorably  discliarged   1 
December,  18<)5. 
Uasweli.  Charles  II. 

Chief  Engineer,   12  July,  1830.     Engineer-in-Chief,   3  October,   1844.     Successor 
appointed,  1  Decenilcr.  1850.     Dropped  from  the  Navy  list,  14  May,  1852. 
naswell,  Gonvenor   £i. 

Acting  Midshipman,  22  September,  1859.  Ensign,  7  October,  1802.  Lieutenant, 
22  February,  1804.  Lieutenant-Commander,  25  July,  1806.  Retired  list,  23 
November,  1870. 

Haswell.  John  ^I. 

Midsliii)uian.  15  October,  1800.     Lieutenant,  26  February,  1807.     Last  appearance 
on  Records  of  Navy  Department,  24  May,  1810. 
Haswell.  Kobert. 

Lieutenant,  4  March,  1799.     Last  appearance  on  Records  of  Navy  Department,  13 

April,  1801. 

Hatch.  Charles  F. 

Mate,  25  July,  1803.     Resigned  5  August,  1804. 
Ilateii,  Cieorpe  W 

Acting  Assistant  Surgeon,  9  May,  1803.     Resigned  18  March,  1805. 
natch,  William. 

Carpenter,  1  Nnvember,  1831.     Discharged  29  January,  1830. 
Hatch,  William. 

Mate.     Dismissed  0  January,  1803. 
Hatch,  William  I.. 

Acting  Ensign,  10  March,  1804.     Honorably  discharged  20  August,  1805. 
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Elateli,  William  S. 

Guuner,  16  August,  1854.     Dismissed  24  September,  1858. 
Hatch,  William  W. 

Acting  Eusigu,  13  March,  1865.     Honorably  discharged  21  August,  1865. 
Hatelier,  Jackson  R. 

Third  Assistant  Engineer,  24  September,  1847.     Second  Assistant  Engineer,  26 
February,  1851.     Died  23  December,  1853 

Hatcher,  Joseph  li. 

Carpenter,  20  February,  1872. 
Hatfield,  Charles  H. 

Acting  Boatswain,  10  August,  1861.     Dismissed  4  January,  1862. 
Hatfield,  Chester. 

Acting  Midshipman,  21  May,  1852.     Midshipman,  20  June,  1856.     Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  September,  1859.     Lieutenant,  23  January, 
1861.     Lieutenant-Commander,  2  October,  1862.     Commander,  28  October,  1870. 
Died  15  December,  1879. 
Hatfield,  Daniel. 

Assistant  Surgeon,  5  May,  1810.     Surgeon,  15  September,  1814.     Last  appearance 
on  Records  of  Navy  Department,  23  April,  1814. 
Hatfield,  John. 

Midshipman,  18  June,  1812.     Killed  in  action  27  April,  1813. 
Hatfield.  Robert  F. 

Third  Assistant  Engineer,  24  August,  1861.     Resigned  18  July,  1862. 
Hatfield,  W.  R. 

Assistant  Surgeon,  24  March,  1809.     Last  appearance  on  Records  of  Navy  Dej)art- 
ment,  8  March,  1811. 
Hathaway,  Frederick  M. 

Acting  Ensign,  28  February,  1863.     Honorably  discharged  5  December,  1865. 

Hathaway,  F.  W. 

Mate,  10  June,  1865.     Honorably  discharged  16  June,  1866. 

Hathaway,  Henry  P. 

Acting  Ensign,  19  May,  1864.     Honorably  discharged  18  February,  1866. 

Hathaway.,  James  H. 

Acting   Assistant  Paymaster,  6  August,  1862.     Honorably  discharged  10  March, 
186(5. 

Hathaway,  Joseph  T.  • 

Acting  Third  Assistant  Engineer,  18  June,  1862.     Acting  Second  Assistant  Engi- 
neer.   12   November,    1862.      Acting  First  Assistant  Engineer,   16  May,  1863. 
Honorably  discharged  18  August,  1866. 
Hathaway,  William  R. 

Acting  Master,  30  July,  1861.    Acting  Volunteer  Lieutenant,  27  June,  1865.    Died 
11  February,  1867. 

Hathorne,  Fben. 

Midshipman,  16  January,  1809.     Resigned  6  December,  1810. 

Hathorne,  W.  H. 

Acting  Assistant  Paymaster,  31  March,  1863.     Honorably  discharged  3  October, 
1865. 
Hathorne,  W^illiam  H. 

Mate,  16  November,  1863.     Resigned  30  December,  1864. 
Haven,  William  H. 

Mate,  8  April,  1864.     Resigned  26  May,  1865. 

Havens,  Joseph  A. 

Mate,  22  January,  1862.     Resigned  25  August,  1862.     Acting,  Ensign,  12  Decem- 
ber, 1863.     Honorably  discharged  12  October,  1865. 
Harerly,  Iicwis  A. 

Third  Assistant  Engineer,  19  July,  1861.     Died  29  August,  1862. 
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ITnvorMflold,  John. 

ActiiiL,'  Tliiid  Assistant  Engineer,  28  October,  1802.     Houorjibly  discburgcd  27 

nct()l>t'r,  ls(J."). 

]Iiivilaii«l,  K.  M. 

.Mate,  [i  XoviinbcT;  ISO.'j.     Ai)])oiiitment  revoked  5  December,  1805. 
]Ia«v«M>t,  .4 Ha  T. 

Mate,  11  Siptember,  1802.     Died  20  November,  180:}. 
IlawoH,  Itoiijaiiiiii  F. 

Actiiifj 'riiirtl  Assistant   Engineor,  24   SeptemlMT.  ISIV*.     Acting  Second  Assistant 
Eni^inrrr,  2")  .Inly,   180:{.     Acting   First  Assistant  Enj^inuir,  lli  Octoljir,  iMlt. 
Honoralily  discharged  14  November,  1805. 
IlawoH,  David  It. 

Acting  Ensign.  17  .Tunc,  18G3.     Resigned  31  May,  1800. 

IlawoH,  Frainkliii. 

Acting  Tliird  Assistant  Engineer,    11    Marcli,   lyCj.     Honorably  di.Hcharged   19 
January,  ISOO. 
llawoH,  Saiiford   B. 

Acting  Third  Assistant  Engineer,  28  May,  1803.     Appointment  revoked  (Sick.)  5 
November,  isijn. 

HawoM,  William  H. 

Mate,  20  June,   1802.     Acting  Ensign,  13  June,  1800.     Honorably  discharged  27 
Jimo.  I'^f.S.     Mate,  0  December,  1809.     Resigned  14  October,  1871. 
IlawoH,  William  II.  II. 

Acting  Third  Assistant  Engineer,  8  June,  1804.     Honorably  discharged   14   June, 
180.5. 
llawke,  J.  Albert. 

Assistant  Surgeon,  24  June,  1807.    Paseed  Assistant  Surgeon,  20  February,  1873. 
Surgeon,  1  ^May,  1870. 
IIawk**Mwortli,  George  T. 

Master.  11   April,   1815.     Last  appearance  on  Records  of  Navy   Department,   It 
April,  1815. 

Hawkey,  James. 

Acting   Thinl   Assistant   Engineer,   7  October,  1803.      Honorably  discharged    0 

Hawkey.  TlioiiiaM. 

AetiiiLC  Second  Assistant  Engineer,  31  May,  1801.     Dismissed  20  Sej)tcnil)Or.  1^02. 

IlawkiiiH,  Absalom  W. 

Assistant  Surgeon,  1  July,  1801.     Passed  Assistant  Surgeon,  22  June,  1804.     Re- 
signed 28  July.  Isr.O. 
IlawkiiiM.  Itenjaiiiin. 

.Vctint:  Third   .Vssistant  Engineer,  24  September,   1803.     Appointment  revoked 
(Sick.)  2.-)  May.  lsti4. 

IlaH-kiiiK,  C'iiarleH  K. 

Midshipman,  4  .March.  1818.     Resigned  17  October,  1820. 
HawkinH,  Charl<>M  K. 

Acting  Master,  20  May,  1802.     Honorably  discharged  29  November,  1805.     Boat- 
swain, 11  Feliruary,  1871. 

IlawkiiiM,  <«<H>rKe  \. 

Midsliipman.  1  .March,  1820.     Passed  Midshipman,  28  April,  1832.     Died  7  July, 
1^:!7. 
IlawkiiiH.  II.  C. 

.Mat.-.     Resigned  12  May,  1803. 

Hawkins,  John. 

.Vet iiig  Thinl  Assistant  Plnginecr.  13  Soptcml»or,  1802.     .\cting  Second  AssistAiit 
Engineer,  25  ilay,  1804.     Honorably  dischurgcd  5  August,  1805. 
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Ilawkins,  John  S. 

Third  Assistant  Engineer,  29  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     First  Assistant  Engineer,  30  January,  1865.     Resigned  18  January, 
1869. 
Hawkiii!^,  Joseph. 

Sailm;iker,  25  June,  1800.     Warrant  returned  10  July,  1800. 
Hawkins,  Robert  M. 

Mate,  24  November,  1863.     Resigned  (Sick,)  8  November,  1864. 
Hawkins,  Sauinel. 

Acting  Third  Assistant  Engineer,  1  October,  1864.     Resigned  12  May,  1865. 
Hawkins,  S.  B. 

Sailmaker,  18  March,  1834.     Died  27  July,  1844. 
Hawks,  Philo  P. 

Mate,  14  February,  1863.     Acting  Ensign,  14  January,  1864.     Resigned  8  May, 
1865. 
Hawksworth,  Havid. 

Acting  Second  Assistant  Engineer,  24  July,  1862.     Resigned  30  May,  1864. 

Hawler,  Isaac. 

Master,  7  July,  1814.     Resigned  25  September,  1815. 
Hawley,  Charles  E. 

Midshipman,  3  December,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  26  June,  1856.  Retired  list,  10  August,  1864. 
Lieutenant-Commander  on  Retired  list,  4  April,  1867. 

Hawley,  Francis  M. 

Acting  Assistant  Paymaster,  30  August,  1862.     Resigned  4  Aj^ril,  1863. 

Hawley,  John  Mitchell. 

Midshipman,  28  July,  1863.    Graduated  June,  1868.    Ensign,  19  April,  1869.    Mas- 
ter, 12  July,  1870.     Lieutenant,  6  January,  1874. 
Hawthorn,  Joseph  W. 

Acting  Ensign,  22  July,  1862.     Resigned  4  May,  1868. 
Hawthorne,  £ngene  P. 

Mate,  6  January,  1863.     Acting  Ensign,  17   March,  1868.     Resigned  28  October, 
1863. 
Haxtnn,  Blilton. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.     Commander,  12  January,  1867.     Captain,  2  February,  1878. 

Hay,  Edward  Ho 

Acting  Third  Assistant  Engineer,  11  March,  1865.     Resigned  30  May,  1865. 

Hay,  Edward  H. 

Carpenter,  81  March,  1874.     Resigned   19  August,  1874.     Carjienter,  ]   January, 
1875. 
Hay,  William  O. 

Assistant  Surgeon,  12  September,  1854.     Passed  Assistant  Surgeon,  20  May,  1859. 
Surgeon,  1  August,  1861.     Resigned  18  February,  1862. 
Hayanga,  <]}.  A. 

Acting  Assistant  Surgeon,  8  Sejjtember,  1863.    Honorably  discharged  9  October, 
1865. 
Haydeu,  Havid  H. 

Acting  Master,  17  December,  1861.     Dismissed  29  November,  1862. 
Hay  den,  I>.  H. 

Acting  Assistant  Surgeon,  15  May,  1863.     Honorably  discharged  2  December, 
1865. 
Hay  den,  Edward  I>. 

Acting  Assistant  Paymaster,  27  September,  1862.  Honorably  discharged  2  Feb- 
ruary, 1866. 
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Ifaydon,  Henry  F. 

Aitiiii;  Tliird  Assistant  En^jinecr,  :J0  OcIoIkt,  l>*i'.l.     Appointment   revoke!    in 
Di'cenibcr,  1801.     Actinj,'  Tliinl  Assistant  Ent^inetT,  :{  Junuury,  18C2.     .\ 
Socund  Assistant  Enginter,  lii  July,  1»(J3.     Ilonoruljly  discliargcil    17  S> 
ixT,  ist;?. 
1la.v4leii,  Iloiiry  J. 

."^iiilniakcr,  I  November,  1861.     Resigned  If,  Fel)niary,  ll^O.'i. 
]Iay<l(Mi.  John. 

Carpciittr,  1  November,  1837.     Appointment  revoked  7  July,  1840. 
llay<l«'ii,  John  C 

Bnatswaiii,  '20  Sei)teml)er,  1852.     Dismissed  2  NoTember,  1857. 
lIa.v<lon,  John  IV. 

Acting  Second  Assistant   Engineer,  1»  January,  lyOo.     Honorably  discharged    U 
October,  1«05. 
IIay<lon,  N.  S. 

Acting  Ensign,  0  May,  18(53.     Died  on  "  Penguin,''''  6  July,  1804. 
IlayoA,  DeiiniH. 

Acting  Tliird  Assistant  Engineer.  27  Juive,  18G4.     Honorably  discharged  10  July. 
iJ^C.j. 
llayos,  Denny  HI. 

^late,  7  June,  1804.     Acting  Ensign,  18  November,  1864.     Honorably  discharged 
21  Octol)er,  1805.     Acting  Ensign,  5  July,  ISOO.     Appointment  revoked   7   \h 
cemher.  1807. 
Hayes,  Henry   II. 

C'iiapl.iiii,  :5  M'arch,  1827.     Resigned  18  April.  1833. 
Hayes.  Henry  S. 

Mate,  31  October,  1801.     Resigned  20  September,  1862. 
IlayeH,  Jaeob  Ij. 

Actii;;_  Ensign,  10  April,  1803.     Honorably  discharged  14  September,  1865. 
Hayes,  James. 

Gunner.  11   September,  1863. 
llayeH,  Joliii  J. 

Acting  Caipcnter,  1  October,  1802.     Resigned  28  March,  1864. 
Hayes,  Peter. 

Acting  Volunteer  Lieutenant,  23  August,  1862.    Honorably  discharged  26  October, 
ij^or,. 

Hayes,  Peter. 

'Mate,  21  October,  1863.     Dismissed  21   September,  1864. 
Hayes,  Thomas. 

Midshipman,  10  June,  1814.     Resigned  25  November,  1814. 
Hayes.  ^Villiam  «. 

Midshipman,  25  September,  1811.     Resigned  28  March,  1812. 
Hayes,  IVilliani  L.ee. 

Acting  Master,  15  August,  1861.     Honorably  discharged  3  October,  1865. 
Hayman,  Anthony  W. 

Master.  22  April,  isiri.     Discharged  7  July,  1814. 
Hayman,  George  M. 

Acting   Third    Assistant   Engineer,  12    August.    1803.     Honorably  discharged  4 
November,  1805. 
Ilaynes,  John. 

Boatswain,  11  September,  1700.     Discharged   1   May.  isoi. 

Haynes,  John. 

Mate,  22  November,  1802.     Deserted  l",  .Vugust,  1^(;:5. 

Uajne,  Panl  H. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1828.     Dicil  14  September,  1831. 
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Hays,  Aclaui. 

Surgeon,  28  September,  1811.     Resigned  4  Deceir.ber,  1811. 
Ilaj  s,  Charles  W. 

MidshiiDman,  12  March,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  25 
November,  1852.     Lieutenant,  9  September,  1853.     Dismissed  5  June,  1861. 
Hays,  John. 

Guniur,  14  March,  1800.     Last  apjiearance  on  Records  of  Navy  Department,  15 
]\Iay.  1800.     Resigned. 
Hays,  John  S. 

Acting  Third  Assistant  Engineer,  26  April,  1864.  Acting  Second  Assistant  Engi- 
neer, 1  February,  1865.     Honorably  discharged  5  October,  1865. 

Hays,  Walter  W. 

Midshipman,  3  August,  1838.     Died  9  November,  1839. 
Hays,  William  B. 

Midshipman,  7  November,  1845.     Died  10  August,  1849. 
Hayter,  Samuel  G. 

Mate,  5  March,  1862.     Resigned  24^Nevember,  1862. 
Hayward,  Addison  S. 

Acting  Third  Assistant  Engineer,  20  July,  1864.    Honorably  discharged  7  Novem- 
ber, 1865. 
Hayward,  George  W. 

Acting  Midshipman,  26  September,  1857.     Midshipman,  1  June,  1861.     Lieuten- 
ant, 16  JiUy,  1862.     Lieutenant-Commander,  25  July,  1866.     Commander,  9  No- 
vember, 1874. 
Hayward,  Richard. 

Chaplain,  2  October,  1876. 

Haywood,  Joley. 

Boatswain,  4  May,  1828.     Dismissed  18  April,  1832. 
Haywood,  Philemon. 

Midshipman,  19  October,  1841.     Dismissed  28  August,  1849. 
Haywood,  Samuel. 

Captain,  (to  command  a  Galley,)  2  September,  1798.  Appointed  Lieutenant,  29 
January,  1800.     Discharged  1801,  under  Peace  Establishment  Act. 

Hazard,  Alfred. 

Midshipman,  23  March,  1800.     Dismissed  22  April,  1809. 

Hazard,  Andrew  R. 

Acting  Ensign,  30  November,  1864.     Honorably  discharged  28  October,  1865. 
Hazard,  Daniel. 

Midshipman,  20  January,  1814.     Resigned  6  April,  1815. 
Hazard,  John  A. 

Purser,  12  March,  1799.     Died  21  July,  1799. 
Hazard,  Josiah. 

Master,  23  October,  1799.     Dismissed  16  June,  1803. 
Hazard,  Samuel  F. 

Midshipman,  January,  1823.  Passed  Midshipman,  4  June,  1831.  Lieutenant,  9 
February,  1837.  Commander,  14  September,  1835.  Captain,  16  July,  1862. 
Retired '3  November,  1863.     Died  15  Januarj-,  1867. 

Hazard,  Stanton. 

Midshipman,  16  January,  1799.     Resigned  23  January,  1799. 
Hazard,  William  S. 

Acting  Third  Assistant  Engineer,  30  October,  1861.     Appointment  revoked  13 
December,  1861. 
Hazell,  William. 

Midshipman,  1  January,  1808.     Resigned  28  June,  1810. 
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Ifnzolffno,  Fdwnrd  C 

A.tiiiL,'  .Mi<lsliipm;iii,  22  Scptrmhcr,  If^.")!).     Eiisi<Mi.  JT   December,  1^'-'      t  ,._»  ,  .. 
tli»!  "  J/oux'i tonic,"  17  Febniury,  1804. 
IlaxoltoH,  John  A. 

.Mat.-,  r,  S<i)tcmli<T,  ISC.L     U(si<,'ii(«l  20  .luno,  1«(J5. 
Ilii/.lotoii,  iHaac. 

A>;sist;int  Surgeon,  17  September,  18G1.     Resigned  11  September,  1805. 
Ila/.loft,  OoorKo  J. 

Acting  Eiisii,'!!,  l•.^  May,  180:}.     Resigned  1  March,  1805. 

lluzlett,  II.  H. 

Acting  Maskr,  1   October,  18G2.     Appointment  revoked  (Declined,)  29  Januan 
is(;:i. 

Ilaxlett,  iNaac. 

_  Mi.bhii)m;m,  27  September,   1801.     Graduated  24   September,   1805.     Ensign,   1 
December,  1800.     Master,  12  March,  1808.     Lieutenant,  2<i  March,  1809. 
Ila/.lilt,  JaiiiOH  IV. 

.M.iic,  C.  November,  1801.     Dismissed  25  May,  1863. 
Uazzard,  William  S. 

Acting  First  Assistant  Engineer,  24  September,  1803.     Honorably  discharged  10 
August,  1805. 

Heacook,  IVilliaiu  C 

Midsliipman,  22  September,  1808.     Graduated  1   .June,   1872.     Ensign   15  Julv 
IS?:?.     Resigned  21  November,  1877. 
Ileald,  Kpliraiiu. 

Carpenter,  24  July,  1827.     Discharged  8  November,  1828. 
HoaUl,  KiiKOiie  de  F. 

Midsliipman,  30  September,  1803.     Graduated  .June,  1867.     Ensign.  18  December 
1808.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Healey,  E.  €. 

Acting  Master,  28  Februaiy,  1802.     Honorably  discharged  4  3Iarch,  1800. 
Healey,   John. 

Acting  Third  Assistant  Engineer,  28  March,  1803.     Killed  in  action  20  April 
1803.  ' 

Healoy,  Tl'illiam  J. 

Acting  Assistant  Paymaster,  23  September,  1803.     TTnnorably  discharged  2  No- 
vember, 1805.     Assistant  Pavmaster,  27  Februa;-,.        ;.     Passed  Assistant  Pay- 
muster,  19  July,  1808.     Died  11  July,  1873. 
Hoany.  .lohn. 

Acting  Third  Assistant  Engineer,  7  October,  1802.     Resigned  12  March,  1803. 
Heap,  JaniOH  I^. 

Midshipman,  5  June,  1830.     Passed  Midshipman.  I*  .fiiaj.  1^30.     Die.l    i."i  Janu- 
ary, is:{;). 

U-cap,  Saiunol  D. 

Assistant  Surgeon,  5  April.  1804.     Surgeon.  27  November,  1804.     Resigned  25 
December,  1S25. 

Uearn,  Frodorirk  W. 

Acting  Iwisign,  21  October,  1802.     Honorably  ilischarged  12  November,  1805. 
Ilearson,  Frederick  I^. 

Actinij  Tliird  AssisUnt  Engineer  24  December,  1804.     Honorably  discharged  17 
July,  l^<05. 
Heart ie,  iHaae. 

Master,  •)  July,  1815.     Last  appearance  on  Records  of  Navy  Department. 
Heath,  .ill en  H, 

Acting  .Vssistrtnt  Surgeon,  28  May,  1801.     Resigned  14  August,  1802. 
Heath,  Kenjaniin.  Jr. 

Mate,  >s  February,  1804.     Honorably  discharged  1  December,  1805 
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Heath,  Byron  S. 

Acting  Third  Assistant  Engineer,  4  October,  1864.     Resigned  3  June,  1865. 

Heath,  Daniel  C. 

Midshipman,  28  March,  1799.     Resigned  18  April,  1805. 

Heath,  David  P. 

Acting  Master,  4  November,  1861.     Resigned  13  March,  1865. 

Heath,  Frank  R. 

Cadet  Midshipman,  23  September,  1873.     Graduated  18  June,  1879. 

Heath,  Henry. 

Mate.     Resigned  29  April,  1862. 

Heath,  ILneins  £. 

Mate,  27  May,  1803.     Resigned  17  May,  1865. 

Heath,  Marcellus  C. 

Acting  Third  Assistant  Engineer,  22  November,  1862.     Acting  Second  Assistant 
Engineer,  19  November,  1863.     Honorably  discharged  21  January,  1868. 

Heath,  IVathan  B. 

Acting  Master,  9  September,  1861.      Acting  Volunteer  Lieutenant,  18  August, 
1865.     Honorably  discharged  8  May,  1866. 

Heath,  Richard  S. 

Midshipman,  17  December,  1810.     Lieutenant,  27  April,  1817.     Killed  in  a  duel 
2  June,  1817. 
Heath,  Samuel  €. 

Mate,  8  May,  1862.     Resigned  28  March,  1864. 

Heath,  William. 

Midshipman,  20  June,  1806.     Resigned  5  June,  1809. 

Heatley,  Tlioma$^. 

Lieutenant,  20  March,  1799.     Discharged  13  March,  1802,  under  Peace  Establish- 
ment Act. 
Heaton,  William  Warford. 

Third  Assistant  Engineer,  2  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     First  Assistant  Engineer,  11  October,  1866. 

Hebard,   Henry. 

Chief  Engineer,  6  February,  1840.     Died  4  August,  1846. 
Hebard,  George  F. 

Second  Assistant  Engineer,  27  January,  1848.     First  Assistant  Engineer,  26  Feb- 
ruary, 1851.     Dropped  17  September,  1856. 
Hebard,  George  F. 

Acting  First  Assistant  Engineer,  21   October,  1863.     Acting  Chief  Engineer,  1 
March,  1864.     Honorably  discharged  10  April,  1866. 
Hebard,  John   H. 

Acting  Second  Assistant  Engineer,  24  November,  1863.     Honorably  discharged  20 
October,  1867. 
Hebbard,  Saninel. 

Gunner,  23  January,  1822.     Died  9  July,  1832. 
Heberton,  Fdward  P. 

Acting  Assistant  Paymaster,  25  September,  1861.     Appointment  revoked  (Sick,) 
23  April,  1863. 
Hebron,  Thomas. 

Acting  First  Assistant  Engineer,  1   October,  1862.     Acting  Chief  Engineer,  20 
November,  1862.     Honorably  discharged  11  November,  1865. 

Hebnrn,  Patricins. 

Midshipman,  18  June,  1812.     Dismissed  8  March,  1814. 

Heburn,  Patricins. 

Midshipman,  1  January,  1818.     Resigned  23  February,  1821. 
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Ileoklo,  John. 

Siiiliuiikcr,  St  November,  1S:U.     I)i((l    l.'j  .luniiary,  IHJT. 

IIimIiIoii,  K(lwar<l  l-\ 

A(tiii<^  'riiird  Assistant  Enj,'iiicrr,  l  Dccnnbcr,  l>i<')2.  IIonora])lj'  discharifcd  5 
August,  i^sfiri. 

Ilofleo,  C'oriiolliiH  €i. 

Mate,  It  May,  isC,;!.     ] H'sortcd  20  May,  1808. 

IIcMlp;or,  IVilliiiiii. 

A(  ting  Master,  !»  Ajtril,  INC.J.     lIonniaMy  discharged  11  January,  ISflft. 

IIc4iK('!<<  Froderiok  K. 

Midsliipiiiaii.  (»  .luue,  IMll.  Last  ai)))carancc  on  Records  of  Navy  Dcpartinent, 
\^\'}.     Georgetown,  1).  ('. 

1IC<lKOiiif   Jlllll<'!4    I>. 

Acting  Third  Assistant  Engineer,  1  ()rtol)er.  lyfJL     Appointnunt  revoked  (Sick,) 

29  April,  ISCn. 
lIodriokM,  Alfred. 

'I'liird  Assistant  Engineer,  ]'\  May,  iMfil.  Second  Assistant  Engineer,  19  Feb- 
ruary, 1S(;;5.     Kesignecl  it  August.  18(i5. 

Ilecde,  Petor. 

Acting  Ensign,  IT  December,  180(2.     Resigned   14   March,  1804.     Acting  Ensign, 

30  .June,  1804.     Dismi.«ised  31  August,  1804. 
Ileeiiaii.  TlioiiinH. 

AetiiiLT  'i'liird  Assistant  Engineer,  23  November,  1801.  Acting  Second -VssiiJtant 
P^ngiiieer,  17  October,  1803.  Acting  First  .\ssistant  P'ngineer.  2'<  April.  1865. 
Honorably  discharged  4  February,  1800. 

Hcoriiisiia,  liOMiH. 

Surgeon's  ^late,  8  February,  1802.     Surgeon,  27  November,  1804.     Died   19  May, 
1833. 
Heep,  JoHopli  K. 

Acting  First  Assistant  Engineer,!   October,   1802.      Acting  Chief  Engineer,  23 
November,  1803.     Honorably  discharged  2.")  October,  186.'}. 
HcfToimor,  Arthur  C. 

Assistant  Surgeon,  10  .^hirch,  lS7o.     Passed  .Vssistant  Surge«m,  4  .Tune.  1878. 

IIcfl'orilH^  IVilliaiii. 

Acting  Master,  14  November,  1801.  Acting  Volunteer  Lieutenant,  for  duty  as 
Pilot,  13  November.  1803.     Honorably  discharged  23  October,  1865. 

lleilemiiii,  .IikHiim  li. 

Midshi])man,  10  March,  1848.  Passed  Midshipman,  15  .Tune.  is.')4.  Master,  15 
Septeml)er,   1855.     I.,ieMtenant,   10  September.  1855.      Resigned  31    December. 

is.-,t;. 

lIcilKO,  CharloM  C. 

Acting  Third   Assistant   Engineer,   14   December,   1803.      Appointment  revoked 
(Sick,)  12  Septe-nber,  1804. 
Ileilnor,  I^oivis  1'. 

Midshipman,  25  .luly.  1800.     Graduated  7  June,    1870.     Ensign,  13  July,  1871. 
.Master,  27  Seijtember,  1873.     Lieutenant,  2  June,  1879. 
Ileisor,  Iloiiry  Dillon. 

Third  Assistant  Engi>.r.r,  24  December,  '-801.     Resigned  i,2  April,  1805. 

IleiHkell,  Horace  .11. 

I»urser,  13  Sejjtember,  1841.     Pay  Director,  3  March,  1871.     Retired  list,  24  Sep- 
tember, 1875. 
Ileituian,  ltarthol«l  II. 

Mate,  12  July,  1mi'.5.     Resigned  2  March,  1800. 

ffoi'/crniaii,  Joiii^  It. 

.Vcting  Ensign,  I  October,  1862.     Honorably  discharged  U  November,  1866. 
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Hekey,  Peter. 

Cari^enter,  19  October,  1799.     Drowned  at  Sea,  12  March,  1800. 
Hellen,  Clifton. 

Assistant  Paymaster,  8  November,  1861.     Paymaster,  16  November,  1862.     Re- 
signed 15  February,  1865. 
Heller,  £dward  L*. 

Acting  Third  Assistant  Engineer,  22  October,  1863.    Honorably  discharged  1  Sep. 
tember,  1865. 
Helm,  Francis  T. 

Midshipman,  16  January,  1809.     Resigned  5  March,  1810. 
Helm,  James  M. 

Midshipman,  29  September,  1871.     Graduated  21   June,  1875.     Ensign,  18  July, 
1876. 
Hemenway,  Peter. 

Carpenter,  11  November,  1813.     Resigned  10  August,  1814. 
Hemphill,  J.  A. 

Midshipman,  4  March,  1823.     Resigned  24  January,  1826. 
Hemphill,  Joseph  Xewton. 

Midshipman,  29  September,  1862.     Graduated  June,  1866.     Ensign,   12  March,. 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Hempstead,  William  I>. 

Acting  Assistant  Paymaster,  19  October,  1861.     Appointment  revoked  16  May,^ 
1862. 
Hensley,  James  T. 

Mate,  26  September,  1864.     Honorably  discharged  20  September,  1865. 
Henck,  £.  W. 

Mate,  8  April,  1865.    Honorably  discharged  5  August,  1866. 
Hencke,  Jacob. 

Acting  Third  Assistant  Engineer,  29  January,  1864.     Resigned  1  May,  1865. 

Hendee,  George  £. 

Acting   Assistant  Paymaster,  25   March,  1864.     Passed  Assistant  Paymaster,  23 
July,  1866.     Paymaster,  27  February,  1869. 
Henderson,  Albert  I>. 

Acting  Ensign,  8  April,  1864.     Honorably  discharged  9  December,  1865. 
Henderson,  Alexander. 

Third  Assistant  Engineer,  26  February,    1851.     Second  Assistant  Engineer,  21 
May,  1853.     First  Assistant  Engineer,  9  May,  1857.     Chief  Engineer,  28  June, 
1861. 
Henderson,  Alexander  M. 

Midshipman,  1  April,  1827.     Resigned  17  July,  1833. 
Henderson,  Andrew  A. 

Assistant  Surgeon,  8  September,  1841.     Surgeon,  1  March,  1856.     Medical  Direc- 
tor, 3  March,  1871.     Died  4  April,  1875. 
Henderson,  Andrew  H. 

Third  Assistant  Engineer,  8  September,  1863.     Dismissed  17  April,  1866. 
Henderson,  B.  li.  T. 

Midshipman,  2  January,  1840.     Resigned  6  April,  1846. 
Henderson,  Charles. 

Midshipman,  6  April,  1830.     Resigned  12  March,  1832. 
Henderson,  E.  F. 

Mate,  11  October,  1861.     Dismissed  31  May,  1862. 
Henderson,  Francis. 

Acting  Second  Assistant  Engineer,  3  April,  1863.     Acting  First  Assistant  Engi- 
neer, 8  April,  1864.     Dismissed  12  November,  1864. 
Henderson,  George. 

Midshipman,  1  May,  1828.     Resigned  13  September,  1834. 
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lIoiKlorNOu,  iieorfio  I>. 

(  li.iplain,  2  .Inly,  l^f>4.     Did  20  May,  1875. 
ll4>ii4l<'rM4»ii,  <ji4'r2ir<l. 

(iiiixiittr,  I'J  April,  1^4.').     Rcsi<,'i)ecl   1  Kfl>ruary,  IS/jO. 
lIOIKlor^tOll,   JllIIICH    It. 

-Mute,  17  May,  ls02.     Acting'  Ensign,  11    August,  isd:}.     Dismissed  28  November 
1  s(i5. 

llOIMlorHOIl,   JUIIIOM    Ij. 

.Mi.lsliipniun,  1  .luiic,   1828.     Passed  Midshipman,   14  June,  1834.     Lieutenant,!; 
.Inly,  IS  10.     CdMunander,  14  September,  18.'55.     Resigned  18  April,  1801. 
lIoiKlorMoii,  J<»liii  A. 

AssistiiMt  lOngineiT,  3  July,  1870. 
]l4'ii«l('rHoii,  John  £. 

Acting  Third  Assistant  Engineer,  23  March,  1804.     Honorably  discharged  13 
Uctoi)er,  180.'). 

IlendcrHoii,  JoHopli  W. 

Acting  Third  Assistant  Engineer,  7  March,  18G4.     Honorably  discharged  1  No- 
vcnilxT,  18(».'5. 
lIoiKlorHOii,  Moses  K. 

Mate,  26  March,  18G3.      Honorably  discharged   27  October,   1870.     Gunner,  27 
August,  1872. 
IIeii<lor!«oii,  Kicliar<l. 

Midshiimian,  2.j  Seijtember,  1872.     Graduated   20  June,   187G.     Ensign,  1   Julv 
ISTS. 

lIcMKlorMOii,  Robert. 

.Vcting  P^nsign,  23  December,  1803.     Honorably  discharged  5  August,  18G5. 
lleiiderMon,  Thomas. 

Acting  Third  Assistant  Engineer.     Dismissed  22  August,  1803. 
llenderHon,  IVilliani. 

.Midsliipnuin,  f,  March,  1800.     Resigned  20  March,  1800, 
Henderson,  IVilliain. 

Mate,  21  March,  18G2.     Acting  Ensign,  IG  March,  18G4.     Dismissed  28  November 
1864. 

Henderson,  IVilliani  F. 

Acting  Third  Assistant   Engineer,  11  September,  1863.     Honorably  discharged   >» 
January,  18G6. 
Ilendrieks,  M'illiam. 

Mate,  4  June,  1863.     Acting  Ensign  and  Pilot,  29  April,  18G4.     Dismissed  3  June, 

ISIi-l. 

Jlen<lrieks,  ^Villiani, 

Acting  Ensign  and  Pilot,  20  April,  18G4.     Dismissed  2  July,  1864. 
lleiidriekHon,  M'illiaiii  W. 

.Vcting  Midshipman,  2G  September,  ISfiO.     Acting  Ensign.  1  October,  INi'.J.     Mas 
ter,   10   November,   186.'*.     Lieutenant,    10   November,    iNdii.      Lieutenant-Com 
mandtr,  12   .March,  1H(;8.     Resigned  12  June,  1873.     Professor,  21    Mareh,  1»7;: 
Ileiidrix,  Fremont  .M. 

•Midshipu'.an,  21  March,  18G2.     (Jraduated  September,  180.'>.    Ensign,  1  Decenibcr, 
isct;.     Master,   12   March,   1868.     Retired  list,   11    November.    I»71.     Died    II 
June,  18S0. 
Hendry.   Thomas.  Jr. 

-Midshipnian,  1   Januarv,  1S0^>.      Lieutenant,  s  .March,  I'^l.*.     Resigned  H;    Di-ceni- 
ber,  1819. 
lleneherger,  Lneien  (■. 

Assistant  SuiLTeon,  17  June,  Is74.     Passed  Assistant  Surgeon,  10  November,  1877 
Ilenery,  Samuel. 

Acting  Third  Assistant  Engineer,  20  May,  1804.    Honorably  discbargcti  3  Novem- 
ber, 15<G.J. 
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Ileiiey,  John  C 

Mate,  19  September,  1862.     Resigned  31  Marcli,  1865. 
Heiiklc,  Franklin. 

Acting  Assistant  Surgeon,  8  August,  1861.     Resigned  20  September,  1862. 
Henley,  John  D. 

Midshipman,  14  October,  1799.     Lieutenant,  3  January,  1807.     Commander,   24 
July,  1813.     Captain,  5  March,  1817.     Died  23  May,  1835. 
Henley,  P.  T. 

Midshipman,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Department, 
2  April,  1824.     Dead. 

Henley,  Samuel. 

Midshipman,  KJ  January,  1809.     Lieutenant,  24  July,  1813.     Died  14  Juh',  1825. 
Henley,  William. 

Purser,  22  January,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Henley,  William  D. 

Midshipman,  20  August,  1800.     Discharged  12  August,  1801,  under  Peace  Estab- 
ment  Act. 
Henly,  Robert. 

Midshipman,  8  April,  1799.      Lieutenant,  29   January,   1807.      Commander,   12 
August,  1814.     Captain,  3  March,  1825.     Died  7  October,  1828. 
Hennessey,  E.  J. 

Mate,  23  March,  1863.     Honorably  discharged  10  July,  1865. 
Hennessey,  James  M. 

Acting  Third  Assistant  Engineer,  30  July,  1864.     Honorably  discharged  20  July, 
1865. 
Hennessey,  William. 

Acting  Assistant  Paymaster,  24  January,  1862.     Appointment  revoked  (Sick.)  11 
March,  1863.' 
Hennes.sy.,  DaTid. 

Acting  Third  Assistant  Engineer,  24  December,  1863.     Honorably  discharged  15 
July,  1865. 
Hennessy,  J.  B. 

Midshipman,  20  June,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Dead. 
Henop,  liCwis  W. 

Midshipman,  17  June,  1799.     Last  appearance  on  Records  of  Navy  Department, 
27  June,  1800. 
Henop,  Philip. 

Midshipman,  26  November,  1799.     Resigned  6  August,  1801. 
Hen  ricks,  £cl\rarcl  William. 

Midshipman;  23  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Resigned  13  October,  1871. 

Henrickson,  Charles  A. 

Acting  Ensign,  25  February,  1864.     Honorably  discharged  24  October,  1865. 
Henriques,  Frederic  D. 

Acting  Third  Assistant  Engineer,  18  January,  1864.     Acting  Second  Assistant 
Engineer,  14  October,  1864.     Honorably  discharged  8  October,  1865. 
Henry,  Bernard. 

Assistant  Surgeon,  27  NovemVjer,  1844.     Passed  Assistant  Surgeon,  1  April,  1850. 
Resigned  11  October,  1850. 
Henry,  Charles  J. 

Acting  Tiiird  Assistant  Engineer,  30  Sejitember,  1863.     Acting  Second  Assistant 
Engineer,  9  Sejjtember,  1804.     Honorably  discharged  19  July,  1865. 
Henry,  Fdmnnd  W. 

Midshipman,  7  April,  1842.     Passed  Midshipman,  5  August,  1848.     blaster.   15 
SejDtember,  1855.     Lieutenant,  IG  September,  1855.     Lieutenant-Commander,  16 
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July,  1802.    Retired  19  March,  1SC.7.    CoiiimiiiKlcr  on  Hctireil  ligt.  2!J  April  IS' 
Died  M  March,  1873.  i      • 

Ilonry,  Kdwaird  T. 

Aitinj^  Tliinl  Assistant  Enccinccr,  111  April.  ISH-J.  Iloiiorahly  tlischarircd  *J()  Ot-to- 
ber,  ISO.").  ^ 

Henry,  Ilonr^y. 

Master.  1  .Inly.  1812.     Lieutenant,  5  March,  1817.     Commander,  0  February.  l.s:{7 
(Captain,  -'7  February,  1817.     Died  2)5  July,  18.'»7. 
Henry,  Inane. 

Assistant  Sur<,'con,  9  March,  17!is.  Surpreon,  12  July,  1799.  Last  appcarunce  on 
Rcciirds  of  Navy  l)ci)artnient. 

Henry,  JiinieH. 

Master.  HI  .liuie,  1814.     Uesi^Mied  19  Oetolu'r,  1818. 
Henry,  J.  I'a.HHiii. 

Mi<lshipman,  G   March,  18.3:].     Passed   Mid.shi])inan,  8  Julv,  18;J9.     Lieutenunt    17 
May,  1844.     Died  18  Feluuary,  18l(i. 
Henry,  John. 

Acting  Third   Assistant  EiiLtineer,  29  August,   1801.     Acting   Second  Assistant 
Engineer,  19  November,  I8(i;5.     Resignetl  19  May,  18(5.'). 
Henry,  John. 

Acting  Tliird  Assistant  Engineer,  22  June,  1803.     Honorably  discharged  19  Jan- 
uary, 18()0. 
Henry,  John  R. 

Midsbii)uum,  'SO  October,  1804.     Dismissed  13  July,  1808. 
Henry,  John  B. 

Master's  Mate,  23  April,  1805.     Dismissed  20  May,  1800. 
Henrj',  John  F. 

Acting  Assistant  Surgeon,  22  March,  1804.     Dismissed  9  Juno,  1805. 
Henry,  Morris  II. 

Acting  Assistant  Surgeon,  17  May,  1801.     Resigned  8  July,  1863, 
Henry,  Robert. 

Acting  Third  Assistant  Ejigineer,  19  December,  1803.  Honorably  dischareed  1 
March,  I8(i0.  ** 

Henry,  Rol»ert. 

Acting  First  Assistant  Engineer,  22  January,  1802.    Appointment  revoked  29  Jan- 
uary, 1803. 
Henry,  S.  R.  D. 

Midshipman,  20  April,  1798.    Last  appearance  on  Records  of  Navy  Department.  1 1 
December,  1798. 
Henry,  UilkeH. 

.Midshiimian,  is  December,  1837.     Killed  by  South  Sea  Islanders,  24  .hi',,  lv|(i. 
Henry,  Milliam. 

Mate.     Api)ointment  revoked  (Sick.)  20  July,  1M(;2.     Mate.  9  September,  1802. 
Acting  Ensign,  0  October,  1802.     Ilonorably  discharged  29  August,  1805. 
Henry,  IVilliani, 

Hoatswain,  2U  Fel'rii  iry,  1815.     Dismissed  2  October,  18l(i. 
Henry,  Wiliiani  \. 

Midshipn.,.ii,."i   December,  1817.     Passed   Midshipman,  29  June,  1843.     Dietl  14 
Dect'ijilxT,  1841. 
Henry,  M  illiani  I*. 

.M  lie.  12  Fel.rnary,  ls03.     Resigned  10  February,  1864. 
llenxe,  Freileriek. 

Acting  Third  Assistant  Enuineer,  1  October,  1802.  Resigned  2  March,  1803. 
Acting  Third  Assistant  Engineer,  13  August,  1803.  Aj)j>oiutnuiit  revokctl 
(Sick,)  20  July,  1804. 
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ncnshaw,  H.  day. 

Acting  Third  Assistant  Engineer,  19  December,  18G1.     Resigned   17  September, 
18G3. 
Ileiislaaw,  J.  Sidney. 

Pri)ibssor,  1  July,  1842.     Dropped  4  September,  1848. 
Heiisley,  Edward  M. 

Mate,  8  July,  1863.     Resigned  30  January,  1864.     Mate,  13  February,  1864.     Re- 
signed  8  June,  1865. 
Heiiti^,  Georgfe. 

Acting  Master,  1  October,  1863.     Dismissed  6  June,  1863. 
Hentoii,  William. 

Boatswain,  10  July,  1875.     Retired  list,  13  October,  1876. 

HeplMirn,  Richard. 

Acting  Ensign,  3  December,  1868.     Honorably  discharged  13  January,  1866. 

Herber,  Jacob. 

Acting  Second  Assistant  Engineer,  1  December,  1863.     Dismissed  31  July,  1864. 

Herbert,  John  C. 

Sailmaker,  10  June,  1861. 

Herbert,  Joshua. 

Midshipman,  13  November,  1798.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 39  April,  1801.     Resigned. 

Herbert,  Joshua. 

Master,  4  August,  1807.     Last  appearance  on  Records  of  Navy  Department. 

Herbert,  Theodore  C 

Sailmaker,  15  June,  1843.     Resigned  10  August,  1849.     Re-appointed  21  Novem- 
ber, 1850.     Retired  list,  30  March,  1876. 

Herbert,  Thomas. 

Master,  9  September,  1814.     Discharged  4  May,  1815. 

Herbert,  William  H. 

Mate,  7  August,  1863.     Resigned  23  March,  1863. 

Midshipman,  1  April,  1828.     Resigned  20  March,  1830. 

Heriot,  Thomas. 

Midshipman,  17  December,  1810.     Resigned  1  August,  1813. 

Herndon,  Cumberland  G. 

Assistant  Surgeon,  3  May,  1874.     Passed  Assistant  Surgeon,  23  March,  1878. 

Herndon,   W.  li. 

Midshipman,  1  November,  1838.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 
35  February,  1841.     Commander,  14  September,  1855.     Lost  13  September,  1857. 

Herold,  James.  ^.   ^      ,xr    i  • 

Boatswain,  31  January,  1863.     Warranted  30  September,  1863.     Died  at  Washing- 
ton, D.  C,  10  July,  1869. 

Heron,  James. 

Midshipman,  19  October,  1841.     Dismissed  3  March,  1849. 

Heron,  James. 

Mate,  4  June,  1866.     Boatswain,  16  April,  1873. 

Herr,  Benjamin  W.  ,^     ,     ^^^^     ^^         ,,     j- 

Mate.   34   November,   1863.     Acting   Ensign,  13   March,   1865.     Honorably   dis- 
charged 13  October,  1865. 

Herrick,  Edward. 

Acting  Master,  19  April,  1863.     Dismissed  8  March,  1865. 

Herrick,  Richartl  P. 

Mate,  3  August,  1863.     Resigned  13  March,  1865. 

Herring,  Benjamin.  i  ^  t  i     -.aoi 

Third  Assistant  Engineer,  11  August,  1860.     Dismissed  8  July,  1861. 
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IIorriiiK,  IVilliaiii   II. 

M:it«-,  y  .Iiiiiuaiv.   is';j.     (JuiiiKT,  4    Fclinuiry,   1«0;5.     Warranted  8  March,  1804. 
]>ismis.sttl  ly.July,  isr.4.     IJcstorLtl  on  probation.     Dismiflsed  8  June,  1805. 
IlorriiiKf  ^Villiiiiii  J. 

Acting  Ensign,  1  .Inly,  IstJl.     Honorably  discharged  15  November,  1808. 
llcrroii,  JaiiioM  O. 

Alt ing  Third  Assistant  Engineer, 29  September,  1804.     Honorably  diBchargc<l  30 
Ottobir,  lt<()5. 
Iflorroii,  John. 

Acting  Second  Assistant  Engineer,  13  March,  1803.     Honorably  discharged  2U 
October,  l,s(i.5, 

Iloi-roii.  John  E. 

Midshipman,  1  January,  181»i.     Uesigned  28  August,  1823. 
llerroii,  ThoiiiiiM  ii. 

Mate,  1  October.  ISd'J.    Acting  Ensign,  10  February,  1804.    Honorably  discharged 
5  September,  lS(i5. 
llerron,  IVilliaiii  C 

Mate,  1  Octol)er,  18G3.     Promoted  to  Acting  Ensign,  G  .Tune,  1803.     Resigned  23 
August,  1803. 
Ilershoy,  Andrew  II. 

Acting  Assistant  Surgeon,  2  July,  1802.    Died  0  February,  1863. 
Ilershej',  Konjaniin  J.  . 

Acting  Assistant  Surgeon,  14  December,  1801.     Resigned  31  August,  1864. 

Ilerty,  Janie;^  W. 

Assistant  Surgeon,  30  November,  1859.     Dismissed  17  December,  1801. 

Ilcrwi^,  Ilonry. 

Assistant   Engineer,   9   September,   1874.     Passed   Assistant  Engineer,  22  May, 
lb«0. 
Ueslewood,  Frederick. 

Mate,  22  January,  1804.     Appointment  revoked  (Sick,)  17  June,  1804.     Mate,  24 
August,  1804.     Died  at  New  Orleans,  Louisiana,  25  September,  1807. 
IlaMlip,  JoHeph. 

Midshipman,  10  January,  1809.     Resigned  10  May,  1809. 

llexse,  Frederick  G. 

Trofessor,  \>,  May,  1801.     Resigned  2  May,  1863. 

IleKselbaolier,  C.  C 

Mate,  1  February,  1^70.     Resigned  9  July,  1873. 

Hester,  Isaac  W. 

:tlidshipman,  12  October,  1848.     Passed  Midshipman,  15  June,  1«54.     Master,  15 
September,  1855.     Lieutenant,  10  September,  1855.    Died  18  January,  185U. 

Ilefh,  John. 

Midshijjman,  25  June,  1814.     Resigned  1  May,  1822. 

Uetiiering^ton,  James  H. 

Cadet  Midshipman,  i)  June,  1874.     Graduated  4  June,  1880. 
IletiierinKton,  Jolin. 

.Mate,  18  Deccuil)er,  1803.     Deserted  24  June,  1865. 

lletriek,  Saninel  S. 

Acting  Second  Assistant  Engineer,  10  August,  1802.     Resigned  5  April.  ISO.I. 

Ilewes,  Joshna  D. 

A(  ting  Secon.l  Assistant  Engineer,  28  September,  1863.     Honorably  discharged  9 

August,  isd."). 

Hewitt,  Fdward  Ii. 

Third    Assistant  Engineer,  24    Keltruary.    I^HJ.     Second  A--i-;  .:•    1     ;•     ■  ■    .    : 
October,  1803.     Resigned  2  November,  1800. 
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Hewitt,  Isaac  B. 

Acting  Second  Assistant  Engineer,  1  November,  1862.  Acting  First  Assistant 
Engineer,  3  October,  1863.     Honorably  discharged  24  September,  1865. 

Hewitt,  Thomas. 

Midshipman,  29  June,  1798.     Resigned  23  November,  1798. 
Hewitt,  Williaui. 

Midshipman,  31  March,  1840.     Resigned  26  December,  1840. 
Hewlett,  Felix. 

Boatswain,  25  August,  1851.     Warranted  2  July,  1853.     Died  1  August,  1854. 

Hewi'ie,  Haniel. 

Midshipman,  4  January,  1833.     Resigned  5  May,  1888. 
Hewson,  Albert. 

Mate.     Resigned  10  August,  1868. 
Hey  clou,  Caleb. 

Carpenter,  5  November,  1814,     Resigned  2  March,  1815. 
Hejermaii,  Oscar  Frederick. 

Midshipman,  30  November,  18G1.  Graduated  22  November,  1864.  Ensign,  1 
November,  1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868.. 
Lieutenant-Commander,  13  October,  1869. 

Heyl,  Theodore  C. 

Assistant  Surgeon,  21  March,  1870.     Passed  Assistant  Surgeon,  10  October,  1874, 

Heylin,  Li.  C 

Midshipman,  1  January,  1817.     Resigned  16  January,  1826. 

Heywood,  Charles. 

Midshipman,  1  November,  1826.     Passed  Midshipman,  28  April,  1832.     Lieuten- 
ant, 8  March,  1837.     Died  16  January,  1853. 
Hibben,  Henry  B. 

Chaplain,  2  July,  1864. 
Hibbert,  Stephen  D. 

Third  Assistant  Engineer,  26  February,  1851.      Second  Assistant  Engineer,  21 
May,  1853.     First  Assistant  Engineer,  9  May,  1857.     Chief  Engineer,  29  June, 
1861. 
Hibbett,  Charles  T. 

Assistant  Surgeon,  15  January,  1875.     Passed  Assistant  Surgeon,  30  April,  1880. 

Hichborn,  Philip. 

Assistant  Naval  Constructor,  26  June,  1869.     Naval  Constructor,  12  Marcli,  1875. 

Hickey,  Charles. 

Acting  Third  Assistant  Engineer,  18  April,  1863.  Acting  Second  Assistant  Engi- 
neer, 27  January,  1865.     Honorably  discharged  9  November,  1865. 

Hickey,  John  K. 

Acting  Third  Assistant  Engineer,  18  May,  1863.  Acting  Second  Assistant  Engi- 
neer, 12  November,  1863.     Honorably  discharged  21  August,  1865. 

Hickey,  Michael. 

Mate,  12  September,  1861.  Acting  Master,  19  November,  1803.  Honorably  dis- 
charged 27  December,  1865.     Boatswain,  9  July,  1866.     Died  30  April,  1876. 

Hicks,  A.  H. 

Mate.  Acting  Ensign,  gallant  conduct  in  action,  1  June,  1863.  Resigned  30 
March,  1865. 

Hicks,  Charles  N. 

Acting  Ensign,  13  September,  1862.     Honorably  discharged  20  September,  1868. 

Hickuian,  Fdward. 

Midshipman,  18  June,  1812.     Resigned  8  November,  1812. 

Hider,  Arthur  J. 

Acting  Ensign,  24  October,  1863.  Honorably  discharged  25  July,  1865.  Acting 
Ensign,  11  September,  1866.     Resigned  4  May,  1867. 


GENEUAL  NAVY    HKGISTER.  ;j.r, 

llicriiiaii,  I^ou'Ih. 

Assistant    Surgeon,  8    Fcbrimrv,    1«02.     Surgeon,  27   November,   IbOl.     Hied    19 

llifFren    ^Villiain. 

Ac  ting  Third  Assistant  Engineer,  22  April,  1808.     Resigned  18  April,  1804. 
IliK'x'C**  JontiH  S, 

Acting  iMaster,  22  October,  ISCil.     Resigned  23  April,  18r)4. 
lli};l»oo,  L.  P. 

.Mi.lsliij)nian,  1  November,  lS2f;.     Resigned  28  June,  1833. 
]Iiel»oo,  ^Villiiim  II. 

A.  ting  Assistant  Paymaster,  14  January,  1N()2.     Resigneil  If.  January,  1804. 
IliKlK^o,  William   I*. 

.Mate, '21  January,  isd:}.    Acting  Ensign,  4  February,  18r,4.    Honorably  dischargcil 
8  Sei>teiubcr,  1800. 
]IiK<1oii,  RoiKMliot. 

Miilsliipii.an,  1  January,  lsl2.     Discharged  5  May,  1814. 
IliKKiiibotliaiii,  iiV'orfHi  U. 

Acting  Assistant  Surgeon,  24  September,  18G1.     Honorably  discharged  13    ?eb- 
ruary,  18(50. 
Hig^Kiiibotliaiii,  J.  Tj. 

Midsliii)nian,  lU  October,  1799.     Lieutenant,  18  March,  ISUl.     Last  appearance  ><i- 
Records  of  Navy  Department.  3  January,  1801.     Furloughcd 
111^)2:1  II bot ham,  William  II. 

Acting   Ensign,   Admiral   Farragut's   Stafl'.    1    Ai)ril,  1804.     Killeil   in  Rattle,  5 
August,  1804. 

HiggiiiA,  Anthony. 

Acting  Third  Assistant  Engineer,  14  July,  1804.    Honr)rablv  discharged  9  August, 
1805. 
llij^fflns,  £dward. 

Midshipman,  23  January,  1830.     Passed  ^lid.shipman,  1  July,  1842.     Master,  30 
May,  1849.     Lieutenant,  20  August,  1849.     Resigned  10  February,  18r)4. 
HigKiHi^v  KliaH  II. 

.Mate,  28  October,  1802.     Appointment  revoked  (Sick.)  20  August,  1803. 
Hig^elnH,  JamoH. 

Midshipman,   13  March,   1839.     Passed  Midshipman,  2  July.   1845.     Master,  25 
February,  1854.     Lieutenant,  0  October,  1854.     Resigned  31  December,  1850. 
IligginH,  Jamos. 

Acting  Third  Assistant  Engineer,  13  May,  1804.     Discharged  20  August,  1864. 
UigKins,  Jesse. 

Midshipman,    1    January,  1812.     Last  apijearauce  on  Records  of  Navy  Depart- 
ment, 1815.     Furloughed. 
UisKins,  Thouias. 

Acting  Assistant  Paymaster,  29  August,  1804.     Honorably  discharged  23  August, 
1865. 
HlKCinH,  William  P. 

.\.cting  Third  Assistant  Engineer,  9  September,  1802.     Resigned  28  April,  1865. 
HiKKinHon,  Francis  J. 

Acting   Midshipman,   21   September,   1857.     Graduated    18  July,    1862.     -Acting 
Master.     Lieutenant,  1  August,  1862.     Lieutenant-Commander,  25  July,  1866. 
Commander,  10  June,  1870. 
HiKinbolham.  D. 

Midshipman,  18  June,  1812.     Died  15  October,  1817. 
Utgman,  William. 

Acting  Second  Assistant  Engineer,  24  August,  1804.     Honorably  diflcliAiged  80 
November,  1805. 
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Hiland,  Martin. 

Acting  Third  Assistant  Engineer,  31  December,  1864.     Honorably  discharged  4 
October,  1865. 
Hilaiid,  Thomas. 

Assistant  Surgeon,  22  November,  1861.     Passed  Assistant  Snrgeon,  28  June,  1865. 
Surgeon,  7  June,  1869. 
Mildbiirg,  liOiiis. 

Mate.     Resigned  31  December,  1862. 
Milderbraiid,  Baltbaser. 

Acting  Third  Assistant  Engineer,  28  August,  1862.     Resigned  11  March,  1863. 

llildreth,  C.  F.  P. 

Acting  Assistant  Surgeon,  28  October,  1862.     Resigned  4  Februarj^  1864. 

Hill,  Alonzo  A.  T. 

Assistant  Surgeon,  14  March,  1848.     Resigned  6  April,  1854. 

Hill,  Charles  H. 

Acting  Assistant  Paymaster,  26  December,  1863.     Mustered  out  12  April,  1866. 

Hill,  Charles  J. 

Mate,  8  May,  1862.     Acting  Ensign,  5  June,  1863.     Resigned  20  March,  1866. 

Hill,  £beii  B. 

Acting  Third  Assistant  Engineer,  18  March,  1863.  Acting  Second  Assistant  Engi- 
neer, 20  May,  18G4.     Honorably  discharged  5  November,  1865. 

Hill,  Frederick  S. 

Acting  Master,  12  July,  1861.  Acting  Volunteer  Lieutenant,  11  December,  1863. 
Honorably  discnarged  12  May,  1865. 

Hill,  George  E. 

Acting  Master,  7  October,  1861.     Honorably  discharged  13  September,  1865. 

Hill,  Henry. 

Acting  Second  Assistant  Engineer,  17  October,  1861.     Acting  First  Assistant 
Engineer,  4  February,  1863.     Dismissed  16  September,  1863. 
Hill,  Henry  ]>. 

Master,  16  June,  1814.     Died  10  March,  1820. 
Hill,  James. 

Mate,  19  March,  1870.     In  Service. 

Hill,  James. 

Acting  Third  Assistant  Engineer,  31  August,  1864.     Resigned  9  June,  1865. 

Hill,  John,  Jr. 

Midshipman,  6  February,  1809.  Lieutenant,  27  April,  1816.  Discharged  by 
Court  Martial,  6  October,  1819. 

Hill,  John. 

Mate,  7  January,  1862.     Dismissed  16  August,  1862. 

Hill,  John. 

Acting  Ensign,  1  October,  1862.     Resigned  5  March,  1864. 

Hill,  John. 

Acting  Ensign,  25  November,  1863.     Honorably  discharged  5  December,  1865. 

Hill,  John  A. 

Acting  Third  Assistant  Engineer,  15  February,  1862.  Appointment  revoked  4 
November,  1862.  Acting  First  Assistant  Engineer,  30  June,  1863.  Honorably 
discharged  8  December,  1865. 

Hill,  John  S. 

Acting  Third  Assistant  Engineer,  18  December,  1863.     Honorably  discharged  28 
October,  1865. 
Hill,  John  W. 

Acting  Assistant  Paymaster,  4  November,  1862.  Died  on  "  Sea  Foavi;'  1  October, 
1863. 
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Hill,  JnHtnK. 

IJdatswain,  4  April,  1827.    Last  n])pcaranco  on  Records  of  Navy  Depurtnunt.  I'-HO. 
Di'ad. 

Hill,  liOoiiard  W. 

Actin^r  Master,  28  August,  ISni.     Resigned  2r,  Februarv,  1805. 
Hill,  Oreii  T. 

Actiiit,'  Third  Assistant  Engineer,  U  February,  1S04.    Appointment  revoked  (Sick,) 
8  Aii«,'ust  18G4. 
Hill.  Kioliard  J. 

CJuniur,  'Jy  April,  1800. 
Hill,  Kohort. 

Midshipman,  IG  January,  1809.     Resigned  :?0  Oct«)l)er,  1809. 
Hill.  Steplu'ii  C  . 

ArtJMi,'  Knsi<,ni,  1:5  May,  18G8.     Resigned  25  April,  IHO.j.     Acting  Ensign.  I'.t  De- 
cember, l!Sf)0.     Mustered  out  10  June,  1808. 
Hill,  Thoiium  H. 

Acting  Third  Assistant  Engineer,  9  June,  1803.    Honorably  discharged  21  August, 
ist;:,. 

Hill,  TlioiuuH  <(iiiiico.v. 

Acting  Assistant  Paymaster,  17  December.  1801.     Resigned  1  August,  1803. 
Hill,  Milli]ini. 

Saihnakcr,  8  .hino,  1798.     "Warrant  returned. 
Hill,  IVilliam  K. 

Midshipman,  28  June,  1804.     Resigned  2  .N-inil,  1808. 
Hillar.  Benjaiiiiii. 

Lieutenant,  31  October,  1798.     Commander,  8  February,   1800.     Last  appearance 
on  Records  of  Navy  Department. 
Ilillard,  CharloH  C. 

.Viting  Master,  10  :^Iay,  1801.     Died  on  ''Relief,''  3  February,  1802. 
Hiller,  Edward. 

Actini,'  Knsi<,'n.  y  November,  1804.     Mate,  24  September,  1809.     Resigned  28  Feb- 
ruary, 1870. 
Milliard,  John  F. 

Acting  Third  Assistant  Engineer,  27  July,  1803.     Acting  Sccon<l  Assistant  Engi- 
neer. 1.3  September,  1804.     Honorably  discharged  24  August,  18ri7. 
Hilliard.  Joseph  li. 

ActiiiL,'   Fust  Assistant  Engineer,-1  October,  1802.     Honorably  discharged  7  No- 
vi'ml)er,  isi'>."i. 
Hilling,  CharlOH  J. 

Acting  Tliird  Assistant  Engineer,  .1  June,  1803.     Acting  Second  Assistant  Engi- 
neer, 12  June,  18(J3.     Honorably  discharged  29  Noveml)er,  180.*;. 
Hillnian,  JaniOH  ('. 

Actin;4  Thinl  A.s.sistant  Engineer,  14  September,  1804.     Resigned  30  May,  ISfi.'i. 
Hillnian,  Jnlins. 

Acting  Third  Assistant  Engineer,  3  March,  iscj.     Iloiim  iKlv  di-.li  rirL''d  '•  .Vugust, 
lS(i.-,. 

HiilM,  Frc<ieriok  €. 

Acting  Assistant  I'aymastcr,  11  Sejjtember,  1802.     Resigned  12  December,  1864. 
HillH,  Tl'illiam  O. 

Sailmaker,  4  Lxlober,  1831.     Resigned  27  July.  1832. 
Hinokloy,  .iloxandor. 

Ai  ting  Ensign,  13  May.  1804.    Honorably  discharged  19  September,  1865. 
Hinokloy.  Xalhanicl  K. 

.Mate,  7  .March,  1>«C.1.     Resigned  17  May,  1865. 
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Hinckley,  Tbomas  G. 

Acting  Third  Assistant  Engineer,  10  December,  1861.     Resigned  3  April,  1862. 

Ilinduian,  Jauies  W. 

Acting  First  Assistant  Engineer,  7  January,  1804.     Honorably  discharged  7  De- 
cember, 1865. 

Hiiie,  £.  Curtiss. 

Gunner,  3  August,  1850.     Resigned  1  November,  1852. 

Hiiie,  Robert  B. 

Third  Assistant  Engineer,  24  August,  1861.     Second  Assistant  Engineer,  21  Aj^ril, 
1863.     First  Assistant  Engineer,  11  October,  1866. 
nines,  Benjamin  A. 

Mate,  13  February,  1864.     Resigned  3  June,  1864. 

nines,  George  S. 

Mate,  20  December,  1861.     Resigned  14  August,  1862. 

nines,  John  C 

Second  Assistant  Engineer,  21  November,  1837.     Resigned  31  December,  1848. 

Kines,  Bicliard  B. 

Mate,  6  February,  1862.     Acting  Master,  26  May,  1862.     Honorably  discharged  7 
Felaruary,  1866. 

Hines,  Samuel  D. 

Gunner,  10  June,  1861. 
Hingerty,  Alfred. 

Boatswain,  27  January,  1842.     Retired  list,  12  May,  1865.     Died  27  July,  1875. 

Hinman,  Frank  H. 

Acting  Assistant  Paymaster,  31  March,  1863.     Assistant  Paymaster,  2  July,  1864. 
Paymaster,  4  May,  1866. 

Hinman,  Joel  B. 

Mate,  27  September,  1862.     Resigned  16  April,  1863. 

Hinsdale,  Solomon   R. 

Acting  Assistant  Paymaster,  28  June,  1862.     Resigned  3  April,  1863. 

Hinton,  AbijaU  J. 

Midshiimian,  17  February,  1800.  Discharged  12  January,  1802,  under  Peace  Es- 
tablishment Act. 

Hinton,  A.  C. 

Midshipman,  1  February,  1827.     Resigned  28  October,  1833. 

Hinton,  Stephen. 

Acting  First  Assistant  Engineer,  15  December,  1863.     Honorably  discharged  26 
July,  1865. 
Hinsline,  Thomas  W. 

Actinc  Third  Assistant  Engineer,  3  April,  1863.  Acting  Second  Assistant  Engi- 
nee?,  for  cool  and  gallant  conduct  under  lire  of  the  enemy,  22  July,  18C4.  Hon- 
orably discharged  10  January,  1866.  Acting  Second  Assistant  Engineer,  17 
March,  1866.     Mustered  out  27  August,  1867. 

Hipkins,  B.  G. 

Master,  4  August,  1807.     Dismissed  28  July,  1812. 

Hipkins,  I.eroy. 

Master,  4  August,  1807.     Died  in  October,  1808. 

Hirsch,  Charles  F. 

Acting  Third  Assistant  Engineer,  17  February,  1864.  Acting  Second  Assistant 
En  °ineer,  10  February,  1865.     Honorably  discharged  31  October,  1865. 

Hitch,  Ansel  S. 

Mate,  5  March,  1862.  Acting  Ensign,  11  October,  1864.  Honorably  discharged  6 
March,  1868. 

Hitchborn,  J.  B.  r,        ^     x^  ^r       ^ 

Lieutenant,  3  March,  1799.  Last  appearance  on  Records  of  Navy  Department,  17 
April,  1799. 
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Ililc'liborn,  J.  R. 

-Mi.lsliii.inan,  8  August,  1799.     Resigned  20  May,  1801. 
Ililclioook,  JaiiicH  I>. 

■^'(Si^S^Jn'M^.t^'IsIl^  ^'""'"'■'■'■'    '    ^••l'»-"'»">-.   1>^<W.      Appointment   ,...,k,.| 
llilclM-ook,  Uobort   It. 

Mid.sliipumn,  1  January,  1825.     Pas.sc<l  Midshijnnan.  1  June,  18:n.     Lieutenant    ■ 
March.  is:j5.     Coniniandcr,  14  September,  185.-).     Captain.  10  July,  1«02      Coin 
modore,  lOJiiIy.  isd'J.     I{(tiied  list,  25  September,  1800. 
llitolioock,  l{OH^v<'ll  ]>.,  Jr. 

Midshipman,  18  January,  1802.     Graduated  Sfpt«-nd)cr.  ISO.",.     Ensir'n    1    Docom- 
l)cr.  ISOO.     Master.  12  Marcli,  1808.     Lieutenant.  20  March,  1809 
Hitolivofk,  William. 

Mate.     Dismissed  11  March,  1802. 
IlitolKook,  IVilliam   A. 

Chaplain.  8  October,  1802.     Resigned  25  November,  1807. 
Ilito,  Jaooh. 

Midshipman,  2  April,  1804.     Died  17  May,  1813. 
Ilivliue,  W.  II. 

Mate,  23  June,  1802.     Died  on  ''  Mar/nolia ,''  12  September,  1SG2, 
Ilixon,  John  V. 

Midshipman,  2!t  June,  1835.     Resigned  4  February,  1841. 
Ilixoii,  Saiiiiiol  €. 

Master,  30  Aj)!!!,  1814.     Died  9  September.  1840. 
Uoako,  CJooiKe  F. 

Acting   Third    Assistant    Engineer,    12   August,    1803.      Appointment    revoked 
(Sick.)  23  November,  1803. 
Hoard.  Saiiind. 

Sailmaker,  lU  July,  1823.     Resigned  0  October.  1823. 
Hoban,  Edward. 

Midshii)man.  1  February,  1823.     Resigned  13  A])ril,  1830. 
Hobaii,  Francis  P. 

Midshipman,  28  April,  1831.     Resigned  31  August.  1837. 
Ilohart,  David. 

Acting  Master.  1  October,  1801.     Appointment  revoked  (Sick,)  28  October,  ISCl. 
Ilohart,  George. 

Midshipman,  0  December,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 15  December,  1815. 
IIobbH,  George  F. 

Aeting  Third   Assistant  Engineer,  24  October.   18(i4.     Honorably  discharged  28 
October,  1805. 
llohbN,  II.  II. 

Midshii)mau,  4  March.  1815.     Lieutenant,  13  January,  1825.     Died  3  April,  1836, 
IIobbH,  I.  CaoodMin. 

Acting  Assistant  Paymaster,  31  August,  1804.  Mustered  out  18  July,  180.1. 
Assistant  Paymaster.  21  February,  1807.  Passed  Assistant  I'ayniaster.  10  .Sep- 
tember, istis"     Paymaster,  15  May.  1879. 

lIol>i»M.  ^iakhaiiiel. 

Mate.     Acting  Gunner,  22  September,  1802.     Died  on  "  TtiiHf.t»>\'  ^  .hily,  !•>•.:(_ 
IIobbH,  He(h   J. 

Acting  Third  Assistant  Engineer,  2fl  Jiuie.  1804.     Honorably  discharged  2  June, 
1808. 
Hobby,  JaiueH   ]II. 

Tliird  Assistant  Engineer,  31  October,  1848.  Second  Assistant  Engineer.  26  Feb- 
ruary, 1851.  Resigned  21  June,  1855.  Second  Assistant  Engimer.  4  June, 
1861.     First  Assistant  Engineer,  2  May,  1803.     Retired  list,  19  October.  1870. 
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llobreeker,  Thomas. 

Acting  Third  Assistant  Engineer,  3  July,  1863.     Resigned  5  October,  1868. 

Hobson,  Joseph  B. 

Midshipman,  25  July,  1865.    Graduated  June,  1869.    Ensign,  12  July,  1870.     Mas- 
ter, 2  November,  1871.     Lieutenant,  25  January,  1876.     Resigned  10  October, 
1880. 
Hockett,  Jonathan  W. 

Acting  Third  Assistant  Engineer,  4  February,  1863.     Honorably  discharged  11 
December,  1865. 

Hodder,  !Ernest. 

Mate,  31   July,  1862.     Appointment  revoked  23  December,  1862.     Mate,  3  June, 
1863.     Appointment  revoked  (Sick,)  14  September,  1863. 
Hodeuian,  John  I>. 

Acting  Ensign,  28  November,  1863.     Honorably  discharged  20  Ootober,  1865. 
Hodgdon,  Charles  A. 

Acting  Ensign,  31  March,  1863.     Dismissed  1.7  April,  1866. 
Hodgdon,  Charles  O. 

Acting  Assistant  Paymaster,  27  December,  1864:    Mustered  out  25  September, 
1865. 
Hodgdon,  J.  H. 

Acting  Master,  21  May,  1861.    Died  23  April,  1862. 

Hodge,  George. 

Boatswain,  11  May,  1798.     Died  19  September,  1820. 
Hodge,  George  B. 

Midshipman,  16  December,  1845.     Resigned  25  January,  1850. 
Hodge,  Kosky. 

Mate,  1  February,  1863.     Resigned  5  May,  1863. 

Hodge,  S.  A. 

Acting  Ensign,  25  July,  1862.     Dismissed  21  February,  1863. 

Hodges,  Benjamin    W. 

Cadet  Midshipman,  23  September,  1873.     Graduated  18  June,  1879. 

Hodges,  Harry  M. 

Midshipman,  29  September,  1870.     Graduated  21  June,  1875.     Ensign,  11   July, 
1877. 
Hodges,  Henry  li.  M. 

Acting  Second  Assistant  Engineer,  26  April,  1864.      Honorably  discharged  17 
October,  1865. 

Hodges,  James. 

Midshipman,  9  November,  1813.     Died  in  March,  1824. 

HodgeSj  James  B. 

Midshipman,  13  October,  1848.     Resigned  14  January,  1852. 

Hodgkius,  Charles  F. 

Acting  Ensign,  8  October,  1863.     Acting  Master,  27  March,  1865.    Honorably  dis- 
charged 31  July,  1865.     Acting  Master,  9  October,  1867.     Mustered  out  23  Feb- 
ruary, 1869, 
Hodgkinson,  IVilliam  F. 

Acting  Ensign,  27  June,  1864.     Honorably  discharged  19  November,  1868. 

Hodgson,  Albon  C. 

Midshipman,  5  June,  1871.     Graduated  21  June,  1875.     Ensign,  18  July,  1876. 

Hodgson,  Hichard  M. 

Third  Assistant  Engineer,  9  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, iy63.     Resignation  accepted  6  January,  1866. 

Hodson,  JDaniel  W. 

Mate,  4  April,  1862.     Acting  Ensign,  23  October,  1863.     Died  at  New  Orleans, 
La.,  24  September,  1866. 
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IIooliHiiKf  Ailolph  A. 

Assistant  S 111-;^  ft  I II,  21  Januiiry,  iH'i'i.     Passed  Assistant   Surg«'on,  Ti   Marcli,  l>!r,i; 
Surgeon,  2  Octt»l)cr,  lb(i7. 
lloel,  IVlllinm  11. 

Acting  V«thintitr  Lii-utenant,  29  April,  1802.     Acting  Volunteer  Liciitonant-Coui 
uuindcr,  10  >'<>venil>er,.  1M(!4.     Honorably  discharged  HO  December,  ists.*!. 
Hon;  llonry  H. 

Midshipman,  2y  Octobci-,  182:$.     Passed  Midshipman,  23  March,  1829.     Lieuten 
ant,  3   >Iarcb,  1831.     Commander,  (i   February.  1^5|.     Captain,  30  June.  IHf.i 
Commodore,  10  July,   18r)2.     Rear-Admiral,   13  April,   1807.     Retired  list,  \'j 
September,  1808.     Died  25  December,  1878. 
Hoir,  Jeroniinli  B. 

Acting  Assistant  Paymaster,  26  August,  1864.     Mustered  nut  7  November.  1805. 
Ilofr,  M  illiam. 

Boatswain,  23  October,  1841.     Resigned  8  December,  1849. 
llofl;  IVillinm  IlninbridKCs 

Acting  Midshipmau,  24  October,  1860.     Acting  Ensign,  1  October,  1803.     Master, 

10  May,  180G.      Lieutenant,  21   February,  1807.      Lieutenant-Commander,  12 
March,  1868. 

Hoflan,  W.  B. 

Acting  Assistant  Surgeon,  9  December.  1862.     Resigned  23  December,  1863., 
Hoflinaii,  Benjamin  A. 

Acting   Second   Assistant  Engineer,  1   October,  1802.      Promoted  Acting  First 
Assistant  Engineer,  7   Februarj',  1803.     Honorably  discharged  20  Sei»tcmber, 
1805. 
Hoffman,  B.  Y. 

Midshipman,  4  July,  1805.     Lieutenant,  31  May,  1812.     Commander,  5  March, 
1S17.     Captain,  7  March,  1821).     Died  10  December,  1834. 
Hoffman,  Frank   J. 

Cadet  Entrineer,  1  October,  1872. 
20  February,  1875. 
Hoff'man,  J.  D. 

Civil  ?:ngineer,  18  August,  1866. 
July,  1808. 
Hofl'man,  John  C 

Acting  Cari)enter,  13  September,  1862. 
Hoffman,  Ogden. 

Midshipman,  31  December,  1814.     Last  appearance  on  Records  of  Navy  Depart 
ment,  Febniary,  1810.     Resigned. 
noff*man,  R.  H. 

Surire.m,  10  July,  1814.     Resigned  16  July,  1825. 
Hoffman,  l\'illiam  D. 

Aiting   Assistant   Surgeon,   3    December,    1802.     Resigned   23   December,   180:: 
Acting  Assistant  Surgeon,  7  March,  1864.     Honorably  discharged  1  September 
1805. 
IToflman,  W.  G. 

.Mi<l-)iii)man,  1!)  October,  1841.     Passed  Midshipman,  10  Auyuat,  1847 

11  Au^Mlst,   1N.".1. 

Iloff'nor,  <»<'orKO  1>. 

A<  ting  Master,  IS  October,  1801.     Resigned  7  February,  1863. 
Iloffnor,   Richard  J. 

Acting  Master,  28  September,  1801.     Died  21  September,  1805. 
Ilofsc   FranoiH  1i. 

Actinu'  -Mid-liipman,  20  September,  1856.    Jliilshipman,  15  June,  1800. 
4  June,  1801. 


Uradt::.ti(l  :'.')  May.  1874.     .Xssistant  Engineer. 


Commissioned,  28  March,  1807.     Resigned  12 


Appointment  revoked  20  February,  180: 


Resigned 


DismiaMd 
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B<>gg,  Charles  B. 

iMate,  14  March,  1864.     Deserted  2  May,  1864. 
fiogg.  Jam  OS  M. 

Mate,  14  May,  1862.     Gunner,  10  July,  1862. 

Hogg,  William  8. 

IMidsbipman,  24  September,  1872.     Graduated  20  June,    1876.     Midshipman,  20 
September,  1872.     Ensign,  10  March,  1880. 
Mobu,  George  T. 

JMate,  10  January,  1865.     Deserted  %0  July,  1866. 
Holbrook,  lEliplialet. 

Mate,  5  March,  1862.     Resigned  2  June,  1864. 
Holbrook,  Heury  E. 

Mate,  20  November,  1862.     Resigned  30  June,  1863.     Mate,  9  June,  1864.     Ap- 
l^ointment  revoked  9  July,  1864. 
Solbrook,  John  A. 

Sailmaker,  3  January,  1862.     Died  2  January,  1866. 
Holbrook,  l^iamnel  F. 

Acting  Master,  21  March,  1862.     Appointment  revoked  27  June,  1864. 
Holbrook,  8.  F. 

Carpenter,  27  June,  1815.     Last  appearance  on  Records  of  Navy  Department,  30 

.  June,  1815. 
Solcomb,  John. 

Midshipman,  1   September,  1811.     Last  appearance  "n  Records  of  Navy  Depart- 
ment, 13  July,  1812.     Dead. 
Holcoiiib,  William  JL. 

Acting  Ensign,  10  October,  1862.     Acting  Master,  16  June,  1864.     Honorably  dis- 
charged 4  January,  1866. 
SEolconibe,  Albert  A. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant,  35 
February,  1841.     Reserved  list,  13  September,  1855.     Died  9  August,  18£8 
Holeombe,  J.  H.  li. 

Cadet  Midshipman,  27  June,  1874.     Graduated  4  June,  1880. 

Holdeii,  Fdgar. 

Assistant  Surgeon,  3  October,  1861.     Resigned  12  October,  1864. 
Holden,  Edward  S. 

Professor,  21  March,  1873. 
Holdeii,  Oliver  B. 

Acting  Gunner,  25  June,  1862.     Resigned  30  May,  1863.     Acting  Ensign,  28  No- 
vember, 1864.     Honorably  discharged  19  August,  1865. 

Holdeii,  William  B. 

Acting  Second  Assistant  Engineer,  10  July,  1863.     Appointment  revoked  (Sick.) 
23  February,  1865. 
Holdeii,  William  S. 

Mate,  16  May,  1864.     Resigned  17  June,  1865. 

Holdup,  Tbomas. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     (See  Stevens.) 

Holland,  Dick.  Y.  B. 

Midshipman,  23  February,  1849.     Dropped  12  July,  1849. 

Holland,  James  ii» 

Acting  Assistant  Paymaster,  8  July,  1863.     Mustered  out  9  January,  1866. 

Holland,  John. 

Actfing  Third  Assistant  Engineer,  20  March,  1865.     Appointment  revoked  8  Jan- 
uary, 1866. 
Holland,  John  C. 

Purser,  1  June,  1838.     Resigned  24  November,  1844. 
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lIoIlaiKl,  TliontnH. 

Miti-,  I'.i  M:i\.  l^iiJ.     Acting?  Gunner,  18  September,  1863.     Honorably  discharged 

I")  .hiiiiKiry,  \^>)Ci. 

Holland-,  Miiliaiii. 

Actin;^  Third   Assistant   Engineer,  2  December,   1864.     Honorably  dificharu'od  2 
November,  IStiS. 
lIoliaiKl,  M'illiam. 

Aetiii!^  Assistant  Paj'master,   0  April,  1805.     Honorably  discharged   17  October, 
18G5. 
Holland.  IVilliani. 

Second   Assistant  Kngincer,  2:]  March,  1848.     First  Assistant  Engineer,  26  Fi-l 
riiiiry,  1851.     Died  18  August,  1850. 

Holland,  Zaoli.  * 

.Mi(isliii>in:in.  1    .Tune,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant.  28 
Fcl)ni:iry.  ls:5S.     Discharged  30  October,  1848. 
Ilollor,  Frank. 

Mate,  17  April,  1800.     In  Service. 
Ilolloy,  Roi»ert  Y. 

Acting  Master.  3  September,  1801.     Honorably  discharged  14  January-,  1808. 
llolliday,  IValter  S. 

Midshipmiin.  27  Juno,  1800.     Graduated  7  June,   1870.     Ensign.   13  July,  1871. 
Master,  2  Deceml)ir,  1873.     Died  2S)  January,  1875. 
Ilollilian,  JaniOH  W. 

Tiiinl  Assistant  Engineer,  8  December,  1802.    Second  Assistant  Engineer,  8  April, 
lNi»4.     First  Assistant  Engineer,  6  June,  18G8.     Retired  list,  31  October,  1879. 
IIollins^Hwortli,  (iiarlos  F. 

'I'liird   .\ssistant  En^'inoiT,  29  October,  1861.     Second  Assistant  Engineer,  3  Au- 
gust, 1803.     Resigned  11  September,  1805. 
llollini^swortii.  James. 

Acting  Tliird  Assistant  Engineer,  18  April,  1803.     Honorably  tUscharged  24  No- 
vember, 1805. 
iloIIinsrsiFortli,  'U'illiani. 

Purser,  21  May,  17U9.     Resigned  4  November,  1799. 
Jlollin^Mwortli,   IVllliam. 

Piir-er,  22  Sejjtember,  1800.     Discharged  21  September,  1801,  under  Peace  Estab- 
lishment Act  at  his  request. 
Hollius,  George  >. 

Midshipman,  1    February,  1814.     Lieutenant,  13  January,  1825.     Commander,  8 
September,  1845.     Captain,  14  September,  1855.     Dismissed  0  June,  1801. 
MollinM,  John. 

Third  Assistant  Engineer,  25  July,  1854.    Second  .Assistant  Engineer,  9  May,  1857. 
Dieil  4  June,  1858. 
Hollins,  TlioniaH. 

Mate,  8  August,  1802.     Dismissed  25  July.  1804. 
HolliH,  George   F. 

Acting  Ensign,  20  August,  1802.     Acting  Master,  7  June,  1804.     Honorably  dis- 
charged 10  September,  1865. 
HolIiH,  Ira  N. 

Cadet  Engineer,  1  October,  1874.     Graduated  20  June,  1878. 

Ilolloway,  George  IV. 

Acting  Second  Assistant  Engineer,  9  September,  1802.  Acting  First  Assistant 
Engineer,  20  Se])tembcr,  1S02.  Resigned  30  April.  ls04.  Acting  First  Assistant 
Engineer,  14  October,  1804.     Honorably  discharged  0  October.  1^(55. 

Ilollo^ay.  Gideon  F. 

Acting  Ensign.  20  .luly,  1803.  Actinij  Master.  25  May,  1805.  Honorably  dis- 
charged 27  May.  I8t>li. 

23 
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Holm,  Soroii  O. 

Acting  Ensign,  22  June,  18G4.     Honorably  discliarged  15  June,  1865. 

Holuian,  George  F.  IV. 

Midshipman,  25  July,  ISiiij.     Graduated  7  June,  1870.     Ensign,   13  July,  1871. 
Master,  14  June,  1874. 

Holniaii,  Jaiiiper. 

Acting  Second  Assistant  Engineer,  3  October,  1863.     Dismissed  27  May,  1805. 

Holiiiaii,  Jerome  B. 

Acting  Third  Assistant  Engineer,  22  June,  1863.     Honorably  discharged  26  Sep- 
tember, 1865. 

Holmau,  Samuel. 

Acting  Assistajit  Surgeon,  22  June,  1864.     Honorably  discharged  2  October,  1865. 

Holmes,  Alfred  C.  • 

Acting  Gunner,  18  June,  1863.     Honorably  discharged  19  December,  1865. 

Holmes,  Anthony  F. 

Acting  Ensign,  19  August,  1862.     Acting  Master,  consideration  ol  good  service,  9 
May,  1864.     Honorably  discharged  24  April,  1869. 

Holmes,  A.  R. 

Acting  Assistant  Surgeon,  12  April,  1862.     Acting  Passed  Assistant  Surgeon,  14 
May,  1866.     Honorably  discharged  3  July,  1868. 
Holmes,  Charles  M. 

Mate,  21  January,  1863.     Resigned  31  December,  1863. 

Holmes,  Frank  H. 

Midshipman,  29  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 

Holmes,  George  H. 

Acting  Master,  28  December,  1861.     Honorably  discharged  26  October,  1865. 

Holmes,  Henry. 

Third  Assistant  Engineer,  29  October,  1861.     Second  Assistant  Engineer,  3  Au- 
gust, 1863.     Resigned  11  September,  1865. 
Holmes,  Herman  G. 

Mate,  8  January,  1864.     Honorably  discharged  27  October,  1865. 

Holmes,  James  F. 

Mate,  5  March,  1862.     Acting  Ensign,  6  December,  1862.     Dismissed  1  October, 
1863. 
Holunes,  James  M. 

Acting  Ensign,  17  November,  1862.     Acting  Master,  8  August,  1864.     Honorably 
discharged  16  September,  1365. 

Holmes,  James  M. 

Acting  Ensign,  17  December,  1862.     Resigned  2  June,  1868. 

Holmes.  John  W. 

Carpenter,  7  March,  1815.     Resigned  19  May,  1815. 

Holmes,  J.  Whelden. 

Acting  Assistant  Paymaster,  10  May,  1864.    Mustered  out  3  October,  1865. 

Holmes,  lL.ewis. 

Carpenter,  14  December,  1848.     Dismissed  29  May,  1861. 

Holmes,  Philander  J.  , ,     ^.    ,         ,  „, 

Acting  Third  Assistant  Engineer,  12  November,  1862.     Honorably  discharged  24 
August,  1866. 

Holmes,  Robert. 

]\Iaster,  24  March,  1809.     Resigned  15  May,  1809. 

Holmes,  Shepley  R. 

Acting  Ensign,  26  October,  1863.     Dismissed  13  April,  1864. 

Assistant  Surgeon,  28  June,  1838.     Passed  Assistant  Surgeon,  22  November,  1848. 
Drowned  21  May,  1849. 
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lloliiiOH,  Williaiiii. 

AitiiiLC   Stcdinl    Assistunt   Engineer,   18   April,   1S(5:{.     Appointment  revoked   1^ 
.May,   KStJi. 
lloliiiOH,  U'illiaiii. 

MiihliipiiKiii,  •,''.>  Febrimry,  1802.     Died  September,  1802. 
lIoliiiOM,  M'illiiiiii 

Midshipnuin,  l»  .)uiie,  ISll.     Resigned  22  Januury,  1812. 
IloliiioH,  William  C:. 

.Midshipnuin,  25   August,  1823.     Passed  Midshipman,  23  March,  1820.     Resigned 
18  Uctuber,  1h:?-2. 
ll<»liiiCM,  IVilliaiiii  II. 

Acting  Assiitaut  Surgeon,  10  September,  18(51.     Honorably  discharged  18  Septem- 
ber, 18C5. 
IKolmoH,  William  W. 

Midsldpniiin,  21  September,  1841.  Passed  Midshipman,  10  August,  1847.  Dis- 
missed 13  May,  1851. 

Holt,  Alfred  C. 

Assistant  Surgeon,  5  .June,  1844.     Resigned  18  November,  1844. 
Holt,  Frederick  V.  K. 

Acting  Second  Assistant  Engineer,  8  September,  1863.     Honorably  discharged  25 
July,  18G5. 
Holt,  <>eorKe  H. 

Acting  Assistant  Paymaster,  20  :Ma.y,  1861.  Resigned  7  July,  1862.  Actin- 
Assistant  Paymaster,  2  July,  1863.     Honorably  discharged  2  December,  1865. 

Holt,  George  R. 

Third   Assistant    Engineer,    16   October,    1861.      Second    Assistant    Engineer,   3 
August,  1863.     Resigned  4  May,  1869. 
Holt,  John  £.,  Jr. 

Midshipman,  4  March,  1823.     Dismisseel  25  June,  1833. 
Holt,  Richard  J. 

Mate,  4  February,  1865.     Honorably  discharged  28  October,  1865. 
Holt,  Samnel   li. 

Acting  Third  Assistant  Engineer,  3  August,  1864.  Honorably  discharged  0  Sep- 
tember, 186.5. 

Jlolt,  ThoinaH. 

Acting  Third  Assistant  Engineer,  17  December,  1864.     Honorably  discharged  14 
July,  1865. 
llolton,  iivorfie. 

A<  ting  Thi -d    Assistant   Engineer,  1  September,  1864.     Honorably  discharged  1 
March,  I8!;s. 
JloUoii,  ThoiiiaH. 

Acting  Tliird  Assistant   Engineer,  22  August,   1864.      Honorably  dischargeil   5 
August,  1866. 
Holtz,  David. 

Acting  Thir<l  Assistant  Engineer,  21  October,  1863.  Appointment  revoked  (Sick,) 
8  August,  18<>4.  Acting  Third  Assistant  Engineer,  10  December,  1804.  Re- 
signed n'March,  1865. 

Holt/.man,  A.  J. 

yiiiU-,  *J  January,  ls(;5.     Appointment  revoked  14  .Vpril,  1865. 

Holway,  Wesley  O. 

Chaplain,  2  June,  l8f)8. 

Homaii,  Andrew  J. 

Acting  Third  Assistant  Engineer,  '„'  January,  1864.  Acting  Second  Assistant  En- 
gineer, 22  Marcli,  18(J5.     Honorably  discharged  18  January,  1806. 

lloninn,  Kd«i'ar«l  A. 

Actinia  Third  Assistant  Engineer,  11  March,  1804.     Appointment  revoked  (Sick,) 

20  jldy,  181*4. 
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Iloman,  William  F. 

Acting  Second  Assistant  Engineer,  23  November,  1862.     Resigned  25  July,  1863. 

IIoiBiaiis,  diaries  A. 

Acting  Ensign,  14  February,  1863.     Resigned  12  January,  1864. 

Hoinans,  J.  T. 

Midshipman,  3  December,  1819.     Lieutenant,  17  May,   1828.     Resigned  15  May, 

1843. 

Jloiiiaiis,  Joliii. 

Assistant  Surgeon,  13  December,  1861.     Resigned  17  September,  1862. 

Hoinans,  John   W. 

Acting  Third  Assistant  Engineer,  10  May,  1864.     Resigned  23  June,  1865. 

Iloiiiaiis,  Tlioiiias. 

Midshipman,  28  August,  1799.     Resigned  20  May,  1801. 

Homer,  Arthur  B. 

Mate,  13  February,  1863.  Acting  Ensign,  14  February,  1864.  Honorably  dis- 
charged 13  November,  1865. 

Homer,  Charles  W. 

Gunner,  6  January,  1858.     Died  6  November,  1872. 
Homer,  William  H. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Died  Septem- 
ber, 1829. 

Honkomp,  Henry. 

Mate,  14  May,  1864.     Honorably  discharged  13  November,  1865. 

Hood,  George  N. 

Acting  Master,  16  December,  1861.     Appointment  revoked  7  May,  1862. 

Hooclless,  Oerrett  li. 

Acting  Assistant  Paymaster,  3  November,  1864.     Mustered  out  24  February,  1867. 
Hoodless,  William  J. 

Acting  Assistant  Paymaster,  30  September,  1862.     Resigned  9  June,  1865. 

Hooe,  £mniet  H. 

Midshipman,  1  January,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
17  December,  1840.     Died  25  September,  1847. 

Hooe,  Cjieorge  M. 

Midshipman,  21  October,  1824.     Passed  Midshipman,  20  February,  1830.     Lieu- 
tenant, 31  December,  1833.     Died  10  April,  1845. 
Hooe,  Seymour. 

Midshipman,  14  April,  1800.     Resigned  30  July,  1801. 
Hooe,  Wiliiam  F. 

Midshipman,  1  August,  1825.  Passed  Midshipman,  4  June,  1831.  Died  14 
August,  1833. 

Hook,  William. 

Gunner,  17  November,  1801.     Broke  by  Court-Martial,  30  May,  1808. 
Hooker,  Edward. 

Acting  Master,  19  July,  1861.  Acting  Volunteer  Lieutenant,  19  September,  1862. 
Acting  Volunteer  Lieutenant-Commander,  7  February,  1865.  Lieutenant,  12 
March,  1868.     Lieutenant-Commander,  18  December,  1868. 

Hooker,  Richard  Camphell. 

Midshipman,  25  September,  1861.     Graduated  24  September,  1865.     Ensign,  1  De- 
cember, 1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869.     Resigned 
30  June,  1876. 
Hoole,  James  ILingard. 

Acting  Midshipman,  22  September,  1856.    Midshipman,  15  June,  1860.    Dismissed 
4  June,  1861. 
Hoon,  William  A. 

Acting  Third  Assistant  Engineer,  18  December,  1862.  Resigned  25  November, 
1863. 
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Hooper.  JoHopli. 

I'ursiT,  24  Si  |)tcuil)cr,  ITIIS.     Discharged  l^  Septfinber,  1^01,  un.l.  r  I'lace  K^t  i' 
lishinent  Act. 
Hooper,  Quinooy  A. 

Acting  Jliistt  r,  JT  August,  1801.     Acting  Volunteer  Lieutenant.  2ri  Sentcml" 
l.s»l-,».     Hcsigncd  4  January,  1805 
IIoopcH,  Joseph. 

Third    Assistant   Engineer,  10  September,  1802.     Second    .Assistant   Kngineer    I 
March,  18t;4.     Died  18  March,  1800. 
Hoover,  Henry. 

Constructor,  4  June,  1859.     Appointment  revoked  10  July,  1865. 
Hoover,  John  R. 

Acting  Carpenter,  22  May,  1801.     Dismissed  25  September,  1801. 
Hooker,  John  B. 

Assistant  Maval  Constructor,  29  July,  1875. 
Hope,  Henry  C. 

A(tin>r  Tiiird  Assistant  Engineer,  3   September,   1803.     Died  at  New  Orleans. 
La.,  -20  Novcinl.cT,  1803. 
Hopewell,  I*olIar<l. 

.Miilshii)inan,  4  June,  1812.     Killed  in  action  1  June,  1813. 
Hopkin!^,  Airre<l. 

Acting  Midshipman  1  October,  1851.     Midsliipnian,  9  June,  1855.     Passed  Mid- 
shipman,   15    April,    1858.     Master,   4   November,   1858.     Lieutenant,  31    Mav. 
iy<>0.     Lieutenant-Commander,  10  July.  lfc!02.     Commander,  2  March,  1871. 
HopkiiiH.  Andrew  J. 

A(  ting  Third  Assistant  Engineer,  ISOI.     Resigned  30  October,  1862. 
Hopkins,  Charles  F. 

Midshipman,  19  October,  1841.  Passed  Mi(lshii)man.  10  August.  1847.  Dismissed 
23  October,  184'.>.  Re-appointed  27  September,  1850.  Resigned  0  Novcmlur, 
is.-,i. 

Hopkins,  diaries  ^I. 

Midshipman,  9  August,  IS',.       Died  in  1825. 
Hopkins,  K<iwar(l. 

Midshipniaii.  1  April,  1828.     Killed  by  accident  31  January,  1831. 
Hopkins,  K<iMar<l  A. 

.Midshipman,  '2-i  January,  1840.     Resigned  1  July,  1845. 

Hopkins,  K<l'ivar<l  A. 

Acting  Thinl  Assistant  Engineer,  12  February,  18(13.  Lost  on  "  Xarciaut,"  4  Jan- 
uary, isf.c. 

Hopkins,  Farley. 

Arting  Ensign.  17  July,  1803.     Resigned  13  February.  1805. 
Hopkins,  Fortesqnc  K. 

Acting  Ensign,  15  February,  1804.     Honorably  discharged  4  August,  18C0. 
Hopkins,  Franklin. 

Acting  Master,  10  A])ril,  1802.     Dismissed  25  November,  1804. 
Hopkins,  CiieorKO. 

Acting  Assiatiiut  Surgeon,  1  October,  1802.     Ilonorablv  discharged  13  October 
1805. 
Hopkins,  lloraee  Tj. 

.Vcting  Assistant  Paymaster,  21  January,  1804.    Honorably  discharged  15  Octi»bi . 
l>i;.".. 
Hopliiiis.  James  R. 

M  itc,  JJ  January.  ls(;3.     Honorably  discharged  20  October,  1865. 
Hopkins,  James  S. 

Mate,  23  January,  1»02.     Resigned  3  November,  1862. 
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Hopkins,  J.  Li. 

Midslupinan,  26  February,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Resigned. 
Hopkins,  John  II. 

Acting  Third  Assistant  Engineer,  9  September,  1863.     Dismissed  21  November 
1804. 
Hopkins,  .Tosliua  W. 

Acting  Ensign,  10  September,  1864.     Honorably  discharged  30  October,  1868. 
Hopkins,  J.  Page. 

Assistant  Surgeon,  30  September,  1850.     Resigned  9  June,  1857. 
Hopkins,  Riohard. 

Mate,  9  February,  1864.     Honorably  discharged  26  October,  1865. 
Hopkins,  Rnfns  H. 

Mate,  21  January,  1864.     Honorably  discharged  8  August,  1865. 

Hopkins,  Samuel. 

Acting  Master,  29  May,  1861.     Dismissed  21  January,  1862. 

Hopkins,  Smith  I£. 

Acting  Ensign,  28  August,  1863.     Honorably  discharged  12  October,  1865. 
Hopkins,  Townsend. 

Mate,  9  June,  1863.     Acciden,tally  killed  on  "  Choctaw,''''  15  January,  1864. 

Hopkins,  TVilliani. 

Acting  Third  Assistant  Engineer,  23  September,  1863.     Resigned  20  June,  1865. 

Hopkins,  William  E. 

Midshipman,  13  November,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  2 
December,  1853.    Lieutenani,  10  July,  1854.    Lieutenant-Commander,  5  August, 
1862.     Commander,  4  November,  1863.     Captain,  1  July,  1870.     Commodore,  1 
December,  1877. 
Ilopkinsou,  A.  H. 

Midshipman,  25  September,  1817.     Lieutenant,  28  April,  1826.     Died  11  August, 
1827. 
Hopkinson,  Henry  £. 

Mate,  23  January,  1863.     Acting  Ensign,  15  July,  1864.     Died  on  "J.  S.  Gham- 
lers,"  13  August,  1864. 
Hopkinson,  Joseph. 

Assistan    Surgeon,  13  October,  1840.    Passed  Assistant  Surgeon,  22  January,  1848. 
Resigned  17  September,  1852. 
Hopper,  William  W. 

Third  Assistant  Engineer,  11  April,  1859.     Second  Assistant  Engineer,  26  Decem- 
ber, 1861.     First  Assistant  Engineer,  17  March,  1863.     Resigned  22  November, 
1866. 
Hoppin,  Samuel  B. 

Acting  Assistant  Surgeon,  2  November,  1861.     Api^ointment  revoked  29  July, 
1864. 
Ilopson,  John  £. 

Midshipman,  25  September,  1840.     Dismissed  9  October,  1846. 
Hord,  William  T. 

Assistant  Surgeon,  1  November,  1854.     Passed  Assistant  Surgeon,  23  May,  1859. 
Surgeon,  1  August,  1861.     Medical  Inspector,  6  July,  1872.     Medical  Director, 
1  May,  1879. 
Horn,  William. 

Acting  Third  Assistant  Engineer,  13  January,  1865.     Honorably  discharged  27 
September,  1805. 
Ilornhy,  William. 

I\Iate,  13  May,  1863.     Deserted  2  April,  1864. 
Horne,  I>avid  B. 

Acting  Master,  3  July,  1861.     Dismissed  19  May,  1863. 
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Uornc,  GiiHtavuH  II. 

Acting  Assistant  Paymaster,  8  July,  18M.     Honorably  discharged  8  Novcnihi-: 
lt<(i5. 

Iloriio,  JoHopli  V. 

Acting   Tliiid  Assistant  Engineer,  19  .lanuar)',   18G1.     Acting  Second  ABsistii!.' 
Engineer. 'Jl    March,   18(!r).     Honorably  dischargetl  'M   Octi)l)er,    \wr>.     Acting 
Second  Assistant  Engineer,  0  .luly,  1800.     Appointujeut  revoked  2«  Novemlnr, 
isc.tl. 
lloriior,  Alfred  T. 

Acting  Tiiird   Assistant   Engineer,  4   March,   1864.     Honorably   discharged   20 
August,  1S05. 
Iloriior,  Fro<loriok. 

Assistant  SuiLTcnM.  1  May,  1851.     Resigned  15  May,  1857.     Rc-api>ointed  12  May, 
iy:)S.     Ketiretl  list,  8  May,  1801 
llornor,  G.  H.   R. 

Surgeon's  Mate,  20  May,  1820.     Surgeon,  4   April,   18.31.     Retired   list,  18  Jun. 
1800.     ^Medical  Director,  Retired  list,  :{  March.  1871. 
Iloriior,  Rioliard  IS. 

.Midsliipnian,  4  March,  IS'2:?.     Resigned  10  September,  1823. 
1 1 «» I*  IIS  by.  Alfred. 

Mate,  :n    December,   1861.     Acting  Ensign,  24  July,   1803.     Resigned  3  March, 
1805. 

Ilorneley,  Sniunel. 

Assistant  Surgeon,  9  March,  1809.     Surgeon,  5  April,   1814.     Died  8  September. 
1821. 
Hornt,  EliHM  Yander. 

Midshipman,  10  September,  1841.     Passed  Midshipman,  10  August,  1847.     Died 
17  March,  1850. 
llorton,  Frederiek  T.  D. 

Acting  Assistant  Paymaster,  14  October,  1861.     Resigned  3  June,  1865. 

Ilorton,  Kainnel. 

Midshipman,  30  November,  1814.     Died  7  August,  1815. 
llorfon,  Samuel  J. 

Mate.  15  Fcbruarv,  1862.     Dismissed  15  September,  1862.     Mate,  11  July,  1863. 
Resigned  22  .MaVch,  1864. 
llorfon,  William  F. 

Mate,  1  May,  1SG2.     Resigned  18  March,  1805.     Mate,  3  April,   1807.     Mustered 
out  3  November,  1808. 
Ilorton,  W.  S. 

Midsliipman,  19  October,  1841.     Dropped 
II  ort  Hill  a  II,  I>. 

Carpenter,  4  December,  1815.     Last  appearance  on  Records  of  Navy  Department, 
11  Maich,  IslC. 

Horwitz,  Pliiiiea.H  J. 

Assistant  Surgeon,  8  November,  1847.     Surgeon,   19  April,   1801.     Chief  Hurcau 
Medicine  and  Surgery,  from   11   July,  1805,  to   1  July,  1869.     Medical    Inspec- 
tor, 3  March,  1S71.     Medical  Director,  30  June,  1873. 
IIoMaek,  Alexander. 

Midshipman,  22  .lanuary,  1810.     Resigned  8  August,  1822. 

IIoHea,  William  \%\ 

Mate,  30  May,  Isc,.}.     Dismissed  19  May,  1865. 

IIoHford,  J  a  111(^4  II. 

Acting  Third  .Vssistant  Engineei.  28  October,  1861.  Acting  Second  Afo^- 
gineer,  2  Julv,  iHOo.  Died  at  Hospital,  lieuufort,  North  Carolina,  30  ! 
1864. 
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Rosford,  William  S. 

Acting  Assistant  Paymaster,  12  August,  1861.     Musvt'red  out  0  August,  jSO?. 
Iloskins,  Charles. 

Acting  Third  Assistant  Engineer,  20  July,  1863.     Honorably  discharged  15  No- 
vember, 1865. 
Hosley,  Harry  H. 

Midshipman,  22  September,  1871.     Graduated  21  June,  1875.     Ensign,   18  July, 
1876. 
Mosmer,  Francis  E. 

Acting  Third  Assistant  Engineer,  21   October,   1863.     Honorably,  discharged  17 
July,  1866. 
Sosmer,  Francis  15. 

Acting  Third  Assistant  Engineer,  20  October,   1863.     Honorably  discharged  17 
July,  1866. 
Hosnier,  Henry  C. 

Acting  Assistant   Surgeon,  3  March,  1865.      Honorably  discharged  13  October, 
1865. 
Hassack,  Abraham. 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Navy  Department,. 
6  March,  1822.     Dead. 
Hotchkin,  Frank  S. 

Midshipman,  28  June,  1867.     Graduated  1   June,   1872.     Ensign,  15  July,   1873. 
Master,  5  June,  1878. 
Hotchkiss,  Freeman  I>. 

Acting  Second  Assistant  Engineer,  16  September,  1864.  Honorably  discharged 
19  February,  1866. 

Hotchkiss,  R.  G. 

Mate,  27  June,  1863.     Lost  at  Sea  in  ''Bainbridge,"  21  August,  1863. 

Hotchkiss,  Solomon. 

Master,  18  July,  1798.     Resigned  16  March,  1799. 

Hotchkiss,  William  J. 

Acting  Master,  31  July,  1861.     Died  at  Piankatank  River,  Virginia,  17  August, 
1863. 
Hongh,  Andrew  J. 

Carpenter,  30  August,  1861.     Died  2  September,  1864. 

Hough,  Fben  £. 

Gunner,  25  March,  1814.     Resigned  11  February,  1815. 

Houghton,  George  A. 

Acting  First  Assistant  Engineer,  9  November,  1862.     Resigned  27  December,  1862. 

Houghton,  Thomas  F. 

Acting  Assistant  Paymaster,  12  December,  1864.  Honorably  discharged  26  Octo- 
ber, 1865. 

Hourand,  Josepla- 

Aoting  Assistant  Surgeon,  13  July,  1863.     Dismissed  26  December,  1863. 

House,  Jerome  B. 

Midshipman,  23  July,  1864.  Graduated  2  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  24  August,  1873. 

House,  William  S. 

jMidshipman.  18  June,  1812.     Lost  in  the  "  Wasp;'  1815. 

Honsel,  liOuis  Y. 

Midshipman,  15  February,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Resigned  31 
March,  1874. 

Houston.  Edwin  Samuel.  . 

Midshipman  J 8  April,  1862.  Graduated  September,  1865.  Ensign,  1  Deceml)er, 
1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 
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lIoiiMfoii,  Ccorjjo  I*. 

'I'liiiil  A.s.si.Niant  Jhigiiui  r,  ','1  .Miiy,  1M">7.     Rosignfcl  28  January,  1800. 
Houston,  II.  ]II 

Mitlsbi|iiii;iii,  12  May,  lS-21.     Passed   Midshii)inaii,  '.'O  Kchruarv,  1830.     Lieuten- 
ant, 24  .Iiiiie,  lb;J4.     Died  2  July,  l^'M. 
IIonHfon,  Iloraflo  B. 

A(  tint,'  Sf. mid  Assistant  Engineer,  1  February,  1804.     Resigned  (Sick,)  0  July, 

IIoiiMfoii.  iMiiao   II. 

Mate.  4  Fi't.niary.  l.sc.l.     Deserted  1804. 
Iloiisfoii,  J.  ItiK'liaiiaii. 

Third  Assistant  Kiiyincir,  21  May.  IS.")?.     Second  Assistant   Enj^inerr.  8  Aujfust, 
Ib'tO.     First  As.sistant  Knginecr,  !»  December,  1801.     Resigned  28  July,  ly0.j. 
Iloimtoii,  .Toliii  C 

Acting  First  Assist^int  Engineer,  1   January,  1804.     Resigne<l  l.l  November,  1804. 
IIoiiHton,  \elHon  T. 

.Mi>islii).iiian,    -'S    July.    ISC.I.     Graduated    June,    18Cn.      Kr.si-i!.   12   July.   1870. 
blaster,  0  Si'iitcnili.  r.  1^72.     Lieutenant,  0  (October.  1S7">. 
IIonHfon,  Saiimol  II. 

Tbird  Assistant  Enjjineer,  20  February.   ISol.      Second  Assistant  Engineer,  21 
May,  18.53.     Died ^10  June,  18r>4. 
IIoiiNfon.  Thomas  T. 

]^Ii<l>lii|)n.an,  2f>  August.  184.").     Passed  Midshipman,  0  October,  IS.*}!.     Master,  15 
Seittenibtr.  ls.-).5.     Lieutenant,  10  September,  1855.     Died  20  June,  1800. 
SEonnton,  IVilliam. 

Acting  Assistant  Surgeon,  2.3  June,  1873.     Honorably  discharged  30  June,  1879. 
Hovoy,  C'liriHtoplior  P. 

Mate,  5  December,  IbtJl.     Resigned   14  February.  1805. 
Ilovoy,  ^lyron   M. 

Acting  Assistant  Paymaster,  10  February,  18G5.     Resigned  21  June,  1805. 
Hovoy,  IVallaoe  W. 

Acting  First  Assistant  Engineer,  19  August,  18G2.     Resigned  5  August,  1803. 
Ho^r,  ,4 n drew  P. 

Second  .Assistant  Engineer,  24  September,  1847.     Resigned  7  August,  1849. 
Iloivard.  Anslin. 

Mate.  10  Uctuber.  1802.     Resigned  24  April,  1803. 
Ilo^varci,  Ciiarlcn  M. 

Mate.     Di.<nii.>.>ed  17  June,  1802. 
Howard,   CharloH  K. 

Mid.shipnutn,  28  May,  1834.     Dismissed  11  January,  1840. 
Howard,  CliarloM  K. 

Acting  Assistant  Paymaster,  7  August,  1803.    Honorably  discharged  15  November, 

i.>^i;.-). 
Howard,  CliarloM  W, 

Mate,  7  October,  1802.     Acting  Ensign,  1  May,  1803.     Acting  Master,  gallant  con- 
duct in  face  of  enemy,  1(5  October,  1803.     Died  of  wuiuidis  received  in  uctiun, 
at  Charleston,  S.  ("..  I'o  October,  1803. 
IIowar«l,  Cacor^o   I(. 

Mate,  1802.     Resigned  10  January,  1803. 
lIoMar<l,  II    K. 

Acting  Ensign,  17  February,  1804.     Honorably  discharged  2  Soptembcr,  1800. 
Howard,  John. 

Ca])tuin   (tu  command  a  Galley,)  20  March,  1799.     Last  appearance  on  Records  of 
Isavy  Department. 
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Howard,  John  C. 

Mate,  11  Jamiaiy,  1865.     Appointment  revoked  10  Januaiy,  1872. 
Howard,  Peter. 

Mate,  gallantry,  24  April,  1863.  Acting  Ensign,  18  Xovember,  1863.  Honorably 
discharged  24  November,  1867. 

Howard,  Saiunel. 

Acting   Master,   9   October.    1861.     Acting  Volunteer  Lieutenant,  5  JuHe,   1S62. 
Honurably  discharged  4  November,  1868. 
Howard.  Thomas  B. 

Midshipman,  24  .June,  1869.     Graduated  31   Mav,  1873.     Ensign,   16  Julv,  1874. 
Master,  13  Januaiy,  1879. 
Howard,  William  A. 

Midshipman,  1  January,  1825.     Resigned  12  April,  1832. 
Howard.  William  H. 

Acting  Assistant  Surgeon,  1  October,  1862.  Honorablv  discharged  9  November, 
1865. 

Howard,  William  H. 

Mate,  28  December.  1861.     Acting  Ensign,  9  April,  1864.     Honorably  discharged 
11  December,  1865. 
Howard,  William  H. 

3Iate,  17  December,  1863.     Discharged  21  June,  1864. 
Howard,  William  H. 

Mate,  25  October,  1864.     Honorably  discharged  20  October,  1865. 

Howard,  William  J. 

Acting  Second  Assistant  Engineer,  13  December.  1862.  Honorably  discharged  19 
August,  1865. 

Howard.  William  !L. 

Midshipman,  10  January,  1815.  Lieutenant.  28  April,  1826.  Commander,  29 
February,  1S44.     Resigned  18  December,  1852. 

Howard,  William  W\ 

Acting  Assistant  Surgeon,  1  October,  1862.     Honorably  discharged  9  November, 
1865. 
Howatt.  James. 

Mate,  10  November,  1865.     Deserted  1  August,  1866. 

Howdeii,  Robert. 

Mate,  11  June,  1863.  Promoted  Acting  Ensign.  9  October,  1863.  Honorably  dis- 
charged 24  October,  1 865. 

Howe,  Alfred  li. 

Midshipman,  28  September,  1870.  Graduated  21  June,  1875.  Resigned  8  Decern-, 
ber,  1877. 

Howe,  Charles  C. 

Acting  Third  .Assistant  Engineer,  25  August.  1863.  Acting  Second  Assistant  En- 
gineer, 2  December,  1864.     Honorably  discharged  26  July,  1865. 

Howe.  George  W. 

Acting  Third  Assistant  Engineer,  7  October,  1861.  Appointment  revoked  13  De- 
cember, 1861.  Acting  Tliird  Assistant  Engineer.  20  September,  1862  Acting 
Second  Assistant  Engineer,  25  May,  1864.  Honorably  discharged  19  May  1866. 
Acting  Second  Assistant  Enggine'er,  22  September,  1866.  Resigned  6  Septem- 
ber, 1S67. 

Howe,  James. 

Carpenter,  3  Julv,  1799.  Discharged  6  July,  1801,  under  Peace  Establishment 
Act. 

Howe,  Joseph  H. 

Acting  Gunner,  1  August,  1864.     Appointment  revoked  10  May,  1865. 

Howell,  Charles  P. 

Cadet  Engmeer,  7  October,  1867.  Graduated  8  June,  1868.  Second  Assistant 
Engineer,  15  August,  1870.     Passed  Assistant  Engineer,  4  December,  1876. 
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lloncll,  David  \. 

Acting  Third  Assistant  KnginerT,  ITOrtobcr,  iHtil.      Dismissed  L'O  August,  ]**<]',',. 
Ilowoll,  1-><lMard  A. 

A(  ting  Master  it  January,  1802.     Ilonornbly  discharged  HO  November,  isr,.'). 
IIoMOll,  F.<lMar<l  F. 

aMidsliipnian,   (acting  an    Lieutenant.)    17    December     IsiO.     Killed    in  action  \H 
.lanuary    1815. 
IIo^oll,  CaOorKO  H. 

Assistant  Siiri,M  on,  H  November,  1H47.  Pa.ssed  AssiKtant  Surgeon,  *->2  Ajirii,  lH.'i4. 
Die. I  7  Octcber,  1809. 

ll4E.M<'ll,  John 

'lliird  Assistant  Ent,'ineer,  24  DccenilxT,  1 «."»;?.     Resigned  'i  May,  18.^. 
lIoMcIl,  Joliii  AdaiiiH. 

.Acting  Midsliipman,  27  September,  1S.'>4.     MidshipniaTi.  11  June,  1H.*,8.     Pawed 
Midshij)inan,  28  January,    I8(il.     Master,  28  P'ebruary,   1801.     Lieutenant,   18 
A])ril,   1801.     Lieutenant-Commander.  1}  March,  1805.     Commander,  (JMarch, 
1872. 
EIowoll.  John  C\ 

MidHhii)niaii. '.»  June,  1830.     Passed  Midshipman,  1   July,  1842.     Master.  21   Feb- 
ruary,  1849.     Lieu^nant,  2  August,  ls49.     Coniinander,  10  July,  1n02.     Cap- 
tain, 25  July,  1800.     Commodore,  29  January.  1872.     Chief,  Bureau  Yards  ami 
Docks,  22  September,  1874.     Rear-Admiral,  2.j  April.  1877. 
Ilowell,  John  F. 

Mid.sliipnian,  1  February,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 0  February,  1821.     Dead. 

Ilowell,  J.  RnHHell. 

Mate.  "^  February,  1802.     Resigned  18  March,  1863. 

Iloucll,  R.  S. 

.Mate,  3  Octcjber,  1803.     Acting  Ensign,  19  May.  1804.     Honorably  discharged  4 

November,  ]'^*'<~). 

lIoMToll,  Naninol  II. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  22  January,  1868. 
[loivell. 

Surgeon,  date  not  known.     Discharged  4  Jitne,  1801,  under  Peace  Establishment 
Act. 
lIoMoll,   IVilliani. 

Assistant  Surgeon,  30  July.  1861.     Died  20  July,  1802. 
lIoHollK,  William  M. 

Sailmaker,  13  Juuc,  l8tJl. 

IIOUOH,    I>.    II. 

Acting  Ensign.  20  November,  1804.     Honorably  discharged  30  June,  180.'5. 
lIowcM,  Frederick  Aloa. 

Midsliipman,  24  Septeniber,  1863.  Graduated  June,  1867.  Ensign,  18  Deccml>cr, 
iNfis.     Muster,  21  March,  1870.     Resigned  8  December,  1873. 

lIoMeH,  Caeor^e  F. 

•Vcting  Ensign,  24  Fcltruary,  1863.     Honorably  discharged  29  Januarj-,  1869. 

lIoueM,  WilliH. 

A<tii)g  p:iisii,'n.  2  September,  1864.  Acting  Master,  5  October,  180.").  Honorably 
ili.s«"liarged"l  October.  1800. 

lIo^viHon,  Henry  I^. 

Acting  Midshipman,  26  Sejjtember.  18.54.  Midsliipman,  11  .iiiri«'.  i-i-  J'.i-.vd 
Midshijjman,  9  February,  1801.  Ma.ster,  2  March.  1801.  Lieutenant,  19  April, 
18»'.1.     l.iewtenant-Comiuander,  3  March,  180.j.     Commander,   19   August,  lS7i. 

llowiHon,  John  W. 

Mate,  21  October,  1801.  Acting  Ensign,  11  May,  180."*.  Resigned  7  Fe»)ru«ry, 
1800. 
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IIo^i$!ion,  Xiel  M. 

Midshipman,  1  February,  1S23.     Passed  Midshipman,  23  March,  1829.     Lieuten- 
ant. 13  July,  1832.     Died  23  February,  lb48. 
Ilowlaud.  Calrin. 

Acting  Third  Assistant  Engineer,  16  October,  18C1.    Resigned  26  November,  1802. 
Moil  land,  Charles  H. 

Mate,  21  March,  1862.     Resigned  12  October.  1863. 
Howland,  Elijah  K. 

Mate,  28  August.  1863.    Acting  Ensign,  1  September,  1864.    Honorably  discharged 
1-4  August,  1865. 

Howland,  £.  S.  I>. 

Mate,  8  May,  1862.     Resigned  (Sick.)  10  October,  1864. 

Howland,  Joseph. 

Acting  Master,  23  December,  1861.     Resigned  21  May,  1862. 

Howland,  Samuel  C 

Mate,  20  January,  1862.     Resigned  26  Jane,  1862. 
Howland,  Walter  S. 

Mate,  2  October,  1863.     Acting  Ensign,  9  April,  1865.     Honorably  discharged  12 
August.  1865. 
Howland,  Warren.  , 

Acting  Third  Assistant  Engineer,  9  April,  1863.     Honorably  discharged  31  Octo- 
ber, 1865. 
Howland,  William  H. 

Mate,  2  September,  1864.     Honorably  discharged  1  September,  1867. 
Howorth,  George. 

Mate.     Resigned  11  November,  1862.    Acting  Ensign,  13  December,  1862.    Acting 
Master,  12  August,  1864.     Honorably  discharged  30  SejDtember,  1865.     Acting 
Master,  22  August,  1867.     Died  at  Naval  Hospital,  New  York,  29  March,  1868. 
Howorth,  William  li. 

Mate,  29  April.  1863.     Acting  Master,  gallant  service  in  assisting  to  destroy  Ram 
Albemarle,  27  October,  1864.     Honorably  discharged  20  October,  1865.     Acting 
Master,  17  May,  1866.     Ensign,  12  March,  186S.  "Resigned  4  April,  1869. 
Hoxie,  Allen. 

Acting  Master,  11  February,  1862.     Resigned  15  February,  1865. 
Hoxie.  William  H. 

31ate,  6  February.  1862.     Resigned  19  July,  1862. 

Hoxse.T,  Thomas  D. 

Assistant  Paymaster,  1  September,  1876. 
Hoy,  James,  Jr. 

Assistant  Paymaster,  11  October.  1861.     Paymaster,  18  October,  1864. 

Hoyt,  Ahira  B. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  10  September,  1862. 

Hoyt,  Alfred. 

Acting  Third  Assistant  Engineer,  10  December,  1863.     Acting  Second  Assistant 
Engineer,  26  July,  1864.   "Honorably  discharged  23  October,  1865. 

Hoyt,  £ben. 

Acting  Master,  20  January,  1862.     Acting  Volunteer  Lieutenant,  recommendation 
of  Commanding  Officer,*23  May,  1864.     Honorably  discharged  23  January,  1866. 
Hoyt,  !Eben.  Jr. 

Third  Assistant  Engineer,  21  May,  1857.     Second  Assistant  Engineer,  2  August, 
1859.     First  Assistant  Engineer,  1  July,  1861.     Chief  Engineer,  10  November, 
1863.     Killed  19  October,  1867. 
Hozager,  S.  J. 

Mate,  27  November,  1861.    Dismissed  11  September.  1862. 

Hozier,  !Enos. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  15  De- 
cember, 1S66. 
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IIn1>I>nr<I,  AiiMfin  T. 

Artin;,'  Assistant   Paymaster,  lU   Dccimber,  Ib.'U.     Assistant   Paymaster  •»!    Vvh 
luary,  1SC.7.     Died.  Exctt-r,  N.  H..  12  June,  1S08.  jmasicr.,!    l-tl.- 

Jliibbard,  C'liarU^  T. 

Assistant  Suri,'ci>ii.  23  Obtobcr  1801.     Hcsigncd  5  September,  18G5 
IIiiblMird,  I>aiiiol  It. 

Aitiiig  Ensign.  12  July.  isc,|.     Honorably  discharged  15  March,  IbtCO. 
Hubbard,  KdMard  II. 

.Miilsliipinan.  4  March.  182:5.     Hesigned  8  May,  1832. 
Hubbard.  Kdward  K. 

Acting;  Tliiril  Assistant  Enijinecr,  9  .January,  18C4.    Acting  Second  Assistant  Enci- 
ncir.  21  Map-li.  18Co.     Honorably  discharged  12  December,  1805. 
IIubbar<l,  KliHha. 

Mate.  ;50  .July.  1803.     Resigned  20  Ai)ril.  18G5. 
Hubbard,  John. 

Midshipman,  27  July,  18(50.     Graduated  7  June,   1870.     Ensign.    13  Julv.  18*1 
Master,  15  September,  1873.     Lieutenant.  28  December,  1878. 
HubbartI,  Jonathan. 

Gunner,  10  .luly.  1^^2:5.     Died  29  January.  1824. 
Hubbard,  JoNoph  N. 

I'roilssor.  7  May.  1845.     Died  10  August.  18G3. 
Hubbard,  lieMi«<   H. 

Mate,  30  November,  1807.     Mustered  out  :5()  Xovoml»er.  1S08. 
Hubbard.   Kiohard. 

.Midshipman.  1  .January.  1S12.     Hesi<,'ned  22  January.  1814. 
Hubbar<l,  SooratoH. 

Midshii)mau,  21  J)eiembcr.  18(51.     Graduated  September.  18i55.    Ensign,  1  Decem- 
ber, l!SOO.     Master.  12  March,  1808.     I^ieutenant,  20  March,  18G0.     Lieutenuut 
Commander,  27  October.  1870. 

Hubboll.  C  harloH  F. 

Mati',  o  March,  1802.     Deserted  28  Ai)ril,  1802. 
Hubboli,  F.   I.. 

Mate,  13  December,  1801.     Resigned  24  October,  1803. 
Hubboll,  Kobort  K. 

Acting  i:n?.ign,  1  Octul)er,  1802.     Dismissed  22  Ajiril.  18G4. 
Hubbn,  Milliam  H. 

Arting  Master,  4  Xt>vember,  1801.     Honorably  discharged  10  December,  \si\r,. 
Hul»loy,  GoorKO. 

Midsliipman,  15  November.  1810.     I,ast  appearance  on   I?ecords  of  Navy  D«'p«rt- 
ment,  27  June,  1811.     Entered  Army. 
Hublit/.,  Phillip. 

Acting  Third  Assistant  Engineer,    17  February,  1802.     Honorably  dischargcil  3 

All;,'USt,  1NI15. 

Hui'kiuH,  Pofer. 

(  >V<-  J\Ur  llitrkin.H  Smith.) 

lIu<lHon,  A<irian. 

Assistant  Surgeon,  30  July,  18G1.     PaR.«»ed  Assistant  Surgeon.  22  June,  1804.     Sur- 
geon, 17  August.  1805.     ^Medical  Inspectt)r,  10  June,  18.>0. 
HiidHon,  Kdward, 

Assistant  Surgeon,   14   September,  1843.     Surgeon.  20  July,  1858.     Dicil  23  Jan- 
uary, is:.',i. 
HikImoii,  FrtMlorick   \. 

Midshipman,  5  July,  17UU.     Discharged  12  October,  1801,  under  Pcaca  Ectablinh- 
meut  Act. 
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IIii<1<iioii,  George,  Jr. 

Acting  Assistant  Paymaster,  24  December,  1863.     Honorably  discharged  10  No- 
vember, 1805. 
Hudson,  Harry  A. 

Mate,  26  December,  1862.     Resigned  2  June,  1863. 
Hudson,  John  O. 

Acting  Ensign  and  Pilot,  1  October,  1864.     Acting  Master  and  Pilot,  1  October. 
1864.     Honorably  discharged  10  March,  1866. 
Hudson,  John  Morely. 

Acting  Master,  28  March,  1862.    Dismissed  7  June,  1863.    Acting  Ensign,  10  May. 
1864.     Honorably  discharged  15  September,  1865. 
Hudson,  Robert. 

Chaplain,  29  April,  1874. 
Hudson,  Stephen  R. 

Acting  Master,  15  November,  1861.     Dismissed  28  June,  1862. 
Hudson,  William  H. 

Midshipman,  16  July,  1838.     Passed  Midshipman,  20  May,  1844.     Resigned  22 
April,  1852. 
Hudson,  William  li. 

Midshipman,  1  January,  1816.     Lieutenant,  28  April,  1826.     Commander,  3  No- 
vember, 1842.     CaiJtain,  14  September,  1855.     Died  15  October,  1862. 
Huestis,  James  F. 

Assistant  Surgeon,  30  September,  1850.     Resigned  9  June,  1857. 

Hney,  Samuel  B. 

Acting  Assistant  Paymaster,  25  February,  1864.     Resigned  12  January,  1866. 

Huff,  James. 

Acting  Third  Assistant  Engineer,  9  June,  1863.     Dismissed  8  July,  1863. 

Hutr,  Jobn. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Died  from  wounds  received 
in  action,  7  April,  1863. 
Hugenin,  Robert,  Jr. 

Midshipman,  13  February,  1851.     Resigned  12  June,  1852. 

Huger,  Francis. 

Midshipman,  1  June,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant,  8 
March,  1837.     Died  6  January,  1849. 

Huger,  Tbomas  B. 

Midshipman,  5  March,  1835.  Passed  Midshipman,  22  June,  1844.  Master,  16 
July,  1847.     Lieutenant,  24  February,  1848.     Resigned  11  January,  1861. 

Hugg,  Joseph. 

Assistant  Surgeon,  5  September,  1861.  Passed  Assistant  Surgeon,  8  May,  1865. 
Surgeon,  23  December,  1871. 

Hugg,  Marion. 

Acting  Ensign,  7  October,  1864.     Honorably  discharged  29  July,  1805. 

Huggins,  Charles. 

Acting  Master,  14  August,  1861.     Honorably  discharged  24  April,  1866.     Acting 
Master,  30  July,  1867.     Mustered  out  18  August,  1868. 
Huggins,  E.  Clarence. 

Mate,  25  March,  1863.     Acting  Ensign,  18  January,  1864.     Honorably  discharged 
15  Novembei,  1868. 
Hughes,  Aaron  K. 

Midshipman,  20  October,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  19 
December,  1852.  Lieutenant,  18  October,  1853.  Lieutenant-Commander,  16 
July,  1862.  Commander,  16  November,  1862.  Retired  list,  24  October,  1864. 
Captain,  Active  list,  10  February,  1869.     Commodore,  4  February,  1875. 

Hughes,  Baniel. 

Assistant  Surgeon,  5  March,  1799.  Surgeon,  20  December,  1799.  Resigned  15 
May,  1800. 
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Ai  tiii^'  Ki);ithW;iiii,  11  August,  18GI.     Appoiutuient  revoked   12  March,  IbOO. 
IIiikIioh,  l><lM-ur<l. 

JioaUwuin,  25  Februiiry,  1874. 
IIukIk'm,  K«li»'ar<i  M. 

.Mi.Uliiluii.iii,  2(i  .Inly,   1800.     Cfradiuitcil  7  .luuo,    isTO.     Ensign,  i;!  .Inlv.    isTl. 
iMasur,  12  Dicimber,  1«73.     Liinttnunt,  Ki  Dtcciubtr,  1871). 
JInKliOH,  OeorKO. 

rurscr,   13  Octoher,  179S.     Last  a})pcurance  on  Records  of  Navy   Department,  5 
November,  1798. 
IIiikIk'm,  <a<M»rKO  W. 

Acting  Third  Assistant  Engineer,  11  Novenil>er,  ISCil.     IIoiidi.iMv  ilix  li.iiL"d  2S 
August,  1865. 
Ilnf^lioM,  JuineH. 

lioiitswaiu,  18  September,   1800.     Last   appearance  on  Records  of  Navy  Dipart- 
nunt,  1815.     Schooner  "j\'</ »<//««." 
IIuf^lioM,  JaiiioM. 

Acting  Third  Assistant  Engineer,  13  May,  18G4.     I)ismi.s8ed  12  August.  1804. 
IliiShc^,  Jniii08  F. 

Mute,  5  November,  1863.     Acting  Ensign,  2  June,  1864.     Appointment  revoked  ^ 
August,  1804. 
IIiiglieH,  John  A. 

Acting   Third   Assistant  Engineer,  17  August,  1864.     Appointment  revoked  4 
January,  1865. 
Ilnglics,  John  T. 

Mate,  23  October,   1861.      Acting  Ensign,  9   December,   1802.      Lost  on  '-Jiain- 
bridge,''  31  October,  1863. 

llnKliCM^,  Othello  D. 

Acting  Tiiird  Assistant  Engineer,  20  October,   1803.      Acting  Second  Assistant 
Engineer,  15  December,  1804.     Dismissed  10  October,  1805. 
llnKhoH,  Pat  rick  J. 

Acting  Third  Assistant  Engineer,  22  October,  1803.     Resigned  12  June,  1865. 
llu^heM,  Richard  M. 

C;i«let  Midshipman,  25  September,  1874.     Graduated  4  June,  1880. 

Ilughos,  Thomas  W. 

Gunner,  8  June,  179S.     Midshipman,  21  April,  1^00.     Master.  13  April,  1801.     Re- 
signed 9  May,  1801. 
IIuehoH,  IValtor  S. 

Midshipman,  21  September,  1870.     Graduated  21   June,   1875.     Ensign,  18  July, 
IbTO. 
IIiighoH,  William  ii. 

Acting  Third  Assistant  Engineer,  24  December,  ISO:'..     Ilonombly  ilischarged  10 
August,  1M05.     Acting  Third  Assistant  Engineer,   14  ilarch,  1800.     Mustere*! 
ouClO  February,  l^ti"^. 
IIuKhcH,  IVilliam  II. 

Acting  Third  Assistant  Engineer,  4  December,  1802.     Honorably  discharged   1'.' 
August,  1805. 
IIiiRhoM,  IV  ill  lam  W  . 

il;ite,  10  Deceuil'cr,  1801.     Resigned  14  August,  1802. 

Iliifflo,  John  K. 

Mute,  29  0(  tober,  1803.     IIonoraI>ly  discharged  24  October,  18C5. 

Ilneiniin,  IV.  <'. 

Mi<Uhipman,  3  March,  1841.     Drowned  in  November,  1846. 

lliiie,  JamcH. 

\I  .^t-r,  I  1  March,  1803.     Discharged  21  April,  1808. 
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Hill bii I'd,  John. 

Master,  11   February,  1809.     Last  apjiearance  on  Records  of  Navy  Department,  3 
January,  181G. 
Hnlbnrt,  James  £. 

Mate,  13  June,  1863.     Acting  Ensign,  19  July,  1864.     Honorably  discharged  20 
July,  1865. 
Hiile,  P.  M. 

Midshipman,  1  January,  1835.     Died  4  June,  1836. 
Hilling,  Edward  J. 

Acting  Assistant  Paymaster,  13  May,  1864.     Honorably  discharged  11  November, 
1865. 
Hnll,  Charles  F. 

Mate,  3  February,  1864.    Acting  Ensign,  33  August,  1864.    Honorably  discharged 
17  July,  1865. 
Hull,  I>aTid. 

Mate,  14  July,  1863.     Died  in  prison,  Texas. 
Hull,  Frederick  B. 

Midshipman,  30  September,  1865.  Graduated  5  June,  1869.  Resigned  1  February, 
1873. 

Hull,  Isaac. 

Lieutenant,  9  March,  1798.     Commander,  18  May,  1804.     Captain,  33  April,  1806. 
Died  13  February,  1843. 
Hull,  James  Cooper. 

Midshipman,  34  July,  1863.     Graduated  June,  1868.     Lost  in  the  "  Oneida^'  34 
January,  1870. 
Hull,  Jameson  Cox. 

Third  Assistant  Engineer,  16  February,  1853.  Second  Assistant  Engineer,  37 
July,  1855.  Resigned  23  September,  1856.  Re-instated  as  Second  Assistant 
Engineer,  30  April,  1861.  First  Assistant  Engineer,  S3  June,  1803.  Resigned 
15  January,  1866. 

Hull,  Joseph  B. 

Midshiinnan,  9  November,  1813.  Lieutenant,  13  January,  1835.  Commander,  8 
September,  1841.  Captain  14  September,  1855.  Retired  list,  31  December, 
1861.     Commodore  on  Retired  list,  16  July,  1863. 

Hull,  Watson  H. 

Assistant  Surgeon,  16  September,  1861.     Resigned  13  July,  1864. 

Hull,  William. 

Acting  Ensign,  13  December,  1863.  Acting  Master,  19  October,  1864.  Honorably 
discharged  13  September,  1805. 

Hulse,  Isaac. 

Surgeon's  Mate,  26  May,  1824.     Surgeon,  6  May,  1825.     Died  9  August,  1850. 

Hulse,  Nathaniel  S. 

Mate,  16  February,  1863.     Resigned  8  July,  1863. 

Hulse,  Theodore  I>. 

Acting  Third  Assistant  Engineer,  31  December,  1861.  Acting  Second  Assistant 
Engineer,  20  October,  1803.     Appointment  revoked  (Sick,)  23  April,  1804. 

Hume,  James  H. 

Acting  Third  Assistant  Engineer,  9  October,  1863.  Honorably  discharged  6 
November,  1865. 

Humphrey,  AlTin  H. 

Acting  Assistant  Paymaster,  9  January,  1865.     Mustered  out  10  October,  1SG5. 

Humphrey,  F.  M. 

Midshipman,  3  March,  1839.     Resigned  14  May,  1846. 

Humphrey,  Joseph  F. 

Acting  Third  Assistant  Engineer,  8  May,  1863.  Honorably  discharged  18  No- 
vember,  1865. 
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IInini>1iro3'K,  A.  Y. 

Chaplain,  date  not  known.     Purser,  22  July,  ISLI.     Died  G  February,  1«2G. 
lIiiiiipliroyH,  (liarleM  F. 

Carpenter,  17   Sei)fenilter,  1809 
lIiiitiplireyM^   lloraoe. 

.Mid.siiipnian,  1  September,  1811.     Appointment  revoked  24  September,  1812. 
IIiiiii|>lirt\VH,  John. 

Aetin-:  Volunteer  Lieutenant,  12  August,  1801.     Resigned  18  November,  1801. 
UiiiiiplireyN,  JoHliua. 

Naval  Constructor,  date  not  known.    Last  appearance  on  Records  of  Navv  Depart- 
ment, 20  October,  1801  " 

IIuiiiplircyH,  JoHliiia. 

Miilshipman,  2  February,  1829.     Passed  Midsliipman,  3  July,  1835.     Lieutenant 
2r,  February,  1841.    Died  27  June,  1853. 
IlaiiipliroyH,  Julius. 

Midshipman,  10  January,  1809.    Last  appearance  on  Records  of  Navy  Department, 
1815.     "Wilmington,  North  Carolina. 
IIuiiipliroyK,  P.  W. 

Mitlshipman,  2  February,  1829.     Resigned  7  June,  1830. 
IIiiiiiphreyH,  Sauiuel. 

Naval  Constructor,  17  April,  1813.     Chief  Naval  Constructor,  25  November,  1820 
Died  10  August,  1840. 

IIiiinplirej'H^  Saiuiiol. 

Carpenter.  10  Decemljer,  1815.     Resigned  9  May,  1823. 

Iliiiaplireys,  Sterne. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Rcsi<nied  1  Octoljcr 
1834. 

Iliini Atone,  Edwin. 

Acting  Third  Assistant  Engineer,  2  June,  1804.    Honorably  discharged  10  August, 
1805.     Acting  Third  Assistant  Engineer,  12  July,  1806.     Mustered  out  23  July' 
1807. 
Hunker,  Jaeob  J. 

Midshii)man,  30  July,  1800.     Graduated  7  June,   1870.     Ensign,  30  Julv.  1S72. 
Master,  14  January,  1875. 
Hunker,  Jolin  Jaeob. 

Midshii)man,  18  April,   1802.     Graduated  June,  1806.     Ensign,  12  March,  1808. 
Master,  20  March,  1809.     Lieutenant,  21  March,  1870. 
Ilunneivell,  I^.  J. 

Midshipman,  0  June,  1803.     Resigned  29  July,  1805. 
Ilnnnioker,  Joseph  I^. 

Miilsliipman,  25  June,  1807.     Graduated  0  June,   1871.     Ensign,   14  July,  1872. 
blaster,  12  March,  1875. 
IIunMtable,  Henry. 

Mute,  1  .lanuary,  1804.     Appointment  revoked  0  October,  1804. 
Hnnt,  Abrani  H. 

Acting  Assistant  Surgeon,  28  February,  1805.     Honorably  discharged  18  August 
1805. 

IlnnI,  An4lrew  M. 

Cadet  p^ngineer,  15  September,  1875.     Graduated  10  June,  1879. 
Hunt,  C'iiarleH  Sed^Miok. 

Third  Assistant  Engineer,  22  July,  1802.     Resigned  9  June,  1803. 
Hunt,  Clement  S. 

Purser,  25  Ai.iil,  1812.     Died  4  April,  1837. 
Hunt,  I'yrus  H. 

Acting  Third   Assistant  Engineer,  29  August,   1803.     Honorably  discharged    10 
November,  1805. 
24 
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Hunt,  Daniel. 

jMidsliipmaii,  2  February,  1829.     Last  appearance  ou  Records  of  Navy  Depart- 
ment, 18  November,  lb31.     Dead. 

Iluiit,  George  P. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  18  December, 
18G2.    First  Assistant  Engineer,  30  January,  18G5.    Chief  Engineer,  4  July,  1880. 
Hunt,  Henry. 

Assistant  Surgeon,  2  April,  1811.     Resigned  31  August,  1813. 
Hniil,  Henry. 

First  Assistant  Engineer,  17  January,  1842.     Chief  Engineer,  14  May,  1847.     Died 
10  April,  1861. 
Hnnt,  Henry. 

Gunner,  5  July,  1819.     Last  appearance  on  Records  of  Navy  Department,  14  Sep- 
tember, 1819. 
Hunt,  Henry  J. 

Midshipman,  23  June,  1870.     Graduated  21  June,  1875.     Ensign,  30  September, 
1876. 

Hunt,  James  P. 

Midshipman,  20  June,  1798.     Resigned  10  December,  1800. 

Hunt,  John  H. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  December 
1862.     First  Assistant  Engineer,  30  January,  1865.     Died  21  November,  1868. 
Hunt,  John  M. 

Midshipman,  30  November,  1814.     Resigned  29  January,  1819. 
Hunt,  John  W.,  Jr. 

Midshipman,  1  May,  1822.     Resigned  25  January,  1828. 
Hunt,  Joseph. 

Acting  Third  Assistant  Engineer,  12  December,  1864.     Resigned  27  June,  1865. 

Hunt,  !Lewis. 

Midshipman,  2  March,  1803.     Resigned  20  September,  1808. 

Hunt,  Montgomery. 

Midshipman,  17  January,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant. 
9  December,  1842.     Lost  in  '■'Albany,'"    28  September,  1854. 

Hunt,  IVathaniel. 

Gunner,  15  January,  1800.     Last  appearance  on  Records  of  Navy  Department. 

Hunt,  Ridgely. 

Midshipman,  21  September,  1870.  Graduated  21  June,  1875.  Ensign,  25  Novem- 
ber, 1877. 

Hunt,  Symmes  H. 

Acting  Midshipman,  23  November,  1859.  Ensign,  16  December,  1862.  Lieuten- 
ant," 22  February,  1864.     Resigned  11  December,  1865. 

Hunt,  Theodore. 

Midshipman,  3  September,  1798.  Lieutenant,  4  April,  1802.  Resigned  11  May. 
1811. 

Hunt,  Thomas. 

Midshipman,  14  April,  1800.    Resigned  26  August,  1807. 

Hunt,  Thomas  I>. 

Mate.    Appointment  revoked  8  October,  1866. 

Hunt,  Timothy  A. 

Midshipman,  1  March,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant,  17 
December,   1836.     Commander,  14  September,  1855.     Caj^tain,  16  July,  1862. 
Commodore,  3  January,  1863.    Retired  list,  23  July,  1877. 
Hunt,  IVilliam  T^. 

Midshipman,  28  October,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
21  June,  1832.  Reserved  list,  13  Sej^tember,  1855.  Commissioned  a  Com- 
mander on  Active  list,  fi-om  33  August,  1855.  Lost  in  Sloop  of  War  "ie^awi," 
18  Setepmber,  1860. 
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Hunt,  Will ia III  F. 

-Mute,  It)  Novrmht-r,  1801.     Actinj^  Muster,  '.\  July,  1802.     Honorably  disclmrj^;'   i  ;< 
l"\l)rii:uy,  IbW. 
Iliiiif,  Willinin  II. 

Mate,  'J.J  C)Ltul)iT,  18G3.     Resigned  19  February,  1804. 
Hunt,  Willinm  ^\ 

Tliinl  A.ssistaiit  Engineer,  24  December,  1853.    Second  Assistant  Engineer,  0  May, 
IN")?.     First  Assistant  Engineer,  2  August,  1859.     Chief  Engineer,  19  February, 
1SG3.     Retired  list,  8  February,  1871. 
Iliiiif,  IVilNon. 

Midsliipman,  20  February,  1840.     Resigned  5  September,  1840. 
Iliiiitor,  A.  K. 

Acting  Master,  26  August,  18G1.     Honorably  discharged  20  February,  1800. 
1 1 II  III  or,  Aiidrou'. 

Chaplain,  5  March,  1811.     Died  24  February,  1823. 

lliintor,  RaldMiii  M. 

.MLL-liipnuin,  17  December,  1831.     Resigned  20  August,  1835. 
II II II I  or,  I{.  F.  It. 

Midshipman,  20  August,  1835.     Passed  Midshipman,  22  June,  1841.     Master,  7 
July,  lb  17.     Lieutenant,  28  November,  1847.     Resigned  17  January,  1850. 
J  ill  lit  or,  Ilnsliro<l  IV. 

Midshipman,  1  November,  1827.     Pas.<!cd  Midshipman,   10  June,  1833.     Lieuten- 
ant, 28  February,  1838.     Reserved  list,  13  September,  1855.     Resigned  23  April, 

isni. 

Jliiiitor,  Charles. 

Midshipman,  25  April,  1831.     Passed  Midshipman,  15  June,  1837.     Lieutenant,  8 
September,  1841.     Reserved  list.     Conmiander,  9  June,  1802.     Retired  libt,  21 
June,  1800.     Captain,  Retired  list.     Died  22  November,  1873. 
Ilnntor,  diaries. 

Acting  Ensign,  x  October,  1862.     Resigned  0  May,  1803. 
Hniitor,  Charles  C. 

Midshipman,  i  July,  1842.     Passed  Jlidshipnian,  5  August,    1848.     Dismissed  9 
September,  i848.     Restored  as  Passed  Midshij)man.     Died  in  May,  1853. 
Ilnnter,  Charles  G. 

Midshipman,    xO    November,   1824.      Passed    Midshipman,   20    February,    1830. 
Lieutenant,  24  June,  1834.     Dismissed  29  January,  1855. 
Ilnnter,  David. 

Midshipman,  18  June,  1812.     Resigned  20  July,  1818. 
Ilnnter,  George  W. 

Midshij)man,  1   February,  1814.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Frigate  "  0-uerriere.'^ 
IIiiiit<'r,  Ciio<rfrey  ^i. 

Acting  Midshipman,  2o  September,  1801.     Graduated  24  September,  1*^05.     En 
siirn,  1  >ceml.er,  1800.     Master,  12  March,  18G8.     Lieutenant,  26  March,  1809. 
Died  2(3  September,  1873. 
Ilnnter,  Henry  C. 

-Midshipman,  10  Sej)tcmbcr,   1841.     Passed   Midshipman,   10  August,   1847.     He 
signed  2^  Aj)ril,  1854. 
Hunter,  Henry  Christie. 

.Midshipman,    3  September,  1803.     Graduated  6  Juno,  1807.     Ensign,   18  Decem- 
ber, 1808.     .Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Hunter,  Henry  I>. 

.Midsliipmaii,  ;;u  Ncivcmbcr,  1814.     Resigned  12  January,  1825. 

Ilnnter.  Henry  St.  <■. 

Midshipman,  19  November,  1841.     Passed  Midshipman,  10  .Viigust,  18-17.     Died 
24  Sei>tembcr,  1854. 


i:2  GE2^ERAL  NAVY  REGISTER. 

EInnter,  James. 

Mate.  5  March,  1S&2.     Acting  Ensign,  1  December,  1863.     Honorably  discharged 

8  November,  lSt3o. 
BEnnter,  John. 

Bo:Ui?riin.  8  Febmarr,  1842.     Resigned  9  March,  1844. 
Hunter,  John. 

BoAtswair.  11  June,  1S47.    Appointment  revoked  14  May,  1850. 
Hunter.  John. 

A«::L::g  B.-iriwain.     Appointment  revoked  31  January,  1865. 
Hunter.  John  C. 

Purser.  Cy  M:iy.  iSol.     Resigned  14  August,  1856. 
Hunter.  John   W. 

Miishir::!.-.-,  10  May,  18l0.     Resigned  18  November,  1825. 
Hunter,  [Lewis  B. 

Assistant  Surgeon,  3  January,  1828.     Passed  Assistant  Surgeon,   3  March,  1835. 
Sursreon,  9  Februarv.  1837.     Retired  list,  9  October,  1866.     Medical  Director, 
Retired  list.  3  March,  1871. 
Hunter.  M.  H. 

3IiAs'::ii:'u:ar.  18  June,  1812.     Resigned  1  October,  1822. 
Hunter,  Richard  S. 

>[idshipman,  1   September,  1811.     Lieutenant,  5  March,  1817.     Died  28  March, 
1825. 
Hunter,  Robert. 

Mite.  9  January.  1863.     Acting  Ensign,  17  January,  1865.     Honorably  discharged 

Hunter,  Robert. 

S:.:::r.i5;e:-.  l'^  July.  1845.     Died  12  .January,  1866. 
Hunter,  Robert. 

31  tr.  13  Fclruarr.  1865.     Died  5  September,  1865. 
Hunter,  Samuel   V. 

Pursrr,  4  Juue.  1S58.     Cashiered  11  January,  1859. 
Hunter,  Thomas  T. 

Midshipman,  1  July,  1828.     Passed  Midshipman.  14  June,  1834.     Lieutenant,  25 
February,  1841.     Commander,  23  December,  1856.     Dismissed  23  April,  1801. 
Hunter,  William. 

M :.te.  8  February.  1862.     Acting  Ensign,  8  April,  1863.     Discharged  1  September, 
I860. 
Hunter,  TVilliam. 

Gunner,  29  March,  1836.     Deserted  in  May,  1836. 
Hunter,  William  3f . 

Midshipman.   16   Jaruarv,   1809.      Lieutenant,  24   Julv,  1813.      Commander,  21 
March,  1826.     Capraia,'9  February,  1837.     Died  5  March,  1849. 
Hunter,  William  R. 

Mite,  3  July.  1S62.     Honorably  discharged  31  January,  1866. 
Hunter,  William   W. 

Midshipman,  1  May,  1822.     Passed  Midshipman,  24  May,  1828.     Lieutenant,  27 
May,  1830.     Commander,  6  January,  1853.     Resigned  29  April,  1861. 
Huntington,  Charles  T,. 

Acting  ^lidshipman,  29  September,  1858.     Acting  Master,  13  May,  1862.     Lieu- 
tenant, 1  August,  1862.     Lieutenant-Commander,  25  Julv,  1866.     Commander, 
14  April,  187~5. 
Huntington,  £rastns. 

Mi  ishipman,  1  February,  1827.     Appointment  revoked  3  February,  1832. 
Huntington,  George  W,  ' 

Acting  Assistan:  Paymaster,  30  October,  1863.    Honorably  discharged  23  Novem- 
ber, 1565. 
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IlniitinKton,  JoaIiiiii. 

A--ist:iiit  Surgic  11,  -JU  Juin',  1^:>.     Resigned  lit  Ai)ril,  1^147. 

lIiEiiliiiKloii,  Kohort  I*aliii4>r. 

Aitiiii,' Mitlshil'iiiuii,  21  Si]jUiular,  185S.     Acting  Ensign,!)  October,  18C2.     Uc- 
signed  20  January,  iy()5. 

II II nil II fct on,  Soptiiiiim. 

Mi.lsliiimian,  10  November,  1790.     Resigned  21  September,  1800 
IIuiitiii|;ton,  TlioiiiaN  II. 

Acting  Ensign,  \H)  July,  l^t. I.  Honorably  discharged  10  July,  1865. 
nuiitlo)-,  John  C. 

Tliird  Assistant  Engineer,  12  August,  1861.  Died  20  October,  1868. 
Hnnfloy,  William. 

Aitiiig  First  A>sistunt  Engineer,  14   February,  1803.     Honorably  discharged  28 

Ucloher,  18U.J. 

IIunfrcMH,  Josiali. 

Mate,  2\)  April,  1>G2,     Dismis-sed  18  October,  1802. 
IIiiii(re$«M,  JoMiali. 

:\late,  22  Ai)ril.  \bG:i.     Dismissed  24  June,  1863. 
IIuiifroHS,  Robert. 

Gunner,  1  September,  1803.     Resigned  31  July,  1809. 
Iluntt,  J.  G.  T. 

Assistant  Surgeon,  19  April,  1804.     Surgeon,  27  November,  1804.     Resigned  10 
December,  1823. 
llnrd,  Cliaries   II. 

Acting  Ensign,  10  July,  1863.     Died  at  New  Orleans,  La.,  23  January,  186.'5. 
Iliird,  F.dn^arcl  I^. 

.Viting  Ensign,  4  June,  1804.     Honorably  discharged  28  October,  iSC). 
Ilnrtl,  Kugone  A. 

A(  ting  Third  Assistant  Engineer,  4  January,  1802.     Dismissed  0  October,  1802. 
Iliird,  Frcoiiian  A. 

Acting  Tliird  Assistant  Engineer,  10  October,  1803.     Discharged  1805. 

Hurd,  JaiiioM  II. 

Mate,  1  October,  1802.     Resigned  24  February,  1804. 

Ilnrd,  JaiiiCH  M. 

Mate,  3  September,  1803.     Resigned  24  February.  1804. 

Uurd,  JoHcpli  II. 

Mate,  31  March,  1803.     Resigned  30  May,  1804. 

Ilurd    J    N. 

Ai  ting  Volunteer  Lieutenant,  1  October,  1802.     Resigned  13  April,  1864. 

Unrd,  LiUciiiH  I>. 

Assistant  Paymaster,  21  March,  1870.     Resigned  20  September,  1878. 

Ilurd,  Piorson. 

Midshipman,  1  December,  1828.     Resigned  29  May,  1829. 

llurd,  William  I.. 

Acting  Ensign,  28  January,  1803.     Drowned  :'.l  July,  1863. 

Ilurlbcrt,  JamcH  N. 

Mate,  22  June,  1803     Promoted  Acting  Ensign,  5  October,  1868.     Resigneil  30 
May,  ISO.j. 
IIiirllMif,  Ki.  DennlMOii. 

Acting   Assistant   Pavnuistcr,   0   April,   1805.      Mustered   out    9   October,   1863. 
Assistant  Paymaster,  3  March,  1807.    Passed  Assistant  Paymaster,  13  February, 
1870. 
Iliirloy.  Henry. 

Acting  Muster,  17  December,  1861.     Di<.l  17  September.  1862. 
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[iirley,  Robert  E. 

Actino-  Third  Assistant  Engineer,  11  May,  1864.  Acting  Second  Assistant  Engi- 
neer, 15  March,  1865.     Honorably  discharged  18  August,  1865. 

[iiroii^  Thomas  O. 

Actino-  Ensign,  1  October,  1862.     Honorably  discharged  20  September,  1865. 

[urst,  George. 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant,  9 
February,  1837.     Reserved  list,  13  September,  1855.     Died  9  July,  1860. 

[nrst,  William  I>. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8  September,  1841.     Died  7  August,  1855. 

[iisbands,  J.  I>.,  Jr. 

Acting  Assistant  Paymaster,  21  July,  1862.     Resigned  14  September,  1863. 

[use,  H.  McL..  P. 

Cadet  Midshipman,  30  September,  1874.     Graduated  4  June,  1880. 

[nse,  Samuel. 

Acting  Master,  8  September,  1861.  Acting  Volunteer  Lieutenant,  "^  May,  1863. 
Acting  Volunteer  Lieutenant-Commander,  31  May,  1865.  Honorably  disiharged 
31  March,  1866. 

Inssey,  A.  S. 

Acting  Master,  1  April,  1862.     Honorably  discharged  21  October,  1866. 

lussey,  Edward  B. 

Acting  Master,  18  January,  1862.     Honorably  discharged  15  February,  1868. 

Iiistace,  Richard. 

Acting  Master,  24  March,  1862.     Honorably  discharged  4  February,  1866. 

Instead,  J.  TV. 

Assistant  Surgeon,  24  July,  1813.     Died  23  May,  1814. 

Iiistoii,  Joseph  T. 

Professor,  7  September,  1836.     Dropped  4  September,  1848. 

luston,  Matthew. 

Actino-  Ensign,  10  March,  1863.     Honorably  discharged  28  October,  1865. 

Iiiston,  Robert  M. 

Second  Assistant  Engineer,  4  October,  1873.     Resigned  15  May,  1874. 

Iiitchins,  Alexander. 

Assistant  Surgeon,  30  July,  1861.     Resigned  24  June,  1863. 

Intchins,  Charles  Thomas. 

Midshipman,  2  January,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Xutchins,  Edward  R. 

Acting  Assistant  Surgeon,  19  December,  1862.    Honorably  discharged  1  December, 
1865. 
Sntchius,  Ramiltou. 

Midshipman,  31  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 

Sntchins,  John  F. 

Mate,  6  November,  1865.    Honorably  discharged  16  May,  1867. 

Intchins,  W.  H. 

Lieutenant,  3  July,  1798.     Resigned  9  May,  1801.    • 

Hutchinson,  Calrin  J. 

Acting  Assistant  Paymaster,  24  October,  1862.     Mustered  out  15  April,  1866. 

Butchinson,  Edward  S. 

Third  Assistant  Engineer,  3  October,  1861.     Appointment  revoked  26  January, 
1862. 
Hutchinson,  Frederick  A. 

Acting  Second  Assistant  Engineer,  22  July,  1863.  Honorably  discharged  4  No- 
vember, 1865. 
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iriitrlilimoii.  Ifoiir.v  :ti. 

Artiiii^  'I'tiinl  Assistant    KiiLrincrr,  I    Marc  h,  ISC,  |.      Honorably  <li«r]i.<irge{l   1    Sn  - 
ti'inlnr,    1^(1."). 
lliifoliiiiNOii,  JaiiiOM. 

Gniim-r,  liJ  Scptciiilicr,  1S."»0. 
lIUtC'lliUNOIl,   JlllllCM    W. 

Tliirtl   Assistant   KiiLriiK'cr,  5  November,   1801.     Second  Assistant   Engineer,  23 
Aiii^iist,  l.st3:{.     Ufsii,nit.'ci  (>  April,  ltSll5. 
IIulrliiiiMoii,  J.  P.   O. 

Mati',  J'J  March,  iscr,.     Discluir^'c-d  9  July,  1867. 
IliilcliiiiHoii,  TlioiiiaM  C 

Arting  Assistant  Paymaster,  29  May,  IHlV.l.     Honorably  discharged  29  Dectinljer, 
1  S(55. 
Iliiloliiimoii,  William    F. 

Actiiii^  Assistant  Surgeon,  28  April,  1863.     Acting  Passed  Assistant  Surgeon,  4 
.Vuyust.  1^05.     Honoral>ly  discharged  3  July,  1868. 
IIiitoliiiiNon,  W.  T. 

Midshiinnan,  24  September,  1847.     Died  7  February,  1848. 
lliittcr,  K<lMar«l  S. 

Midshipman,  24  February,  1832.      Passed  Midshipman,  23  June,  1838.     Resit,'nid 
22  September,  1841. 
IIiitl(>r.  G<'or};e  K. 

Midshipnian.  21  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  187.j. 
Iliitton,  David. 

Acting  Third  Assistant  Engineer,  29  August,  1861.    Resigned  30  December,  1862. 

Iliittoii,  John  II. 

Acting  Third  Assistant  Engineer,  29  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 3  September,  18(54.  Honorably  discharged  14  November,  1865.  Acting 
Second  Assist^int  Engineer,  2  April,  1866.     Mustered  out  5  November,  1869. 

Ilntton.  John   S. 

Master,  24   Feliruary,  1809.     Last  appearance  on  Records  of  Navy  Department, 

1^15.     I.iike  Ontario. 

Huxley,  John  II. 

Third  Assistant  Engineer.  10  July,  1861.     Second  Assistant  Engineer,  28  Decem- 
ber, 1862.     Resigned  161  June,  1865. 
Ilydo,   Froderiok  OriHMold. 

Midshii)iiian,  23  September,  1863.  Graduated  5  June,  1867.  Ensign,  18  Decem- 
ber, Isc.M.     :Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Hyde,  George  W. 

.Veting  Master,  28  October,  1861.     Honorably  discharged  2  January,  1867. 

Hyde,  Henry  ^l. 

Acting  Assistant  Paymaster,  24  May,  1862.     Died,  Brooklyn,  N.  Y.,  15  February, 
1864. 
Hyde,  Janien  N. 

Acting  Assistant  Surgeon,  14  July,  1863.  Assistant  Surgeon,  26  October,  1863. 
Passed  Assistant  Surgeon,  31  December,  1867.     Resigned  27  February,  1869. 

Hyde,  JanieM  K, 

M  ite,  18  December,  1861.     Dismissed  10  September,  1862. 

Hyde,  ^areuH  I>. 

Midshipman,  25  November,  1865.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  7  July,  1874.     Resigned  25  November,  1877. 

Hyde,  William. 

Carpenter,  27  January,  1854.     Died  •»  March,  1865. 

Hyde,  Wliiiani  IK 

Acting  Third  Assistant  Engineer,  26  February,  1864.  Honorably  tlischarged  11 
January,  1866. 
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HylaiKl,  Martin. 

Actiug  Third  Assistant  Engineer,  31  December,  1864.     Honorably  discliarged  4 
October,  1865. 

Hyiuaii,  John  M. 

Acting  Third  Assistant  Engineer,  1  July,  1863.     Acting  Second  Assistant  Engi- 
neer, 12  August,  1863.     Honorably  discharged  4  November,  1865. 
Hynard,  William  A. 

Mate,  30  August,  1864.     Resigned  30  May,  1865. 

Hynson,  John  R. 

Midshii^man,  5  March,  1829.      Passed  Midshijiman,  2  July,  1845.     Drowned  8 
December,  1846. 

Hyslop^  John. 

Acting  Third  Assistant  Engineer,  21   October,   1862.     Honorably  discharged  2 
December,  1866. 

laschke,  Frederick  R. 

Mate,  21  January,  1864.    Acting  Ensign,  1  December,  1864.    Honorably  discharged 
19  August,  1866. 
Ide,  George  Elmore. 

Acting  Midshipman,  27  September,  1861.     Graduated  September,  1865.     Ensign,. 
1  December,  1866.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869. 
Iglehart,  Osboru  S. 

Assistant  Surgeon,  29  August,  1860.     Dismissed  28  January,  1862. 

Igo,  James. 

Acting  Ensign,  17  July,  1863.     Acting  Master,  25  May,  1865.     Honorably  dis- 
charged 20  December,  1865. 
Ilsley,  Edward  D. 

Acting  Assistant  Paymaster,  18  August,  1862.     Resigned  27  July,  1864.  . 

Ilsley,  Frederick. 

Midshipman,  2  February,  1829.     Dropped. 
Ilsley,  Frederick. 

Acting  Ensign,  Coast  Survey  duty,  21  June,  ll867.     Mustered  out  30  November, 
1868. 
Imlay,  Frederick  C 

Acting  Assistant  Paymaster,  6  December,  1862.     Mustered  out  19  December,  1867. 

Imlay,  John   H. 

Surgeon's  Mate,  16  November,  1824.     Resigned  5  September,  1831. 

Impey,  Robert  E. 

Acting  Midshipman,  21  September,  1861.     Graduated  September,  1865.     Ensign, 
1  December,  1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 
Ince,  Horace  I.. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  30  No- 
vember, 1865. 
Inch,  Philip. 

Third  Assistant  Engineer,  21  November,  1857.      Second  Assistant  Engineer,  2 
August,  1859.     First  Assistant  Engineer,  1  July,  1861.     Chief  Engineer,  10  No- 
vember, 1863. 
Inch,  Richard. 

Third  Assistant  Engineer,  8  September,  1863.     Second  Assistant  Engineer,  15 
October,  1865.     Passed  Assistant  Engineer,  28  September,  1874. 

Inderwicke,  James. 

Surgeon,  24  July,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Brig  "  Epervier.'''' 
Ini^alls,  Emery  G. 

Acting  Third  Assistant  Engineer,  15  August,  1864.     Honorably  discharged  17 
July,  1865. 
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InK-JilIs,  CiioorKO  IV. 

.Miitf.     Kcsii^'iiid  11  .March,  18G2. 
liiK«'rNolI,  l#iiiii<*l  N. 

Mate,  -JU  Ai)ril,  ISii:?.     HesiKncd  11  April,  1865. 
In^ornoll,   Hurry. 

Midsliipnmii,  2S  February   1824.     Passed  Midshipman,  20  February,  1830.     Lieu- 
tfiKint,  8  April,  1834,     Resigned  18  April,  1850. 
Iii)(orNoII.  Joiiafliaii. 

.Midsliipniaii,  4  Marcli,  1823.     Passed   Midshipman,  23  May,  1820.     Lieutenant,  3 
.Marcli,  is;{l.      Uesigned  25  August,  1838. 
luKt'i'MoII,  ICo.val  11. 

Midsliipinaii,  23     uly,  1804.     Graduated  June,  18fi8.      Ensign,    19   April,   1869. 
Majner,  12  July,  1870.     Lieutenant,  13  April,  1872. 
luf^erMoll,  IViniiiui  A. 

Purser,  1  May,  l.sr)().     Died  25  August,  1865. 
Ingliaiii,  VVilliaiii. 

Mate,  3  March,  i8t;2.     Dismissed  23  April,  1862. 
IiiKloliari,  I'liilip. 

Actiiij.'  Knsigii,  \)  April,  1863.     Dismissed  2U  July,  1863. 
jm^^liH,  Andrew. 

Acting  Third  Assistant  Engineer,  23  February,  1864,     Honorably  discharged  21 
November,  18(55. 

IngliH,  Robert  A. 

Acting  Third  Assistant  Engineer,  23  November,  1864.     Resigned   15  February, 
1866. 
Ingraliaui,  D.  G. 

Mi<l8hipman,  16  January,  1809.     Resigned  5  May,  1813. 
Iiigraliaiii,  I>uiioaii   N. 

Mitlsliipinan,  IS  Juiif,  1812.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Captain,  14  September,  1855.     Resigned  4  February,  1861. 
1 11  grail  a  III,  Kdward. 

iJ.iatswain,  1  N^)vember,  1826.     Dismissed  12  June,  1830. 
lui^raliani.  JaiiieM  A 

Mute,  1 1  May,  Isc,}.     Died  on  "  Vanderbilt,"  21  ^une,  1866. 
lut^raliitiii,  JaiiieH  I>. 

Actin.!,'  Master,  29  October,  1861.     Resigned   8  July,  1862. 
InKraliaiii.  John  I>. 

Acting  Mast(  r,  'j:')  Se])tember,  1801.     Resigned  17  December,  1862. 
lugraliaiii,  Josepli 

Lieutenant,  14   .lune,  1799.     Last  appearance  on  Records  of  Navy  Department. 
InKraliiiiii,  Milliaiii. 

Miilshipnian,  2(1  July,  1799.     Discharged  12  October,  1801,  under  Peace  Establish- 
ment .\et. 

luniaii,  IVilliaiii. 

Midshipman,   1    January,    1812.      Lieutenant,   1    April,   1818.      Commander,   24 
May,  1S38.     Captain,  2  June,  1S50.     Reserved  list,  13  September,  1855.     Com- 
missioned Cai)tain  on  Active  list  from  2  June,  1850.     Retired  list,  1    December, 
1801.     Commodoru,  Retired  list,  4  April,  1807.     Died  23  October,  1874. 
InneH,  Kolierf. 

Midshipman,  28  August,  1800.     Drowned  in  1802. 
luiieM,  IVilkiaiii  J 

Mate,  !»  .March,  lb7i).     Resigned  18  August,  1870. 
luniH,  Peter 

Acting  Third  Assistant  Engineer,  21  October,  1863.    Dismissed  5  December,  1864. 
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fiiskc^ei>^9  P.  H. 

Midshipman,  1  April,  1828.     Resigned  20  March,  1835. 

lusloe,  Pliineas  J. 

Acting  Third  Assistant  Engineer,  18  December,  1861.     Resigned  14  August,  18C2. 

Ipsen,  Hang  J. 

Acting  Ensign,  29  July,  1863.     Acting  Master,  27  March,  1865.     Honorably  dis- 
charged 1  August,  1865. 
Ireland,  George  Cooltman. 

Third  Assistant  Engineer,  16  September,  1862.     Second  Assistant  Engineer,  1 
March,  1864.     Resigned  10  November,  1865. 

Ireland,  John. 

Chaplain  26  August,  1816.     Last  appearance  on  Records  of  Navy  Department, 
1823.     New  York  Navy  Yard. 

Irish,  Charles  H. 

Acting  Third  Assistant  Engineer,  17  September,  1862.     Dismissed  22  July,  1863. 

Irvin,  Roland  C. 

Acting  Midshipman,  29  September,  1860.     Acting  Ensign,  1  October,  1863.    Mas- 
ter, 10  May,  1866.     Resigned  25  September,  1866. 

Irvin,  Richard. 

Acting  First  Assistant  Engineer,  10  December,  1863     Resigned  13  April,  1864. 

IrTine,  Arthnr. 

Acting  Third  Assistant  Engineer,  22  October,  1863.    Appointment  revoked  (Sick,) 
27  June,  1864. 

IrTine,  John  C 

Midshipman,  26  September,  1864.    Graduated  June,  1868.    Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  3  June,  1873. 

Irvine,  Kenneth. 

Midshipman,  16  January,  1809.     Dismissed  29  April,  1809. 

Irvine,  Thomas. 

Midshipman,  30  September,  1841.     Dropped. 

Irving,  Edgar. 

Midshipman,  1  November,  1826.     Resigned  31  August,  1833. 

Irving,  Oscar. 

Midshipman,  1  January,  1817.     Resigned  11  October,  1824. 

Irving,  Philip  H. 

Mate,  20  October,  1863.  Discharged  21  June,  1864.  Mate,  30  July,  1867.  Mus- 
tered out  9  April,  1868. 

Irving,  Thomas. 

Mate,  gallan   conduct  at  Fort  Moultrie,  17  Novemljer,  1863.     Discharged  6  Jan- 
uary, 1865. 
Irving,  Washington. 

Paymaster,  1  June,  1861.     Wholly  retired  11  February,  1870. 

Irving,  W    F. 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831.  Died  4  No- 
vember, 1832. 

Irwin,  Andrew  1^. 

Midshipman,  1  March,  1825.     Resigned  3  November,  1827 

Irwin,  David. 

Midshipman,  4  March,  1834.     Died  8  October,  1834. 

Irwin,  Jeremiah. 

Acting  Ensign,  1  October,  1863.  Acting  Master,  25  June,  1863.  Honorably  dis- 
charged 37  October,  1865. 

Irwin,  Jobn. 

Midshipman,  9  September,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.     Commander,  35  July,  1866.     Captain,  15  May,  1875. 
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rwin,  .Tohn  J. 

M:itr, -JIJ  .luly,  18ft3.     Acting  Ensign,  3  November,  18(51.     Ilnnorahly  discharu'eil 
i:i  J).ci'nibfr,  1805. 
rivin,  Jolin  W. 

Acting  Gunner,  28  August,  18r.;{.     Appointment  revoked  14  Juno,  1805, 
r\«iii,  ^Villinin. 

Miiishipman,  20  June,  1806.     Resigned  24  February,  1810. 
rf«iu,  ^Villlam  M. 

Mitlshipnian,  21)  June,  1867.  Graduated  6  June,  1871.  Ensign,  14  July,  1872. 
Muster,  1  May,  1875. 

NUiK'H,  K(lwur<l. 

Midshijunan,  1  January,  1812.      Dismissed  23  September,  1813. 
»a  a  <'!<(,  <>4'orKC  W. 

Mi(islii])Hian,  1   January,  1812.     Lieutenant,  5  March,  1817.     Last  appearance  on 
Records  of  Navy  Department,  6  March,  1822.     Dead. 
HaacN,  John  Li. 

.Vcting  Assistant  Paymaster,  23  December,  1861.     Resigned  9  May,  1803. 
Hboslor,  Rioliard   Thornton. 

Cutlet  Engineer,  Naval  Academy,  15  September,  1875.     Graduated  10  June,  1879. 
sher\voo<l,  Benjamin  F. 

First  Assistant  Engineer,  23  May,  1844.  Appointment  revoked  22  January,  1840. 
Second  Assistant  Engineer,  22  January,  1846.  First  Assistant  J^nyineer,  10 
July,  1847.  Chief  Engineer,  31  October,  1848.  Engineer-in-Chief;  26  March, 
1801.     Successor  appointed  16  March,  1869. 

Kraol,  Israel. 

Midshipman,  9  November,  1813.     Resigned  26  February,  1818. 
Nraol,  Joseph. 

Midsliii)inau,  15  January,  1801.    Died  with  honor  in  the  service  4  September,  1804. 
vers*,  Henry  King.' 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June,  1879. 
verson,  Andrew  J. 

Mate,  19  March,  1863.     Acting  Ensign,  6  October,  1804.     Honorably  di.scliarge<l  8 
December,  1800.     Ensign,  12  March,  1868.     Master,  18  December,  1«68.     Lieu- 
tenant, 21  March,  1870. 
ves,  Raifor<l  W, 

Midshipman,  7  Aj)ril,  1847.     Died  25  March,  1850. 
res,  Thomas  Boyiiton. 

Acting  Master,  3  t>epteniber,  1802.     Acting  Volunteer  Lieutenant,  efficient  and 
gallant  conduct,  20  May,  1803.     Acting  Volunteer  Lieutenant-Commander,  7 
November,  1804.     Died  at  Havre,  France,  17  November,  1865. 
res,  Wilhnr. 

Acting  Assistant  Paymaster,  16  October,  1863.     Honorably  discharged  3  January, 
1^60. 
r.ard,   Allen   C. 

MidsliiiJinan,  2  October,  1850.     Passed  Midshipman,  20  June,  1850.     Resigned  29 
May,  1857. 
card,  CJeorgo,  Jr. 

Mi.lshipnian,   1   January,   1818.     Lieutenant,  3  March,   1827.      Resigned  4  Mav, 
is:',3. 
card,  llalpli,  Jr. 

.M  idsliipiiiuu,  2  C)ctober,  1799.     Lieutenant,  27  January,  1807.     Resigneil  28  .\priJ, 
1810. 
card,  U.  ». 

Midshipman,  7  November,  1834.     Passed  Mitlslnpman,   10  Julv,  1840.     Lieuten- 
ant, 31  October,  1846.     Resigned  4  August,  1847. 
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Jack,  Charles  K. 

Acting  Master,  16  December,  1861.     Honorably  cliscliarged  1  January,  1866 
Jaekaway,  Joseph  A. 

Mate,  21  October,  1861.     Acting  Master,  15   May,  1862.     Honorably  discharged 
20  September,  1865. 
Jackson,  A.  ]fl.  I>. 

Purser,  23  May,  1833.     Died  31  October,  1840. 
Jackson,  Albert. 

Third  Assistant  Engineer,  13  May,  1861.     Second  Assistant  Engineer,  15  April, 
1864.     Resigned  23  September,  1865. 
Jackson,  Albert  H. 

Mate,  8  August,  1864.     Dismissed  21  April,  1865. 
Jackson,  Alonzo  €. 

Midshipman,  23  February,  1841.     Passed  Midshipman,  10  August,  1847.     Died  31 
March,  1853. 
Jackson,  Andrew. 

Mate,  4  October,  1861.     Acting  Ensign,  24  June,  1862.     Honorably  discharged  6 
December,  1867. 
Jackson,  CalTin  4J. 

Purser,  17  July,  1857.     Pay  Inspector,  3  March,  1871.     Pay  Director,  24  October, 
1871.     Retired  list,  27  August,  1876. 
Jackson,  Charles  H. 

Midshipman,  8  March,  1818.     Lieutenant,  3  March,  1827.     Commander,   14  Sep- 
tember, 1848.     Reserved  list,  13  September,  1855.     Commodore,  Retired  list,  4 
April,  1867.     Died  3  August,  1878. 
Jackson,  OaTid  W. 

Mate,  23  October,  1861.     Acting  Ensign,  1  October  1862.     Resigned   27  April, 
1883. 
Jackson,  £.  B. 

Acting  Assistant  Surgeon,  18  December,  1861.     Resigned  9  February,  1863. 
Jackson,  £dwin  F. 

Acting  Third  Assistant  Engineer,  6  May,  1863.     Dismissed  14  July,  1863. 

Jackson,  George. 

Gunner,   2   February,  1810.     Last   appearance  on  Records  of  Navy  Department, 
1825. 
Jackson,  George. 

Gunner,  14  December,  1825.     Died  in  November,  1831. 
Jackson,  Henry. 

Acting  Ensign,  15  May,  1863.     Killed  at  Calcasieu,  La.,  6  May,  1864. 

Jackson,  James  M. 

Acting  Ensign,  28  January,  1865.     Honorably  discharged  2  April,  1867. 

Jackson,  John. 

Midshipman,  12  December,  1812.     Dismissed  5  January,  1814. 

Jackson,  John  H. 

Mate,  16  May,  1864.     Honorably  discharged  18  September,  1865. 

Jackson,  Joseph  IT. 

Mate,  8  March,  1862.     Acting   Ensign,   24   September,   1862.     Resigned    (Sick,) 
30  September,  1864 
Jackson,  liOthrop. 

Mate,  3  March,  1865.     Deserted,  1867. 
Jackson,  Marcellus. 

Mate,  9  October,  1862.    Acting  Ensign,  27  November,  1863.    Honorably  discharged 
8  November,  1865. 
Jackson,  Morton. 

Midshipman,  1  January,  1808.    Died  1  July,  1809. 


GENERAL   NAVY  IJKGISTER.  881 

aoksoii,  Saiiiuol. 

SiiiLCuou'a  Mute,  10  July,  1812.     Surgeon,  27  Murch,  IfSls.     Did  IG  March,  18r>9. 

iiok.soii,  Nainiiol. 

Assistant  Surj.'fon,  20  June,  1838.     Passed  Assistant  Surgeon,  22  November,  1813. 
Surgeon,   2  September,  1852.     Medical  Director,  8  3Iurch,  1871.     Ketircd  liht,  1 
April,  187U. 
aeliHoii,  TlioiiiaH. 

I'.ciatswain,  23  Se])teniber,  1813.     Dismissed  3  Junuarj-,  1814. 
acliNOii,  Tlioiiias  A. 

Tliird  Assistant  Engiueer,  31  October,  1848.     Second  Assistant  Engineer,  1  Octo- 
ber, 18.")2.     First  Assistant  Engineer,  20  June,  1850.     Name  stricken  from  the 
rolls  G  May,  18G1. 
aoksoii,  W.  II. 

Acting  Second  .Assistant  Engineer,  5  June,  1803.     Resigned  21   September,  1803. 

iK'kson,  IV  ill  lain  <■. 

lliaplain,  lU  Oi  tnLer,  1842.     Resigned  27  July,  1850. 
iK'kNoii,  Tl'illiaiii  II. 

Acting  Third  Assistant  Engineer,  24  March,  1805.     Resigned  10  June,  1805. 

aokHoii,  VVilliani  II.  II. 

Mate,  18  April,  l.sf.lj.     Resigned  22  August,  18C3. 

iioob,  Kd^iii  Saiiiiiol. 

Midshipman,  15  October,  1802.     Graduated  June,  1807.     Ensign,  18  December, 
1808.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
noob.  IjOiiIa. 

Act  in-,' Third  Assistant  Engineer,  18  February,  1805.     Honorably  discharged  19 
Fel)ruary,  1808. 
aool»H,  ltd  a. 

Carpenter,  22  A]iril,  1799.     Died  23  July,  1799. 
iirobM,  lien  jam  in  F. 

.Male,  21  March,  i802.     Resigned  20  May,  1864. 
aoobH.  Fdward. 

Midshipinan,  30  November,  1814.     Resigned  24  October,  1815. 
a<'obs,  J.  yt. 

Midshipman,  18  June,  1812.     Resigned  80  April,  1814. 
aoobM,  Natliauiol  P. 

Mate,  10  December,  1803.     Dismissed  20  May,  1805. 
noobH,  IVilHon,  Jr. 

M  itlshipman,  7  October,  1798.     Resigned  10  April,  1800. 
aoobn,  WilHon. 

Lieutenant,  27  October,  1798.     Discharged  30  April,  1801,  under  Peace  Establish^ 
ment  Act. 
aoobnon,  Frederick  I>. 

Actiug  Ensign,  25  April,  1804.     Honorably  discharged  19  July,  1SG5. 
aeoby,  Henry  M. 

Midshipman,  27  July,  1800.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  8  April,  1874.     Lieutenant,  1 1  July,  1880. 

aooby,  JanieH  II. 

>hite,  18  December,  1803.     Honorably  discharged  11  November,  1805. 

aoqneH,  CaerHlioni  It. 

Surgeon's  .Mate,  21  JIuy,  1^00.  Discharged  4  .Vugust,  isoi,  under  Peace  Establish- 
ment Act.  Re-aj)])ointed  Surge<irs  Mate,  lb  February,  1802.  Surgeon,  27 
November,  1804.     Struck  off  25  April,  1808. 

ainoN,  Itenjaniin. 

Acting  Third  Assistant  Engineer,  10  September,  1801.  Acting  Second  AssiBtant 
Engineer,  21  January,  1864.     Honorably  discharged  19  January,  1808. 
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James,  Daniel. 

Gimuer,  10  June,  1837.     Died  14  April.  1851. 
Jauies,  I>aniel. 

Carpenter,  8  February,  1848.     Died  5  June,  1852. 
James,  Franklin. 

Mute.     Resigned  26  March,  1864. 
James,  Henry. 

Acting  Third  Assistant  Engineer,  30  December,  1864.    Honorably  discharged  1 

November,  1865. 

James,  Hiram  H. 

Acting  Assistant  Surgeon,  28  April,  1863.     Appointment  revoked  15  December, 
1863. 
James,  lUilton. 

Acting  Assistant  Surgeon,  23  November,  1863.    Honorably  discharged  20  Novem- 
ber, 1865. 
James,  Xathaniel  T. 

Midshipman,  27  June,  1868.     Graduated  1  June,  1872.    Resigned  20  May,  1874. 
Jameson,  Jaeob. 

Assistant  Surgeon,  3  January,  1828.     Died  10  January,  1830. 
Janseson,  William. 

MidshiiJman,   1   September,  1811.      Lieutenant,  5  March,  1817.     Commander,  9 
February,  1837.     Captain,  4  June,  1844.     Reserved  list,  13  Sej^tember,  1855. 
Commodore,  Retired  list,  4  April,  1867.     Died  6  October,  1873. 
Jameson,  William. 

Acting  Ensign,  26  September,  1862.     Honorably  discharged  28  October,  1865. 
Jameson,  William  H. 

Midshipman,  14  March,  1838.     Passed  Midshipman,  20  May,  1844.     Died  8  De- 
cember, 1845. 
Jamieson,  Joseph. 

Acting  Third  Assistant  Engineer,  15  April,  1863.     Acting  Second  Assistant  Engi- 
neer, 31  August,  1864.     Resigned  15  June,  1865. 
Jamieson,  W^illiam  C 

Mate,  12  February,  1864.     Honorably  discharged  3  October,  1865. 
Jamison,  John  C. 

Mate,  9  February,  1870.     Appointment  revoked  14  January,  1871. 
Jamison,  James. 

Acting  Third  Assistant  Engineer,  9  October,  1861.     Appointment  revoked  (Sick,) 
17  November,  1863. 
Jamison,  Thomas  W. 

Acting  Assistant  Surgeon,  19  February,  1863.     Dismissed  1  August,  1864. 
Jandon,  Charles  R. 

Surgeon's  Mate,  12  July,  1824.     Resigned  4  May,  1826. 
JanTin,  Edward. 

Acting  Ensign,  25  September,  1862.     Honorably  discharged  28  October,  1865. 

Jaqnes,  Samnel  C 

Acting  Ensign,  30  December,  1862.     Resigned  8  December,  1863. 

Jaqnes,  William  Henry. 

Midshipman,  30  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Jarboe,  Charles  W. 

Midshipman,  20  September,  1864.    Graduated  June,  1868.    Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  11  September,  1873.     Died  17  March,  1880. 

Jarboe,  Walter  8. 

Acting  Third  Assistant  Engineer,  27  June,  1864.     Honorably  discharged  3  July, 
1869. 
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Jardinc,  Aiis:n»fiiH  I]. 

Midsliipmuu,  21  Scjitcmber,  1870.     Gnuluuted  20  June,  1870. 
Jurroff,  Frederick. 

^lidshipiiKiii,  8  March,  1814.     Lieutenant,  13  January,  182.').     Died  17  July,  1825. 
JarviM,  (jieorgc  W. 

Carpeiitir,  13  October,  1859.     Ai)i)ointnunt  ri-voked  28  DcccinbtT,  1859. 
JarviM,  Jaiiie«it. 

Mate,  9  January,  18G4.     Deserted  20  August,  1804. 
JarviM,  James  C. 

Midshipinaii,  23  March,  1799.     Last  appearance  on  Records  of  Navy  Department, 
29  March,  1799. 
JarviH,  John. 

Carptntt  r,  21  November,  1850.     Lost  in  the  "  Levant."    Last  intelligence  from  the 
.Siiip,  18  September,  18G0. 
JarviH,  John  A. 

:Slidshipinaii,  3  December,  1830.     Died  in  1834. 
JarviN,  Joseph  R. 

Mitlshi|)man,  18  June,  1812.     Lieutenant,  28  March,  1820.     Commander,  8  Sep- 
tember, 1841.    Captain,  24  May,  IS."),-).    HesiTved  list,  13  Sept<mber,  1»55.    Com- 
modore on  Retired  list,  16  July,  lbiJ2.     Died  12  August,  IbOU. 
Jarvis,  Joseph  IV. 

Midshipuiau,  1  January,  1825.     Passed  Midshijiman,  4  June,  1831.     Lieutenant,  9 
February,  1837.     Died  18  September,  1S42. 
Jarvis,   Philip. 

Lieuteuaut,  1  November,  1798.     Left  the  service,  10  September,  1799. 
Jarvis,  W  illiam  B. 

Acting  Guimer,  10  August,  18G4.     Honorably  discharged  20  October,  1805. 
Jasper,  Robert  T. 

Midsliipiu;iii,  21   July,  1804.      Graduated  June,  r  ''«.      Ensign,   19  April,   1809. 
Master,  12  July,  1870.     Lieutenant,  27  October,  1S72. 
Jasper,  William. 

Mi'ishipuiaii,  1  January,  1808.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Wilmington,  N.  C. 

Jay,  ]VIoses. 

Carpenter,  1  October,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Jayne.   William. 

Acting  Third  Assistant  Engineer,  24  November,  1803.     Honorably  discl>argcd  20 
August,  1805. 
Jefleries,  John  T. 

Mate,  17  September,  1804.     Resigned  8  May,  1805. 
Jeflers,  John  Y. 

Mate,  20  Jun?,  18G4.     Discharged. 
Jellers,  Namnel. 

Master,  8  Jlay,  1812.     Resigned  31  December,  1814. 
JefTers,  William  N. 

Midshipman,  25  Sejjtombcr,  1840.     Passed  Midshipman,  11  July,  1846.     Master, 
13  June,  1854.     Lieutenant,  30  January,  1855.    Lieutenant-Commander,  10  July, 
1802.     Commander,  3  ilarch,  1805.     Captain,   13  Jidy,  1870.     CommiKloro,  20 
February,  1878. 
Jefferson,  Thomas  R. 

Acting  Third  Assistant  Engineer,  18  November,  1803.     l{esigne<l   27 -\i)ril.  l^*-'. 
Acting  Third  Assistant  Engineer,  31  July,  1800.     Deserted  22  August,  1>M. 

JefTrey,  Richard  W. 

Assistant  Surgeon,  17  October,  1839.     Passed  Assistant  Surgeon,  25  November, 
isu.     Dismissed  28  September,  1801. 
JeO'ries,  .llfred. 

Cadet  Midshipman,  9  June,  1873.     Graduc'.cd  IP  Ju:;c,  :.o;9. 
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Jelley,  William  E. 

Mate,  17  March,  1864.     Honorably  discharged  1  November,  1865. 

Jeiuessoii,  Skeff. 

Midshipman,  18  June,  1812.     Died  11  November,  1823. 

Jenkins,  A.  H. 

Midshipman,  25  November,  1834.     Passed  Midshipman,  16  July,  1840.     Resigned 
12  March,  1844. 
Jenkins,  Charles. 

Acting  Second  Assistant  Engineer,  4  June,  18G4.     Resigned  (Sick,)  14  February, 
1SG5. 
Jenkins,  Edniund. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 

8  September,  1841.     Died  26  September,  1850 

Jenkins,  Erans. 

Boatswain,  12  May,  1810.    Last  ajspearance  on  Records  of  Navy  Department,  1815. 
Norfolk. 

Jenkins,  George  W. 

Acting  Master,  29  May,  1862.    Honorably  discharged  13  September,  1865. 

Jenkins,  Howard. 

Acting  Assistant  Paymaster,  24  September,  1863.     Mustered  out  15  November, 
1865. 

Jenkins,  John  I>. 

Master,  26  May,  1813.     Last  appearance  on  Records  of  Navy  Department,  1815. 

New  York. 

Jenkins,  John  T. 

Midshipman,  4  March,  1823.     Passed  Midshipman,  23  March,  1829.     Lieutenant, 
20  December,  1832.     Died  6  February,  1836. 

Jenkins,  Joseph  H. 

Acting  Assistant  Paymaster,  11  Sei^tember,  1862.     Resigned  21  April,  1865. 

Jenkins,  J.  W.  91. 

Midshipman,  1  August,  1826.     Resigned  22  January,  1828. 

Jenkins,  Stephen. 

Midshipman,  20  September,  1871.     Graduated  20  June,   1876.     Ensign,  9  May, 
1878.     Resigned  1  January,  1880. 

Jenkins,  Thornton  A. 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 

9  December,  1839.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.  Rear-Admiral,  15  August,  1870.  Retired  list,  11 
December,  1873. 

Jenkins,  TVilliam  I>. 

Carpenter,  24  March,  1840.     Retired  list,  14  November,  1870. 

Jenkins,  TV.  U. 

Midshipman,  18  June,  1812.     Resigned  28  January,  1815. 

Jenkins,  W.  H. 

Midshipman,  18  June,  1812.     Died  in  August,  1820. 

Jenkins,  William  J. 

Midshipman,  1  Marcli,  1825.     Dismissed  26  October,  1831. 

Jenks,  Alonzo  A. 

Acting  Third  Assistant  Engineer,  5  November,  1862.     Acting  Second  Assistant 
Engineer,  10  December,  1863.     Resigned  5  June,  1865. 

Jenks,  F.  M. 

Acting  Second  Assistant  Engineer,  3  July,  1863.     Resigned  18  June,  1864. 

Jenks,  Hollis  B. 

Acting  Master,  11  December,  1861.     Dismissed  30  April,  1862. 

Jenks,  John  H. 

Mate,  21  March,  1862.     Acting  Ensign,  9  June,  1863.     Resigned  5  May,  1865. 
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JoiikH,  Xorinaii  F. 

.Male,  'Jli  Dticiul'or,  is(i;5.     Appoiiitinciit  revoked  25  June,  180-1. 

J  oil  Km,  TlioiiiaH  II.,  Jr. 

M;ito,  l.-j  July,  iyti:l.     llouombly  discharged  17  January,  1809. 
Jc'iiks,  TlioiiitiH  M. 

Acting'  Tliird  Assistant  Engineer,  29  August,  1803.     Appointment  revoked  (Sick,) 
10  April,  18G5. 

JeiikM,  W.  C 

Liiiitcnant,  2  October,  1799.     Dismissed  28  May,  1804. 

J  oil  II oy,  AiiMol. 

-Miilsliipmaii.  10  January,  1809.    Last  appearance  on  Records  of  Navy  Department, 
14  May,  l^UO.     Dead. 
Joiiiioy,  JoiialliHii. 

Acting  Ensign,  1  June,  1804.     Honorably  discharged  25  September,  1860. 
Jcniioy,  NiiiipHOii. 

Acting  Ensign,  18  December,  1803.     Honorably  discharged  24  October,  1805. 
Joiiiioy,  IVilliaiu. 

Mate,  19  Nt)vriul)cr,  1801.     Acting  Ensign,  27  November,  1803.     Honorably  dis- 
charged 11  January,  1800.     !Mate,  0  December,  1809. 

JeniiiiiK»4<  Anthony  T. 

Mate,  13  January,  18(»5.     Honorably  discharged  15  November,  1808. 

JoiiiiiiiKH,  ]>aiiiol. 

Purser,  20  June,  1799.     Died  13  November,  1800. 

JoiiiiiiiK^,  Iloriior. 

Miilsliii)man,  24  February,  1799.     Resigned  5  February,  1801. 
JoiiiiiiiKA,  John. 

Purser,  0  August,  17'.i0.     Resigned  20  August,  1799. 
Jon  II  ill  CM,  liO^viH. 

Acting  Ensign,  7  Sei)tember,  1804.     Honorably  discharged  28  August,  1805. 
Jcuninf^M,  \athaniel. 

Master,  30  March,  1812.     Last  appearance  on  Records  of  Navy  Department,  1815. 
New  York  Na\-y  Yard. 
JcnniiiK!^.  Thomas  H. 

Acting  Second  Assistant  Engineer,  25  July,  1803.    Resigned  3  May,  1804.    Acting 
Second  Assistant  Engineer,  20  October,  1804.     IIonorai)ly  discharged  24  Sep- 
tember, 1805. 
Jennings,  IVilliam. 

Acting  Ensign,  22  October,  1862.     Acting  Master,  28  March,  1805.     Honorably 
discharged  30  August,  1805. 
Jenning^H,  H'illiani. 

Acting  Third  Assistant  Engineer,  3  October,  1804.     Resigned  (Sick,)  10  Januar\-, 
1805. 
Jcuninf^H,  IVilliani  II. 

Mate,  24  January,  1803.     Acting  Ensign,  17   November,   1803.     Honorably  dis- 
charged 23  February,   1809.      Mate,  20  November.  1809.     Resigned  30  June, 
1873. 
JepHon,  II.  E. 

Mate,  3  August,  1860.     Resigned  2  1  September,  1809. 

JornoKan,  ThoinaH. 

Acting  Assistant  Paymaster,  1  May,  1803.     Mustered  out  10  November,  1805. 

JorraM,  Nainnol  €1. 

Miiisliipnian,  3  July,  1799.     Resigned  2  SeiKemlui.  ISOO. 

Jorraiild,  S.  G. 

Master,  14  March,  iso't.      Di.-I   t  M:n.  lsi2. 
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JerTCy,  Thomas  II. 

Master,  18  January,  1809.     Resigned  26  January,  1809. 

JerTey,  Thomas  II. 

Master,  5  January,  1813.     Left  the  Service  23  August,  1818. 

Jessiinin,  Sainnel. 

Mate,  8  September,  18G3.     Dismissed  22  February.  18G4. 

Jerens,  Charles  E. 

Acting  Third  Assistant  Engineer,  8  July,  18G3.  Honorably  discharged  26  August, 
1865. 

Jewell,  Henry  C. 

Third  Assistant  Engineer,  16  February,  1852.     Resigned  11  January,  185-i. 

Jewell,  Theodore  F. 

Acting  Midshipman,  29  November,  1861.  Graduated,  November,  1864.  Ensign, 
1  November,  1866.  Master,  1  December,  1866.  Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  26  March,  1869. 

Jewett,  Amos  M. 

Acting  Ensign,  Coast  Survey  Duty,  9  July,  1867.     Discharged  1   November,  1S67. 

Jewett,  Charles. 

Lieutenant,  30  October,  1799.     Discharged  8  June,  1801,  under  Peace  Establish- 
ment Act. 
Jewett,  DaTid. 

Commander,  6  April,  1799.  Discharged  8  June,  1801,  under  Peace  Establishment 
Act. 

Jewett,  George. 

Midshipman,  31  October,  1799.     Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 
Jewett,  Henry  C. 

Acting  Third  Assistant  Engineer,  28  January,  1864.    Appointment  revoked  (Sick.) 
9  November,  1865. 
Jimmeson,  Jacoh. 

Assistant  Surgeon,  3  January,  1828.     Died  10  July,  1830. 

Jobson,  Francis  G. 

Mate,  19  July,  1862.  Resigned  26  July,  1862.  Acting  Ensign,  24  January,  1863. 
Honorably  discharged  2  December,  1865. 

Joeelyn,  Ammariah. 

Captain,  (to  command  a  Galley,)  23  Januarj^,  1800.  Last  appearance  on  Records 
of  Navy  DeiDartment,  15  June,  1800. 

Johns,  IValter  S. 

Mate,  24  July,  1862.     Resigned  16  September,  1864. 

Johnson,  A.  M. 

Acting  Assistant  Surgeon,  1861.     Resigned  12  December,  1862. 

Johnson,  Amos. 

Acting  Master,  17  October,  1861.  Acting  Volunteer  Lieutenant,  31  January,  1863. 
Honorably  discharged  14  September,  1835. 

Johnson,  Andrew  W. 

Midshijiman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.'    Commander,  25  July,  1866.     Captain,  5  April,  1874. 

Johnson,  Artemas. 

Surgeon's  Mate,  10  December,  1814.     Resigned  12  June,  1815. 

Johnson,  Carroll  W. 

Mate,  9  December,  1862.  Acting  Ensign,  7  March,  1864.  Honorably  discharged 
8  December,  1865. 

Johnson,  Charles  C. 

Mate,  1  October,  1862.  Resigned  21  August,  1863.  Mate,  27  April,  1864.  Acting 
Ensign,  14  February,  1865.    Honorably  discharged  24  November,  1865. 
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JuliiiMoii,  I>nnlel. 

Acting  Third  Assistant  Enfjinccr,  28  December,  ISOl.     Actiii<f   Sc<-on<l  Awistunt 
Engineer,  31  October,  18U'J.     Ilononildy  tlis<'liiirgetl  'Zl  N<nenibcr,  1809. 
JoliiiNoii,  Kdfvfird  €'. 

'lliinl  Assistant  Kiigineer,  18  November,  18(52.     Uesigneil  3  Sei>tembcr,  1802. 
.loliiiKoii,  F.d^vniMl  S. 

.Miil>liipiii:iM,  30  >«'oV(  nilicr,  ISll.  Lieiitenunt,  13  Jiiniiury,  lb2.'>.  Communilcr,  m 
t^LptLiiiUer,  isll.     Died  23  June,  lbJ3. 

Johnson,  Kliai4  II. 

Aetin<(  Assistunt  Paymaster,  18  April,  180-1.     Honorably  discharged  7  August, 
1^*00. 
Johnson,  Fayette. 

Mi.ishipnum,  18  May,  ISO'J.     Resigned  22  September,  1810. 
Johnson,  Frederiok  II. 

.Miitc,  21  !Novenil»er,  1803.     Honorably  dischargcil  0  October,  1800. 
Jolinsoii,  George  A. 

Mate  11  February,  1803.  Acting  Ensign,  10  December,  1804.  Honorably  dis- 
charged 12  November,  1805. 

Johnson,  George  R. 

Third  Assistant  Engineer,  10  February,  1852.     Second  Assistant  Engineer,  27  July, 
lb')-].     First  Assistant  Engineer,  21  July,  1858.     Chief  Engineer,  31   July,  iSOl. 
Johnson,  Gorhain  S. 

Mate,  5  August,  1803.     Acting  Ensign,  10  November,  1804.     Honorably  discharged 
28  August,  1805. 
Johnson.  Henry. 

Acting  Assistant  Surgeon,  20  Marcli,  1802.     Resigned  28  April,  1805. 
Joliiison.  Henry  A. 

L'adcl  Miilshipnum,  5  June,  1873.     Graduated  18  June,  1871). 
Johnson,  Henry  J. 

Acting  Tiiinl  Assistant  Engineer,  15  Ajirii,  1802.     Acting  Second  Assistant  En- 
gineer, 10  January,  1805.     Honorably  discharged  24  December,  18G5. 
Johnson,  Henry  I^. 

Acting  Midshipman,  30  September.  1850.  Ensign,  28  Ai)ril,  1803.  Lieutenant, 
22  Fel>ruary,  1804.  Lieutenant-Commander,  25  July,  1800.  Commander,  25 
NovemI)er.  1870. 

Johnson.  Isaae. 

Acting  Third  Assistant  Engineer,  29  August,  1801.     Acting  Second  Assistant  En- 
gineer, 15  October,  1802.     Resigned  30  December,  1804. 
Johnson,  Isaiah. 

Mate,  22  Ajfiil,  1803.     Resigned  (Sick,)  22  August,  1803. 

Johnson,  James  IS. 

Acting  Third  Assistant  Engineer,  21  April,  1804.     Honorably  discharged  31  Oc- 
tulier,  l>i>5. 
Johnson,  James  K. 

Ac'.liig  Ensign,  17  June,  ISOl.     Honorably  discharged  14  July,  1805. 
Johnson,  Jerome  K. 

Mate,  20  Dcccinbcr,  1801.     Dismissed  12  February,  1803. 

Johnson,  John. 

•Vciing  Tliird  Assistant  Engineer,  22  August,  1802.  Acting  Second  Assistant  En- 
gineer, 29  May,  1»03.     Appointment  revoked  (Sick,)  21  March,  18C4. 

Johnson,  John. 

Thud  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  3  Aug;  ^t. 
1859.  First  Assistant  Engineer,  1  July,  IttOl.  Chief  Engineer,  10  Novcuibcr. 
1803.     Retired  10  June,  l!570. 

Johnson,  John, 

Gunner,  G  May,  1813.     Died  11  August,  1818. 
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Johnson,  Jobn, 

Purser,  28,  August,  1850.     Dismissed  20  April,  1861. 
.lolinson,  John. 

Boatswain,  13  Marcli,  1866.     Appointment  cancelled,  11  Sejitember,  1867. 
Johnson,  John  H. 

Midsbiijman,  19  October,  1841.     Resigned  29  January,  1846. 
Johnson,  John  N, 

Acting  Third  Assistant  Engineer,  22  March,  1864.     Honorably  discharged  9  Octo- 
ber, 1865. 
Johnson,  John  O. 

Mate,    4  October,  1861.      Acting  Ensign,  13  September,  1862.     Acting  IMuster. 
gallant  conduct  in  action,  1  June,  1863.     Honorably  discharged  15  September, 
1865. 
Johnson,  Joseph  S. 

Acting  Ensign,  26  September,  1862.     Lost  on  "  Patapsco.'" 
Johnson,  Joshua. 

Master,  6  August,  1799.     Discharged  9  June,  1801,  under  Peace  Establishment 
Act. 
Johnson,  J.  Smith. 

Midshipman,  1  December,  1809.     Dismissed  17  September,  1813. 

Johnson,  !Louis  ]>. 

Acting  Carpenter,  1  October,  1862.     Resigned  29  August,  1863. 

Johnson,  Miller  H. 

Acting  Master,  22  October,  1861.     Died  8  July,  1864. 
Johnson,  Mortinter  li. 

Acting  Midshipman.  2  December,  1859.    Ensign,  16  September,  1862.    Lieutenant. 
23   February,  1864.     Lieutenant-Commander,  25  July,  1866.     Commander,  2(j 
April,  1878.' 
Johnson,  Nathaniel  F. 

Acting  Second  Assistant  Engineer,  28  November,  1864.     Honorably  discharged 
3  December,  1865. 
Johnson,  Peter. 

Boatswain,  23  November,  1871. 
Johnson^,  Peter. 

Midshipman,  2  February,  1829,     Dismissed  26  July,  1830. 

Johnson,  Philip  C,  Jr. 

Midshipman,  31  August,  1846.  Passed  Midshipman,  8  June,  1852.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 
16  July,  1862.     Commander,  25  July,  1866.     Captain,  14  June,  1874. 

Johnson,  Purley  H. 

Acting  Assistant  Surgeon,  11   February,  1865.     Honorably  discharged   26  June, 
1806. 
Johnson,  K.  H. 

Acting  Assistant  Surgeon,  9  November,  1861.     Resigned  4  December,  1861. 

Johnson,  Richmond. 

Surtreou's  Mate,  2  April,  1811.     Surgeon,  1  March.  1815.     Resigned  12  February, 
1817. 
Johnson,  Robert. 

Master,  10  May,  1813.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Norfolk. 

Johnson,  Robert  £. 

]\Iidshipman,  1  October,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
12  February,  1839.     Died  4  February,  1855. 

Johnson,  Sananel. 

Acting  Third  Assistant  Engineer,  29  April,  1864.     Resigned  10  August,  1865. 


GENERAL  NAVY  RECtlSTER.  389 

JoliiiHoii,  Naiiiuol. 

Cluniur,  (iaff  not  known.    Dischiip^Md  1  May.  IHOl,  under  Peace  Establishment  Ac! 

JollIIH<»ll,    SllIllllOl. 

CJuiMur,  U  March,  180J.     Dismissed  11  June.  1S02. 
JohiiHoii,  Naiiiiicl  V. 

Actinf^  Assistant  Surgeon,  t)  August,  1«04.     II<moraldy  discharged  G  Novcmljer, 

JoIiiiHoii,  Nniiiiiel  Iir 

Mate,  ;{1  October,  IbiW.     Ai)i)ointnunt  revoked  2*3  December,  1865. 
JohiiHoii,  Sotli. 

Miilshijjman,  1(5  January,  ISOS).     Dismissed  18  November.  1809. 
JobiiNon,  Sniitli  J. 

Midshipman,  1  December,  1809.     Dismissed  2.1  Sejjtember,  1813. 
JohiiNoii,  Speiicor  II. 

]^Iate,  1  Octolicr,  IsC.-J.     Acting  Ensign,  9  November,  1803.     Honorably  discharged 
•J.s  Novendjcr,  18(J5. 

JohiiHOii,  TlioiiiaH. 

Carj)enter,  10  June,  1844.     Resigned  17  Mardi,  1848. 
JohiiHoii,  TlioiiiaN. 

Purser,  22  March,  1800.     Resigned  9  December,  1800. 
JobnHOii,  Tlioiiius  W. 

Acting  Master,  9  October,  18f»l.     Appointment  revoked  25  February,  1862. 
JohiiHon,  \%\  II.  IS. 

Mitlshipman,  IfJ  February,  1832.     Resigned  29  December,  183(!. 
Johnson,  IViliiani. 

Acting  Third  Assistant  Engineer,  4  February,  18(»3.     Honorably  discharged  20 
July,  I8ti(i. 
JohnMoii,  IVilliaiii. 

Surgeon's  Mate,  HI  August,  182C.     Surgeon,  4  April,  1831.     Retired  list,  4  January, 
18G(3.     Medical  Director,  3  March,  1871.     Dieil  7  April,  1870. 
Johnson,  William,  Jr. 

Assistant  Surgeon,  3  SeptemlKT,  18o.j.     Surgeon,  10  August,  1801.     Dismissed   19 
February,  1870. 
Johnson,  IVilliani. 

Master,  11  Felnuary,  1811.     Resigned  17  February.  1><18. 
Johnson,  William. 

Gunner,  4  Julv,  1817.     Last  appearance  on  Records  of  Navy  Department,  17  March, 
1821.     Dead. 
Johnson,  William. 

Master,  0  June,  1815.     Died  27  April,  1821. 
Johnson,  William. 

Gunner,  10   January,  1802.     Last   appearance   on   Records  of  Navy  Department. 
Resigned. 
Johnson,  William  II 

Acting  Second  Assistant  Engineer,  5  June,  1803.     Honorably  discharged  5  Novem- 
ber, 1805. 
Johnson,  William  II. 

Assistant  Surgeon,  22  .June,  1802.     Resigned  23  July,  1808. 
JohnMon,  William  II. 

-Vctliig  Second   Assistant   Engineer,  13  September.  1804.     Honorably   discharged 
1  Dccemljcr,  l8ilj. 
Johnson,  Williant  W. 

Acting  Third  Assistant  Engineer,  3  August,  1803.     Honorably  discharged  5  July, 
1805. 
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Johimoii,  Wilson  H. 

Acting  Second  Assistant  Engineer,   G  January,  18G5.      Honorably   discharged   5 
November,  18G5. 
Jolinseiton,  Alexander  M. 

Acting  Assistant  Surgeon,  18G2.     Resigned  12  December,  18G2. 

Joliiiston,  Benjamin  Ij. 

Acting  Master,  U  September,  1861.     Resigned  22  April,  18C2. 

Johnston,  Charles. 

Boatswain,  21  INIay,  1839.     Retired  list,  24  March,  18G9.     Died  14  March,  1874. 

Johnston,  £lliot. 

Midshipman,  17  September,  1841.     Resigned  16  August,  1849. 

Johnston,  Frederick  A. 

Mate,  21  November,  1863.     Honorably  discharged  6  October,  18G6. 

Johnston,  Harry  H. 

Actino-  Ensign,  12  August,  1863.     Resigned  27  April,  1864.     Mate,  27  September, 
1867.     Resigned  20  May,  1869.     Mate,  4  November,  1869.     Died  28  Octoljer, 
1874. 
Johnston,  James  ]>. 

Midshipman,  30  June,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant,  24 
June,  1843.     Resigned,  10  April,  1861. 

Johnston,  James  li. 

Midshipman,  27  September,  1841.     Dismissed  12  June,  1848. 

Johnston,  James  !N. 

Mate,  6  September,  1861.    Resigned  4  August,  1863. 

Johnston,  John. 

Purser,  28  August,  1850.     Dismissed  20  April,  1861. 
Johnston,  John. 

Acting  First  Assistant  Engineer,  5  June,  1863.     Honorably  discharged  5  Septem- 
ber, 18G5. 
Johnston,  John  E. 

Acting  Master,  3  December,  1861.     Dismissed  28  February,  1862. 

Johnston,  John  £. 

Mate,  19  December,  1864.     Honorably  discharged  4  December,  1867. 

Johnston,  John  £. 

Midshipman,  9  August,  1848.  Passed  Midshipman,  15  June,  1854.  Resigned  23 
March,  1855. 

Johnston,  John  T. 

Acting  Volunteer  Lieutenant,  1  August,  1862.     Resigned  23  June,  1864. 

Johnston,  Joseph  S. 

Acting  Sailmaker,  19  June,  1861.     Died  27  June,  1861. 

Johnson,  Oscar  F. 

Mitlshipman,  14  August,  1846.  Passed  Midshipman,  8  June,  1852.  Master,  15 
September.  1855.     Lieutenant,  16  September,  1855.     Dismissed  22  April,  18G1. 

Johnston,  !§tephen. 

Midshipman,  28  June,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant,  3 
March,  1831.     Died  2  April,  1848. 

Johnston,  William. 

Acting    First  Assistant  Engineer,  26  August,   1863.     Honorably  discharged   28 
August,  1865. 
Johnston,  Zachariah  F. 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  27 
February,  1847.  Dropped  13  September,  1855.  Commissio»ed  Captain  du 
Active  I'ist,  14  September,  1855.     Died  17  March,  1859. 

Johnstone,  John  A. 

Acting  Master,  4  December,  1861.     Acting  Volunteer  Lieutenant,   13  November 
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ISC,:].      Actinfr  Volunteer  Lieutenant -Commuiuler,   19   Muy,   1805.      Ilonorahi 
discharged  1)  December,  18li.">. 
JoiiiN,  John. 

Siiilnuiker,  2G  September,  18:57.     Uetireil  list,  2(5  May,  1805.     Dic-d  20  SeiJitmi..  . 
1877. 
Joiio»4,  Albert  K. 

Mutt',    1   >ioveinl)er,   1801.     Acting  Ensign,  4  September,  1802.      Acting  Must. 
I'avor.iblo   rejJDrt  of  Comnmmling    Ollicer,   2   March,    1801.      Ilimorably   dit 
charged  12   October,   1805.     Acting  Master,  28  April,  1800.     Mustered  out   17 
Juky,  180S. 
JoiioN,  Aloiizo. 

Ciipenttr,  18  November,  1831.     Died  17  January,  1843. 
JoiiOM,  Iteiijaiiiiii  F. 

^late,  L'.")  January,  1802.     Acting  Master,  3  February,  1802.     Dismissed  7  June, 
1803. 
JoncH,  Reiijniniii  Ij. 

Midshipiiuin,  'J  I  January,  1815.     Resigned  2  May,  1815. 
Jones,  Itonncf. 

Attiiig  Third  Assistant  Engineer,  8  December,  1803.     Honorably  discharged  10 
3Iay,  1808. 
JoiioH,  C'ndwalladcr. 

Midshipman,  20  June,  1800.     Resigned  4  Augvist,  1807. 
JonoM,  Cntosby  Ap  R. 

Midsliipman,  13  Juno,  1836.     Passed  ;Midshij)man,  1  July,  1842.     Master,  14  Sep- 
tember, 1848.     Lieutenant,  12  May,  1849.     Resigned  17*  April,  1801. 
Joues,  Care. 

Chaplain,  20  May,  1824.     Died  29  January,  1829. 
JonoH,  Charles. 

^Midshipman,  0  July,  1803.     Last  appearance  on  Records  of  Navy  Department. 
is  15.     Norfolk. 

Jones,  Charles  A. 

;Mate,  5  June,  1802.     Appointment  revoked  (Sick,)  10  February,  1803. 
Jones,  Charles  B. 

Uiite,  27  November,  1803.     Honorably  discharged  20  July,  1865. 
Jones,  Charles  C 

Mate,   10  Deceml)er,  1802.     Appointment  revoked  (Sick,)  24  July,  1803.     Mati . 
2  September,  1803.     Resigned  (Sick,)  2  Decemljcr,  1804. 
Jones,  Charles  D. 

Acting  Midshipman,  23  November,   1859.     Ensign,  25   November,   1802.     Lieu- 
tenant, 22  February,  1804.     Died  19  December,  1805. 
Jones,  Charles  II. 

Sailmakir,  7  .lanuary,  1875. 
Jones,  Charles  K. 

Acting  Third  Assistant  Engineer,  24  January,  1803.     Acting  Second  Assistant 
Engineer,  12  May,  1804.     Honorably  discharged  19  October,  1805. 
Jones,  Charles  IV. 

Acting  Ensign  and   Pilot,   3  May,  1864.     Honorably  discharged  30  September. 
1S05. 
Jones,  Charles  IV. 

Midshipman,  0  Januar..,  1800.     Discharged  12  August,  1801,  under  Peace  Estab- 
lisliment  Act. 

Jones,  C*.  H. 

Acting  En-ign,  20   December,  ISC.I.     Honoialijy  discliargcd    It    Soptembir,  l>"i.i. 
Jones,  Copelctnd  P. 

Midshipman.  21  September,  1841.     Resigned  10  May,  1848. 
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Joues,  Daniel. 

Carpenter,  9  December,  1847.     Retired  list,  27  July,  1869.     Died  5  June,  1877. 
Jones,  Daniel. 

Master,  8  May,  1812.     Died  21  May,  182G. 
Jones,  Daniel. 

Mate,  22  April,  1863.     Dismissed  19  March,  1864. 
Jones,  Daniel   W. 

Acting  Assistant  Surgeon,  25  September,  1863.     Ai^pointment  revoked  15  Febru- 
ary, 1865. 

Jones,  David. 

Third  Assistant  Engineer,  25  March,  1862.     Second  Assistant  Engineer,  1  Novem- 
ber, 1803.     First  Assistant  Engineer,  1  January,  1868. 

Jones,  £dward. 

Master,  26  January,  1809.     Last  appearance  on  Records  of  Navy    Department, 
1815.     Charleston,  S.  C. 
Jones,  Etlward. 

Acting  Master,  3  October,  1861.     Resigned  5  May,  1864. 
Jones,  £dward. 

Mate,  31  October,  1861.     Dismissed  16  May,  1863. 
Jones,  £dward  C 

Acting   Second    Assistant    Engineer,   25   March,   1864.      Honorably  discharged 
7  Noveml:)er,  1865. 
Jones,  £diFard  T. 

Acting  Master,  13  November,  1861.     Dismissed  14  July,  1862. 

Jones,  EInoeb. 

Surgeon's  Mate,  10  December,  1814.     Resigned  2  March,  1815. 
Jones,  Enoch  A. 

Midshipman,  16  January,  1809.     Lieutenant,  5  May,  1817.     Resigned  26  April, 

1827. 

Jones,  George. 

Chaplain,  20  April,  1833.     Died  22  January,  1870. 

Jones,  George  E. 

Acting  Assistant  Surgeon,  29  May,  1863.     Resigned  4  April,  1864. 
Jones,  Henry. 

Acting  Third  Assistant  Engineer,  30  September,  18G3.     Actii:^  Second  Assistant 
Engineer,  9  September,  1864.     Honorably  discharged  7  September,  1865. 
Jones,  Henry  D. 

Mate,  6  February,  1863.     Resigned  24  November,  1803. 
Jones,  Hiram  H. 

Acting  Assistant  Sui'geon,  15  January,  1864.     Resigned  1  July,  1864. 
Jones,  Horace  Eugene. 

Midshipman,  30  Sej^tember,  1863.         Graduated  June,  1867.     Ensign,  18  Decem- 
ber, 1808.     Master,  21  March,  1870. 
Jones,  H.  EeRoy. 

Acting  Assistant  Paymaster,  2  August,  1861.     Honorably  discharged  13  July,  1867. 
Jones,  Hugh. 

Mate,  21  November,  1862.     Acting  Ensign,  21  May,  1863.     Honorably  discharged 
4  May,  1867. 

Jones,  Jacob. 

Midshipman,  10   April,    1799.     Lieutenant,   23  Februarv,  1801.     Commander,  20 
April,  1810.     Captain,  3  March,  1813.     Died  8  August,  1850. 
Jones,  J.  Alexander. 

Mate,  6  November,  1863.     Acting  Ensign,  17  July,  1864.     Honorably  discharged 
15  November  1865. 
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JoiioH,  JniiioM. 

Carpiiitcr.  12  Jumiiiry,  18:{2.     UcHi<,'iu(l  I'J  Octoln-r,  1832. 

JOIK'M,    .loll  II. 

M;itc,  2  1  l).(cmi>iT,  lH(i2.      Disnitfd  11  May,  IHCC,. 
JOIICM,   Joliil    C. 

Midshiiiiiuiii,  12  >Iiiy,  1818.     Resigned  (5  November,  1823. 

J*II4'H,   Jollll    1'. 

Actiiif?  Third  Assistant   f]n<jimcr,  12  December,  1802.     Acting  Second  Assistant 
EntMiicer,  8  .Inly,  18<iJ.     Honorably  discharged  1  December,  IHd.'}. 
JoiiOM,  John  II. 

Artiiii,'  Third  Assistant  Engineer,  2.S  May,  1863.     Acting  Second  Assistant  En- 
gineer, 'J  .liiiif,  is(i4.     Died  2  October,  18«i4. 
Jon  OH,  John  II. 

Lieutenant,  12  .June,  1799.     Resigned  11  June,  1801. 
JoiiOK,  J<»hii  J. 

I'nrser,  21  November,  1849.     Dismissed  :i(»  September,  1858. 
JonoN,  John  I*. 

-Mate,  7  August,  1801.     Acting  Ensign,  8  Marcli,  1801.     Honorably  discharged  23 
July,  1807. 
JoiiOM,  Jolin  IV. 

Mate,  1:5  December,  1801.     Resigned  12  November,  1802. 
JonoH,  Joseph  £. 

Acting  Master,  9  October,  18C1.     Ensign,  12  March,  1808.     Master,  18  December, 
1808.     Lieutenant,  21  March,  1870. 
JonoM,  Joseph  K. 

Mate,  2t!  November,  18t>l.     Acting  Ensign,  25  September,  1803.     Honorably  «li8- 
eharged  20  November.  1S(;8. 
JonoH,  J.  Pembroke. 

Midsliipnuin,  19  October,  1841.     Passed  Midshi])man.  10  August,  IN47.     Master, 
1  March,  1855.     Lieutenant,  14  September,  1855.     Dismissed  29  Ajiril,  1801. 
Jone$4,  KinHey. 

.Miilslii|)nian,  1  January,  1823.     Last  appearance  on  Records  of  Navy  Dejiartment, 
29  .luly,  1825.     Drowned. 
JoneM,  I^eiviM  It. 

Acting  Tliird  Assistant  Engineer,  5  June,  18G3.     Honorably  discharged   19  Octo- 
ber, 1805. 
JoneN.  ^leredith   D. 

Assistant  Surgeon,  17  May,  1871.     Passed  Assistant  Surgeon,  0  February,  1875. 
JoneN,  Meriwether  P. 

Midshii)man,  9  September,  1841.     Passed  Midshipman.  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  Sei)tember,  1855.     Lieutenant-Commander, 
10  July,  18  j2.     Died  11  April,  1800. 
JoneM,  Mkchael  H, 

.Mate,  7  May,  18<)4.     Honorably  discharged  20  July,  1805. 
JoiieH,  Owen. 

Third   Assistant   Engineer,   19   February,   1863.     Second  Assistant   Engineer.  20 
June,  1804.     Resigned  22  December,  1866. 
JoueM,  P.  .i.  J.  P. 

^Ii<lshii)mau,  10  January,  1809.     Lieutenant,  24  July,  1813.     Cashiered  18  August, 
1820. 
JoneM,  K.  n. 

M  idslii|)nian,  29  March,  1802.     Resigned  0  February,  1808. 
JoueH,  Kieliur<l  A. 

Midshipnian,  is  June,  1812.     Lieutenant,  20  April,  1820.     Commander,  29  March. 
18-14.     Died  17  April,  1840. 
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Joiies,  Richard  K. 

Midshipman,  16  January,  1S09.     riesigncd  oO  January,  181G. 

Jones,  Robert. 

]\ridsliii)man,  4  March.  1823.     Dismissed  8  June,  1831. 

Joiie!^,  Robert  Clarendon. 

Master,  4  March,  1823.  Master,  not  in  line  of  jn-omotion,  7  June,  1844.  Reserved 
list,  14  September,  1855. 

Jones,  Robert  J. 

Acting  Tihird  Assistant  Engineer,  14  September,  1864.     Honorably  discharged  23 
November,  1865. 
Jones,  Robert  li.  M. 

Mate,  3  April,  1§63.     Acting  Ensign,  27  March,  1865.     Honorably  discharged  24 
October,  1867. 
Jones.  Robert  W. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Died  19  May,  1837. 

Jones,  Naninel  J. 

Assistant  Surgeon,  19  December,  1860.  Surg  on,  22  September,  1863.  Resigned 
1  March,  1868. 

Jones.  Sanford  X. 

Mate,  1  October,  1862.     Resigned  14  April,  1863. 

Jones,  Stephen. 

Gunner,  3  April,  1826.     Died  8  February,  1834. 

Jones,  Stephen. 

Gunner,  6  May,  1813.     Last  appearance  on  Records  of  Navy  Department  till  1826. 

Jones,  Stephen. 

Mate,  5  November,  1862.  Acting  Ensign,  14  February,  1865.  Honorably  dis- 
charged 10  January,  1869. 

Jones,  Theodore  W. 

Mate,  23  January,  1862.     Mustered  out  6  February,  1869. 

Jones,  T.  O. 

Acting  Third  Assistant  Engineer,  20  Ju-.e.  1863.     Resigned  22  May,  1885. 

Jones,  Thomas. 

Midshipman,  10  July,  1799.     Lost  in  the  ''  InuirgenV 

Jones.  Thomas. 

Sailmaker,  20  November,  1799.     Discharged  25  May,  1801. 

Jones,  Thomas  A.  €. 

Midshipman,  22,  November,  1805.  Lieutenant,  24  May,  1812.  Commander,  28 
March,  1820.  Captain,  11  March,  1829.  Reserved  list,  13  September,  1855. 
Died  30  May,  1858. 

Jones,  Thomas  €. 

Mate.     Resigned  13  February,  1863. 

Jones,  Thomas  J. 

Third  Assistant  Engineer,  26  June,  1856.  Second  Assistant  Engineer,  21  July, 
1858.  First  Assistant  Engineer,  3  August,  1859.  Chief  Engineer,  19  January, 
1863.     Dismissed  19  October,  1875. 

Jones,  Thomas  P. 

Mate,  20  November,  1861.     Honorably  discharged  22  January,  1866. 

Jones,  Trnman  M. 

Third  Assistant  Engineer,  8  October,  1861.  Second  Assistant  Engineer,  3  August, 
1863.     First  Assistant  Engineer,  11  October,  1866.     Died  22  November,  1872. 

Jones,  Victor  W. 

Mate,  23  January,  1862.      Acting  Ensign,  5   September,  1863.      Honorably  dis- 
charged 10  November,  1808. 
Jones,  Walter  F. 

Midshipman,  11  June,  1814.     Resigned  2  November,  1821. 
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JoueH,  Walter  F. 

Midsliipiimn,  20  September,  1S41.     Passed  MidHl)ij)inuii,  10   Aii-usi.  i-i.       m.-.i 
20  August,  1855. 
JoiicH,   IVilliiiiii. 

Actint,'  Master  and  Pilot,  24  October,  1803.     Resigned  20  December.  1804. 
.loiiOM,  William. 

B();its\v:iiii,  :;i  .Inly,  1800. 
JoiioM,    Williuiii. 

Boatswain,  2<;  .Inly,  1852.     Lo8t  in  Slooj)  of  War  ''AU>any."  September.  1834. 
Joiios,  Williuui  A. 

Actiii-;  .Master,  2  November,  ISOI.     :SIu8tercd  out  24  December,  1801. 
JonoH.  Williaiiii  A. 

Midsliiiunan,  i:'.  .hily.  18:M.     Passed   Midshipman,  15  .June,  ls:J7.     Lieutenant.  8 
Septeml)ir,  1841.     Resigned  13  May,  1845 
JonoH,  William  K. 

Actint,'  Knsii,Mi.  24  .lune,  1804.     Honorably  discharged,  3  July,  1805. 
JonoM,  William  <>. 

Acting  Ensign,  14  .January,  1804.     Dismissed  13  February,  1805. 
ones,  William  II. 

Acting  Assistant  Surgeon,  0  Ajjril,  1803.     Assistant  Surgeon,   12  August,  1803. 
Passed  Assistant  Surgeon,  20  December,  1800.     Surgeon,  5  July,  1873. 
JonoH,  William  P. 

Midshipman,    1    January,    1827.     Passed  Midshipman,   10  June.  1833.     Died   15 
July,  1834. 
Jones,  William  P* 

Surgeon's  Mate,  10  December,  1814.     Last  appearance  on  Record  of  Navy  Depa 
ment,  1^18.     Furloughed. 

Jordan,  Charles  K. 

Mate,  23  August,  1804.     Appointment  revoked  23  December,  1804. 
Jordan,  Charles  W. 

Third   Assistant  Engineer,  4   April,  ISOl.    Name  stricken  from  the  Rolls  of  the 
Navy,  0  May,  1801. 
Jordan,  Christopher. 

Carpenter,  24  April,  1838.     Retired  list,  25  September,  1800. 
Jordan.  CriM.  P. 

Jioatswain,  2'.i  September,  1813.     Resigned  7  March,  1815. 
Jor<liin,  Frank. 

M  itf,  27  October,  18<i2.     Acting  Ensign,  10  August,  1804.     Honorably  discharged 
•j;;  May,  i^ini. 
Jordan.  Frank  .1. 

Acting  Assistant  Surgeon,  7  March,  1804.     Ilonorablv  discharged   20  October 

i8;-.5. 
Jordan.  Geor^j^e  li. 

Matr.  ;{  Kebruarv,  1804.     Acting  Ensign,  30  March.  1804.     Honorably  discharged 
•Jl  Octolxr,  18>)5. 
Jordan,  James. 

Acting  Ensiu'n,  22  September,  1804.     Resigned  24  Marcli.  1800. 
Jordan,  John. 

Acting  Third  Assistant  Engineer,  28  December,  18r,i.     .\rting  Second  Assistant 
Engineer,  2  January,  1804.     Honorably  discharged  1  Sej)ten>ber,  1805. 
Jor<lan,  John  X. 

Cadet  .Midsliipman,  5  June.  1873.     Graduated  18  June,  1879.     Ensii,'ii.  11  0(  tolnT. 
l-><0. 

Jordan,  John  P. 

Mate,  23  August,  1864.     Dismissed  7  January,  1S05. 
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Jordan,  John  W. 

Assistant  Paymaster,  21  March,  1870.     Passed  Assistant  Paymaster,  27  September, 
1877. 
Jordan,  Joseph. 

Acting  Third  Assistant   Engineer,   17   May,    1864.      Honorably   discharged   18 
August,  1865. 
Jordan,  Harshall  P. 

Third  Assistant  Engineei-,  24  December,    1853.     Second   Assistant   Engineer,  9 
May,  1857.     Dismissed  20  May,  1861. 
Jordan,  Meletiah. 

Acting  Muster,  26  February,  1862.     Honorably  discharged  20  August,  1865. 
Jordan,  Samuel. 

Acting  Assistant  Paymaster,  14  February,  1862.     IMustered  out  1865. 
Jordan,  Seott  I>. 

Acting  Ensign,  22  Ajiril,  1863.     Honorably  discharged  22  November,  1865. 
Jordan,  ISiinon. 

Boatswain,  9  October,  1819.     Died  10  June,  1830. 
Jordan,  William. 

Carpenter,  21  March,  1837.     Died  5  June,  1845. 
Jorgenson,  lionis. 

Acting  Assistant  Paymaster,  21  February,  1863.     Honorably  discharged  26  jun^ 
1865. 
Joseph,  Peter. 

Gunner,  18  September,  1809.    Dismissed  24  April,  1813. 
Joseph,  William  U. 

Mate,  26  May,  1864.     Honorably  discharged  17  July,  1865. 

Joslin,  George  T. 

Mate,  26  March,  1863.     Acting  Ensign,  18  April,  1864.     Resigned  28  April,  1865. 

Josselyn,  Franeis. 

Acting  Master,  29  Aj^ril,  1802.     Acting  Volunteer  Lieutenant,  15  March,  1865. 
Honorably  discharged  12  June,  1868. 
Jouett,  James  £. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.     Commander,  25  July,  1866.     Captain,  6  January,  1874. 

Jonett,  liandon  P. 

Midshipman,  31  July,  1866.  Graduated  7  June,  1870.  Ensign,  i3  July,  1871. 
Master,  1  December,  1874. 

Joy,  Stephen  J>. 

Acting  Master,  27  December,  1861.     Appointment  revoked  5  December,  1863. 

Joyee,  Charles  R. 

Acting  Third  Assistant  Engineer,  1861.  Appointment  revoked  (Sick,)  3  June, 
1862. 

Joj  oe,  I^emuel  B. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Honorably  discharged  21 
September,  1865. 

Joyce,  IVoah  I>. 

Acting  Ensign,  27  January,  1865.     Honorably  discharged  14  August,  1867. 

Joyner,  Francis  E. 

Midshipman,  1  April,  1828.     Resigned  27  May,  1833. 

Juhe,  William  O. 

Acting  Assistant  Paymaster,  10  October,  1803.  Honorably  discharged  1  January, 
1866. 

Judd.  Charles  H. 

Midshipman,  23  September,  1862.  Graduated  12  June,  1866.  Ensign,  12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
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Jiidd,  John  C. 

A(  tiiii,'  Tliird  Assistant  Eiiginetr.  J  ScptcrnlKr,  18G:J.     Dismissed  9  October,  180:j. 
JiKlkiiiH,  K.  ]>. 

Acting'  A.vsistiiiit  Surgeon,  21  October,  18C1.    Appointment  revoked  .",  Marcli,  IWi. 
JikIhoii,  A<loiiir»ui  It. 

A>.si>.tant  SiiigtM)n,  30  July,   1801.     Surgeon,  20  December,   1800.     Resiened   II 
May,  1808.  *' 

JikInoii,  F.  J.  C 

Midshipman,  10  February,  1838.     Resigned  8  June,  1842. 
JikImoii,  Klnaflinii. 

SuiLccon,  27  :MaiTli,  1S18.     Died  8  May,  1829. 
JiidMoii,  Ilorbort  II. 

Mate,  7  .lum-,  iscj.     Died  on  "  Uartford;'  22  January,  1863. 
Jump,  Ijovi  Ij. 

Acting  Master,  29  May,  18G2.    Dismissed  10  September,  1862.     Acting  Master  and 
Pilot,  1  .January,  1805.     Appointment  revoked  10  August,  1805. 
Jiiiikiii.  David  X. 

C'liai)lain,  2  November,  1859.     Resigned  31  October,  1801. 
Jiinkin,  William  M. 

Acting  Assistant  Paymaster.  27  April,  1803.     Died  28  September,  18C3. 
JiiiikiiiH,  Xatliaii  II. 

Carpenter,  20  February,  1872. 
Jiisfioo,  John. 

Carpenter,  17  January,  1820.     Resigned  0  July.  1820. 
Jni^fin.  Jo^ikhua  II. 

Miilshii)man,  30  November,  1814.     Died  8  April,  1829. 

Hafor,  Jolin  C« 

Third  Assistant  Engineer,  16  January,  1803.     Second  Assistant  Engineer,  28  May 
1804.     First  Assistant  p:ngineer,  20  October,  1872. 
Hafer,  Pelor  ^I. 

Acting  Third  Assistant  Engineer,  21  May,  1804.     Honorably  discharged  21  Octo- 

l>cr,'lS(;5. 

Kaiser,  Jnliiis  A. 

Third   Assistant  Engineer,  8  September,   1803.     Second  Assistant  En^^ineer    **5 
July,  1800.     Retired  list,  8  July,  1873.  "" 

KalinHki,  ArohilleN. 

Mate,  Hi  August,  1S04.     Acting  Ensign,  8  May,  1865.     Honorably  discharged  26 
October,  IstiC. 

Kane,  AIoysiuH  J. 

Mate,  22  December,  1863.    Acting  Ensign,  20  September,  1804.    Resigned  1  March 
1871. 
Kane,  KliMlia  K. 

Assistant  Surgeon,  21  July,  1843.     Died  16  February,  1857. 
Kane,  Frank. 

.Vctini:   Master  and   Pilot,   1   October,  1804.     Honorably  discharged  8  Januarv. 

Kane,  Henry. 

Mate,  25  March.  1864.     Acting  Ensign,  16  March.  1805.     Honorablv  dischar-M.l 
2S  May,  1808. 
Kane.  Jamen  J. 

.M,l;i.  s  Auu'ust,  1861.     Acting  Ensign,  28  October,  1802.     Honorably  discbargetl 
August.  :!l  1805.     Chaplain,  0  June,  1868. 

Kane,  John  L. 

Jlidshipman.  9  June,  1811.     Last  appearance  on  Records  of  Navy  DcpartmcDt, 

1614. 
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Kane,  liouis  J. 

Mate.     Resigued  8  April,  18C2. 

Kane,  Saiiiiiel  N. 

Midsliipmun,  20  September,  1863.  Graduated  June,  1866.  Ensign,  12  March, 
1868.     Resigned  30  November,  1868. 

Kane,  Theodore  F. 

Acting  Midshipman,  27  September,  1855.  Midshipman,  9  June,  1859.  Lieu- 
tenant, 31  August,  1861.  Lieutenant-Commander,  22  September,  1865.  Com- 
mander, 28  December,  1872. 

Kaney,  Owen. 

Acting  Third  Assistant   Engineer,  3  October,  1863.     Honorably  discharged  27 
July,  1865. 
Karlowski,  M.  H. 

Acting  Ensign,  18  May,  1863.     Dismissed  17  September,  1864. 
Katz,  JEdward  M. 

Midshipman,  8  June,  1873.     Graduated  20  June,  1876.     Ensign,  2  February,  1878. 

Kaufman,  Winfield  S. 

Acting  Third  Assistant  Engineer,  3  February,  1865.     Honorably  discharged  27 
August,  1869. 
Kautz,  Albert. 

Acting  Midshipman,  28  September,  1854.     Midshipman,  11  June,  1858.     Passed 
Midshipman,  28   January,  1861.     Master,  28  February,  1861.     Lieutenant,  21 
April,  1861.     Lieutenant-Commander,  31  May,  1865.    Commander,  3  September, 
1872. 
Kavanaugh,  Benjamin. 

Third  Assistant  Engineer,  3  May,  1859.  Resigned  21  December,  1861.  Accept- 
ance of  resignation  cancelled,  15  April,  1862.     Retired  list,  3  April,  1866. 

Karanaugh,  John  F. 

Mate,  14  November,  1862.  Acting  Ensign,  1  July,  1864.  Honorably  discharged 
28  December,  1865. 

Kay,  Samuel  W. 

Acting  Assistant  Paymaster,  11  July,  1864.     Honorably  discharged  29  September, 
1865. 
Kean,  William. 

Midshipman,  4  January,  1800.  Discharged  12  October,  1801,  unc'er  Peace  Estab- 
lishment Act. 

Kearney,  Archibald  K. 

Midshipman,  2  May,  1800.      Lieutenant,  21  February,  1807.     Resigned  5  July, 
1808. 
Kearney,  James  A. 

Mate,  1  October,  1862.  Acting  Ensign,  30  January,  1863.  Resigned  24  August, 
1863. 

Kearney,  John  A. 

Surgeon's  Mate,  3  March,  1809.     Surgeon,  24  July,  1813.     Died  37  August,  1847. 

Kearney,  l^awrence. 

Midshipman,  24  July,  1807.  Lieutenant,  6  March,  1813.  Commander,  3  March, 
1825.  Captain,  20  December,  1832.  Retired  list,  14  November,  1861.  Com- 
modore, Retired  list,  4  April,  1867.     Died  39  November,  1868. 

Kearney,  Robert  S. 

Surgeon's  Mate,  16  January,  1808.     Surgeon,  28  July,  1810.     Died  27  June,  1826. 

Kearns,  Fdward. 

Mate,  22  November,  1864.     Honorably  discharged  28  Ja,nuary,  1867. 

Kearns,  James  H. 

Mate,  15  October,  1861.  Acting  Ensign,  6  August,  1862.  Honorably  discharged 
28  October,  1865. 
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KoHriiy,  IO«liiiiiii«l. 

A(  till!,'  Mi(lsliii>mim,  I  October,  l.s.'jl.     I)isiniB8e<l  21  April,  1855. 
Kcariiy,  CaOorKC  II. 

Acting  Thinl  Assistant  Engineer,   10  October,  180G.     TliirM    AHsistntU  Enqinccr, 
2  JuiK',   18GS.     Second    Assistant    Kn<,Mneer,  2    June,   18()D.     Pusaed   Ausistunt 
Engii  "T,  1  .January,  187(». 
Kcarii}',  ilolx'rt  S. 

Assistant  Suii^'roii,  10  .funuary,  1808.     Surgeon,  28  July,  1810.     Died  7  June,  1826. 
Kearon,  John  \%\ 

Acting  Thiril   Assistant    Engineer,  27  March,   18(55.     Honorably  dischurged  27 
August,  18G8. 
Koanby,  John  R. 

Midshi])ni;in,  4  November,  1814.     Died  3  March,  1818. 
Koato,  Fd^ard  J. 

Mate,  22  April,  18G3.     Resigned  30  November,  1863. 
Keating,  John. 

Boatswain,  20  June,  1872. 
Keele,  Henry. 

Master,  13  February,  1812.     Discharged  12  May,  1815. 
Keeler,  John  D. 

Miiishipiiian,  23  July,  18G6.     Graduated  7  June,   1870.     Ensign,  13   July,  1871. 
Master,  6  January,  1874.     Lieutenant,  22  January,  1880. 
Keeler,  William  F, 

Acting  Assistant  Paymaster,  17  December,  1861.     Honorably  discharged  25  April, 
18G6. 
Keeler,  T«  illiam  J. 

Civil  Engineer,   17  March,  1863.     Services  no  longer  required  from  5  September, 
1804. 
Keelini;,  Henry. 

Ctunuer,  25  August,  1829.     Appointment  revoked  22  March,  1845. 
Keen,  Aunel. 

Boatswiiiii,  7  June,  1807.     Dismissed  12  December,  1876. 
Keen,  George  I>. 

Mate,  11  Ai»ril,  1805.     Honorably  discharged  3  January,  1866. 
Keen,  Joniah  F. 

Carpenter,  9  JIarch,  1878.  . 

Keen,  I^awrenee. 

Midshipman,  9  December,  1800.     Last  appearance  on  Records  of  Navy  Depart- 
ment.    Dead. 
Keen,  Willard  H. 

Mate,  12  Deceuiber,  18G1.     Acting  Ensign,  20  Julv,  1SG3.     Honorably  discharged 
12  May,  1«G5. 
Keenan,  PraneiH. 

Mate,  28  July,  1803.     Resigned  21  June,  18G4. 
Keenan,    n'illiani. 

iliilhhipniaii,  18  ilay,  1809.     Appointment  revoked  6  December,  1809. 

Keene,  Henry  C. 

Acting  Master,  21  September,  18G1.     Acting  Volunteer  Lieutenant,  17  December, 
1802.     Resignid   8  Sei)tember,  1S03.     Acting  Volunteer  Lieutenant,  27   April, 
1804.      Honorably  discharged  25   April,   1805.      Re  appointed   10  .lune,  1^<55. 
Lieutenant,  20  March,  1871.     Retired  list,  by  special  Act  of  Congress. 
Keene,  Henry  T. 

Mate,  6  February,  1862.     Acting  Ensign,  8  April,  18G3.     Acting  Master,  0  March, 
]H04.     Honorably  dischargeil  5  January,  1800. 
Keen<=,  Jesse. 

Midshipman,  19  March,  1805.     Resigned  7  April,  1807. 
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Heene,  liawrence. 

Midshipman,  2  March,  1808.     Resigned  27  February,  1809. 
H.eene,  liCander  M. 

Acting  Ensign,  6  October,  1864.     Resigned  13  May,  1865. 
JKeene,  ILewis. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Brig  '' Enterprise^ 
Keener,  Charles  H. 

Acting  Third  Assistant  Engineer,  2  March,  1864.    Honorably  discharged  1  August, 

Keer,  John. 

Midshipman,  28  June,  1804.    Drowned  18  May,  1811. 
Ivefnss,  Jacob. 

Acting  Third  Assistant  Engineer,  3  July,  1863.     Resigned  3  June,  1864. 
Kegel,  George. 

Acting  Third  Assistant  Engineer,   9  January,  1865.     Honorably  discharged  21 
September,  1865, 
Keith,  Albert  M. 

Acting  Master,  27  March,  1862.     Honorably  discharged  26  December,  1865. 
Keith,  Charles  F. 

Acting  Ensign,  15  September,  1362.     Acting  Master,   1   April,  1804.     Honorably 
discharged  26  October,  1865. 
Keith,  £dwin  H. 

Acting  Third  Assistant  Engineer,  9  September,  1862.     Acting  Second  Assistant 
Engineer,  6  June,  1864.     Honorably  discharged  20  January,  1866. 
Keith,  liewis  G. 

Midshipman,  1  July,  1825.     Passed  Midshipm.an,  4  June,  1831.     Lieutenant,  17 
March,  1836.     Died  1  May,  1846. 
Keith,  MelTille  C. 

Acting  Ensign,  3  December,  1863.     Resig>'id  3  May,  1865. 
Keith,  Riiel. 

Professor,  8  July,  1845.     Resigned  11  July.  1856. 
Keith,  Theodore  IS. 

Acting  Assistant  Surgeon,  13  January,  1863.     Acting  Passed  Assistant  Surgeon, 
6  April,  1866.     Honorably  discharged  2  July,  1868. 
Keith,  William. 

Master,  25  May,   1798.     Last  appearance  on  Records  of  Navy  Department,  27 
June,  1798.    Dead. 
Keith,  William. 

Boatswain,  21  February,  1814.     Last  appearance  on  Records  of  Navy  Department, 
9  February,  1816. 
Keith,  William. 

Boatswain,  5  October,  1812.     Dismissed  20  February,  1813. 
Kelborn,  John. 

Midshipman,  16  December,  1812.     Resigned  21  June,  1815. 
Keleher,  James  T. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  17 
December,  1862.  Appointment  revoked  10  December,  1865.  Resignation 
accepted  17  March,  1868. 

Kell,  John. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  23  January, 
1861. 
Kelleher,  Jeremiah  J. 

Mate,  29  January,  1863.  Acting  Ensign,  4  January,  1865.  Honorably  discbarged 
23  October,  1868. 
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Kellor,  Goor{(o  W. 

Actiiitj  'I'liiril  Assistnnt  Knginct  r.  IC,  .laniiai  v,  IsC!.     Diid  on  U.  S.  Stcimir  ••  li  •<•  " 
:'.0  (Jc:t.)l.er,  lb07. 
KcIIor,  Jerry. 

Mute,  5  Ftl)rimry,  18G4.     Ajjpointmcnt  revoked  (Sick,)  2G  October,  ISM. 
Kelley,  i:<l^ard. 

ActiiifT  Tiiinl    Assistant   Engineer,    4    January,   1805.      Honorably   discbarged 
0  April,  ISOC. 
Kelloy,  JaincH  I>.  J. 

Mi.lslii|)ii;aM,  5  October,  1801.     Graduated  2  June,  ISCib.     Ensign,  I'J  April,  1H(!». 
Ma&ur,  12  July,  1870.     Lieutenant,  Vi  August,  1872, 
Kelloy,  JainoH  P. 

Acting  Assistant  Paymaster,  4  December,  1S(J2.     Clustered  out  20  December,  Ihf,*,. 
Kelley,  JamoH  W. 

Acting  Assistant  Paymaster,  20  July,  18(1:?.     Honorably  discharged  10  December, 
1805. 
Kelloy,  John  A. 

Aiting  Ensign,  6  December,  1804.     Resigned  8  May,  1865. 
Kelley,  Levi  B. 

Acting  Ensign,  23  February,  1865.     Honorably  discharged  16  September,  1865. 
KcIlcy,  Robert  li. 

Acting  Master,  22  January,  1862.     Killed  in  action  at  Port  Hudson,  14  >Ianli 
1863. 
Helley,  Thomas  J. 

Acting   Ensi^Mi,  31    January,  1865.     Honorably  discharged   12  November,  1805. 
Acting  Ensign,  19  .Alarcli,  1866.     Died  on  "  Wachuaett,     13  August,  1860. 
KelloK,  Frederiok. 

Midshii.inan,  'j:]  February,  1841.     Resigned  13  October,  1847. 
l£elloKK<  Aiig^UNiiiH  O. 

Acting  Midshipman,  21  September,  1860.     Ensign,  28  >Liy,  1863.     Master,  10  No- 
venilier,    1865.      Lieutenant,  10  November,  1866.      Lieutcnant-Cuumiunder,   13 
.March,  18r>h.     Commander,  11  July,  1880. 
H.eIlo||;g,  llfl^ard  N. 

Acting  Midshipman,  24  September,  1858.  Ensign,  8  Septeml)er,  1863.  Lieuten- 
ant, 22  Februar)-,  1864.  Licutcnant-Commaucier,  25  July,  1866.  Died  6  Octo- 
ber, 1874. 

KellogKf  George  C. 

Mate,  5  August,  1862.    Appointment  revoked  23  February,  1864. 
K.elloKK<  Jolin. 

Ai  ting  Master,  3  October,  1861,    Honorably  discharged  30  October,  1865. 
Kello{;g,  Mortimer. 

Third  Assistant  Engineer,  16  Febriiarj-,  1852.      Second  Assistant  Engineer,  27 
July,  1855.     First  Assistant  Engineer,  3  August,  lM5y.     Chief  Engineer,  8  No- 
vember, 1801.     Died  16  November,  1870. 
Kellogg,  S.  'A  ilRon. 

Assistant  Surgeon,  6  September,  is:(7.     Passed  Assistant  Surgeon,  14  March,  1843. 
Surgeon,  26  August,  1848.     Dieil  7  January,  1867. 
Kellogg,  Mainwriglit. 

Midsliipnian,  t;?   Se])tember,  1805.     Graduated  4  June,  1869,     Ensign,  12  July, 
1870.     Muster,  3  September,  1872.     Lieutenant,  29  September,  1875. 
KellH,  De  Witt  C. 

Mate,  24  December,  1801.  Acting  Ensign,  16  October,  1862.  Acting  Master. 
recommendation  of  Conimanding  Otlicer,  18  ]Maich,  1801.  Acting  Volunteer 
Lieutenant,  9  June,  ist;."i.  Master,  12  March,  IsOH.  Licutenanr,  IS  December, 
1868.     Lieutenant-Commander,  2  March,  1870.     Dismissed  4  Februur}',  1879. 

20 
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Kelly,  Charles  V.,  Jr. 

Mate,  19  October,  18G1.     Acting    Ensign,  '^0  May,   ISOo.     Honorably  discharged 
2  July,  1867. 
Kelly,  Dauiel. 

Gunner,  29  March,  183(3.     Died  9  June,  1841. 

Kelly,  Daniel. 

Gunner,  17  May,  182G.     Discharged  o  November,  1828. 

Kelly,  Daniel  F. 

Acting  Third  Assistant  Engineer,  23  May,  1864.      Honorably  discharged  7  August, 
1865. 
Kelly,  John. 

Midshiijman,  1  February,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Captain,  14  Sej^tember,  1855.  Commodore  on  Retired  list, 
16  July,  1862.     Died  6  February,  1863. 

Kelly,  John  A. 

Acting  First  Assistant  Engineer,  28  November,  1863.     Resigned  (Sick,)  14  IMarch, 
1865. 
Kelly,  John  M. 

Acting  Ensign,  13  March,  1863.     Honorably  discharged  4  March,  IHIUL 

Kelly,  John  P. 

Third  Assistant  Engineer,  24  August,  1861.  Second  Assistant  Engineer,  21  Aprils 
1863.     First  Assistant  Engineer,  11  October,  1866. 

Kelly,  John  W. 

Acting   Midshipman,   31    January,    1853.     Midshipman,  10  June,  1857.     Passed 
Midshii^man,  25  June,  1860.     Master,  24  October,  1860.     Lieutenant,  18  April, 
1861.     Lost  on  "  Tecumseh,''  5  August,  1864. 
Kelly,  Joseph. 

Boatswain,  15  November,  1810.     Dismissed  9  March,  1811. 
Kelly,  Martin. 

Mate,  11  June,  1863.     Resigned  30  May,  1864. 
Kelly,  Michael. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Resigned  8  December,  1863. 

Kelly,  M.  J. 

Acting  Ensign,  2  May,  1864.     Honorably  discharged,  21  June,  1865. 
Kelly,  Thaddens  W. 

Saihnaker,  2  August,  1844.     Appointment  revoked  29  May,  1846. 

Kelly,  William,  Jr. 

Acting  Ensign,  13  June,  1864.     Honoi-ably  discharged  22  August,  1865. 

Kelly,  William  H. 

Third  Assistant  Engineer,   16   January,    1863.     Second   Assistant   Engineer,   28 
May,  1864.     Cashiered  from  the  service,  20  November,  1866. 
Kelly,  William  W.  J. 

Purser,  1  April,  1852.     Resigned  21  January,  1861. 
Kelsey,  A.  W^arren. 

Acting  Assistant  Paymaster,  19  October,  1861.  ApiJointment  revoked  (Sick,^  28 
October,  1863. 

Kelsey,  John  W. 

Acting  Second  Assistant  Engineer,  12  December,  1861.     Acting  First  Assistant 
Engineer,  15  February,  1864.     Honorably  discharged  10  October,  1865. 
Kelso,  Joseph  K. 

Mate,  8  September,  1864.     Resigned  14  April,  1865. 

Kelven,  James. 

Acting    Second  Assistant  Engineer,   18   January,   1864.     Dismissed  12   August, 
1865. 
KemMe,  Arthur. 

Acting   Assistant  Surgeon,  12  August,  1861.     Resigned  16  May,  1862. 
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Keiiilili'.  K«IiiiiiimI. 

.M;itf.  isiil.     Acting   MastLT, -JCt    Mun,    1n(;J.       lli.nuiiildv    .liM-liiULM  .1    'JCi   Aii-'i;st. 

lioiiibliS  Frank. 

Mate.     Disniissid   13  August,  l^(i:{.     Matt",  '^0  Uetober,  IbGiJ.     Acting  Kn»ign,  1 
.luiif,  lyt>4.     Honorably  discliargtil  'JO  ()<tol)fr,  lyCi.i. 
Koiiil»lo,  I*eter. 

Mitlsljipiiiaii,  lU  December,  1S4().     Hesigru<I  21  Junt-,  ls4.'i. 
lioiiip,  Jacob. 

.Matr,  27  June,  18(50.     Apixiintnient  revoked  '27  .July,  isJiO. 
Kemp,  IVilliam  T. 

Acting  Assistant  Surgeon,  8  May,    lN(;:i     Assistant  Surgeon,  5  September,  iMCy. 
Died  31  March,  ]««4. 
Koiiipor,  S.  iH. 

Master,  30  October,  1812.     Cashiered  30  December,  1811). 
Keiiipir,  I^oiiis. 

An iiii,' Mi'lsliipman, 25 September,  1857.    Graduated   18G'2.    Lieutenant,  1  August, 
L"-ti2.     Liiiitcnant -Commander,  25  Jidy,  1800.     Commander,  U  March,  187(i. 
lioiiiploii.  Abiier  W. 

Acting  .Master,  29  October,  18G1.     Honorably  discharged  23  March,  1800. 
Kciiipfoii,  FraiK'in. 

Acting  Knsign,  17  December,  18C2.     Honorably  discliarged  14  December,  1865. 
Koiiiptoii.  SilaH  W. 

Mate,  S)  May,  1804.     Drowned  23  March,  1805. 
Keiiiptoii,  M'.  L.. 

Acting  Master,  31  March,  1802.     Honorably  discharged  28  October,  1865, 
Koiiiptoii,  Zaoohoiis. 

.Vcting  Master,  28  May,  1801.     Honorably  disduirged  25  October,  1865. 
Kendall,  Andrew  J. 

Mate,  11  September,  1803.     Acting  Ensign,  17  December,  1804.     Honorably  dis- 
charged 20  October,  18G5. 
Kendall,  Cieorge. 

Acting  Ensign,  0  October,  18G2.     Resigned  22  September,  18G3.     Acting  Ensign. 
14  October,  1803.     Resigned  20  December,  1804. 
Kendall,  I..neian  II. 

•Vcting  Assistant  Surgeon,  21   June,  1802.     Acting  Passed  Assistant  Surgeon,  20 
May,  l80"i.     Honorably  discharged  24  September,  180G. 
Ken«Iriok.  C  liarleH  N. 

Acting  Ma.-tcr.  1  October,  18G2.     Died  13  Augu.st,  1803. 
Keiidriekeii,  Panl. 

.Vcting  Third    Assistant  Engineer,  20  June,  1802.     Acting  Second  Assistant  En- 
gineer, 0  November,  18C3.     Honorably  discliarged  3  September,  1800. 
Keneall)',  John  F. 

.Vcting  Third   Assistant  Engineer,  10  May.  1802.     Acting  Second  Assistant  En- 
gineer, li;  March,  1800.     Honorably  discharged  5  Sei>tomber,  1N05. 
Kennard,  Joel  S. 

Midsliii>man,   10   March,   1837.      Passed   Midshi])man.  20  June,    1S4:{.     Master.  4 
January,  1850.     Lieutenant,  18  October,  1850.     Resigned  23  April,  1801. 

Kenne<ly,  A.  E. 

Assistant  Surgeon,  3  January,  1828.     Dietl  13  June,  1833. 

Kennedy,  Charles  II.  A.  II. 

.'^IillslliJ)man,  10  February,  islJi.     Passed  Midsliipman.  4  June,  1831.     Lieiit4>nHnt. 
:>  March,  18:;5.     Commander,  14  September,  18">5.     Di.Mnis.sed  14  June,  1801. 
Kennedy,  Charles  W, 

Midshipman,  25  September,  18G1.     Graduated  22  November,   18G4.     Ensign.  1 
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November,  1866.      Master,  1  December,  1866.      Lieutenant,  12  March,  1868- 
Lieutenant-Commander,  26  March,  1869. 
Kennedy,  Duncan. 

Midshipman,  20  July,  1864.     Graduated  2  June,  1868.     Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  18  June,  1872. 
liennodj,,  Fdiniiiid  €'. 

Midshipman,  17  September,  1830.     Resigned  15  June,  1839. 
lionnedy,  £diniind  P. 

Midshipman,  22  November,  1805.    Lieutenant,  9  June,  1810.    Commander,  5  March, 
1817.     Captain,  24  April,  1828.     Died  28  Mareh,  1844. 
Kennedy,  Francis  M. 

Acting  Third  Assistant  Engineer,  30  December,  1864.      Honorably  discharged 
24  October,  1869. 
Kennedy,  H.  H. 

Master,  26  June,  1812.     Resigned  24  May,  1813. 
Kennedy,  James  €. 

Acting  Third  Assistant  Engineer,  27  December,  1861.     Resigned  28  November, 
1862.     Acting  Second  Assistant  Engineer,  30  July,  1864.     Resigned  13  April, 
1865. 
Kennedy,  Joseph, 

Acting  Second  Assistant  Engineer,  4  April,  1864.     Honorably  discharged  3  Octo- 
ber, 1865. 
Kennedy,  Josiah  W. 

Acting  Carpenter,  3  October,  1863.     Honorably  discharged  30  October,  1865. 
Kennedy,  Michael. 

Acting  Third  Assistant  Engineer,  18  February,  1865.     Dismissedl  August,  1865. 
Kennedy,  ^iephen  I>. 

Assistant  Surgeon,  9  May,  1861.     Surgeon,  5  January,  1866. 
Kennedy,  Nfewart. 

Assistant  Surgeon,  1   October,  1855.     Surgeon,  1  August,  1861.     Died  8  March, 
1864. 
Kennedy,  Thomas. 

Mate,  26  November,  1862.     Honorably  discharged  27  December,  1865. 
Kennedy,  Thomas. 

Acting  Third  Assistant  Engineer,  5  December,  1864.     Honorably  discharged  23 
March,  1866. 
Kennett,  John  C 

Midshipman,  2  October,  1861.     Graduated  22  November,  1864.    Ensign,  1  Novem 
ber,  1866.    Master,  1  December,  1866.    Lieutenant,  12  March,  1868.    Lieutenan-i- 
Commander,  26  March,  1869.     Resigned  31  December,  1880. 
Kenney,  Albert  B. 

Acting  Third  Assistant  Engineer,  6  March,  1862.     Acting  Second  Assistant  Engi- 
neer, 16  September,  1864. 
Kenney,  A.  J. 

Mate,  8  May,  1866.     Appointment  revoked  19  September,  1866.     Mate,  13  Octo- 
ber, 1869.     Resigned  10  April,  1873. 
Kenney,  £dward. 

Boatswain,  20  July,  1853. 
Kenney,  George  W. 

Acting  Carpenter,  8  June,  1863.     Honorably  discharged  6  June,  1866. 
Kenney,  liCwis. 

Mate,  1863.     Acting  Ensign,  3  October,  1863.     Honorably  discharged  19  Decem- 
ber, 1868. 
Kenney,  l^tephen  B. 

Acting  Assistant  Sui-geon,  4  November,  1863.     Honorably  discharged  15  March, 
1866. 
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KoiiiilMon,  D.  K. 

Act  i  ml;  Master  and  Pilot,  21)  October,  18r.4.     Hnnonibly  (liwlmrged  8  August,  ixr,- 
KoiiuiHoii,  U'illiani  IV. 

Mate,   -J^   Au-ust,   istii.     Acting,'   Master.   1    Kel.niarv,  ISOe.      Aeting  Volmit.fi 
Lieutenant,  gallant  conduct  in  action  between  -  Merrimnc''  an<l  '•  CumUrlan.l 
26    March,   lbG'2.      Honorably   <lis<liarge<l    4    May,    l«(i(J.      Acting    Master,    'Jo 
AuLjiist,  lKf.(>.     Mustered  out  1(!  November,  186b. 
Kcnnon,  Rovorl^'. 

Midshipman,  18  May.  IHOO.     Lieutenant.  24  .lulv,  IHi:}.     Comnuin<ler.  24  April 
1828.     Captiiin,  9  February,  18:37.     Killed  by  ac«ident  28  February.  1^44. 
Koiiiioii,  Hovorly. 

Midsliipman,  22  August,  1840.     Passed  Midshipman,  8  June,   18.';2.     Master.  \r, 
Sei)teniber,  Is-'j.").     Lieutenant,  16  September.  iMr,.     Resigned  23  Ajjril,  1^61. 
Kennoii,  CiioorKC*  T. 

Surgeon,  24  .hily,  INII}.     Resigned  20  December,  1823. 
Koiiiioii,  John  T. 

Surgeon,  24  .luly,  1813.     Resigned  20  December,  1823. 
Ken  noil,  Ki chard. 

Midshipiium,  10  May,  1820.     Resigned  4  .Tunc,  1822. 
Ken  II  on,  Ki  oh  aril. 

Surgeons  Mate,  17  N()veml)er,  1824.     Resigned  12  November,  1833. 
Kennon,  M'illiain  II. 

Purser,  5  June,  1S}4.     Dismissed  IG  November,  1849. 
Kciinoii,  William  II. 

Midshipman,  1  January,  1S17.     Lieutenant,  28  April,  182G.     Resiened  16  Decem- 
ber, 1840.  *' 
Kenny,  Albert  N. 

Assistant  Paymaster,  19  March,  1862.     Paymaster,  9  March,  1865. 
Kenny,  John. 

Miushipniaii,  1  .Tanuary,  1808.     Resigned  10  August,  1809. 
Kennil,  I..eM-is  M. 

Acting  Second  Assistant  Engineer.  18G1.     Dismissed  25  September,  1802. 
Kent,  James  W. 

Acting  Third  Assistant  Engineer,  22  September,  1864.     Resigneil  15  May,  1805. 
Kent,  Joseph. 

Mate.  4  October,  18G1.     Died  on  " PtHsacola,''  5  December,  180.'?. 
Kent.  Ije\ris  A. 

Mate,  19  April,  1804.     Honorably  ilischarged  13  November,  1865. 
Kenworthy,  William  S. 

Actini;  Tliird  Assistant  Engineer,  7  Sejjtember.  1804.     Resigned  4  April,  1866. 
Kenyoii,  Andrew  J. 

Third  Assistant  p:ngineer,  21  Sejitember,   lN(il.     Second  Assistant  Engineer,  30 
.Inly,  ]sO;3.     First  Assistant  Engineer,  11  October.  1800. 
Keiiyon,  Charles  W. 

Acting  Third  Assistant  Engineer,  gallantry,  25  October,  1862.     Honorably    dis- 
charged 20  September,  1805. 
Kenyon.  Henry. 

Licutenaiii,  :}  August,  1798.     Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 
Kenx,  Joseph. 

Surgeon's  Mate,  28  March,  1^20.     Last  appearance  on  Records  of  Nav-  Depart- 
ment, 1824.     West  India  Station. 
Keof^li,  Matthew. 

Midshipman,  0  December,  1814.     Lost  at  Sea  in  1821. 
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Keogh,  Patrick. 

Sailmaker,  27  Novenibei-,  1807.  Last  appearance  on  Records  of  Navy  Department. 
Dead. 

Kepler,  George  W. 

Mate,  10  September,  1864.     Honorably  discharged  24  March,  186G. 
lierley.  Bernard. 

Acting  Third  Assistant  Engineer,  7  March,  1863.     Honorably  discharged  13  No- 
vember, 1865. 
Keriian,  William. 

Acting  Third  Assistant  Engineer,  31  March,  1864.     Honorably  discharged  4  Sep- 
tember, 1865. 
Kerns,  I^neien  B. 

Acting  First  Assistant  Engineer,  9  February,  1864.  Appointment  revoked  (Sick,) 
13  ApriL  1864. 

Kerr,  £<lwar«l  A. 

Midshipman,  1  June,  1831.     Died  in  November,  1834. 
Kerr,  I^eeds  C. 

Assistant  Paymaster,  16  June,  1880. 
Kerr,  Thomas^. 

Assistant  Gunner,  13  February,  1864.     Appointment  revoked  9  May,  1865. 
Kerr,  William  A. 

Acting  Midshipman,  20  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  38  January,  1861.  Master,  38  February,  1861.  Resigned  34  April, 
1861. 

Kersliner,  £dward. 

Assistant  Surgeon,  24  January,  1863.     Surgeon,  7  November,  1873. 
Kervan,  liawrence. 

Carpenter,  14  October,  1834.     Resigned  30  November,  1835. 
Ketler,  Philip. 

Acting  Third  Assistant  Engineer,  17  June,  1863.  Acting  Second  Assistant  En- 
gineer, 8  April,  1865.     Honorably  discharged  7  November,  1865. 

Key,  Daniel  M. 

Midshipman,  38  November,  1833.     Died  33  June,  1836. 

Key,  Henry  H. 

Midshipman,  10  September,  1841.     Resigned  3  May,  1848. 

Key,  Francis  S. 

Midshipman,  15  May,  1833.     Resigned  31  February,  1827. 
Key,  James. 

PuBser,  16  September,  1799.  Discharged  18  November,  1801,  under  Peace  Estab- 
lishment Act. 

Keyes,  William  E. 

Acting  Gunner,  5  February,  1863.     Honorably  discharged,  16  September,  1865. 

Keyser,  £dward  S. 

Acting  Ensign,  20  September,  1862.     Acting  Master,  flxvorable  report  of  Com- 
manding Officer,   19  February,  1864.     Acting  Volunteer  Lieutenant,  0  April, 
1865.     Master,  13  March,  1868.     Lieutenant,  18  December,  1868.     Lieutenant- 
Commander,  25  January,  1870. 
Keyser,  Henry. 

Acting  Master,  7  August,  1863.     Honorably  discharged  25  November,  1865. 

Keyser,  Henry  C. 

Acting  Third  Assistant  Engineer,  16  February,  1865.  Honorably  discharged  36 
July,  1865. 

Kid,  Charlton  B. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Enpci:-:eer,  3  August 
1859.  First  Assistant  Engineer,  1  February,  1863.  Resigned  :50  December, 
1867. 
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Kidd,  Flijah  M. 

\ct\iMr  ^vroml   Assistant   Eiiijineor.  22  Scptenihor.   1803.     ITonorablv   (Hr.cli:ir". 

28  0ctol)<r,  IMC,,-,. 

Ivid<l.  JainvN   P. 

.Mi(lslii|)inan,  21  September,  1821.     Resigned  21  October,  1824. 
Kid«l,  John  JH. 

Master.  17. June,  1817.     Last  appearance  on   Records  of  Navy  Department,  1822. 
N.irfolk. 
Kidd.  'riioniaH. 

Act  in-;  Tliiid  Assistant  Eu<,'inecr,  20  October,  1863.  Honorably  discharged  1 
Oct()liir,  IKO.'j. 

liiddalK  John. 

Master,  C,  C)(t.)l)er,  1S13.     Discharged  l.'i  April.  1815. 
Iiid<lall,  Jolin. 

Midshiiiinaii,  2!)  November,  1800.     Discharged  0  .Tune,  1801,  under  Peace  Estab- 

lislinu'iit  Aet. 

Iiid«l(>r.  lit'njaniin  II. 

.Vssistaut  Siiit,'e(>ii,  24  January,  1862.     Surgeon,  2  March,  1868. 
Siiddvr,  CiJeorgo  K. 

.Mate,  22  October.  1,S03.  Acting  Ensign,  19  August,  1864.  ITonorably  di8charce<l 
3  December,  1865. 

liidder,  George  W. 

Acting  Third  Assistant  Engineer,  6  December,   1862.     Acting  Second   Assistant 
Engineer,  26  .Tuly,  1864.     Honorably  discliarged  4  .January,  186b. 
Kid<ler.  Jerome  II. 

Acting  Assistant  Surgeon,  27  April,  1866.  Assistant  Surgeon,  18  .Tune.  1866. 
Surgeon,  19  May,  1876. 

Kiely,  ThoniaH  J.  C. 

Acting   Assistant   Surgeon,    21    October,    1861.     Resigned  2  .July,  1862. 
KierNte<l,  Andrew  J. 

Third  Assistant  Engineer,  26  .June,  1856.     First  Assistant  Engineer,  3  August, 
1S.^>!).     Chief  Engineer,  12  November,  1861. 
Kiersted,  Charles  I>. 

Acting  Third  Assistant  Engineer,  29  August,  1861.     Acting   Second   Assistant 
Engineer.  15  February,  1862.     Dismissed  4  August,  1864. 
Kier«4ted.  I>avid  C. 

Mate,  30  Sei)teniber,   1862.     Acting  Ensign,  20  October.  1864.     Honorably   dis- 
charged 5  Noveniljer,  1865. 
KierHted,  George  W. 

Acting  Third   Assistant  Engineer,  21    ^lay,  1863      Acting  Second  Assistant  En- 
gineer, 13  February,  1865.     Honorably  discharged  8  Septeu»bcr.  1866. 
Kihiborn.  John  X. 

Mate,  20  .1  mii.iry,  1863.     Acting  Ensign,  28  July,  1864.     Resigned   10  May.  1865. 
Kilhnrn,  ^Villie. 

Midshipman,  'i  December.  1865.  Graduated  4  June,  1869.  Ensitwi.  i::  .Iiih  ls7t. 
Master,  is  December,  1H74. 

Kilby,  James  A. 

Mate.  1 1  June,  is()3.    Resigned,  (Sick.)  7  November,  1863.    Mate,  7  December.  !^'. 
Acting  Ensign.  16  .January.  iMtil.     Appointment  revoketl.  (Sick.)  18.1ulv,  ]^>-i 
Kilgore,  ^Villiam   F. 

Ai  ting  Ensign,  3  December,  1864.     Honorably  discharged  2  April.  1868. 
KilEin,  John  J. 

lioatswain,  2:'  October,   1«77. 
KilE)atri<-k.  TboniaiH. 

'1  bird  Assistant  Engineer,  23  ]^Iarch.  1848.  Second  Assistant  Engineer.  13  Sep- 
tember, 1849.  First  Assistant  Engineer,  26  February,  1851.  Resigned  23 
August,  1853. 
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Kilpatrick,  William  H. 

Third  Assistant  Engineer,  11  February,  1862.     Second  Assistant  Engineer,  15  Oc- 
tober, 1863.     Resigned  9  February,  1866. 
Kilty,  Augustus  H. 

Midshipman,  4  July,  1821.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
6  September,  1837.  Reserved  list,  13  September,  1855.  Commander,  Active 
list,  6  January,  1859.  Captain,  Active  list,  16  July,  1863.  Commodore,  25  July, 
1866.  Retired  list,  25  November,  1868.  Rear-Admiral,  13  July,  1870.  Died  10 
November,  1879. 
liimball,  Ambrose. 

Acting  Third  Assistant  Engineer,  1  December,  1863.     Resigned  12  April,  1865. 
Kimball,  F.  W. 

Mate,  30  May,  1863.     Honorably  discharged  2  May,  1868. 
Kimball,  George. 

Acting  Master,  25  May,  1861.     Died  30  November,  1863. 
Kimball,  Henry  H. 

Third  Assistant  Engineer,  20  May,  1863.     Resigned  29  June,  1869. 
Kimball,  Hill  J. 

Acting  Assistant  Surgeon,  27  October,  1863.     Died  6  February,  1864. 
Kimball,  H.  IS. 

Acting  Master,  5  July,  1862.     Resigned  2  March,  1863. 
Kimball,  Jacob. 

Acting  Master,  22  January,  1862.     Acting  "Volunteer  Lieutenant,  8  April,  1865. 
Honorably   discharged   4   January,  1866.      Acting   Master,  16   October,    1866. 
Mustered  out  10  SeiJtember,  1868. 
Kimball,  James  B. 

Third  Assistant  Engineer,  8   September,  1853.     Second  Assistant  Engineer,  26 
June,   1856.      First  Assistant    Engineer,   2    August,    1859.      Chief   Engineer, 
5  August,  1861.     Died  18  May,  1879. 
Kimball,  Thomas  W. 

Mate,  31  October,  1861.     Acting  Ensign,  1  Ajpril,  1864.     Honorably  discharged 
20  December,  1867. 
Kimball,  William  W. 

Midshipman,  31  July,  1865.     Graduated  4  June,  1869.     Ensign,  19  October,  1870. 
Master,  14  October,  1871.     Lieutenant,  18  December,  1874. 
Kimber,  George  W. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Acting  First  Assistant  Engi- 
neer, 6  December,  1862.     Resigned  (Sick,)  5  November,  1863. 
Kiuiberly,  Henry  D. 

Acting  Assistant  Paymaster,  3  August,  1861.     Mustered  out  9  January,  1866. 

Kimberly,  L-ewis  A. 

Midshipman,  8  December,  1846.  Passed  Midshipman,  8  June,  1852.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Captai-n,  3  October,  1874. 

Kimmell,  Harry. 

Cadet  Midshipman,  28  September,  1874.     Graduated  4  June,  1880. 

Kindleberger,  David. 

Assistant  Surgeon,  20  May,  1859.  Surgeon,  14  August,  1862.  Medical  Inspector, 
13  August,  1876. 

King,  Allen  A. 

Mate,  6  October,  1864.     Honorably  discharged  30  September,  1865. 

King,  Amos. 

Surgeon's  Mate,  10  December,  1814.  Last  appearance  on  Records  of  Navy  Dej^art- 
nieut  for  1815.     New  York. 

King,  Charles. 

Mate,  1  October,  1862.  Acting  Ensign,  19  February,  1863.  Resigned  20  Apuil, 
1865. 
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KiiiK*  C'iiarloM  AlfrcMl. 

(  ;iiltr    KngiiitiT,  Niivul  Acutiiiny,  11    SrptnnbtT,  iHTti.     (iradiiatcd  Id  June,  \>i'H) 
liiiiK,  I>sM  id  J. 

Mil.  .  1  1  May,  isi;;}.     HonoraMy  discharged  10  July,  iStW. 
Kiii^.  l>]iiiioI  I^. 

AetiiiLj   First  Assistant  Engineer,  22  February,  1804.     Honorably  discharged   It 
October,  18G7. 
Kiiif(.  K<luar(l  ^. 

A(  tin-,'  VnlimttiT  Lieutenant,  31  October,  1863.     Honorably   discharged  18  Julv, 

Midsiiiiiinan.  Itl  January,  1809.     Struck  off  20  August,  1809. 
Kill);,  FrcMlorick  T. 

Acting  Master,  14  August,  1861.     Honorably  discharged  29  December,  1HC."». 
Kill);.  CiieorKC  I... 

.\(tiiit,'  Thinl  Assistant  Engineer,  0  September,  1864.     Resigned  27  April,  18<i.'>. 
Kiii{(,  Cioorge  S. 

Midsliipman,  25  March,  1842.     Passed  Midshipman,  5  August,  1848.     Droi)ped  i;{ 
Septoinber,  1855. 
Kill);,  <iloiidy. 

Tliiid  Assistant  Engineer,  2  August,  1855.     Second  Assistant  Engineer.  21   Julv, 
1858.     Resigned  7  Sej)tember,  1858.     Second  Assistant  Engineer,  9   May,  1801. 
Declined.     Appointment  revoked  13  June,  1861. 
Kin);,  JaiiioN  W. 

Third  Assistant  Engineer,  2   September,   1844.     Second  Assistant  Engineer,    10 
July,  1847.     First  Assistant  Engineer,  13  September,  1849.     Chief  Engineer,  IJ 
November,  1852.     Engineer  in  Chief,  15  March,  1869.     Successor  a])pointed  2o 
Marcli,  1S73. 
Kill);,  .loll II. 

Master,  10  April,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Kill);,  Jolin 

Sailmaker,  27  August,  1853.     Dismissed  22  October,  1864. 
Kill);,  Joiaii  A.  B.        ^ 

Acting  Third   Assistant  Engineer,  18  February,  1803.     Acting  Second   Assistant 
Enixiiieer,  7  April,  1864.     Honorably  di.scharged  22  March,  18(i8. 
Kin);     John  F. 

A(  ting  Third  Assistant  Engineer,  20  September,  1802.     Resigned  7  May.  I8ti3. 
Kill);,  Joiiii  II. 

Mate,  20  August,  1803.     Acting  Ensign,  5  October,  1S04.     Honorablv  discharged 
31  July,  1867. 
Kill);,  Jolin  ^. 

Acting  Third  Assistant  Engineer,  0  May,  1803.     Ajipointment  revoketl   (Sick,)  20 
Fel.ruary,  1804. 
Kill);,  Jolin  11%' . 

.\fting  Ensign,  2  August,  1804.     Honorably  discharged  :{(»  November,  1865. 
Kin);,  I..  B. 

.Vcting  Ensign,  17  September,  1802.     Acting  Master,  7  November,  1863.     Honor- 
ably discharged  2  January,  18ti!t. 
Kill);,  MilOH. 

Lieutenant,  13  Julv,  1709.     Discharged  11  May,  1801,  under  Peace  Establishment 
Act. 
Kin);.  Kobort  S. 

Gunner,  5  April,  1842.     Resigned  3  July,  1810.     Gunner,   0  April,  1809.     Lost   in 
the  "  Tyrant,'''  18  Septemlur,  1800. 
Kin);,  Sloplien  U. 

Sailmaker,  27  .March,  1857.     Die<i  18  January,  1800. 
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King,  SylTester  W. 

Acting  Third  Assistant  Engineer,  27  July,  1863.     Honorably  discliarged  7  Octo- 
ber, 1865. 

King,  Thomas. 

Boatswain,  11  June,  1799.     Last  ajjpearance  on  Records  of  Navy  Dei^irtment. 

King,  Thomas. 

Acting  Third  Assistant  Engineer,  5  March,  1864.     Dismissed  23  Aj^ril,  1864. 

King,  Thomas. 

Master's  Male,  date  not  known.     Died  in  1821. 

King,  Thomas. 

Acting  Master,  25  February,  1862.     Resigned  8  February,  1864. 

King,  Thomas. 

Midshipman,  4  March,  1815.     Last  appearance  on  Records  of  Navy  Department, 
1821.     Dead. 
King,  Thomas  W. 

Acting  Second  Assistant  Engineer,  18  October,  1864.     Apjjointment  revoked  18 
January,  1866. 
King,  William. 

Acting  Third  Assistant  Engineer,  2  June,  1862.     Resigned  20  June,  1863. 
King,  William. 

Mate,  10  September,  1863.     Resigned  3  February,  1866. 
King,  William  €. 

Mate,  27  Mav,  1863.     Acting  Ensign,  30  December,  1864.     Honorably  discharged 
15  May,  1865. 
King,  William  Henry. 

Third  Assistant  Engineer,  6  February,  1851.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     First  Assistant  Engineer,  21  May,  1853.     Died  25  April,  1859. 
King,  William  ilei'Tey. 

Third  Assistant  Engineer,  20  May,  1857.     Second  Assistant  Engineer,  2  August, 
1859.     First  Assistant  Engineer,  2  December,  1861.    Chief  Engineer,  10  Novem- 
ber, 1863. 
King,  William  M. 

Assistant  Surgeon,  3   December,  1858.      Surgeon,  22  May,    1862.      Medical  In- 
spector, 4  May,  1875.     Died  14  March,  1880.  ' 
King,  William  R. 

Cadet  Engineer,  Naval  Academy,  1   October,   1872.     Graduated  21   June,   1875. 
Assistant  Engineer,  1  July,  1877. 
Kingshury,  Charles  C 

Acting  Master,  15  April,  1862.     Acting  Volunteer  Lieutenant,  24  April,   1865. 
Honorably  discharged  2  January,  1866. 
Kingshiii'g,  George  1.. 

Acting  Second  Assistant  Engineer,  14  August,  1862.     Resigned  8  July,  1863. 
Kingsley,  Jaehson. 

Mate,  9  October,  1862.     Discharged  2  October,  1864. 

Kingsley,  John  F. 

Acting  Third  Assistant  Engineer,  24  May,  1864.     Honorably  discharged  28  April, 
1869, 
Kingsley,  T.<onis  A. 

Midshipman,  28  September,  1861.     Graduated  September,  1865.     Ensign,  1  De- 
cember, 1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 

Kingston,  S.  1%. 

Midshipman,  1  January,  1817.     Resigned  16  December,  1820. 
Kingston,  !>^ii3Bon. 

Master,  29  .!une,  1812.     Died  in  July,  1825. 
Kinkaid,  Thomas  Wright. 

Cadet  Engineer,  Naval  Academy,  14  September,  1870.     Graduated  10  June,  1880. 
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Kiiikoad,  JoMopli  It. 

Mid.sliipiiiaii,  IK  C»(t<ilH'r.  1811.     Resigned  20  August,  IM".. 
Kiiil<><*li,  TliuiiiiiH  Ij. 

Midshipman,    1    July,    ]8:?(>.      Passed    Midshipnum,    1    .lulv,    1842.      Master.   '2'> 
August,  1849.     Died  25  December,  184i>. 

Kiiiniiii.  Ifonry  K. 

Matf.      Dismissed  1(1  September,  1802.     Mate,  22  Novemlier,  1802.     Died  lO.Juuu- 
ary,  ISOIJ. 
Kiiinoar,  Jaiiios. 

Acting  C'lirjtenter,  '>  June,  isc.l.     Resigned  :?  Octi.lxr,  If^Ol. 
Hiiiiiior,  JaiiiOH. 

Artiiig  Assistant  Surgeon,  23   July.  INC.'J.     Il(in<)nii)ly   discharged   2  April.  ISOO. 
Uiiincy,  Milliaiii  II. 

.\(  ting  Assistant  Surgecm,  r>  March.  1804.     Resigned  T  Septeml)er,  180.*>. 
Kiiiiiioiitie,  J.  C 

Midsliipman,  8  October,  1798.     Last  appearance  on  I{ecords  of  Navv  Dejjartment, 
25  Mareli,  ISQO. 
Hiniiy,  Harlow. 

Acting  ('ari)enter,  1  October,  1802.     IIonoial)ly  discharged  2'<  Se))tember,  18(!5. 
Kip,  lixaao. 

Surgeon's  Mate,  13  March,  1805.     Dismissc<i  K;  August,  1805. 
Kirby,  Ab»aloiii. 

Third  Assistant  Engineer,  ;>  October,  1801.     Secnncl  Assistant  Engineer,  3  August, 
180;5.     Retired  22  January,  1800.     Restored  to  Active  li.st  by  Act  of  Congress, 
3  March,  187:?.     First  Assistant  Engineer,  11  October,  1800. 
Kirby,  Bon  jam  in. 

Master's  Mute,  1  February,  1810.     Last  appearance  on  Records  of  Navy  Dcjjart- 
ment. 

Kirby,  XioholaH. 

Acting  lyiaster.  2!i  October,  1801.     Acting  Volunteer  Lieutenant,  20  April,  1864. 
Honorably  discharged  14  November,  1805. 
Kirk,  Janic»  A. 

Midshipman.  1  May,  1822.     Died  0  May,  1823. 
Kirk,  Mordooai  I^. 

Mate.  4  March,  lt>04.     Honorably  discharged  25  October,  1805. 
Kirkiiy,  <iioor|;o. 

Acting  Ensign,  4  November.  18(;2.     Died  22  June.  1803. 
Kirkiiy,  IVilliam  J. 

.\i  ting  Ensign,  22  Dtccml)er,  1803.     Honorably  discharged  21  November.  1805. 
Kirkon<lail,  <  harieH  II. 

Acting  Assistant  Paymaster,  25  September,  1801.     Mustered  out  15  November, 
1805. 

Kirkhani,  Anntin  P. 

Mate.     Resigned  i:;  Ai)ril,  1868. 
Kirklan«l,  JaiiK'H. 

A(  tiim  Carpenter,  1  October,  1802.     Dismissed  10  June,  1803. 
Kirkiand,  IVilliani  A. 

Midshipman,   2    July,    l'^5(».     Passed    Midshipman,    20   June,    l.*^50.     Master,  23 
January    lM5y.     Lieut«nant,  18  March,  1^58.     Lietitenant-Conimander,  10  July, 
1802.     Commander,  2  March.  18051.     Captain,  1  April,  1880. 
KiHkaddon.  Ilarvoy  J. 

Mate,  -Jl  .I'uiuai  V.  1  Hr,;'..     Resigned  30  May,  1S04. 
KiHuor,  IVilliani. 

Mate,  23  June,  1803.     Acting  Ensign,  11  March,  1805.     Honorably  dischargc<l  10 
November,  1805. 
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Kissaui,  B.  P. 

Surgeon,  24  July,  1813.     Died  6  October,  1828. 
Kissaiu,  Frankliu. 

Acting  Third  Assistant  Engineer,  16  June,  1864.     Appointmen    revoked  13  May,' 
1865. 
Kissaui,  J.  J.  Astor. 

Acting  Assistant  Paymaster,  18  September,  1862.     Resigned  23  July,  1863. 

Kissaiii,  Samuel  M. 

Surgeon,  24  July,  1813.     Died  August,  1822. 
Kitchen,  John  S. 

Assistant  Surgeon,  1  May,  1855.     Surgeon,  1  May,  1861.     Died  8  May,  1872. 

Kitchen,  Theodore  S. 

Acting  Assistant  Paymaster,  12  September,  1863.     Resigned  2  December,  1864. 

Kitching,  William  H.,  Jr. 

Mate,  28  July,  1863.     Resigned  22  April,  1865. 

Kittredge,  John  W. 

Acting  Volunteer  Lieutenant,  26  August,  1861.     Dismissed  27  October,  1863. 

Kitts,  John. 

Master,  15  May,  1813.     Died  6  August,  1819. 

Klecliner,  Charles  C 

Cadet  Engineer  Naval  Academy,  1  October,  1871.     Graduated  21  June,  1875. 
Assistant  Engineer,  1  July,  1877. 

Kloeppel,  Henry. 

Acting  Ensign,  9  September,  1862.     Honorably  discharged  23  August,  1866. 

Klinehause,  George  H. 

Mate,  22  February,  1864.     Appointment  revoked,  (Sick,)  11  August,  1864. 

Knapp,  Benjamin. 

Midshipman,  10  October,  1799.     Died  8  July,  1800. 

Knapp,  B.  F. 

Lieutenant,  10  October,  1799.     Discharged  6  July,  1801,  under  Peace  Establish- 
ment Act. 

Knapp,  Harry  S. 

Cadet  Midshipman,  26  June,  1874.     Graduated  4  June,  1880. 

Knapp,  John. 

Carpenter,  30  June,  1829.     Last  appearance  on  records  of  Navy  Department. 
Deserted. 

Knapp,  John  J. 

Cadet  Midshipman,  9  June,  1874.     Graduated  4  June,  1880. 

Knapp,  L.yman  M. 

Mate,  24  January,  1863.     Resigned  3  June,  1864. 

Knapp,  Myron  H. 

Third  Assistant  Engineer,  5    November,  1861.     Second  Assistant  Engineer,   25 
August,  1863.     Resigned  8  July,  1867. 

Knapp,  Robert  A. 

^Midshipman,  7  December,  1837.     Passed  Midshipman,  29  June,  1843.     Cashiered 
17  May,  1845. 

Knapp,  Robert  A. 

Acting  Lieutenant,  27  July,  1861.     Resigned  18  November,  1861. 

Knapp,  Samnel. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 

Knapp,  William. 

Acting  Ensign,  27  August,  1862.     Acting  Master,  7  December,  1863.     Honorably 
Discharged  6  May,  1868. 

Knapp,  William,  Jr. 

Mate,  8  May,  1862.     Appointment  revoked,  (Sick,)  30  March,  1863. 
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KiioaHM,  ClirlHtiaii. 

Aj-t,ibt>int  Sur!,reoii,  Id  May,  1801.     J.'isi^'md  21  Aj)!'!!,  1805. 
Kiiot'laiKl,  IVilliaiii. 

Actini,'  (limiur,  'J^i  .Inly,  lH(;i.     lIononiMy  tlischargetl  28  October,  1805. 
KiK'olaiHl.  M  illiaiii. 

.Mate,  1>5  DccLiiihcr,  l^M).     Ik-signed  7  May,  18«i8. 
Kiii(;lif,  Austin  M. 

.Miilslii|iin!iii.   ;;()   .lune,   18(19.     ({nidimtcfl   HI    Mav,  187:?.     Eiisi"ii,  ir,  .Juiv    H7I 
Mast  IT,  27  Urtober,  187lt.  "  '"  "  '  ' 

K II i gill,  CarloM  W. 

At  ting  As>ist)int  burgeon,  18   March,  isc.l.     Honorably  discliiirged  is  May,  1808. 
KiiiKlit.  Iloiiry. 

A<  ting  'riiird  Assistant  Engineer,  (>  July,  18(;;5.    Honorably  discliurged  11  Au"u.st, 

KuiKliI,  JaiiiOH  D. 

Midshipman,  10  .January,  1800.     Resigned  20  April,  1810. 
HuiKlit,  JaniON  U. 

Midshipman,  30  November,  1814.     Lieutenant.   i:J  Jannary,  1825.     Commander 
8  September,  1841.     Died  19  July,  18."",  1. 
Hiii;;lif,  JanieH  S. 

As.-istant  Surgeon,  :50  July,  18G1.     Surgeon,  29  July,  18GC. 
H-iii^lil,  John. 

r><)atswain,  24  February,  1835.     Disniissc<l  13  May.  1830. 
Knii^lil,  Thomas. 

Acting  Third  Assistant  Engineer,  11  December.  lS(i3.    Deserted  29  February,  1804. 
Knieht.  William. 

Acting  Ensign,  12  December,  1803.     Honorably  discharge<l  3  November.  ISO5. 
Knight,  William. 

Carpenter,  17  July,  1830.     Resigned  22  April,  1801. 
KnlRht,  William. 

Master,  2  October,  1799.     Died  22  July,  1834. 
Knipo,  ThomaM  J. 

Acting  Master,  8  January,  1802.     Resigned  28  August.  1802. 
JKnowloM,  CharloM. 

Acting  Ensign,  17   December,  1802.     Died   in  Hosjjital,  New  York.  9  Ajiril.  1800. 
Hnowlos,  Charles  It. 

Acting  Master  Admiral  Lee's  Staff,  28  October,  1804.     Resigned  15  June,  1805. 
Knoivles,  James  P. 

Mate,  24  February,  1803.     Resigned  28  March,  1804. 
Kno^vles,  Oliver  P. 

Mate,  23  January,  18(53.     Acting  Ensign,  24  October,  1804.     Honorably  di8cliarge<l 
14  September,  1805. 
Knottles.  William  II. 

Mat.',  2  Dcceminr,  1803.     Ajjpointment  revoked  4  April.  1804. 
Hnowlton,  R.  I{. 

Acting  Ensign,  23  July,  1802.     Acting  Master,  4   .March,  1S(;4.     Resigne.l   1  O.to- 
ber.  1^(14. 

Knoiilfoii,  David  N. 

A(  ting  Ensign.  10  May,  IStW.     Honorably  discharged  2  July,  1805. 
Knoulfon.  <>eorKe  H. 

.Mate,  10  October,  ISOJ.     Dismissed  20  Januar.,,  1804. 
Knowlfon,  IngerHoll  F. 

'Ihird  .Assistant  Engineer,  18  NovemlxT,  1802.     Resignwl  17  March,  1805. 
Kno^rlfon.  Minor  ]V. 

Third   .\ssisfant   Engineer,  18  Noveml)or,  1802.     Second   Assistant   Engiuecr,  38 
.Man  h.  IsiM.     Resigned  22  November,  1872. 
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Konwlton,  Williaiit  II. 

Mate,  18  November,  1863.     Resigned  17  August,  1864. 
Knox,  Daniel  £. 

Mate,  22  September,  1864.     Appointment  revoked  8  September,  1866. 
Knox,  Harry. 

Midshipman,  2  March,   1863.     Graduated  6  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Knox,  Henry  J. 

Midshipman,  30  April,  1798.     Lieutenant,  20  .June,  1799.     Last  appearance  on 
Records  of  Navy  Department,  24  August,  1820. 
Knox,  91.  I>. 

Acting  Assistant  Surgeon,  11  September,  1861.     Appointment  revoked  2  Novem- 
ber, 1861. 
Knox,  Morrison  A. 

Acting  Ensign,  11  June,  1863.     Aj^pointment  revoked  (Sick,)  26  July,  1864. 
Knox,  Robert. 

Sailing  Master,  20  July,  1812.     Reserved  list,  13  September,  1850.     Died  24  Febru- 
ary, 1857. 
Knox,  Robert. 

Acting  Gunner,  22  November,  1864.     Honorably  discharged  14  July,  1860. 
Knox,  Samuel  R. 

Midshipman,  1   April,  1828.     Passed  Midshipman,    15  June,   1837.     Lieutenant, 
8  September,  1841.     Reserved  list,  13  September,  1855.     Captain  on  Reserved 
list,  4  April,  1867. 
Knox,  Simon  B. 

Third  Assistant  Engineer,  20  February,  1847.      Second  Assistant  Engineer.   26 
February,  1851.     Died  19  September,  1855. 
Knox,  William  £. 

Mate,  18  February,  1862.     Dismissed  5  August,  1862. 
Koelil,  Charles  C 

Acting  Third  Assistant  Engineer,  25  March,  1863.     Acting  Second  Assistant  En- 
gineer, 27  October,  1864.     Honorably  discharged  27  March,  1868. 
Koelil,  £dward  W. 

Third  Assistant  Engineer,  30  July,  ISO  1.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     Dropped  9  January,  1SG7. 
Koehl,  £clward  W. 

Acting  Second  Assistant  Engineer,  29  .January,  1867.     Died  27  August,  1.867. 
Koeliler,  John  O. 

Mate,  15  October,  1861.     Acting  Ensign,  4  August,  1863.     Honorably  discharged 
13  May,  1867.     Mate,  20  April,  1870.     Appointment  revoked  16  July,  1870. 

Kollock,  Matthew  H. 

Acting  Assistant  Surgeon,  19  December,  1862.     Deserted  7  February,  1864. 
Koones,  Albert  li. 

Acting  Third  Assistant  Engineer,  29  September,  1862.     Acting  Second  Assistant 
Engineer,  29  October,  1863.     Honorably  discharged  27  December,  1865. 
Kreclter,  Frederick. 

Acting  Assistant  Surgeon,  15  March,  1864.     Assistant  Surgeon,   1  April,  1864. 
Resigned  23  January,  1867. 
Kreps,   John. 

Midshipman,  16  January,  1809.     Resigned  15  May,  1809. 
Krim,  James. 

Carpenter,  17  June,  1861.     Died  1  September,  1862. 

Kroehl,  Julius  H. 

Acting  Volunteer  Lieutenant,  4  December,  1862.     Appointment  revoked  8  August, 
1863 
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KriiKO,  A.  4>. 

Arting  Ensign,  :U)  NovcnilnT,  ISiilJ.     llouoruldy  di.Hcliurgud  '2H  December,  18(»'». 

KriiMo,  CiiriHtiitii. 

,Miite,   I'J  .Inly,   1804.     Acting   ICnsign,  U   May.  l>i>i\~>.     Ifononilily  tlischurgc<l  v.' 
.Inly,  ISC..-). 

KriiMO,  Iloiiry  €!.  C 

Ai'ting  Knsign,  27  November,  isi;;',.     Honorably  (list;hiirged  10  August,  iMfl.'i. 
Kiilil.   IIiiKli. 

.M;itc,  lU   December,  1862.     Acting  Ensign,  21  Augnst,  1803.     Uosignol   :J()   Ma. 
Ifill.     .Mate,  20  November,  ISC,!). 

Kiiliii,  A<liiiii  S. 

.Miiisliipniaii,  1  E(l>rnary,  1S14.      D'u-d  21  August,  1S20. 
Kiiiiii]ir<lt,  CiiarloH  P. 

.Mi.lsliii.uian,  ;n  July,  ISfiO.     Graduated  7  June.  1S70.     Resigned  22  March.  IM: 

Third  Assistant  Engineer,  20  .Juno,   \H~>i't.     First  Assistant  Engineer,  ',i  August. 
18.59.     Chief  Engineer,  10  November,  1801. 

Kyle,  John    ^. 

Midshijiman,  17  December,  1810.     Resigned  U!  October,  1811. 

Kyle,  Kobert  A. 

Acting  Third  Assistant  Engineer,  1   December,  1863.     Honorably  discharged   20 
July,  1805. 

liUbdon,  (iiarles. 

Mate,  8  May,  1SC.2.     Appointment  revoked,  (Sick.)  27  February,  1.S63. 
Lia  Blaiio,  TlioiiiaH. 

Third    Assistant   Engineer,    1    February,    1SC)2.     Second    Assistant   Engineer,    l.j 
October,  1803.     Resigned  28  September,  1807. 
I^abree,  Itenjainiii. 

Acting  Second  Assistant  Engineer,  31   August,   1803.     Honorably  discharged   -1 
December,  1865. 
liaey,  Charles. 

Midshipman,  10  January,  1809.     Lieutenant,  5  March,  1817.     Died  18  June.  1824. 
Ijaekey,  Osear  II. 

Third  Assistant  Engineer,  21  July,  1858.     Second  .Assistant  Engineer,  17  January, 
1801.     First  Assistant  Engineer,  17  March,   1803.     Cliief  Engineer,  21   Marcii. 
1S70. 
Ijadd,  James  M. 

Midshipman,  2  March,  1839.     Passed  Midshipman,  2  July,  1845.     Died  20  Novem 
ber,  1847. 

lia  Dieii.  Seth  li. 

Acting  Ensign,  7  November,  1863.     Honorably  discharged  24  August,  1865. 

Jjaeseh.  I^ewls  C.  F, 

Tliir.l  Assistant  Engineer,  17  March,  1803.     Resigned  24  May,  1804. 

La  Febra.  James  II. 

Acting  Third  .Vssistant  Engineer,  14  Marcli,  1803.     Resigned  11  September,  1803. 

I^allliier.  Thomas. 

Giiiinor,  21)  December,  1853.     Dismissed  20  June,  1855. 

TalorKe,  W.  T. 

Ai  tini:  <1  miner,  14  June,  1804.     Appointment  revoked  18  April,  1865. 

I^aKOM.  John  II. 

Midsliii)m:in.  31  March,  184S.     Resigned  19  October,  1852. 

liaha.  Thomas,  Jr. 

Mate.     Acting  Ensign,  18  February,  1803.     Dismissed  19  June,  1803. 
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Liaiglitou,  Alfred  IS. 

Acting  Ensign,  It)  December,  1863.     Killed  on  "  Getty slurg^''''  16  January,  1865. 

Xaiglitoii,  Williaui  F. 

Carpenter,  7  April,  1849.     Retired  list,  13  November,  1877.     Died  25  June,  1879. 

Liaightoii,  William  M. 

Carpenter,  29  September,  1836.     Retired  list,  15  April,  1872.     Died  23  May,  1873. 

liaiiie,  R.  W. 

Mate,  13  Se^Dtember,  1865.     Acting  Ensign,  4  April,   1860.     Resigned  15  June, 
1868. 
liaiiig,  Tlioiuas. 

Midsbipman,  2  March,  1800.    Discharged  7  July,  1801,  under  Peace  Establishment 
Act. 

liaird,  Charles. 

Midshii^man,  29    September,  1869.     Graduated  21  June,  1875.     Ensign,  18  July, 
1876. 
Xaird,  J.  Clarence. 

Mate,  23  June,  1863.     Resigned  23  December,  1868. 

Laird,  Robert  W. 

Acting  Ensign,  28  April,  1864.     Honorably  discharged  30  August,  1865. 

liake,  Peter. 

Mate,  18  December,  1863.      Acting  Ensign,   17  March,   1865.      Honorably   dis- 
charged 26  November,  1865. 

liakernian,  John. 

Mate,  31  February,  1863.     Died  at  Pensacola,  Florida,  15  September,  1863. 

Xakin,  Daniel  W. 

Mate,  25  October,  1862.     Acting  Ensign,  18  August,  1864.     Honorably  discharged 
25  September,  1865. 

Xalor,  Charles  W. 

Mate,  7  February,  1863.     Acting  Ensign,  11  November,  1863.     Honorably  dis- 
charged 20  October,  1865. 

Xanib,  George. 

Acting  Ensign,  14  May,  1863.     Honorably  discharged  14  September,  1865. 

Xambert,  Raniel. 

Boatswain,  10  June,  1837.     Last  appearance  on  Records  of  Navy  Department, 

Xauibert,  I>.  R. 

Midshipman,  16  February,  1838.     Passed  Midshipman,  20  May,  1844.     Master,  29 
August,  1852.     Lieutenant,  9  June,  1853.     Died  27  May,  1859. 

Xauibert,  George  W. 

Acting  Third  Assistant  Engineer,  14  April,  1863.     Resigned  8  October,  1863. 

Xanibert,  Henry  S. 

Mate,  12  June,  1861.     Acting  Ensign,  25  September,  1862.     Acting  Master,  9  No- 
vember, 1864.     Honorably  discharged  26  October,  1865. 

Xambert,  Thomas  R. 

Chaplain,  29  December,  1833.     Resigned  11  September,  1856. 

Xambert,  William. 

Midshipman,  1  December,  1826.     Passed  Midshipman,  28  April,  1832.     Lieutenant, 
8  March,  1837.     Died  15  March,  1840. 

Xamberton,  Renjamin  P. 

Acting  Midshipman,  21  September,  1860.     Graduated  22  November,  1864.     En- 
sign, 1  November,  1866.    Master,  1  December,  1866.    Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  27  April,  1869. 
Xambertson,  Garret  J. 

Acting  Third  Assistant  Engineer,  4  February,  1863.     Dismissed  15  March,  1804. 

Xamdiu,  James  F. 

Thii'd  Assistant  Engineer,  24  December,  1853.     Second  Assistant  Engineer,  9  May, 
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lb57.     First  Assistant  Engineer,  2  August,  1800.     Chief  Engineer,  8  December, 
1«G2.     Dismisseil  0  Muich,  IbGT. 
liamdiiiv  2\i(*liolaM  II. 

Third  AsbibUut  Engineer,  21   Ajiril,  lytUJ.     Retirotl  2Z  June,   18<;9.     Hefttorctl   to 
Active  list  l>y  Act  of  Congress,   17  July,    IbT'i.      Secund  Atuiistant  Engineer, 
Bame  diite.     I'asscd  Assistant  Engineer,  U  June,  18~0. 
IjUiiKliii,  ^Villiain  J. 

Tliiid   Assistant   Engineer,   0   February,    lb."*l.      Second   Assistant   Engineer,    1 
October,   lf^52.     First   Assistant   Engineer,   1»   May,   1857.     Ciiief  Engineer,    1 
October,  1«G1. 
Liaiiiic,  W. 

Acting  Ensign  and  Pilot,  28  October,  IbGI.     lIon<jraliIy  discharged  21  Septenjl^er, 
IbGG. 
I^aiiion,  James. 

Acting  Ciunner,  27  June,  1SG4.     Honorably  discharged  28  October,  18C5. 
I^ainpliier,  Ilicliiiioiid  II. 

Acting  Ensign,  14  July,  lbG4.     Honorably  discharged  1)  Decenil>er,  1808. 
I^aiiiport,  (jieorgc  II. 

Male,  1  October,  18G2.     Resigned  8  January,  1SG3. 
Liauiport,  Iticliard  T. 

Mate,  IG  February,  1SG3.     Acting  Ensign,  14  Jvuio,  isGI.     Honorably  discharged 
10  December,  IbG.j. 
liauiHou,  C'liarlem  W. 

Acting  .Master,  8  J  uly,  18G1.     Appointment  revotaed  25  February,  18C5. 
IjaiuMOii,  IlosM'cll  II. 

Acting  Mitlslui)nKin,  20  September,  18.j8.    Graduatsd,  1862.    Lieutenant,  1  August, 
1»G2.     Resigned  G  July,  IbGG. 
I^aiialiaii,  I>avi(l  J. 

Acting  Third   Assistant   Engineer,   8   September,   1803.      Honorably  discharged 
<J  October,  Ibli.j. 

Ijaucasliirc,  Iteiijaiiiin. 

Acting  Master  and  I'ilot,  1  October,  1SG4.     Hnnorably   discharged  20  January, 
18GG. 
I^ancaHtcr,  Silas  II. 

Acting  Third  Assistant  Engineer,  3  November,  lbG4.     Resigned  0  June,  1805. 
XaiKlergreeii,  AdolpliUH. 

Mate,  24   July,  Ibtio.     Acting  Ensign,  3   December,  lbG4.     Honorably  discharged 
14  September,  ISG.j 
Ijaudoii,  Cjieorgc  IV. 

Acting  Third  Assistant  Engineer,  28  March,  1804.     Resigned  12  May,  1805. 
Laudoii,  M  illiaiii. 

Sailmaker,  4  December,  1815.     Last  ap2)carance  on  Records  of  Navy  Department. 
L<ane,  Aiitliouy  J. 

Acting  Third  -VssistaHt  Engineer,  4  September,  1803.     Acting  Second  Assistant 
Engineer,  10  February,  lb04.     Honorably  discharged  6  November,  1805. 
Ijaiio,  CharlcM  M. 

Acting  Master  and   Pilot,  31    October,  1504.     Appointment   revoked   \)  February, 
lbo5. 

lianc,  Daviil  ^I. 

Acting  Thud  Assistant  Engineer,  24  April,  18G2.     Acting  Second  Assistant  En- 
gineer, 2ii  January,  1803.     Resigned  13  February,  18G4. 
liaiio,  CiioorKc  W. 

Mute,  22  >iuvember,  ISGl.     Honorably  discharged  2  October,  1805. 
}Li»iie,  Ij.  Cooper. 

Assistant  Surgeon,  17  Ajjril,  ISOG.     Resigned  20  October,  1850 
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fiane.  Hoses  A. 

Gunner,  28  January,  1852. 
L.ane,  Xinian  £. 

Midsliii^nian,  1  April,  1828.     Dismissed  11  July,  1835. 
Lane,  N,  B. 

Midshipman,  18  June,  1832.     Resigned  27  February,  1838. 
!Laiie,  Sands  IV. 

Acting  Ensign,  3  August,  1864.     Honorably  discharged  21  July,  1865. 
liaiie,  Simeon. 

Mute,  5  February,  1862.     Dismissed  29  June,  1863. 
!Lane,  S.  Cnshing. 

Acting  Third  Assistant  Engineer,    19  April,  1862.     Third  Assistant  Engir-^er,  8 
December,  1862.     Drojiped  8  April,  1865. 

!Lane,  William  X. 

Acting  Assistant  Surgeon,  21  October,  1861.     Appointment  revoked  21  February, 
1862. 
liane,  Webster. 

Third  Assistant  Engineer,  23  May,  1861.     Second  Assistant  Engineer,  3  August, 
1863.     Resigned  22  March,  1867. 
Lianfare,  Robert  O. 

Mate,  8  May,  1862.     Acting  Ensign,  24  August,  1864.     Honorably  discharged  12 
December,  1865. 
liang,  Hngta. 

Acting  Third  Assistant  Engineer,  20  November,  1862.     Resigned  27  December,. 
1862. 
!Lang,  Ricbard. 

Boatswain,  date  not  knovrn.     Last  appearance  on  Records  of  Navy  Department. 

liangdon,  H.  S. 

Midshipman,  18  June,  1812.    Killed  in  action,  28  June,  1814. 

Liangdon,  Josbua  B. 

Purser,  5  December,  1809.     Died  3  July,  1810. 

Lianger,  Philip  Josepb. 

Third  Assistant  Engineer,    18   November,   1862.      Second    Assistant    Engineer, 
23  March,  1864.     Resigned  28  April,  1870. 

liangborne,  Jobn  D. 

Midshipman,  6  July,  1842.     Passed  Midshipman,  5  August,  1848.     Resigned  31 
November,  1853. 

Lianglands,  Robert  II. 

Acting  Ensign,  22  October,  1863.     Honorably  discharged  30  September,  1865. 

Liangley,  Charles  F. 

Acting  Ensign,  14  April,  1863.     Acting  Master,  recommendation  of  Captain  J.  L. 
Worden,  19  November,  1863.     Honorably  discharged  14  September,  1865. 
Liangley,  Freeman. 

Mate,  8  May,  1863.     Resigned  19  April,  1864. 

liangley,  John  W. 

Acting  Assistant  Surgeon,  3  September,  1862.     Resigned  1  September,  1864. 

lianglin,  Fdward. 

Acting  Third    Assistant    Engineer,   20  January,   1865.      Honorably    d-ischarged 
28  October,  1865. 

L.anglois,  Angnst. 

Acting  Assistant  Surgeon,  30  January,  1863.     Honorably  discharged  6  August, 
1866. 
liangstaif,  James. 

Mate,  4  February,  1862.     Dismissed  14  April,  1862. 
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I.aiieftioriio,  AiiioM  IC. 

AiiiiiLT  Masttr,  Ki   DiccinlitT,  IbOl.     Actinj^f  Volunteer  Lieutenunt,  '2U  Jaiumrv, 
IbiiWi.     IIt)noral)Iy  «lischarged  0  March,  laOO. 
Ii»n);(on,  John  II.  F. 

Hoatswiiin,  2.")  November,  1801. 

TiaiiKfoii*  TlioniHH. 

.Mate,  If)  .lune,  l.M()2.     Dismissed  5  May,  1863. 
Laii^wortliy,  Andrew  It. 

Mate,  7  Aiii,Mist,  isc.l.     Kesigned  13  June,  1863.     Mate,  23  December,  1864.     Hon- 
oral)ly  (.lischiirged  17  June,  1807. 
I.anior,  K<lninn<l. 

Midshipman,  D  July,  1831.      Passed    Midshipman,   15  Juno,  1837.     Lieutciiai:t, 
8  Stptiniber,  1S41.     Cummantler,  29   Ajiril,  isC.l.     Retired   list,  23  July,  ISCI. 
Captain  on  Retired  list,  4  April,  1807.     Died  24  February,  1872. 
lianilian,  JanioM. 

Acting  Third  Assistant  Engineer,  14  Ai)ril,  1804.     Appointment  revolted  (Sick.) 
26  May,  1864. 
T.annian,  JoHopli. 

Miilshipinan,  1   January,  1825.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
3  March,  1835.    Commander,  14  Sejitember,  1855.    Cajjtain,  16  July,  1802.    Com- 
modore, 29  August,   1802.      Rear-.Vdmiral,  8  December,  1867.      Retired   list. 
18  July,    1872.     Died  13  March,  1874. 
liaiinian,  K.  Y. 

Mate,  22  SejUember,  1804.     Appointment  revoked  19  April,  1866. 
lianinan,  William. 

Acting  Second  Assistant   J^ngineer,  1    Septend)er,   1862.      Honorably   discharged 
8  September,  1865. 
TianninK,  JnnieH. 

.V(  ting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  13  Februarj-,  1865. 
I.anxdalo,  Pliilip. 

Assistant  Surireon,  5  March,  1847.    Surgeon,  20  January,  1861.    Medical  Inspector, 
3  March,  isTi.     Medical  Director,  8  June,  1873.     Ketired  list,  80  April,  1879. 
I^andMlalo,  Philip  Y. 

Cadet  Midshipman,  0  June,  1873.     Graduated  18  June,  1879. 
lianNiii};,  Kd^ard  .1. 

Mitlshipman,  18  June,  1812.     Died  15  August,  1821. 
IjanHine.  (iSoorKO. 

Midshipman,  1  November,  1828.     Resigned  1  February,  1833. 
L.an(z,  Daniel. 

Acting  Second  Assistant  Engineer,  29  April,  1863.     .Vpiiointment  revoked  20  Oc 
tober,  1803. 
linpliani.  Henry  K. 

Acting  Ma.-^tcr,  3  October,  1801.     Honorably  discharged  17  Novendjer,  1807. 
I^apoint,  .Hired 

Acting  First  Assistant  Engineer,  20  June,  1862.     Honorably  discharged  8  April, 
1806.     Acting  First  Assistant  Engineer,   13  April,  1806.     Resigned  24  April, 
1807 
Ijar<liier.  James  It. 

Mi.l^liipmaii,  1  D.ccmbcr,  1822.     Died  8  Ajiril,  1829. 
l.ar<lner,  JaiiieH  It. 

Miil^hipman,  lU  May,  1820.     Lieutenant.  17  May,  1828.     Comman<ler,  21   Novem- 
ber, 1S51.     Cai)tain,  19  May,  1861.     Commodore.   16  July.  1862.     Rctirwl  list, 
20  Novt  nibcr,  1S04.     Rear--V«lnural  on  Retired  list,  25  July,  isno. 
I^ardner.  John. 

Acting 'I'hird   Assistant  Engineer,  27  May.  1861.     Acting  Second  Assixtant   En- 
gineer, 20  September,  1862.     Honorably  discharged  24  September,  180.">. 
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Acting  Assistant  Paymaster,  5  December,  1863.     Resigned  23  December,  1864. 

L<arkiii,  John. 

Midshipman,  18  June,  1812.     Resigned  6  January,  1814. 

liarkin,  Joshua  W. 

MidshiiJman,  1  December,  1824.     Died  20  May,  1829. 

liarkiii,  Samuel. 

Midshipman,  1   April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
1  July,  1840.     Commander,  14  September,  1855.     Died  23  December,  1856. 

L.arkiiis,  John  8. 

Acting  Third  Assistant  Engineer,  26  September,  1864.     Honorably  dischar<?ed 
7  July,  1866. 
liar  111  and,  TY'illiani. 

Gunner,  20  November,  1799.    Last  appearance  on  Records  of  Navy  Department. 

liarsen,  IViles. 

Acting  Ensign,  28  April,  1863.     Honorably  discharged  5  October,  1865. 

liashor,  Olirer. 

Mate,  23  December,  1862.     Acting  Ensign  and  Pilot,  30  April,  1864.     Appoint- 
ment revoked  4  April,  1865. 
Liasher,  Oren  E. 

Midshipmar.  29  September,  1868.     Graduated  1  June,  1873.     Ensign,  15  July,  1873. 
Master,  1  July,  1878. 

liassalle,  S.  B. 

Midshij^man,  4  November,  1814.     Resigned  6  October,  1833. 

liatch,  Edward  IS. 

Third  Assistant  Engineer,  20  September,  1858.     Second  Assistant  Engineer,  8  Oc- 
tober,   1861.      Fn-st  Assistant  Engineer,  17  March,    1863.      Chief  Engineer, 
21  March,  1870.     Retired  list,  23  November,  1878. 
liathani.,  Franklin  J. 

Acting  Ensign,  13  November,  1863.     Honoraljly  discharged  19  January  1866. 

liathain,  George  W. 

Chaplain,  14  April,  1845.     Died  22  January,  1847. 

liathaiii,  George  W. 

Acting   Third  Assistant  Engineer,  24  December,  1863.      Honorably  discharged 
28  October,  1865. 

liathani,  William  II. 

Acting  Master,  25  May,  1861.     Acting  Volunteer  Lieutenan-t,  19  July,  1864.     Re- 
signed, 23  March,  1865. 
liathrop,  Alfred  G. 

Acting  Assistant  Paymaster,  4  February,   1864.      Mustered   out  33   November 
1865. 
liathrop,  John. 

Acting  Third  Assistant  Engineer,  11  February,  1865.     Resigned  6  July,  1865. 

liathrop,  Sniiiner  I*. 

Acting  Master,  39  October,  1861.     Died  15  June,  1863. 

liathrope,  John. P. 

Chaplain,  3  October,  1843.     Died  29  December,  1843. 

liatiiiier,  Arthur. 

Midshipman,  1  January,  1812.     Died  8  September,  1815. 

liatimer,  Charles. 

Midshipman,   9  September,  1841.      Passed  Midshipman,  10  August,  1847.     Re- 
signed 2  December,  1854. 

liatimer.  John. 

Lieutenant,  14  July,  1799.     Last  appearance  on  Records  of  Navy  Departmei.t 
18  August,  1800.  " 
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liatiiiior.  Roc. 

MitlshiiJinan,  5  October,  1798.     Resigned  1  August,  1799. 
TjIiI iiiK'r,  Naiimol  ('. 

'I'iiird  A.ssistaiii  Kiij^'iiiccr,  1  December,  1854.     Died  24  August,  ISOS. 
I.afiiiier,  M  illiam  A.  K. 

Third  Assistant  Enf,'inoer,  11  January,  18-19.  Second  Assistant  Engineer,  20  Feb- 
rnary,  1. '-!.■)  1.  Resij^ned  ;U  ^lay,  1858.  Hccond  Assistant  En^'imcr,  21  OctolMr, 
18(51.  Rcsifrnf<l  2t>  Au<,Mist,  ls(J2.  Actinj^  First  Assistant  Eii'^'inccr,  2*1  Aujjust, 
lHn2.  Acting  Chief  Engineer,  7  July,  1803.  Ilouorubly  discharged  28  8ep- 
tcinl)er,  l!>()7. 
Liatiiiior,  IVilliain  K. 

Midshipman,  15  November,  1(^09.     Lieutenant,  4   February,  1S15.     Commander, 

2  March,  18:^3.     Captain,  17  Julv,  1M:3.     Reserved   list,  i;}  yei)tember,  lbo5. 
C.mm.Hloro  on  Retired  list,  10  July,  1802.     Died  15  March,  1873. 

liaton,  JaiiK'H  K. 

Acting  As>i>tant  Surgeon,  11  November,  18G1.     Resigned  24  October,  18G3. 
I^atHOii,  John  K. 

Actinfj  Assistant  Surgeon,  3  November,  1864.     Honorably  discharged  9  Octol>er, 
1805. 
lia«a,  Sainnol  \%\ 

Assistant  Surgeon,  24  March,  18G8.     Resigned  4  Noveniber,  1873.     Acting  Assist- 
ant Surgeon,  0  December,  1870.     Honorably  discharged  30  June,  1879. 
I.aiib,  Kdwiii. 

Midshipman,  i  December,  1828.     Lost  in  the  ''■  Hornet;''  10  September,  1829. 
liaub.  Ilonry. 

Midshipman,  10  January,  1809.     Killed  in  action  10  September,  1813. 
I^aiibor,  I^owls. 

Aiting  Assistant  Surgeon,  12  August,  1801.     Dismissed  19  Ajjril,  18G2. 
lianelilin,  John  J. 

Midshipman,  1  May,  1847.     Resigned  22  September,  1852. 
I^aii^lifon,  IVilliani. 

Miiishipmau,  25  August,  1809.     Lieutenant,  9   December,  1814.     Died  22  July, 
IN'25. 
I^anreniit,  John. 

Midshipman,  13  November,  1841.     Resigne<l  27  July,  1840. 
liautorbaoh,  Robert. 

Acting  Assistant  Surgeon,  0  May,  1865.     Honorably  discharged  27  August,  1800. 

lia  Vallette,  £lie  A.  F. 

Sailing  Master,  25   June,   1812.     Lieutenant,   9   Dcceinl>er,   1S14.     Commander. 

3  March.    1831.      Captain,  23   February,    1840.      Rear- Admiral,   Retired   list, 
16  July,  1802.     Died  18  November,  1802! 

Lavallotte.  S.  I>. 

Midshipman,  8  December,  1835.     Died  14  February,  1845. 
Laverfy,  Robert. 

Acting  Third   Assistant  Engineer,    14    February,    18G3,     Appointment   revoked 
30  June,  1804. 
f javer3\  Richard. 

Acting  Fiist  Assistant  Engineer,  1861.     Resigned  24  May,  18G2. 

Lavery,  Thomas  J. 

Acting  Sciond  Assistant  Engineer,  17  March,  1864.     Resigned  23  February,  1865. 
I..avery.  ^V  ill  lain. 

lit.atswain,  2  December,  lsr)7.     Died  31  December,  1861. 

La^v,  Ren|aniin. 

Mast,  r,  -h  .June,  1812.     Died  17  August,  1812. 

L.aM .  i.eorge  K. 

Acting  Midshipman,  4  October,  1851.     Midshipman,  9  June,  1855.     FaaMd  iUd- 
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shipman,    15   April,   1858.     Master,   5  November,    1858.     Lieutenant,  19  July, 
18G0.     Resigned  18  December,  1860.     Lieutenant,  21  April,  1801.     Dismissed 
27  November,  1861. 
liaw.  Homer  IL. 

Assistant  Surgeon,  9  July,  1870. 
liaw,  li.yinan  R. 

Midshipman,  5  February,  1838.     Retired  list.     Died  11  January,  1869. 
liaw,  Richard. 

Commander,  16  December,  1799.     Discharged  2  April,  1801,  under  Peace  Estab- 
lishment Act. 
liaw,  Richard. 

Acting  Third  Assistant   Engineer,    3   December,    1864.      Honorably  discharged 
9  December,  1865. 
liaw,  Richard  Ij. 

Midshipman,  17  February,  1841.     Passed  Midshipman,  10  August,  1847.     Master^ 

1  March,   1855.      Lieutenant,   14    September,   1855.      Lieutenant-Commander 
16  July,  1863.     Commander,  26  September,  1866.     Captain,  11  December,  1877] 

!Law,  IVilliam  Francis. 

Third  Assistant  Engineer,  16  November,  1861.     Died  24  September,  18(53. 
liawarson,  James. 

Master,  3  July,  1812.     Discharged  23  March,  1813. 
liawler,  James. 

Mate,  4  March,  1864.     Resigned  25  January,  1865. 

liawless,  R.  T. 

Mate,  2  February,  1870.     Resigned  21  July,  1873. 

liawrasoii,  Namuel  V. 

Assistant  Surgeon,  8  February,  1832.     Surgeon,  9  December,  1839.     Died  14  July, 
1849. 
liawreiice,  Alexander  TV. 

Professor,  29  July,  1853.     Dismissed  22  April,  1801. 

liawrence,  Alvin. 

Acting  Third  A  ss    tant  Engineer.  16  January,  1864.    Honorably  discharged  17  Sep- 
tember, 1805. 
liawrence,  Charji«es. 

Acting  Master,  18  February,  1804.     Resigned  13  .Tune,  1804. 

liawrence,  Charles. 

Sailmaker,  21  August,  1861.     Resigned  18  February,  1864. 
liawrence,  Charles  H. 

Acting  Third  Assistant  Engineer,  24  December,  1863.      Honorably  discharged 
12  June,  1805. 

liawrence.  Christian  S. 

Mate,  4  April,  1863.     Acting  Ensign,  20  December,  1863.     Honorably  discharged 

2  November,  1865.     Acting  Ensign,  6  December,  1860.     Mustered  out  24  August, 

1808. 

liawrence,  C.  K. 

Master,  6  Octobe4l814.     Resigned  27  February,  1815. 

!Lawrence,  l>aTid  B. 

Mate,  1  October,  1802.     Dismissed  24  December,  1863. 
liawrence,  Oeorge. 

Assistant  Paymaster,  31  August,  1861.     Paymaster,  6  February,  1803.     Resigned 
7  October,  1804. 

liawrence,  Oeorge  M. 

Acting  Ensign  and  Pilot,  18  June,  1864.     Resigned  2  August,  1864. 

Xawrence,  Oeorge  W. 

Acting  Third  Assistant  Engineer,  5  January,  1804.     Resigned  2-9  Aj^ril,  1864. 
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Tiawronoc,  Henry  R. 

Third   Assistant   Eiigineer,   21    SeptfinlnT,    l-^fil.     Ufsigned   9  November,  1801. 
Third  Assistunt  Kiigincer,  2«  Octoher,  1«G2.     Hcsigned  Murch,  lb03. 
LaMTi'iK'cs  JainioH. 

Midshipiujin,  4  September,  1708.    Lieutenant,  G  April,  1802.    Coninmnder,  3  Novem- 
Ikt.  1810.     Ciii'tain,  4  Murch,  lbl3.     Died  5  June,  1813,  of  wounds  received  in 
action. 
IjUtiroiK'C,  John  It. 

Mate,  21   December,  1803.     Acting    Boatswain,   7  .Time,  1804.     Acting  Ensign, 
12  December,  18G4.     Ilonorai)ly  disdmrged  5  November,  18G5. 
liH^ rciicis  John  C  £. 

Third  Assistant  Engineer,  28  October,  1850.     Second  Assistant  Engineer,  2ti  Feb- 
ruary, l^'il.     Uesigued  2  June,  IbOG. 
Ii»iironc'C,  John  D. 

Mate,  11  July,  18C)3.     Appointment  revoked  1  April,  1864. 
Liattrenco,  J.  P.  SfOMurt. 

Assistant  Engineer,  22  March,  1875. 
I^awrcnce,  X.  C. 

Midsliipman,   1    May,   1822.     Passed   Midfihipman,  24    May,   1828.     Lieutenant, 
:?  Marcli,  1831.     Died  12  July,  1«37. 
l..aMroneo,  Tlionias  II. 

Mate.     Resigned  23  May,    1862.     Mate,   21  July,   1804.     Dismissed  28  January, 
1805. 
Liawreiioc,  Walter, 

Midshipman,  7  July,  1800.     Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 

I^awrenee,  Waller. 

Mate,  17  September,  1804.     Honorably  discharged  5  July,  1865. 
I^anrenoe,  William  J.  B. 

Mate,  23  January,  18()2.     Resigned  5  May,  1863. 
I.aMbaeh,  Alfred  S. 

Acting  Assistant  Surgeon,  27  October,  18G3.     Died  21  April,  1865. 
T^awrie,  C'raiiHtoiin. 

Midshipman,  1  November,  1820.     Resigned  4  April,  1833. 
LiawH,  .ilexander. 

Midsliipman,  25  August,  1802.     Lieutenant,  8  January,  1807.     Resigned  13  April, 
1807. 
liaMH,  Alexander. 

Midshipman,  15  May,  1800.     Discharged  12  August,  1801,  under  Peace  Establish- 
ment .\(t. 
JiawH,  C'iiarleH  A. 

Acting  Third  .Vssistant  Engineer,  23  November,  1803.     Acting  Second  Assistant 
Engineer,  1  Februan",  lbG5.     Honorably  discharged  27  October,  18G5. 
I^awH,  Klijali. 

Third  .\s.-i>tant  Engineer,  19  Marcli,  1858.     Second  Assistant  Engineer,  1  Decem- 
ber,   IbOO.     Dismissed  27   May,  1803.     Api)ointed  Second  Assistant   Engineer. 
31   Marcli,  1804,  from  1   December,   1800.     First  Assistant  Engineer,  25  Juh, 
isdr..     Chief  Engineer,  23  June,  1870. 
LawH,  JanieH. 

Assistant  Surgeon,  29  June,  1855.     Surgeon,  1  August,  1801.     Resigned  24  March, 
1866. 
I^anxon,  KliaH. 

Acting  Ensign,  10  November,  1864.     Honorably  discharged  17  July,  1865, 
linwHon,  Fre<leriek  II. 

Acting  Assistant  Surgeon,  10  September,  1862.     Resigned  25  Octol>cr,  IbtWS. 
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Xiawsoii,  R.  H.  li. 

Midsliii^mau,  4  October,  1798.     Lieutenant,  16  January,  1800.     Resigned  8  March  v 
1804. 
liawson,  Thomas. 

Assistant  Surgeon,  1  March,  1809.     Resigned  12  January,  1811. 

liawton,  Andrew. 

Third  Assistant  Engineer,  24  June,  1850.  Second  Assistant  Engineer,  26  Febru- 
ary, 1851.     First  Assistant  Engineer,  21  May,  1853.     Chief  Engineer,  23  April, 

1859.  Died  17  March,  1871. 
liawton,  Benjamin. 

Mate.     Resigned  23  March,  1864. 
liawton,  Elbridge. 

Third  Assistant  Engineer,  23  March,  1848.  Second  Assistant  Engineer,  13  Sep- 
tember, 1849.  First  Assistant  Engineer,  26  February,  1851.  Chief  Engineer, 
26  June,  1856. 

liawton,  £.  li 

Surgeon,  24  July,  1813.  Last  apjjearance  on  Records  of  Navy  Department,  1819.. 
Furloughed. 

liawton,  IVelson  H. 

Third  Assistant  Engineer,  17  March,  1863.     Resigned  25  April,  1865. 

liawton,  Theodore  E. 

Acting  Ensign,  17  May,  1864.     Honorably  discharged  21  October,  1865. 

liawton,  William. 

Master,  10  September,  1812.     Discharged  in  1815. 

liawyer,  Ang.  F. 

Assistant  Surgeon,  20  June,  1838.     Resigned  31  August,  1847. 

JLay,  John  li. 

Second  Assistant  Engineer,  8  July,  1861.     First  Assistant  Engineer,   15  October,. 
1863.     Resigned  22  May,  1865. 
liaycock,  Thomas  F. 

Mate,  26  January,  1863.  Acting  Ensign,  7  April,  1864.  Acting  Master,  20  Majch^ 
1865.     Honorably  discharged  2  December,  1865. 

Iiayton,  Joseph  B. 

Acting  Assistant  Surgeon,  28  January,  1864.  Honorably  discharged  11  September^ 
1865. 

liCa,  Edward. 

Acting  Midshipman,  2  October,  1851.  Midshipman,  9  June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.     Master,  4  November,  1858.     Lieutenant,  22  Norember, 

1860.  Lieutenant-Commander,  16  July,  1862.     Killed  in  battle  1  January,  1803. 

liCaeh,  Abraham. 

Mate,  22  October,  1863.  Acting  Ensign,  9  March,  1865.  Honorably  discharged 
26  August,  1865. 

liCach,  Boynton. 

Midshipman,  30  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  8  November,  1874. 

liCach,  Frank. 

Acting  Third  Assistant  Engineer,  3  August,  1864.  Honorably  discharged  12  Oc- 
tober, 1865. 

lieach,  Franklin  S. 

Mate,  12  December,  1861.     Acting  Ensign,  13  October,  1864.     Dismissed  14  April, 
1865. 
liCaeh,  George  II. 

Boatswain,  17  July,  1854.     Deserted  15  January,  1857. 

lieach,  Phineas. 

Acting  Master,  16  November,  1801.     Honorably  discharged  4  March,  1806. 
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liOaK'Ii,  1fiotvlaii«l. 

C;ir|)(iili  T, -"J   UcU)l)cr,  1850.     ]A)st  in   the  "  ^.Itfxni//."     Lust  iiitolligence,  2.S   Sen- 
teinbur,  1854. 

Licaoli,  TliuiiiHH  IV. 

Asisistant  Smgioii,  '2'J  July,   1858.     Surgeon,  22   May,  18(52.     M(<liciil  Inspector, 

5  April,  IsT.'i. 

lAMK'ock,  Ki<*liar4l  W. 

Assistiiiit  Siir^'tuii,   i)    February,  1837.     Pusscd  Assistant  Surgeon,   C  .June,  1S|2. 
Dioil  :51  March,  185:5. 
liCaoriift,  J.  It. 

Mastir,  5  May,  1S12.     Disclmrged  1  June,  1815. 
liOiiiiisiii.  C'liarloM  II. 

Mate,  ',".»  N()\rini)LT,  18(>:).     1  lonoralily  discharged  5  November,  18G5. 
liOaiiiaii.  J  oil  11  A. 

Mate,  1  1  .luiic,  1S(;:5.     Ai)i)()inf uient  revoked  22  December,  1804. 
liOaiiiaii.  Kdivard. 

Actiiijr  Assistant  Surgeon,  1  October,  1802.     Appointment  revoked  25  November, 
1S(;:5. 

Lear,  John. 

Mate,  2<)  February,  18G1.     Acting  Master,  26  February,   1802.     Honorably  dis- 
charged, 24  February,  1864. 
lieary,  ISaHil  W. 

Acting  Master,  7  December,  1801.     Honorably  discharged  81  January,  1866. 
liCary,  Ilicliard  P. 

Acting   Midshipnum,  20  September,   1800.      Ensign,   1   October,   180:i.      Master, 
10   May,    1800.      Lieutenant,    21    Fcl)ruarv,   1807.      Lieutenant-Coniniander,  12 
March,  1808.     Wholly  retired  2  March,  1874.     Retired  from  2  March,  1874. 
liCaTitt,  Alexander. 

Mate,  10  July,  Isc,:!.     Resigned  21  August,  1803. 
Ijcavitt,  Almond  O. 

Assistant  Surgeon,  I'.t  July,  1801.     Retired  list,  24  June,  1862. 
lieavitf,  I'divard  I>. 

Third  Assistant  Engineer,  24  August,  1801.     Second  Assistant  Engineer,  21  Ajiril, 
1803.     Resigned  25  May,  1867. 
lieavitf,  IVilliani  A. 

Acting  Third  Assistant  Engineer,  23  April,  1862.    Acting  Second  Assistant  Engi- 
neer, 23  September,  1803.     Acting  First  Assistant  Engineer,  10  Januarv,  1865. 
Honorably  discharged  21  November,  1805. 
reavitt.  W.  W. 

Assistant  Surge<m,  10  June,  1801.     Resigned  23  July,  1863. 
Leavitt,  M'illiani  II 

Mate,  (')  July,  iNt;;].     Appointment  revoked  23  November,  1865. 
lieayeraft,  J.  K. 

Midshipman,  1 1  May,  1802.     Dismissed  14  March,  1810. 
LiC  Ilaron  Fred.  Is. 

Mate,  11  February,  1H03.     Appointment  revoked  (Sick,)  28  July,  1863. 
lie  Ilarron,  Fraiieiw. 

Assistant   SnrLjcon.  lil   .hmuary,  ISOO.     Last   ajjpearance  on  Records  of  Navy  Dc- 
mint. 
liC  t'hevaler,  <>. 

SUrg.on's  Mate,  10  December,  1S14.     Died  10  October,  1S22. 
I^eekle,  .lanieH. 

('arjuiiti  r,  21  November,  1841.     Died  12  November.  1842. 
Ijeeoiiipt,  C'iiarieM. 

Midslii))nuin,  10  June,  1813.     Last  appearance  on  Records  of  Navy  Department, 
10  November,  1815. 
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lieooiiipf,  Charlei^. 

j\Iiclshipman,  18  May,  1809.     Dismissed  30  April,  1813. 
liC  Coinpt,  <]irenville  IS. 

Acting  Assistant  Surgeon,  20  January,  1865.     Assistant  Surgeon,  3  November, 
1865.     Died  6  September,  1870. 
liC  Coiiipte,  ISaninel  W. 

Midshipman,  4  June,  1812.     Lieutenant,  28  March.  1820.     Commander,  8  Septem- 
ber, 1841.     Reserved  list,  13  September,  1855.     Died  28  .lanuary,  1862. 

T^edyard,  jVathaniel  li. 

Mate,  11  October,  1861.     Appointment  revoked  (Sick.)  30  June,  1803. 
liCe,  Alexander  P. 

Mate,  31  March,  1863.     Dismissed  14  December,  1863. 
liee,  Caleb  E. 

Third  Assistant  Engineer,  4  April,  1861.     Second  Assistant  Engineer,  16  January, 
1863.     First  Assistant  Engineer,  1  January,  1865.     Retired  list,  2  December, 
1876. 
liCe,  Charles  W. 

Acting  Master,  14  August,  1861.     Honorably  discharged  28  October,  1865. 
liee.  Colli  ui  bus  W. 

Third  Assistant  Engineer,  26  February,  1851.     Resigned  2  June,  1855. 
£<ee,  David. 

Mate,  31   August,  1863.     Acting  Ensign,  22  July,  1864.     Honorably  discharged 
8  November,  1865.     Acting  Ensign,  1 1  December,  1B66.     Mustered  out  27  March, 
1869. 
liCe,  George  G. 

Lieutenant,  2  December,  1799.     Left  the  Service  6  March,  1805. 
I^ee,  George  P. 

Mate,  1861.     Acting  Master,  15  Mav,  1862.     Honorably  discharged  28  October, 
1865. 
I^ee,  James  I>. 

Third  Assistant  Engineer,  8  September,  1863.     Resigned  10  November,  1866. 

liee,  John. 

Midshipman,  28  August,  1799.     Resigned  15  October,  1799. 
liee,  John  F. 

Acting  Assistant  Paymaster,  23  July,  1863.     Mustered  out  26  December,  1865. 
liee,  John  H. 

Midshipman,  18  June,  1812.     Lieutenant,  5  March,  1817.     Died  30  June,  1832. 
liee,  John  li. 

Acting  Master,  15  April,  1862.     Honorably  discharged  5  October,  1865. 
liee,  John  R. 

Mate,  14  April,  1864.     Resigned  15  May,  1865. 
Lee,  J.  R. 

Mate,   15  November,  1861.     Acting  Master,  9  Mav,   1862.     Resigned  7  October, 
1862. 
liee,  Joseph. 

Surgeon,  10  October,  1798.     Discharged  4  May,  1801,  under  Peace  Establishment 
Act. 
liee,  liarkin  F. 

Mate,  12  April,  1864. 
liee,  Robert  G. 

Acting  Master,  3  July,  1861.     Honorably  dischai-ged  19  September,  1865. 
liCe,  Naninel  B. 

Midshipman,  28  January,  1835.     Resigned  20  November,  1837. 
liee,  Samuel  Perry, 

Acting  Master.  8  June,  1861,     Dismissed  6  July.  1861' 
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Lee,  H.  PliillipN. 

Midsliipnmii,  22  November.  1S2."».  Pusscd  ^lidshipnmn,  4  .lime,  18:J1.  Lifiitfimnt. 
9  Febriiiiry,  18:17.  Conunaiuler,  14  September,  \H:,r,.  Captain.  10  July,  \m2. 
CJommodorc,  25  July,  IbUU.  Heur-Admirul,  22  April,  IHTO.  Retir't-d  IIbL 
i:{  Ffi)riiary,  1873. 

liCO.  Nidnoy  Suiith. 

MidsliipniiiM,   :!U    necember,    1820.      Lieutennnt,    17    May,    1828.      Comnmnder, 
4  June,  is:)n.     Dismissed  22  .Vpril,  ISdl. 
JjOO,  Tlioodorlc 

MidBhipnian,  21)  September,  1h4!.     Passed  Mi<biiipmaii.  10  Aiifriisf.  1847.    Master. 
14  September,  1855.      Lieuteiiunt,   15    Septeml>er,   1855.      HeHigiu<l,  25   .Vpril, 
1 857. 
Lee,  Thomas. 

Actinj,'  Third  Assistant  Engineer,  0  June,  1804.     Honorably  disehurgeil   18  June, 
1865. 
Toe,  TlioniR«. 

.Voting  Third  Assistant  Engineer,  29  January,  1807.     Mustered  out  1  Jidy,  1808. 
fjce,  Thoii:aiii  ]¥. 

Midshij)man,  13  October,  1803.     Graduated.  2  Jime,  1808.     Ensign,  18  April,  1800. 
Muster,  i2  July,  1870.     Lieutenant,  23  J.muary,  1874. 
I<ee,  William. 

Carpenter,  31  May,  1841.     Died  31  July.  1853. 
Lee,  M  illiam. 

Master,  30  Ai)ril,  1815.     Resigned  20  December,  1824. 
Lee,  IVilliam  A. 

Miflshipnmn,  9  June,  1811.     Lieutenant.  3  April,  1817.     Died  9  July,  1817. 
Leo,  William  F. 

Mate,  s  May,  ls05.     Mate,  10  September,  1809.     Resigned  7'October,  1870. 
Lee,  William  P. 

Mate,  1  August,  1863.     Dismissed  21  October,  1864. 
Leeoli,  Daniel,  Jr. 

Aeting  Assistant  Paymaster,  13  October,  1802.     Resigned  1  February,  1804. 
Leeoli,  TliouiaH  F. 

Aiting  Assistant  Surgecm,  22  Marcli,  1SC4.  Honorably  discharged  9  October, 
1 S05. 

Leeds,  Iteiijamin. 

>Lite,  25  February,  1S03.     Honorably  discharged  18  December,  1805. 
Leeds,  John. 

Mate.  21  Uetober,  1801.     Appointment  revoked  (Sick.)  29  July,  1804. 
Leeds,  William  K. 

15oatswain.  17  Uetober,  1802.     Died  2  November,  1809. 
Leekins,  Charles  W. 

Mate,  18G1.     .Vi)|)()intment  revoked  11  February,  1802. 
Leeman,  Williaim. 

Actin;^  First  Assistant  Engineer,  1801.     Resigned  26  April,  1802. 
Lees,  John  S. 

Aeting  .Vssistant  Surgeon,  17  April,  1803.     Resigned  25  November,  1863. 
Lees,  Thomas. 

.Veting    Tliird    Assistant   Engineer,  7   September,  1804.     H«>norabIv   diRcharged 
8  July,  l.%5. 
Lees,  William  J. 

Acting  Kn>ii^n,  1  October,  1S02.     Acting   Mast<T.  U   Juiii>.  1><fi>       IIoi.nrnbK  ili*. 
charged  15  November,  1805. 
Leever,  Joseph  II. 

Acting  Ensign,  24  November,  1803.     Honorably  discharged  8  October.  1S65. 
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liCfaror,  Frederick  H. 

Midshipmau,  27  July,  1866.     Graduated  7  June,  1870.     Ensign,  14  July,  1872. 
Master,  9  March,  1876. 
!Leffler,  Daniel  S.,  Jr. 

Acting  Third  Assistant  Engineer,  12  September,  1863.     Acting  Second  Assistant 
Engineer,  8  October,  1864.     Honorably  discharged  7  August,  1865. 

liegare,  James  D. 

Midshipman,  26  December,  1848.     Resigned  13  December,  1852. 

liCgare,  James  £. 

Midshipman,  18  June,  1812.     Lieutenant,  1  April,  1818.     Dismissed  22  June,  1827. 

liegg,  John. 

Midshipman,  2  January,  1800.     Discharged  12  May,  1801,  under  Peace  Establish- 
ment Act. 
liegge,  Tlionias  W. 

Second  Lieutenant,  16   August,    1812.     First   Lieutenant,  18  June,  1814.      Last 
appearance  on  Records  of  Navy  Department,  1816.     Ship  ''Independence.'''' 

lieggett,  William. 

Midshipman,  4  December,  1822.     Resigned  17  April,  1826. 

liCgros,  Henry. 

Midshipman,  2  April,  1804.     Resigned  22  June,  1804. 

lieib,  Tbonias  J. 

Midshipman,   1    September,   1811.      Lieutenant,   28   April,    1826.      Commander^ 
30  March,  1844.     Died  14  July,  1851. 

Leigli,  William. 

Midshipman,  1  November,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant, 
30  May,  1840.     Resigned  3  September,  1852. 

Iieigliton,  John. 

Boatswain,  31  January,  1800.     Last  appearance  on  Records  of  Navy  Department. 

lieighton,  X.  ix. 

Master,  date  not  known.      Last   appearance   on   Records  of  Navy  Department, 
8  May,  1815.     Discharged. 

lieinas,  George  H. 

Acting  Master,  21  March,  1862.     Appointment  revoked  28  April,  1866. 

liCitch,  Robert  R. 

Cadet  Engineer,  Naval  Academy,  10  October,  1871.     Graduated,  30  May,  1873. 
Assistant  Engineer,  23  January,  1874. 

Iceland,  George  W. 

Mate,  17  November,  1863.     Appointment  revoked  13  August,  1864. 

liCland,  li.  R. 

Acting   Second  Assistant  Engineer,  9   February,  1863.      Appointment  revoked 
6  January,  1866. 

lielar,  Henry. 

Acting  Master,  29  August,  1861.     Honorably  discharged  9  February,  1866. 

lielar,  Robert  G. 

Acting  Master,  17  September,  1861.     Honorably  discharged  20  October,  1865. 

lieman,  James. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  6  August.  1862. 

lieman,  Walter  J. 

Mate,  13  April,  1865.     Honorably  discharged  26  June,  i860. 

liemassena,  William  H. 

Mate,  6  December,  1862.     Resigned  11  March,  I860. 

*'*TlSiimfan!'?f  June,  1869.     Graduated  31  May,  18Y3.     Ensign,  16  July,  1874. 
Master,  24  February,  1880. 
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IjCiiiiiion,  Itii'liaird. 

Mi.l>liiim).iii  17  Alienist,  ISM.     Kcsii^niLMl  17  Ajiril,  IslT). 

IjCIlloilKS  <■.   I^. 

!Miil>liil)in;iii  J  1  September,  18^8.     IveHiL^iicd  '.\  .lanimry,  1810. 
LenioiiK',  4a.  I>. 

Mitlsliiimum,  HI  Jiinu,  18-10.     Disminsed  11  Murcli,  1841. 
liCiiioii,  Saiimcl. 

.Vtting  Seeoiitl  Assistant  Eni^iiieer,   15   Docnnbcr.  18(12.     Ilonornbly  »li-(  iiarL:<  <i 
8  October,  1 8G5. 
I^eiiliart,  John  H. 

Chaplain,  27  February,  1847.     Lost  in  ''Cumberland,"'  8  March,  18^2. 
lieiiiiaii,  Fraiiikliii  ii.  K. 

Acting  Ensign,  ir>  l'\l)ruary,  18(11.     Ilonoralily  discliurgcl  2:J  .January,  1807. 
liCnox,  Joliii. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
lient,  .idolpli  1'. 

Assistant  Sur<,'eon,  31  I)ecen\l>er,  17!)s.     Resigned  10  .Viigust.  17t»9. 
IjCntliall,  John. 

^'aval  Constructor,  8  February,  1838.     Chief  Hureau   Construction  and    Repair, 
28  April,  18G3.     Re-appointed  Chief,  28  July,  18G6.     Retired  list,  10  t^epteniber, 
18G9. 
liCon,  Joseph  S. 

Mate,  31  .luly,  1803.  Honorably  discliargcd  5   Murcli.   18G8.     Mate,  20   December, 
isd'j.     Aj)i)()intnK'nt  revoked  2  March,  1870. 

liConard,  K/.ra. 

Acting  Master.  27  December,  18G1.     Acting  Volunteer  Lieutenant,  10  May.  18G4, 
Ensign.   12  March,  18f;8.     Master,  18  December,  1808.     Lieutenant.  21   March, 
1870.     Died  2l»  July,  1870. 
liConard,  Frank. 

Acting  Second  Assistant  Engineer,  9  August,  18G4.     Honorably  discharged  4  Sep- 
tember, 1865. 

liConard,  Frederick   .1. 

Master.  17  .Tune,  Isuit.    Last  appearance  on  Records  of  Navy  Department,  9  March, 
1^13.     Dead. 

Iieonar<l,  George. 

Assistant  Surgeon,  28  May,  1S04.     Resigned  5  April,  1808. 
Lieonar<l,  CSeor^e. 

Mate,  12  December,  18G1.     Acting  Ensign,  27  November,   1863.     Ilonorably  dis- 
charged 18  Deeendjer,  1805. 
I.e<»nard,  Henry  .S. 

riiird  .Vssistaiit  Kngineor,  19  .July,  18G1.     Second  Assistant  Engineer.  IG  January, 
1803.     Lost  on  the  "  Tecumsehy''  5  August,  18G4. 
I^eonard,  James  T. 

Midshipman,   20   February,    17!i'.).     Lieutenant,   13  January,    1807.     Commander, 
4  July,  1812.     Captain.  4  February,  1815.     Died  9  Novenil.er,  l.s:l2. 
I^eonard,  IiorraniiM. 

.Midshipman,  27  June,  1799.     Resigned  18  March,  1800. 
I^eonard,  ^Villiain. 

.\eting   Third    .Assistant    Engineer,   20   October,     18G3.      Ilonorablv    discharged 
23  August.  180.5. 
lieonard,  Milliani  K. 

Male,  18  .\pril,  IM.:..     Dismissed  19  April.  isc.O. 
£ieonar<l,  ^Villiani  II. 

A(  ting  Third   .\ssistant   Engineer,  22    February,   1804.      Ilonorabljr   discharged 
12  February,  1809. 
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L.eonard[,  William  W. 

Acting  Ensign,  'S  October,  1863.     Honorably  discharged  13  August,  1865. 

lie  Roy,  W  illiaiii  £. 


Lieslier,  Henry. 

Midshipman,  1  January,  1813.     Resigned  20  July,  1813. 

lieslie,  Adam  J. 

Midshipman,  3  February,  1839.     Resigned  31  October,  1831. 

I^eslie,  Henry  C, 

Mate,  7  October,  1861.     Acting  Ensign,  9  JVtarch,  1864.     Honorably  discharged 
13  April,  1866. 

lieslie,  Henry  E. 

Carpenter,  15  October,  1833.     Retired  list,  13  February,  1826. 

liester,  C.  H. 

Mate,  30  December,  1861.      Acting  Ensign,  37  August,   1863.     Honorably  dis- 
charged 30  September,  1865. 

I^ester,  Daniel. 

Mate,  6  June,  1863.     Acting  Ensign,  8  June,  1864.     Died  3  January,  1865. 

Liester,  George  H. 

Acting  Master,  26  August,  1861.     Dismissed  4  November,  1861. 

Liester,  John  W. 

Acting  Carpenter,  11  June,  1863.     Honorably  discharged  19  December,  1865. 

I^ester,  Joseph  I.. 

Acting  Second  Assistant  Engineer,  17  May,  1861.     Resigned  11  June,  1861. 

lietherbnry,  Charles  W. 

Acting  Ensign,  6  June,  1863.     Honorably  discharged  31  August,  1865. 

L,eutze,  Eugene  H.  C. 

Midshipman,  24  March,  1863.     Graduated   6  June,  1867.     Ensign,  18  December, 
1868      Master,  21  March,  1870.     Lieutenant,  31  March,  1871. 

Lievely,  George. 

Midshipman,  6  May,  1800.     Lost  in  the  "  Insurgent 

Lieverett,  George  H. 

Midshipman,  18  June,  1813.     Last  appearance  on  Records  of  Navy  Department, 
1823. 
L.eTin,  Charles. 

Mate,  25  January,  1870.     Died  Philadelphia,  8  September,  1874. 

liCTindseller,  Thomas  H. 

Mate,  21  December,  1861.     Dismissed  29  November,  1863. 

lieTins,  C.  W. 

Mate,  13  April,  1870.     Appointment  revoked  3  January,  1874. 

liery,  Charles  H. 

Third  Assistant  Engineer,  21    November,    1857.      Second    Assistant    Engineer, 
2  August,  1859.     Name  stricken  from  the  Rolls  of  the  Navy,  8  July,  1861. 

I,eTy,  Hears. 

Master,  8  May,  1812.     Last  appearance  on  Records  of  Navy  Department,  5  June, 

1813.'    Dead. 

liCvy,  Uriah  P. 

Sailino-  JSIaster,  31  October,  1812.     Lieutenant,  5  March,  1817.    Commander,  9  Feb- 
ruary, 1837.     Captain,  29  March,  1844.     Died  23  March,  1862. 

L.ewers,  J.  Henry. 

Third  Assistant  Engineer,  28  October,  1862.     Resigned  39  June,  1868. 

Lewis,  Albert  H. 

Mate,  6  September,  1864.    Honorably  discharged  13  August,  1867. 
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L.eHiH,  Aloxun<lor. 

Acting  Ensign,  IJO  .Innuary,  1864.     lIonoruMy  «liKcliargcil  20  Sfptemlicr,  IHOS. 
KewiH,   AiiioH. 

Siiilnitiktr,  "J  January,  ISi.').     DisaiiBaed  7  Septembt-r,  IM'2. 
LeniM,  Aiidroiv  J. 

Midsliipiiiaii,  29  September,  1841.     Lost  in  the  "  CiraiiipuH,"  Mairli,  1N|;!. 
l.iMiiM,  ArchibaUI   S. 

Giinuer,  27  Sejitember,  1834.     Dismissed  15  January,  lHr>U. 
LewiM,   Arthur, 

Midfiliipinaii,  18  June.   1812.     Lieutenant,  28   April,  182(5.     Furlnuglietl    15)  Jnlv. 
l»4;i.     Died  29  November,  1854. 
TiCttiM    Bonjaiiiiii  F. 

Artiiig  Third  Assistant  Engineer,  11  July,  18G4.     Honorably  discharged  17  Octu 
her,  18(57. 
I.euiH,  Callender  I. 

Assistant  Paymaster,  23  June,  1877. 

Lewis..  DHvi<l  O. 

Assistant  Surgeon,  8  April,  1874. 

I.ewlH    D.  T. 

Acting  Assistant  Surgeon,  1  September,  1801.     Died  3  September,  18G2. 

liewiM.  K<lMar<l  S. 

Midshipman,  10  May,  1820.     Died  25  July,  182G. 

IiCwiH,  £d%vin  F. 

Acting  Third  Assistant  Engineer,  12  August,  1802.  Acting  Second  Assistant 
Euginccr,  20  August,  1864.     Honorably  discliarged  24  September,  18(55. 

liewiH,  Flnatlian. 

Acting  Master,  '.i  October,  1801.     Appointment  revoked  1  March,  1804. 

I^ewis,  FnoN  F. 

Assistant  Paymaster,  21  December,  1809.     Wholly  retired  2:5  July,  1871. 

Lewis,  FnoH  91 

Third    Assistant    Engineer,    17    February,    18(50.      Second    Assistant    Ent,'iii<er. 
3  August,  1863.     First  Assistant  Engineer,  25  July,  1800.     Died  12  January. 
1872. 
Lewis,  Frederick  B.  A. 

Assistant  Surgeon,  0  September,  ISGl.     Resigned  15  June,  1805. 

Lewis,  Grenville. 

Acting  Third  Assistant  Engineer,  24  March,  1802.  Acting  Second  Assistant  En- 
gineer, 19  April,  18(54.  Honorably  discharged  21  January,  1n(;(5.  Acting 
Second  Assistant  Engineer,  31  July,  1800.     Mustered  out  17  November,  18(58. 

Lewis,  Henry  II. 

Midshipman,    1    May.    1828.     Passed    Midshipman,  23   June,   1833.     Lieutenant, 
28  October,  1842.     Dismissed  20  April,  1801. 
Lewis,  Holmes. 

Caq)cntcr,  14  December,  1848.     Dismissed  29  May,  1861. 

Lewis,  Jaeob  M. 

(Flotilla  Service.)  Commander.  27  November.  1812.  Captain,  20  Ai)ril.  ISM. 
Last  appearance  on  Records  of  Navy  Department,  7  January,  1815.     Discharge*!. 

Lewis.  James. 

Mate,  22  October,  1«01.     Resigned  20  January.  18G2. 

Lewis,  JaiiK^  It. 

Midshipman,  31  March,  1831.  Passetl  Midshipman.  15  June,  1H37.  Lieutenant. 
8  September,   1841.     Reserved  list,   13  Septeujber,   1855.     Dismissed  23  May, 

1*^151. 

Lewis,  Jesse  N 

Midshipman,  12  April.  1800.     Out  of  Service  31  December,  1800 
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liOwis,  J.  J.  H. 

Midshipman,  16  January,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Navy  Yard,  Washington. 
lieM'is,  John  K. 

Chaplain,  29  November,  1869. 
liCwis,  John  M. 

Midshipman,  15  November,  1809,     Resigned  12  October,  1812. 
liCwis,  John  W. 

Master,  7  March,  1814.     Dismissed  11  July,  1814. 
lienis,  John  W. 

Acting  Ensign,  13  May,  1863.     Appointment  revoked  (Sick,)  10  February,  1864. 
Acting  Ensign,  16  May,  1864.     Dismissed  8  June,  1*865. 
liCwis,  Joseph. 

Boatswain,  8  September,  1839.     Died  23  January,  1865. 
liCwis,  Joseph  C 

Acting  Third   Assistant  Engineer,  15  January,   1862.     Acting  Second  Assistant 
Engineer,  14  April,  1864.     Honorably  discharged  24  October,  1865.     Acting 
Second  Assistant  Engineer,  31  July,  1866.     Resigned  6  November,  1867. 
lieM'is,  Joseph  O. 

Acting  Master,  18  December,  1861.     Resigned  22  March,  1862. 
liCwis,  Montgomery. 

Midshipman,  1  November,  1828.  Passed  Midshipman.  14  June,  1834.  Lieutenant, 
25  February,  1841.     Reserved  list,  13  Sejatember,  1855.     Died  21  January,  1857. 

liCwis,  Oscar  C 

Third  Assistant  Engineer,  1  July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.  First  Assistant  Engineer,  11  October,  1866.  Resigned  28  September, 
1868. 

I-ewis,  Robert. 

Purser,  10  December,  1798.     Last  appearance  on  Records  of  Navy  Department. 

liewis,  Robert  F.  R. 

Midshii^man.  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.     Commander,  29  January,  1867.     Captain,  26  February,  1878. 

liCwis,  Robert  G. 

Acting  Third  Assistant  Engineer,  7  April,  1864.     Honorably  discharged   9  July, 
1865. 
liewis,  Rodman. 

Chaplain,  13  March,  1839.     Died  30  May,  1869. 

lieTFis,  ISamuel  A. 

Acting  Third  Assistant  Engineer,  28  October,  1862.  Lost  on  the  ''Monitor,'''' 
31  December,  1862. 

liCwis,  Samuel  W. 

Mate,  10  December,  1863.     Resigned  3  May,  1865. 

liCwis,  Stith. 

Assistant  Surgeon,  23  January,  1809.  Last  appearance  on  Records  of  Navy  De- 
partment, 1815.     Frigate  President. 

iLewis,  Theodore  F. 

Acting  Second  Assistant  Engineer,  19  November,  1862.  Acting  First  Assisunt 
Engineer,  19  February,  1864.     Honorably  discharged  30  October,  1865 

li'ewis,  Thomas. 

Gunner,  14  August,  1838.     Resigned  14  January,  1845. 

liewis,  Thomas. 

Midshipman,  15  November,  1809.     Resigned  26  January,  1810. 

liCwis,  Thomas  M. 

Mate,  13  August,  1863.  Acting  Ensign,  20  July,  1864.  Honorably  discharged 
9  November,  1865. 
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I.owiH,  IVilliaiii. 

Mi.lshi|.m:iii,  :!  September,  1708.     Hesigncd  21  May,  1800. 

I.OMiM,  M  illiaiii. 

Midshipman, ;U  August,  1802.    Lieiitoimnt.  14  March,  1807.    Commnndor,  H  Miirrli, 
1 8 1 ").     Lost  in  the  "  Kperrier''  1 8 1 5. 

I.owIm.   IVilliaiii. 

Mastir.  2J   F<l>ruary,  1809.     Last  a))i)carancc  on   Records  of  Navy  Department, 

l->    Si'pt(iul>rr.   IS  12. 

I^CMlH,  IVilliaiii  II. 

Acting  Assistant  Surgeon,  9  ^laicli,  isf.l.     Honorably  discharged   IG  S(j)tr-nibcr, 
1805. 
LowiM,  William  G. 

Midsliii)nKui,  18  June,  1812.     Died  :'.()  Dtcend.cr,  isl7. 

I^cwiH,  Williaiu  J. 

Mate.  7  .laiiiiary,  18(51.    Acting  Ensign,  1  December,  1804.    Honorably  discharged 
4  Oct(>l>iT,  bsV)."). 
I^c^iM,  IVilliam  T. 

Mate,  28  F(l)iuury,  180:5.     Dismissed  :'.  June,  1803. 

liCwiH,  IVilliam  IV. 

Acting  Third  Assistant  Engineer,  10  Mav,  1804.     Honorably  discharged   12  May, 
1805. 
li^IToniiiiCflioii,  X.  €. 

Sailniakir.  10  February,  1835.     Resigned  25  July,  1839. 

Ubairo,  C'liarles. 

,Mute,  23  Soi)toniber,  1802.     Honorably  discliargcd  19  August,  1805. 

Liibby,   Arthur. 

Acting  Tliird  Assistant  Engineer,  9  January,  1803.     Resigned    14  May.  1S04. 

Ubor,  Saniuol  .4. 

Midsliipnian,  9  June,  1811.     Lost  at  Sea,  5  October,  1811. 

I^icldoll,  JaiiioH  F. 

Acting  Third  Assistant  Engineer,  4  September,  1803.     Resigned  5  April,  1805, 

I.iober,  .Alfred  II. 

Midshipman,  2  October,  1850.     Drojjjjed  24  January,  1851. 

Ugget,  John  J. 

Assistant  Surgeon,  2  December,  1809.     Resigned  2  April,  1870. 

liigBott.  CjJoorge  W. 

Midshipman,  2  April,  1804.     Resigned  0  July,  1804. 

UllOHfon,  JaiiiCH  A. 

Gunner,  30  J ulv,  1852.     Dismissed  17  November,  1855.     Re-appointed  23  Decem- 
ber, 1850.     Died  20  May,  1872. 

I.illi<>.  Abraham  It.  II. 

Midsliii;ni:ni.   25   September,   1802.     Graduated   June,   1800.     Ensign,    12   March, 
1.S08.     Master.  20  March,  1809.      Lieutenant.  21    March,  1870. 

Uma,  C'harloH  do  C. 

Acting  Master,  0  .hmuary,  1802.     Resigned  29  April.  1S02. 

liiiK'olsi,  Abol,  Jr. 

Midshipman,  15  May,  1799.     Discliarged  12  October,  1801,  under  Peace  Establish- 
ment Act. 

Uiiooiii,  AiiiaHa. 

Lieutenant,  12  October,  1804.     Di^■eharged  10  April,  1805. 

I.iiK'olii,  I>avi<i  F. 

Acting  A>>istaiit  Surgeon,  5  Sejitember.  1S02.      IJesigintl  10  Fcbruarj-,  1864. 

liinoolii,  F<lward  T. 

^lute,  3  September,  1803.     Appointment  revoked  2s  N'<iv« mbi  r.  1M'.4 
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liinooln,  Kduinnd. 

Third  Assistant  Engineer,  6  Jannarv,  1862.     Second  Assistant  Engineer,  1  October, 
1803.     Resigned  4  February,  18G8. 
liiiieoln,  lieri,  Jr. 

Midshipman,  1  November,  1827.     Resigned  3  June,  1836. 
liinooln,  Robert  B.,  Jr. 

Actincr  Third  Assistant  Engineer,   27   December,    1864.     Honorably  discharged 
19  October,  1865. 
liinclee,  Jacob. 

Acting  Master  and  Pilot,  15  December,  1864.     Honorably  discharged  30  Decem- 
ber, 1805. 
liindeiiianii.  Christian. 

Acting  Ensign,  10  December,  1863.     Honorably  discharged  14  September,  1868. 
liindley,  William  L.. 

Mate,  22  December,  1862.     Resigned  (Sick,)  6  September,  1864. 
Lindsay,  Clement. 

Midshipman,  2  January,  1800.     Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 
liindsay,  Hngb. 

Carpenter,  4  November,  1840.     Dismissed  9  December,  1853. 
liindsay,  James  E. 

Assistant  Surgeon,  2  May,  1860.     Dismissed  10  October,  1861. 
liindsay,  William. 

Midshipman,  1  January,  1825.     Died  in  1825. 
liindsey,  Joseph. 

Master,  17  March,  1814.     Died  19  May,  1826. 

liindsley,  A.  B. 

Midshipman,  28  June,  1804.     Dismissed  21  April,  1807. 

liindsley,  Henry. 

Acting  Ensign,  16  May,  1865.     Mustered  out  28  August,  1868. 

liindsley,  James  P. 

Acting  Master,  2  October,  1861.     Resigned  23  March,  1864. 
liindsly,  Cleland. 

Third  Assistant  Engineer.  1  October,  1852.  Resigned  30  August,  1856.  Second 
Assistant  Engineer,  3  October,  1861.  First  Assistant  Engineer,  25  July,  1866. 
Resigned  12  December,  1874. 

liining,  George  D. 

Third  Assistant  Engineer.  20  September,  1858.    Second  Assistant  Engineer,  17  Jan- 
uary, 1861.     Resigned  18  April,  1861. 
liining,  Charles  £. 

Assistant  Surgeon,  1  July,  1858.     Resigned  11  January,  1861. 

liing,  Samnel. 

Midshipman,  28  February,  1799.  Discharged  14  July,  1801,  under  Peace  Estab- 
lishment Act. 

liingle,  William. 

Acting  Third  Assistant  Engineer,  19  January,  1864.     Resigned  6  June,  1805. 

liink.  John. 

Acting  Third  Assistant  Engineer,  26  May,  1864.  Honorably  discharged  20  Octo- 
ber, 1865. 

liiun.  James. 

Carpenter,  31  October,  1848.     Died  27  April,  1855. 

liinn,  James  H. 

Acting  First  Assistant  Engineer,  12  June,  1803.  Honorably  discharged  23  Decem- 
ber, 1805. 
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liiiiii,  ^iaiiiiK'l  II. 

Actiii';  'riiirtl   Assistant  En<,'inofr,  9   Fcltruan',  IMM.     Actin;^  iSecond  AK>i^taiit 
Eiij^iiiet;r,  13  April,  IMd.'i.     lIoii<inil)ly  (iiKcliikr^ed  1  June   18150. 
liiniioliiii.  TlioiiiUH  .1 

Acting  MastiT,  10  August,  IHOl.     Honorably  discliarged  9  Dcci'inbcr,  IXOri. 
liiiiNcolt,  Fflfiard. 

I'.oat^w.iiii, 'Jit   Miiifh,  1809.     Last  ap])eurance  on   lieconls  of  Navv    I)r|mrtnuMit, 
14  April,  is-i7.      Dead. 
liiiiMOoll,  John  II. 

Mate,  'J7  May,  18()2.     Acting  Ensign,  7   December,  18(i:{.     llonoraljly  discharged 
21  December,  1865.     Acting  Ensign,  I'J  December,  1H('.(5.     Mustered  out  20  No- 
vember, 18G7. 
IJimloy,  Peter. 

Acting  Tliird   Assistan*^^   Engineer     8   February,    ISOri.      Ilonoralily    tlischarged 
20  October,  1807. 
TJimley,  Jare<l,  Jr. 

Acting  Assistant  Paymaster,  11  July,  1864.     Passed  Assistant  Paymaster,  2'.i  July, 
isct;.     Paymaster,  24  February,  1872.     Died  24  January,  1878. 
l.ippiiK-ott,  Caeor^e  €. 

Assistant  Surgeon,  28  September,  1875. 
I^ippinoott,  J.  S» 

Midsbii)nuin,  10  January,  1809.     Drowned  5  October,  1811. 
liippit,  AnKHAf. 

Mate,  18  January,  1862.     Resigned  24  September,  1863. 
UHcoiiih,  John  F 

Acting  Assistant  Surgeon,  19  September,  1804.     Resigned  2  October,  1864 
I.iMle,  Joseph  T. 

Acting  Assistant  Paymaster,  25  September,  1801.     A.ssistant   Paymaster,  11    Jnlv, 
1802.     Died  25  Septcmlier,  1803. 
I.iHle.  Richard  ^. 

Midshipman,  20   September,    1862.     Graduated  June,   1800.     Ensign,   12   Manh, 
1808.     Master,  20  March,  1869.     Lieutenant,  21  March,  1870. 
I.iMie,  Robert  P. 

.Voting  Assistant   Paymaster,  2   November,  1863.     Assistant  Paymaster,  2  July, 
1804.      Passed  Assistant  Paymaster,  4  Mav,   1800.      Paymaster,  11    Deceml>c'r, 
1807. 
Litchfield,  Harry. 

Acting  Third  Assistant  Engineer,  16  August,   1804.     Honorably  discharged   11 
December,  1808. 
IJtehfield,  Henry. 

Mate,  lb  April,  ls(;:5.     Resigned  21  October,  1803. 
TJtlierbnry,  Joiin  W. 

.Mate,  24  January,  1803.     Acting  P^nsign,  23  June,  1804.     Resigned   17  November, 
1804. 
l.ittell,   Enffene. 

.V(  ting  Assistant  Paymaster,  8  July,  1863.     Resigned  21   March,   1864.     Acting 
Assistant  Paymaster,  10  March,  1805.     Mustered  out  17  October,  1865. 

lAttifio  JaineH  G. 

Acting  'liiird  Assistant  Engineer,  4   February.    1803.     Resigned    10  July,   1863. 

Third  Assistant  Engineer,  3  .\n<,'ust,  18(i3.     Second  Assistant  Engineer,  25  July, 

1800.     Retired  list,  14  July,  1874. 
L.ittie,  NiohoiaH  II. 

Third  As>islant  Engineer,  21  May,  1857.     Second  Assistant  Engineer.  2   -\uguftt, 

1859.    First  Assistant  Engineer,  1  July.  1861.    Lost  on  the  "  OnnJa"  24  Jouuarjr. 

1870. 
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IJttig,  Philip. 

Acting   Third    Assistant   Engineer,   3    February,   1865.      Honorably   discharged 
21  August,  1805.     Acting  Third  Assistant  Engineer,  14  December,  1866.     Ap- 
pointment revoked  8  January,  1807.     Acting  Third  Assistant  Engineer,  5  July, 
1867.     Mustered  out  22  August,  1869. 
Liittle,  diaries. 

Acting  Assistant  Surgeon,  24  December,  1863.     Honorably  discharged  9  October, 
1865. 
liittle,  George. 

Captain,  4  March,  1799.     Discharged  22  October,   1801,  under  Peace  Establish- 
ment Act. 
liittle,  George  I>. 

Acting   Ensign,   1    October,   1862.     Acting  Master,   11   June,   1864.     Resigned 
3  March,  1865. 

liittle,  Horatio  M. 

Acting  Third  Assistant  Engineer,  15  December,  1862.     Acting  Second  Assistant 
Engineer,  17  October,  1863.     Honorably  discharged  16  February,  1868. 

liittle,  James  €. 

Acting  Master,  30  January,  1863.     Resigned  16  June,  1863. 
liittle,  Jeremiah  R. 

Assistant  Surgeon,  10  July,  1861.     Resigned  30  July,  1864. 

liittle,  John  H. 

Midshipman,   1   January,  1818.     Lieutenant,  3  March,  1827.     Died   28   August, 

1852. 

liittle,  John  W. 

Acting    Third    Assistant    Engineer,   30   August,    1864.      Honorably   discharged 

5  July,  1865. 

liittle,  liemnel. 

Master,  9  August,  1799.    Discharged  9  June,  1801,  under  Peace  Establishment  Act. 

liittle,  William. 

Midshipman,  30  September,  1863.     Graduated  6  June,  1867.     Ensign,  18  Decem- 
ber, 1868.     Lieutenant,  21  March,  1871. 

liittle,  William  A. 

Midshipman,  8  April,  1850.     Died  24  August,  1853. 

liittle,  William  MeC. 

Midshipman,  11  March,  1863.     Graduated  June,  1866.     Ensign,  12  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

liittle,  William  M. 

Cadet  Engineer,  Naval  Academy,  1   October,  1873.     Graduated  21  June,   1875. 
Assistant  Engineer,  1  July,  1877. 
liittletield,  A.  D. 

Acting  Master,  24  March,  1862.     Honorably  discharged  30  Sej^tcmber,  1865. 

liittletielcl,  Charles  II. 

Mate,  8  May,  1862.     Acting  Ensign,  6  February,  1864.     Honorably  discharged 

6  February,  1866. 
Liittletield,  Charles  W . 

Assistant  Paymaster,  8  September,  1876. 

liittletield,  William  C. 

Mate,  8  May,  1862.     Appointment  revoked  (Sick,)  17  April,  1863, 

liittlejohn,  Elliott. 

Acting  Assistant  Paymaster,  3  August,  1863.     Resigned  7  June,  1865. 

Tiivermore,  Charles  W. 

Assistant  Engineer,  20  February,  1875. 

liivermore,  Henry  S. 

Acting  Ensign,  14  October,  1862.    Appointment  revoked  24  March,  1864.     Acting 
Ensign,  2  September,  1864.     Honorably  discharged  14  August,  1865. 
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Uvoriiioro,  Saiiiiiol. 

rur.scr,  2()  Murtb,  1>5)  I.     Last  appcaraoco  on  Records  of  Nuvy  Department,  1  HI 0. 
Furl<)U<,'hc'(l. 
liiviiiKHioii.  <'ordt. 

Midi-liiiiiiKiu,  1")  Novcnihcr,  1809.     Killed  in  action  1  June,  1813. 
UviiiK!^(oii.  ]>c  <iiriiNN(*. 

.'Miilsliipiiian,   7  Miiri  li.   IS  18.      Passed  Midshipman,  IT)  .Tunc,  1H54.     Muster,  H! 
St'i)tiinli(-T,  ly")').     Lieutenant,  18  November,  18.").').     Resij^ned  '28  October,  1>s."»m. 
Acting   Lieutenant,  'M)  September,   iscd.      Appointment  revoked    18   October, 
IsCil.     Keiippointed  but  declined  0  November,  18(J1. 
UviiiKi^ton,  CioorKo  It. 

Acting  Master,   8   .lune,  18G1.     Acting    Volunteer  Lieutenant,  ',\0  August,   1804. 
Ensign,   12  March,   1808.     Master,   18  December,   18G8.     Lieutenant,  2  March, 
ISTit. 
IjiviiiK»<ton,  Joliii. 

Mid^liilimun,  'M  .Inly,  171)0.     Last  aj-j  (. mince  cm  Records  of  Navy  Department. 
UviiiKsloii,  John  W. 

Midshipman,  4  March,  1823.     Passed   Midshii)man,  23  March,  1829.     Lieutenant, 
21   .hine,  1N32.     Commander,  24  Mav,  18.').').     Commodore,   10  July,   1862.     Re- 
tired list,  12  May,  IHCO.     Rear-Admiral,  Retired  list,  20  May,  18G8. 
liivingNtoii,  Undley  Iff. 

Mate,  23  October,  l8(n.     Resigned  2  July,  lN(i3. 
liiviiiKMfoii,  P.  F. 

Mid>liipinan,  1  September,  1811.     Resigned  18  May,  1815. 
UviiiKNton,  R.  J. 

Midshipman,  1.5  April,  1824.     Resigned  30  April,  1828. 
I.iviiiK!>4toii.  It.   P. 

Midshipman,  29  March,  ISl.").     Last  appearance  on  Records  of  Navy  Department. 
I^iviiie^ton,  Suniiiel  A. 

Acting   Third  Assistant  Engineer,  18  December,  1803.     Acting  Second  Assistant 
Engineer,  18  January,  180.5.     Honorably  discharged  27  October,  180.5. 
LiivingHloii,  W\  M. 

Midshipman,  31  December,  1798.     Lieutenant,  0  March,  1803.    Resigned  15  April, 
1804. 
LiiviiiKNton,  W.  P. 

Midshipman,  1  March,  1825.     Dismissed  8  July,  1.^29. 
Liloyd,  £dwar«l,  Jr. 

Cadet  Midshi])man,  17  June,  1874.     Graduated  4  June,  1880. 
Uoyd,  John  €>. 

Acting  Master,  18  December,  1801.     Resigned  7  July,  1803. 
Uoyd,  John  (■. 

Acting  Ensign,  15  November,  1804.     Honorably  discharged  1  December,  1865. 

Ijloyd,  John  W. 

Mate,  9  June,  IsCil.     Appointment  revoked  9  September,  1804. 
Ijloyd,  ThoniHH. 

Acting  Third  Assistant  Engineer,  4  May,  1863.     Resigned  20  March,  1865. 
IjIo.v<1,  ThomiiH. 

.Mate,  1  December,  1802.     Dismissed  18  August,  1804. 

Loan,  Tl'illiam  F. 

Mate,  1  0(t()!)er,  1802.     Acting  Ensign,  20  August,  1803.     Honorably  discharged 
13  January,  1809. 

liooke,  Fretlerlok  J. 

.Mate,   18  May,  lHr)3.     A<ting   Ensign,   27   August,   1R04.     Honorably  disrharped 
9  May,  1800.    Acting  Ensign,  0  February,  1^07.     Mustered  out  28  August,  l&rt8. 
l.o<-k«',  John. 

Assistant  Surgeon,  18  August,  1818.     Resigned  4  November,  1818. 
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liOcke,  John  H. 

Mate,  9  January,  1864.     Resigned  23  June,  1864. 
liOcke,  L<ewis  S. 

Mate,  13  December,  1861.     Appointment  revoked  19  January,  1863. 
liOckert,  James  M. 

Midsliipman,  1  April,  1828.      Passed  Midshipman,  4   Jane,  1834.      Lieutenant, 
21  December,  1840.     Died  10  April,  1845. 
Liockwood,  Charles  H. 

Acting  Assistant  Paymaster,  28  February,  1862.     Assistant  Paymaster,  21  Febru- 
ary, 1867.    Passed  Assistant  Paymaster,  27  February,  1869.    Dismissed  2o  March, 
1871. 
liOekwood,  Dennisoii  A. 

Acting  First  Assistant  Engineer,  11  December,  1862.     Dismissed  16  November, 
1864. 
I^ockwood,  Henry  H. 

Professor,  4  November,  1841.     Retired  list,  18  August,  1876. 
liockwood,  James. 

Acting  Third  Assistant   Engineer,   3    September,    1863.     Honorably   discharged 
29  September,  1865, 
Liockwood,  John  A. 

Assistant    Surgeon,  8  February,   1832.      Surgeon,    13   October,    1840.      Resigned 
13  March,  1865. 
lioekwood,  Joshua. 

Midshipman,  20  June,  1806.     Died  3  April,  1808, 
liOckwood,  ISamuel. 

Midshipman,  12  July,  1820.     Lieutenant,  17  May,  1828.     Commander,  18  October, 
1850.     Retired   list,    1    October,    1864.     Commodore  on  Retired  list,  4  April, 
1867. 
liOCkwood,  W.   K. 

Midshipman,  18  May,  1809.     Resigned  18  December,  1810. 
liOden,  M.  J. 

Acting  Third  Assistant  Engineer,  18  April,  1863.     Honorably  discharged  1  Decem- 
ber, 1865. 
liOdge,  Augustus. 

Midshipman,  22  August,  1846.     Resigned  30  December,  1850, 
liOeffler,  John  Ij. 

Acting  Third  Assistant  Engineer,  26  Sej)tember,   1864.     Honorably  discharged 
2  July,  1865. 
liOgan,  George. 

Surgeon,  21  April,  1810.     Resigned  16  June,  1829, 
liOgan,  George  T.  W. 

Third  Assistant  Engineer,  31  October,  1848.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     Drojjped  29  August,  1856. 
liOgan,  lieaTitt  C 

Midshipman,  28  February,  1863.     Graduated  6  June,  1867.     Ensign,  18  December, 
1868,     Master,  21  March,  1870.     Lieutenant,  12  June,  1871. 
liOgue,  Daniel  C. 

Acting  Assistant  Surgeon,  25  January,  1862.     Resigned  7  October,  1862. 
liOgue,  William  O. 

Acting  Second  Assistant  Engineer,  10  December,  1862.     Acting  First  Assistant 
Engineer,  2  December,  1863.     Honorably  discharged  28  November,  1865. 
liOisons,  Augustus  F. 

Mate,  23  November,  1863.     Resigned  30  June,  1866. 
liOmax,  Francis  C 

Acting  Third  Assistant  Engineer,  11  July,  1863.     Honorably  discharged   1  Sep- 
tember, 1865,  , 
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l^oiiiax,  Siiiiiuol  l-\ 

Actiiij^  Kiisign  and  Pilot,  It  November,  1804.     Honorably  dischiirgcil  1)  Novem- 
ber, lyos.     Mate,  5  January,  1S70. 
T^o III  bard,  John  K. 

A(  tiug  Master,  'JU  Oetober,  1801.     Resigned  19  June,  1802. 
1.0II);,  AiKlrow  K. 

.Mi(lsliii)nuin,  1  .laiuiary,  1818.     Lieutenant,  3  March,  1827.     Commander,  12  Octo- 
ber, 1844.     Hisi-rved  list,  13  September,  185.').     Captain,  Active  list,  14  Septem- 
ber, 1855.     Retired  list,  1  October,  1804.     Died  0  October,  1800. 
liOni;,  Clirintoplior 

CimiiH  r,  17  t^i'ptc  iul)C'r,  ISill.     Ki'signcd  10  June,  1804. 
Long,  <i««'or};o  W. 

A>sistaiit  Paymaster,  22  October,  1808.     Passed  Assistant  Paymaster,  10  March, 
1870.     Retired  list,  30  June,  1875. 
l.oiif;,  JaiiiOH. 

Third   Assistant  Enfjiiieer,    10   November,    1801.      Second   Assistant    Engineer, 
25  August,  1803.     Resigned  17  April,  1805. 
I^oiiK*  John  C* 

^Midshipniau,  18  June,  1812.     Lieutenant,  5  March,  1817.     Commander,  £5  P'ebru- 
ary,  1838.     Captain,  2  March,  1849.     Commodore  on  Retired  list,  10  July.  18(52. 
Died  2  Septemi)er,  1805. 
lions,  John  II. 

Third  Assistant  Engineer,  0  November,  1849.     Resigned  5  November,  1850.     First 
Assistant  Engineer,  15  June,  1801.     Chief  Engineer,  10  November,  1803. 
Liontsr,  Kobert. 

Master's  Mate,  10  November,  1810.     Resigned  9  January,  1819. 
Lion^,  Kobert  II. 

Third  Assistant  Engineer,  11  January,  1849.     Second  Assistant  Engineer.  20  Feb- 
ruary, 1851.     First  Assistant  Engineer,  21  May,  1853.     Chief  Engineer,  20  June, 
ls.-)()".     Resigned  31  October,  1803. 
I^onf^,  K.  31. 

Acting  Gunner.  3  December,  1802.     Dismissed  7  March,  1868. 
Lone,  Saniuol. 

Carpenter,  'J  1  May,  1804.     Resigned  July,  1807. 
I^oni;,  William. 

lioatswain,  8  May,  1801. 

JLon;;,  William  A. 

Acting  Third  Assistant  Engineer,  8  September,  1864.      Appointment  revoked 
(Sick.)  9  November,  1804. 
IiOn(;a<*ro,  Orleans. 

Thirtl  Assistant  Engineer.  1    July,  1801.     Second  Assistant   Engineer,  18  Decem- 
ber, 1802.     First  Assistant  Engineer,  1  January,  1805.     Resigned  0  June,  1866. 
LiOnKly,  John. 

Midshipman,  30  June,  1799.     Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 
Lion^niayer,  Kniauiiel. 

Acting   Third   .Vssistunt    Engineer.  4    September,   1803.      Ajjpointnunt   revoked 
22  October,  1803. 
!Lonfcneekcr,  Kd\%in. 

Midshipman,  24  ~^epteinl)er,  ISOl.    Graduated  Sei)temb«r,  1865.    Ensign.  I  Decem- 
ber, IMCC).     Masui,  12  March,  1808.     Lieutenant,  20  March,  1869. 
Lion^^neeker,  Henry  <'. 

Midsliipmun,  30  July,  I'SOJ.     Graduated  4  June,  1809.     Retired  list,  5  November. 
1872. 
Ijonj^haw,  IVilliani,  Jr. 

Acting  .Vssistant  Surgeon,  25  June.  1862.     Assistant  Surgeon,  9  November,  1802. 
Killed  in  Battle  15  January,  1865. 
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Iioiigi^ti'eet,  Cornelius  H. 

Acting  Assistant  Paymaster,  11  September,  1863.     Mustered  out  3  October,  1865. 

liOngwell,  George, 

Acting  Second  Assistant  Engineer,  26  July,  1864.     Honorably  discharged  18  Sep- 
tember, 1865. 

liOoby,  Thomas  A. 

Acting  Third  Assistant  Engineer,  3  May,  1863.     Acting  Second  Assistant  Engi- 
neer, 27  February,  1865.     Dismissed  5  Sej)tember,  1865. 

liook,  George. 

Acting  Master  and  Pilot,  28  October,  1864.     Appointment  revoked  9  March,  1865.. 

liOokeiis,  £zra  B. 

Mate,  22  October,  1861.     Disrated  5  June,  1862. 

liOoker,  Tboiiias  H. 

Midshipman,  6  November,  1846.    Resigned  24  November,  1852.    Purser,  31  August,, 
1853.     Pay  Director,  3  March,  1871. 
liooniis,  £c1iiiiin<l  IT. 

Cadet  Engineer  Naval  Academy,  1   October,  1872.      Graduated  21  June,  1875.. 
Lost  on  the  "  Huron,''  24  November,  1877. 

Iiord.  Archibald  B. 

Midshipman,  9  July,  1799.     Dismissed  28  December,  1803. 

lioouiis,  J.  Porter. 

Acting  Assistant  Paymaster,  27  October,  1863.    Assistant  Paymaster,  21  February^ 
1867.     Passed  Assistant  Paymaster,  29  January,  1869. 
JLord,  Archibald  B. 

Master,  1  February,  1809.     Resigned  19  December,  1810. 

liOrd,  Archibald  B. 

Master,  18  July,  1812.     Discharged  5  August,  1815. 

liord,  George  W. 

Acting  Ensign,  3  March,  1865.     Resigned  29  May,  1865. 

liOrd,  George  P. 

Acting  Volunteer  Lieutenant,  1  October,  1862.    Honorably  discharged  20  February, 

1866. 

liOrd,  John. 

Gunner,  17  June,  1817.     Last  appearance  on  Records  of  Navy  Department,  till  7 
July,  1828.     Died  9  July,  1829. 

liOrd,  John. 

Boatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 

Liord,  John  CJ. 

Acting  Ensign,  22  June,  1864.     Honorably  discharged  23  August,  1867. 

liOrd,  John  M. 

Acting    Third    Assistant    Engineer,   28   January,    1865.      Appointment   revoked 
5  September,  1865. 

liOrd,  liCvi. 

Acting  Third  Assistant  Engineer,  20  January,  1864.     Honorably  discharged   14 
August,  1865. 

liOrd,  William  R. 

Midshipman,  1  February,  1814.     Resigned  5  September,  1817. 
liOrdan,  William. 

Acting  Gunner,  16  December,  1863.     Appointment  revoked    30  December,  1863> 
Acting  Gunner,  6  January,  18C4.     Dismissed  12  November,  1864. 
liOrigan,  John  li. 

Mate,  12  June,  1866.     Resigned  13  August,  1866. 
lioring,  Benjamin  W. 

Acting  Master,  6   Fcl>ruary,  1802.     Acting  Volunteei   Lieutenant,  29  June,    i863^ 
Honorably  discharged  7  February,  1806. 


GENERAL  NAVY   REGISTER.  441 

liOrinfif,  ClinrloH  F. 

Mate.     Dismissed    18  .liimiaiy.   i>"i"i.     .Mate,    .i   .lainmrv.  1^(5.'{.      Appitintmnit    re- 
\(.ke(l  (Siek.)  21  Octol)er,  mv.i. 
liOriiiK*  C'liarlOH  (■. 

Aitiiij^  ]\Iaster,  IJ  Oetobcr,  istJl.     Ilononibly  dischurf^ed,  HO  Septcnilior,  lHf,5. 
liOriiiK,  CiiarloM   II. 

Third  Assistant  Eiigineer,26  February,  1851.  Second  Assistant  Engineer.  21  May, 
185:5.     First  Assistant  Engineer,  l)  May,  1857.     Cliief  Engineer.  25  .Marcli,  18«"l. 

liOriiiKv  David. 

Gunner,  8  May,  1S03.     Last  appearance  on  Records  of  Navy  Department. 
I..oriiif!:,  Kliplialot. 

AetiiiL,'  Knsi-,'n,  1  October,  1862.     Resigned  5  February,  lSO:i. 
liOriiig,  Iloiiry  IV. 

Mate.     Resigned   24   June,    1802.     Mate,    17   September,   18C.2.     Acting   Ensign. 
1    October,  1803.     Honorably  discharged  20  August,  18ii5. 
I^oriii};,  IjOivIh  W. 

Acting  Assistant  Surgeon,  11  April,  1S(!5.     Honorably  discharged  I)  October,  1805. 
I^oriii);,  Stanton  I>. 

Acting  Tiiird  Assistant   P'ngineer,  1    November.  iNil'J.     l{csignc(l    11    Marcli,  1>>C.:!. 

I..orin{;,  IVadsMortli. 

Mitlshipiuan,  18  June,  181:;.     Resigned  0  January,  1814. 
!Lonc'li,  Abraliani  J. 

Mate,  13  June,  1802.     Acting  Ensign,  0   August,  1802.     -Vcting   Master,  1*J  Octo- 
ber, 1804.     Honorably  discharged  20  October,  1805. 
IiOnckH,  CliarloM. 

Acting  Assistant  Paymaster,  0  February,  1804.  Honorably  disdiargcd  17  October. 
1805. 

liOnKce,  William  T. 

Acting  Third  Assistant  Engineer,  3  August,  1804.     Honorably  discharged  27  Oc- 
tober, 1805.     Acting  Third  Assistant  Engineer,  22  August.  1800.     Mustered  out 
5  March,  1808. 
liOnnHberry,  iieorge^  II. 

Mate,  1801.     Killed  in  action  at  Vicksburg,  Mississij)])!.  August,  18G2. 
liOurie,  John. 

Acting  Ensign,  12  November,  1803.     Honorably  discliarged  17  December,  18G8. 
liOnriH,  JairuH. 

Master,  1 1  November,  1812.     Resigned  0  February,  1821. 
JLove,  AnKnHtuK. 

Assistant  Surgeon,  13  March,  1805.     Resigned  23  Januarj-,  1806. 
IjOTe,  AnKUHtnH. 

Assistant  Surgeon,  27  September,  1807.  Last  appearance  on  Records  of  Navy 
Department. 

liOVC,  Charles  J. 

Midshipman,  13  November,  1838.     Resigned  11  March,  18:J9. 
liOvo,  John. 

Lieutenant,  29  November,  1799.  Discharged  4  .Atigust.  1801,  under  Peace  Kstal)- 
lishment  Act. 

liOvc,  liawHon  C 

Midshipman,  1  April,  1828.     Resigned  17  Februarj-,  1880. 
liOvc,  Kioiiatrd  1^. 

Midshii)man,  17  September,  1830.  Passed  Midshipman,  15  June,  1837.  Lieu- 
tenant, 8  September,  isn.  T?<sprv<M|  list.  14  S.I.I,  inli.r.  IM.I.-.  DJ.d  7  .Vpril, 
1850. 

I^oveairr.  Henry  F. 

Acting  Third  Assistant  F.ngineer,  3  December,  1861.  Third  .\.ssi!.taiit  Engineer, 
8  September,  1803.     Resigned  26  October,  18G8. 
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I^oveclay,  Jobn. 

Midshipman,  1  January,  1813.     Last  appearance  on  Records  of  Navy  Department, 
1818.     Dead. 
liovejoy,  Joseph  H. 

Mate,  13  September,  1864.     Resigned  1  February,  1865. 

Liovell,  £dward  1>. 

Mate,  33  June,  1863.     Honorably  discharged  1  December,  1865. 

liOTell,  Hale  ^. 

■  Midshipman,  9  November,  1813.     Lost  in  the  "  Wasp,'"  1815. 

liOvell,  John  P. 

Master,  17  August,  1803.     Died  15  March,  1808. 

liOTell,  Robert  P. 

Midshipman,  11  May,  1833.     Passed  Midshipman,  16  July,  1840.     Died  7  May, 
1845. 
l.oYell,  IS.  O. 

Mate,  19  March,  1863.     Acting  Ensign,  30  March,  1865.     Resigned  15  June,  1865. 

rovell,  William  S. 

Midshipman,  8  November,  1847.     Passed  Midshipman,   10  June,  1853.      Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Resigned  3  May,  1859. 

liOTeriiig,  Francis  J. 

Third  Assistant  Engineer,  30  May,  1857.     Second  Assistant  Engineer,  3  August, 
1859.     First  Assistant  Engineer,  1  July,  1861.     Resigned  36  June,  1865. 
liOvering,  Phillips  A. 

Assistant  Surgeon,  18  June,  1875. 

liovett,  Israel  E. 

Mate,  13  January,  1864.     Honorably  discharged  5  September,  1865. 

Ijovett,  John  A. 

Gunner,  1  September,  1857.     Dismissed  8  June,  1861. 

liOW,  Benjamin  O. 

Mate,  33  January,  1863.  Acting  Ensign,  35  December,  1863.  Honorably  dis- 
charged 31  October,  1865.  Acting  Ensign,  19  April,  1866.  Mustered  out 
11  October,  1867. 

liOTF,  Philip  B. 

Acting  Ensign,  16  August,  1863.     Resigned  7  August,  1863. 

liOw,  Rufus. 

Master,  6  December,  1799.     Last  appearance  on  Records  of  Navy  Department. 

liow,  William  F. 

Midshipman,  31  July,  1865.  Graduated,  4  June,  1869.  Ensign,  30  December, 
1870.     Master,  3  April,  1873.     Lieutenant,  35  November,  1877. 

liOW,  William  R. 

Midshipman,  3  November,  1838.     Died  In  August,  1845. 

liow,  William  W. 

Midshipman,  3  March,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
1   March,   1855.      Lieutenant,   14   September,    1855.      Lieutenant-Commander, 

16  July,  1863.     Commander,  35  July,  1866.     Captain,  39  January,  1873.     Died 
24  June,  1877. 

liowber,  William. 

Assistant  Surgeon,  8  November,  1847.  Surgeon,  18  April,  1861.  Medical  Inspec- 
tor, 3  March,  1871.     Retired  list,  5  July,  1873. 

liowe,  Edward  S. 

Mate.  Appointment  revoked  (Sick,)  18  May,  1863.  Mate,  19  November,  1863. 
Acting  Ensign,  15  December,  1863.  Acting  Master,  8  April,  1865.  Appoint- 
ment revoked  7  July,  1865. 

liOwe,  Enoch. 

Midshipman,  1  September,  1811.     Died  15  August,  1817. 
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IjOWC,  Friiiik. 

Mati-,  1  October,  1802.     Dismissal  ,s  July,  1803. 
IjOwo,  John. 

Third  Assistant  Engineer,  12  .\u<,'ust.  ISOl.     Second  Assistant  Engineer,  21  .\i)ril, 
ISO:?.     First  Assistant  Engineer,  1  1  October,  18(50. 
TiOMO,  Joliii   Li. 

Acting  Second  Assistant  Engineer,  21  March,  18(>4.  Ilnnora!)!)-  dischargeil 
22  I)eceml)er,  1865. 

IjOwo,  Viiioeiit. 

Muster,  20  March,  18K?.  Last  appearance  on  Records  of  Navy  Department,  1S15. 
Philadeljthia. 

IjOwc,  IVilliiiiii. 

Master,  lit  November,  1812.     Lieutenant,  9  December,  1814.     Died  2  May,  1.M20. 
IjOwoII,  Abiier  J. 

Acting  Ensign,  7  August,  1863.     Honorably  discharged  20  .Vngust,  186.'>, 
liowell,  <iJoorK€»  B. 

Acting  Kiii^igii,  IT  November,  1804.     Honorably  discharged  27  September,  \W'). 
liO^vell,  John  B. 

Acting  Second   Assistant  Engineer,  3  December,  1801.     Acting  First  Assistant 
Engineer,  12  November,  1803.     Honorably  discharged  24  August,  1865. 
Liowell,  Richar<l. 

Carpenter,  date  not  known.     Died  in  November,  1824. 
IjOMndoM,  Christopher. 

Midshipman,  1  January,  1817.     Died  in  1822. 
liOTindoH,  C.  O. 

Acting  Assistant  Paymaster,  0  August,  1802.     Mustered  out  21   November,   1865. 
I.OMudos,  Charles. 

Midsliipnian,    18   March,    ISM.      Lieutenant,    13    January,    1825.      Commander, 
8  September,  1841.     Captain,  14  Sejjtember,  1855.     Retired  list,  21  December, 
1801.     Commodore  on  Retired  list,  10  July,  1802. 
liOwndes,  Charles. 

Assistant  Surgeon,  5  December,  18.'57.     Dismissed  7  May,  1801. 
liOwndes,  Richard  II. 

Midshipman,  25  June,  1831.  Passed  ^Midshipman,  15  June,  1837.  Resigned 
18  Juno,  1841. 

liO^ry,  Francis. 

Midshii)nmn,  3  August,  1831.  Passed  Midshii)man,  23  June,  1838.  Lieutenant, 
4  July,  1M43.  Reserved  list,  13  September,  1855.  Captain  on  Retired  list, 
4  April,  1807. 

liOwry,  Ilonry  ^I. 

Cari)enler,  20  March,  1847.     Died  17  May,  1868. 
liOwry,  Morrow  ]II. 

Mate,  10  April,  isc;!.     Resigned  11  June,  1863. 
I^owry,  Morrow  I*. 

Acting  As-istant  l'ayma>tir,  25  June,  1864.     Mustered  out  8  October,  1865. 
liOwry,  Ok  win  W. 

Midshijiman,  25  June,  1808.     Graduated,  1   June,  1872.     Ensign,  15  Julv,  1878. 
Master,  26  April,  1878 
Liowrj,  Philip  W. 

Acting  .Mi.Uhipnian,  22  September,  1859.  Ensign,  16  September  18(;2.  Died 
12  February,  istid. 

Lowry,  Kei^art  li. 

Midshipman,  31  January.  1S10.  Parsed  Midshipman,  11  July,  IsiC.  Ma.«ter, 
1  March,  1855.  Lieutenant,  14  Sejjteniber,  is,")r).  Lieuteiuint-C  cmmandcr, 
10  July,  1802.  Commander,  25  July,  isC))').  Captain,  2  November,  1871.  Com- 
modore, 1  April,  1880.     Died  25  November,  1880. 
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lioyall,  Benjamin  P« 

Midshii)iaaii,   5   March,   1849.      Passed   M'dshipman,   13   June,   1855.      Master^ 
16  September,    1855.      Lieutenant,   28   January,    1856.     Dismissed   5   October^ 
1861. 
liOyd,  Jolin. 

Acting  Tliird  Assistant  Engineer,  24  September,  1861.  Acting  Second  Assistant 
Engineer,  30  March,  1868.  Acting  First  Assistant  Engineer,  20  October,  1863. 
Ai)p()intment    revoked  7  December,  1863.     Acting  First  Assistant  Engineer,. 

8  March,  1864.     Honorably  discharged  27  September,  1867. 

liOziea*,  Edwarcl. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  5  No- 
vember, 1865. 

Ijozier,  George  T. 

Sailmaker,  30  October,  1840.     Retired  list,  11  May,  1874.     Died  17  August,  1878. 

liUbbe,  Charles  Bethel. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.  Graduated  10  June,  187& 
Drowned  4  August,  1879. 

liucas,  James  B. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Honorably  discharged  19 
June,  1865. 

liiieas,  James  B. 

Acting  Third  Assistant  Engineer,  19  August,  1863.    Appointment  revoked  (Sick,) 
6  October,  1864.    Acting  Third  Assistant  Engineer,  8  October,  1864.    Honorably 
discharged  19  June,  1865. 
liUee,  Hiram  C. 

Mate,  12  December,  1862.     Appointment  revoked  19  January,  1863. 

liUce,  Presbury  IV. 

Acting  Ensign,  21  September,  1864.     Honorably  discharged  30  September,  1865. 

JLuce,  i^hubael  K. 

Mate  8  January,  1862.  Acting  Ensign,  17  September,  1862.  Acting  Master,  5 
November,   1864.      Honorably  discharged   22   August,    1865.     Acting   Master, 

9  April,  1866.     Discharged  14  May,  1867. 

liuce,  {Stephen  B. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847      Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant- Commander, 

16  July,  1862.     Commander,  25  July,  1866.     Captain,  28  December,  1872. 

I<uee,  William. 

Second  Assistant  Engineer,  24  May,  1843.  Disrated  to  Third  Assistant  Engineer, 
28  July,  1845.     Resigned  29  May,  1847. 

liUek,  John  T. 

Assistant  Surgeon,  24  January,  1862.     Resigned  23  June,  1868. 

liUckett,  Alexis. 

Master,  15  December,  1812.     Died  27  August,  1821. 

I^nekett,  James  M. 

Midshipman,  17  December,  1810.     Resigned  15  June,  1819. 

liUdlow,  Abraham. 

Lieutenant,  1  October,  1799.  Discharged  8  July,  1801,  under  Peace  Establish- 
ment Act. 

liUdlow,  Albert  S. 

Mate,  18  February,  1804.     Acting  Ensign,  31  July,  1865.     Honoral)ly  discharged 
20  July,  1868. 
liUdlow,  Angustns  C. 

Midshipman,  2  April,  1804.  Lieutenant,  3  June,  1810.  Died  of  wounds  received 
in  action,  1  June,  1813. 

liUdlow,  Charles. 

Midshipman,  29  November,  1798.     Lieutenant,  22  April,  1802.     Resigned  ^4  Ad- 
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f,Misf,  ISll.     Re-appointed  Lieutenant,  10  SejiteuilnT,  isil.     Commander,  24  De- 
riinljer,  ISll.      Kesigned  1  Miiy,  ISIIJ. 
LiiidloM,  FruiM'is  L. 

Mitlsliipiiiaii,  24  July,   IHrw;.     Graduated    7  .huu-.    INTO.     I'.nsign,   i:5  July,  1872. 
lietirud  list,  20  Noveuihtr,  1877. 
IjIKIIoM,   JillllOM    II. 

I^IiJsliipiinni,  1",  Ncneinber,  ISO'J.     KcsIkhkI  !»  ::<iV(nilHr,  1818. 
lilKllOM,   JailK'M    II. 

Mi.Uhipiiuin,  I'J  May,  1819,     Resigned  2:J  May,  1819. 
Iin<lloiv,  Xicoll. 

Actiii",'    Midsliipraan,   28    October,    iJ^oO.      Pwisi^'ii,   1    Octoljcr,   18f.3.      Master, 
10    May,    l8t)G.      Lieutenant,    21     February,    1807.      LicutcDaut-Commander, 
12  March,  1808. 
laidloM,  Kobort  V. 

I'lusir,  20  April,  1812.     Died  15  May,  1820. 
I..ii(llo\v,  W.  B. 

Midsliipiiuui,    1    May,    1827.     Passed    ]Midslii])inan,    10    .luno.    1S:W.     Licuten.iiit, 
8  DccLinbor,  1838.'    Died  29  Novend)er.  lM:il». 
Liiirboroiif;!!,  A.  IV. 

Midshijjnian,  18  June,   1812.     Last  appearance  on  Records  of  Navy  Department, 
15  March,  1810. 
laiko,  John  Ij. 

Midshipman,  4  March,  1819.     Casliiered  12  March,  1821. 
liUll,  Kdward  P. 

Acting  Midshipman,  7  October,  1851.     Midshipman,  9  June.  1S55.     Passed  Mid- 
shipman, 15  April,  1858.     Master,  4  November,  185M.     Lieutenant,  30  October, 
1800.     Lieutenant-Commander,  10  July,  1802.     Comnmnder,  10  June,  1870. 
Lull,  J.  K. 

^latc,  10  March,  1803.     Resigned  25  November.  1804. 
liHin,  Joseph. 

Gunner,  date  not  kno\vn.     Discliarged  20  May.  1824. 
IjtiinpkinH,  Coor^o  W. 

Acting    First    Assistant    Engineer,  9    ^lav,  1804.     Appointment    revoked    (Sick,) 
14  .Slarch,  1805. 
IjnniHdon,  Goorge  P. 

Assistant  Surgeon,  2  Ni>vember,  1870. 
Ijniidt,  CioorKe. 

Acting  Master,  12  August,  1801.     Resigned  11  February,  1802. 
fjnndt,  Ilonry. 

At  ling  Assistant  Paymaster,  31   August,  1804.     Mtistered  out  2  September,  1865. 
I.niidl,  W.  C. 

Acting  Master,  20  August,  1801.     Resigned  17  December,  1864. 
fjiiHOonih,  C'liarloM  P. 

Mat.',  8  January,  ls(i:5.     Resigned  3  March,  1S(;5. 
laiMooiiib,  .loiiii  W. 

Atting  Ensign,  11»  .Vugust,  1803.     Honorably  discharged  14  January,  18CG. 
Liisli,  AiKlrow. 

At  ting  Third  Assistant  Engineer,  7  January,  lS(i;5.     Honorably  tlischari,'fd  31  Oc- 
t<.l>er,  1805. 
I.<iillior,  CiinrloM. 

Acting  'I'liird  Assistant  Engineer,  9  March,  1805.     Honorably  discharged  28  Sep- 
tember. ls(;5. 
I^iithor,  Ciioorec  If. 

Acting  Third  Assistant  Engineer,  12  March.  Isc,;}.     Acting  Stvond  AssiBUnt  En 
gineer,  25  July,  1864.     Honorably  discharged  18  January,  I860. 
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liiitton,  Morgan. 

Acting  Third  Assistant  Engineer,  20  July,  1864.     Honorably  discharged  10  July, 
1806. 
liyddou,  William. 

Mate,  21  October,  1861.    Acting  Ensign,  0  September,  1862.    Appointment  revoked 
5  June,  1865. 
lijde,  IVatlianiol. 

Purser,  25  April,  1812.     Died  7  July,  1828. 
lijetli,  Clinton  II. 

Midsliipmun,  26  June,  1868.     Graduated  1  June,  1872.     Ensign,  15  July,  1873. 
Master,  2  February,  1878. 
I<ynian,  Cbarlos  H. 

Midshipman,  28  July,  1866.     Graduated  7  June,  1870.     Ensign,   13  July,  1871. 
Master,  24  October,  1874. 

liynian.,  Oad. 

Acting  First  Assistant  Engineer,  25  August,  1864.    Honorably  discharged  30  June, 
1865. 
liyman,  James  R. 

Midshii^man,  16  July.  1814.     Last  appearance  on  Records  of  Navy  Department, 
1819. 
Iiyman,  Jobn. 

Acting  Third  Assistant  Engineer,  4  September,  1861.     Resigned  18  January,  1862. 
layman,  William  C 

Assistant  Surgeon,  24  June,  1861.     Resigned  8  December,  1865. 
liynch,  A.  M. 

Assistant  Surgeon,  12  October,  1850.     Resigned  14  January,  1861. 
liyncli,  Bernard  S. 

Mate.     Dismissed  13  February,  1862. 
liync'Ii,  Dominick. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.     Reserved  list,  13  September,  1855.     Commander  on  Retired 
list,  21  July,  1861.     Captain  on  Retired  list,  4  April,  1807.     Captain  on  Active 
list,  20  January,  1871.     Retired  list,  30  January,  1872. 
Jiiynch,  I>ominick  H. 

Midshipman,  6  November,  1846.     Dismissed  12  June,  1851. 
£iync]i.  Green. 

Midshipman,  16  January,  1809.     Died  in  September,  1817. 
I^yncli,  John  P. 

Purser,  8  January,  1801.     Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 
£<yncta,  Jobn. 

Mate,  7  January,  1862.     Killed  13  October,  1863. 
liyneb,  IVicbolas. 

Sailmaker,  3  June,  1'861. 
liyneb,  Patrick. 

Gunner,  15  August,  1877, 
Ijyneb,  Robert. 

Mate,  17  April,  1866.     Appointment  revoked  13  June,  1866. 
liyneb,  Tbomas. 

Third  Assistant  Engineer,  12  August,  1801.     Second  Assistant  Engineer,  21  April, 
1863.     Resigned  21  June,  1869. 
£<yncb,  Tbonias  £. 

Acting  Third  Assistant  Engineer,  13  October,  1862.      Acting  Second  Assistant 
Engineer,  1  April,  1865.    Honorably  discharged  28  September,  1869. 
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l.yiicli,  William  F. 

Miclshiitiniin,  2G  Janimry,  ISIO.     LicMitennnt,  17  Miiv,  1H'2S.     Commander,  5  Sep- 
tember, 1M19.     Cu])tiiin,  2  April,  18r,(J.     Resigned  21  April,  l.S(il. 
Ijyii<>li,  William  F.,  Jr, 

'lliird  As>isti;ut  Engineer,  20  Februarj',  1847.     Dismissed  5  F'ebruary,  lH.'i2. 
IjyiK',  TiOoiiar<l  II. 

Midsliipnmn,  10  Sei)tember,  1S41.     Passed  Midshipman.  10  August,  IHIT.    MaHter, 
14  September,  lyrj").     Lieutenant,   15  September,  18/55.     Dismissed   7  Oetober, 
1857. 
I.yno,  W.  «. 

Midshipman,  4  Marcli,    1S2:{.      Passed   Midshipman,  23  May,  182U.     Lieutenant, 
i:{  .luly,  1m:52.     Drowned  30  Ai)ril,  1811. 
liyuc,  M  illiaiii  II. 

Midshipman,  5  June,  1848.     Resigned  10  October,  184U. 
liyiif;,  I>oiiiiis. 

Aiting  Third  Assistant  Engineer,  30  May,  18r)3.     Resigned  5  April,  1805. 
liyiiii,  John  M. 

Assistant  Surgeon,  24  July,  1813.     Resigned  5  September,  1814. 
I^yoii,  Amos  91. 

Mate.  22  October,  1861.     Resigned  27  April,  1S(;5. 
liyoii,  Aii;;iiH(im  J. 

Mate,  28  December,  1861.     Resigned  10  April.  1804. 
Lyon.  Oeorj^e  A. 

Assistant  Paymaster,  11  June,  1802.     Paymaster,  23  .January,  1806. 
Lyon,  Ilonry  W. 

Midshipman.  7  October,  1862.     Graduated  June,  1860.     Ensign,   12  March,  1808. 
Master,  2C.  March,  1S(;9.     Lieutenant,  21  March,  1870. 
Lyon.  JainoM. 

Acting  Second  Assistant  Engineer,  24  August,  1802.     Dismissed  7  January,  1863. 
Lyon,  John. 

Purser,  17  February,  1807.     Last  appearance  on  Records  of  Navy  Dej)artment. 
Lyon,  John  W. 

Acting  Third  Assistant  Engineer,  25  August,   1804.     Honorably  discharged   11 
December,  18<)5.     Acting  Third  Assistant  Engineer,  25  June,  1800.     Mustered 
out  2  October,  1808. 
Lyon,  Luther  M. 

Assistant  Surgeon.   19  October,  1801.      Surgeon,   0  August,   1870.     Retired  list, 
22  December,  1N71.     Died  7  May,  1874. 
Lyon,  Southwell. 

Acting  Tiiird  Assistant  Engineer,  22   April,  1803.     Honorably  discharged   I   No- 
vember, 1805. 
LyonH.  Charles  S. 

Mate,  20  September,  1803.     Resigned  30  June,  1805. 
LyonH.  Daniel. 

Acting  Third  Assistant  Engineer,  0  July,  1803.     Appointment  revoked  (Sick.)  12 
August,  1803. 
LyonH,  I>avid  K. 

Acting   Third    Assistant    P^ngineer,   3    November,    ISO'.I.      Appointment    revoked 
3  July,  1805. 
Lyonn,  Kdward. 

Boatswain,  12  February,  1842.     Resigned  30  August,  1848. 
l.youH,  Ilenr}',  Jr. 

Acting  Tiiird  Assistant  Engineer,  18  April,  1864.     Honorably  discharged  y  No- 
vcinlii'r,  ls05. 
LyouH,  Lawrenee  J. 

Acting  Third  Assistant  Engineer,  25  March,  lb04.     Honorably  discharged    ii'  N- 
vember,  1809. 
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liyoiis,  Kicliard. 

Mate,  11  May,  1864.     Appointment  revoked  13  December,  18G5. 

liyoiis,  Tiinolliy  A. 

Acting  Midshipman,  2  January,  1862.  Graduated  September,  1865.  Ensign, 
1  December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 
Lieutenant-Commander,  16  December,  1879. 

Liyoiis,  William  R. 

M&te,  30  June,  1863.     Resigned  30  May,  1865. 

liyttle,  Robert  E. 

Acting  Master,  26  August,  1861.     Dismissed  16  October,  1861. 

Iiyttle,  Robert  S. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Honorably  discharged  22  March, 
1866. 


Honorably  discharged 


Mabee,  Oeorge  J.  W.,  Jr. 

Mate,  3  May,  1864.     Acting  Ensign,  25  August,  1864. 
16  September,  1865. 

Maeabiim,  John. 

Acting  Third  Assistant  Engineer,  19  October,  1863.  Honorably  discharged 
21  September,  1865. 

Macay,  James. 

Midshipman,  25  August,  1800.     Resigned  18  November,  1803. 

Maccarty,  George  M.  T,, 

Third  Assistant  Engineer,  8  July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.     First  Assistant  Engineer,  30  January,  1865.     In  service. 

Macconn,  Robert  T. 

Assistant  Surgeon,  27  November,  1844.  Passed  Assistant  Surgeon,  4  February, 
1851.  Surgeon,  21  September,  1858.  Medical  Inspector,  8  March,  1871. 
Medical  Director,  7  November,  1872.     Retired  list,  19  April,  1879. 

Macdaiiiel,  Albert. 

Midshipman,  27  August,  1823.     Resigned  9  May,  1831. 

Maedearmid,  John. 

Acting  Master,  24  May,  1861.  Acting  Volunteer  Lieutenant,  gallant  conduct, 
1  August,  1862.  Acting  Volunteer  Lieutenant-Commander,  3  March,  1865. 
Honorably  discharged  28  October,  1866. 

Macdonald,  James  P. 

Actino'    Third    Assistant    Engineer,   6   January,    1865.      Honorably   discharged 
15  May,  1869. 
Maedonongh,  Thomas. 

Midshipman,  5  February,  1800.  Lieutenant,  6  February,  1807.  Commander, 
24  July,  1813.     Captain,  11  September,  1814.     Died  10  November,  1825. 

Macfarlane,  Edward  O. 

Midshipman,  3   October,  1864.     Graduated  June,  1869.     Resigned   31   October, 
1871. 
Macfarlane,  John. 

Carpenter,  3  October,  1861. 
Machesney,  William. 

Midshipman,  1  September,  1811. 

Machette,  Henry  C. 

Acting   Assistant    Paymaster,    16   April,   1864.      Mustered    out  4   March,    1866. 
Assistant  Paymaster,  27  February,  1867.     Passed  Assistant  Paymaster,  26  Feb- 
ruary, 1869. 
Macintire,  Benjamin  F. 

Mate,  6  January,  1863.  Acting  Ensign,  31  August,  1863.  Appointment  revoked 
'•Sick,)  19  January,  1865 


Dismissed  13  April,  1813. 
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Mnoliilyre,  li.  C 

Aitiiii,'  Master,  r,  April,  1802.     Ilfmoral)!}-  discliarj^'od  18  December,  1805 
!flack,  Alcxiiiider. 

I'loatswaiii,  H  .Iiiiic,  1872. 
Muck,  I>avi<l. 

Assistant  Siiri^'i-on,  2G  OcIdIkt,  1S«3.     Kesifjiiefl  12  May,  1870. 
Muok,  10 II  1(0114*. 

Acting 'I'liird  Assistant  Eiifxinccr.  21   NdvcmiIm  r,  is;i:?.     Acting  Sorond   Assistant 
Engineer,  28  Octol^er,  1S()4.     Ai»])niiifnieut  rc\<il<cd  22  .lunuary,  l.s«<i. 
IWnek,  Kii;;4Mic 

Gunner,  10  Sej)tember,  184 !>. 
^IiK'k,  Iloiiry  S. 

Aetiiig    'I'hird    Assistant   Engineer,    19    October,    1804.     Honorably    discliarged 

7  .luly,  isd.j. 

Mack,  Jorciiiiah. 

Gininer,  oO  Deeember,  1841.     Died  17  Deeeinljer,  1812. 
Mack.  Joliii. 

Mate,  :5U  November,  18r)4.     Aiipointnient  revoked  9  .Iiine,  1808 
Mack,  William  J. 

Acting  Third   Assistant  Engineer,   22   March.   ISCL      Honorably   discharged    11 
.Tan nary,  ISOC). 

Maokall,  Kioliard. 

Midsliipman,  1  January,  1812.     Resigned  12  :\Iay,  182:5. 
Maokay.  I>.  II. 

Midshipman,  1(5  A])ril,  1813.    Lieutenant,  13  January,  1825.    Lost  in  the  ••JI"r.tf.' 
10  September,  1829. 
jtlaokay,  Donal«l  S. 

Mate,  21  October,  1801.     Dismissed  1  September,  1802. 
9Iackon/Je,  Alexander. 

Acting  Assistant  Surgeon,  21  November,  1803.     Honorably  discharged  18  Decem- 
ber, IsdO. 

Mackoii/>ie,  Alexander  S, 

Midshipman,    1    January,    1815.      T>ieutenant.    1"    January,    1825.      Commander, 

8  September,  1841.     Died  13  September,  ls4y 
Maekenxie,  Alexander  H, 

Acting  Midshipnian,  29  September,  1855.     Midshijjman,  9  June.  1859.     Lieuten- 
ant,  31    August,    1801.      Lieutenant-Commander,   29   July.    18('>5.      Killed    in 
Battle,  13  June,  1807. 
Maeken/.ie,  Itforris  R.  H. 

Mi.Ishipman,  29  Se])teinber,  1802.     Graduated  June,   1800.     Ensign,   12   March, 
iscs.     Master,  20  March,  1809.     Lieutenant,  21  March.  1870 

Maekie,   Adam. 

Assistant  Surgeon,  18  October,  1870.     Died  1  July,  1873. 
Maokie,  Itenjaniln 

Assistant  Surgeon,  21  April,  1809.     Surgeon,  20  August,  1879. 

Maokie,  J.  II. 

.Acting  Assistant  Surgeon,  17  May,  1801.     Ilesigned  28  February,  1802. 
Maekie,  John  P. 

Midshipman,   5    December,    1798.      Resigned    13   Mav.   1799.      Midshipman,   31 
May,  1799.     Warrant  returned  24  August,  1799. 

Maokie,  J.  Walter. 

Mate,  21  Decrniber,  1801.     Appointment  revoked  (Sick.)  11  March,  180» 

Maolay,  William  W . 

Acting  :siids!iipnian,  4  October,  1800.     Ensign,  28  May,  1803.     Master,  10  Nnvem- 
ber,  1805.     Lieutenant,  10  November,  1800.     LieutenaDt-Commandcr,  12  March, 
1808.     Resigned  13  October,  1871 
20 
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Ulaeleaii,  Arcbibald. 

Midshipman,  1  November,  1828.     Resigned  19  January,  1830. 

Macliaiirin,  B.  R. 

Acting  Ensign,  10  September,  1863.     Dismissed  1  October,  1864. 

MacMalion,  John. 

Acting  Assistant  Paymaster,  11  November,  1864.  Assistant  Paymaster,  23  July, 
1866.  Passed  Assistant  Paymaster,  11  December,  1867.  Paymaster,  17  Septem- 
ter,  1877. 

Macomb,  A.  W. 

Master,  25  July,  1818.     Resigned  19  May,  1826. 

Macomb,  Darid  B. 

Third  Assistant  Engineer,  11  January,  1849.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  26  June,  1856.  Chief  Engineer,  21  Sep- 
tember, 1860.     In  service. 

Macomb,  Edward. 

Acting  Assistant  Surgeon,  25  February,  1865.    Honorably  discharged  8  November, 
1865. 
Macomb,  F.  A.  ]¥. 

Midshipman,  14  March,  1833.     Resigned  9  April,  1833. 

Macomb,  S.  O. 

Carpenter,  25  January,  1838.     Resigned  18  January,  1839. 

Macomb,  William  H. 

Midshipman,  10  April,  1834.     Passed  Midshipman,  16  July,  1840.     Lieutenant, 
27  February,  1847.     Commander,  16  Julv.  1862.     Captain,  25  July,  1866.     Com- 
modore, 1  July,  1870.     Died  12  August,  1872. 
Macombe,  IVebemiah. 

Master,  15  May,  1799.     Resigned  4  August,  1800. 
Macomber,  George. 

Midshipman,  1  May,  1828.     Died  8  October,  1834. 

Macomber,  R.  P. 

Assistant  Surgeon,  13  July,  1824.     Surgeon,  4  December,  1828.     Died   16  June, 
1831. 
Macomilber,  S.  P. 

Midshipman,  20  June,  1806.     Lieutenant,  4   March,  1813.     Drowned  6  March, 

1820. 

Macrae,  John. 

Midshipman,  17  December,  1810.     Resigned  25  January,  1812. 

Macready,  C.  S.,  Jr. 

Mate,  18  November,  1861.    Resigned  3  April,  1862. 

Macy,  Gilbert  D. 

Sailmaker,  29  June,  1867. 

Macy,  Henry  G. 

Acting  Ensign,  17  December,  1862.  Acting  Master,  16  December,  1864.  Ensign, 
12  March,  1868.  Master,  18  December,  1868.  Lieutenant,  21  March,  1870. 
Died  1  December,  1873. 

Madden,  William. 

Acting  Third  Assistant  Engineer,  3  November,  1863.  Honorably  discharged 
30  May,  1867. 

Maddocks,  W.  D. 

Acting  Ensign,  18  July,  1863.  Acting  Master,  3  October,  1865.  Honorably  dis- 
charged 6  June,  1868. 

Maddox,  Joshna. 

Master,  4  August,  1807.     Appointment  revoked  2  May,  1809. 

Madigan,  John. 

Midshipman,  19  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
1  March,  1855.     Dropped  13  September,  1855.     Lieutenant,  Active  list,  14  Sep- 


GENERAL  NAVY   Ui;(;iS'l'KI{.  4r,l 

tember,  ISSri.     Lioutcnant-ComnmiKUr,  \V,  .lulv,  1S02.     Coniinaiuler,  22  SetXein 
lior,  1855.     Died  22  Octohcr.  INTO. 
MadlMoii,  J.  11.  9t. 

Mi<lslii])mun,  2:5  Dccfiiiber,  1837.     Hisigncd  l  Novoiiiber,  is  12. 
MikIImoii,  Joliii  IC. 

.Mitlsliipniaii,  28  .liiiu-,  INOl.     Lii-iitfiiant,  24  July,  18i;{.     Lost  in  the  "  Lynx." 
IWikIImoii,  M'illiaiii  F. 

Miilsliiitman,  Hi  January,  ISOn.     Died  Ki  July,  1812. 
MailK,  John  ]V. 

Midshipman,  25  February,  1S:}2.     Passetl  Mid.Hliipman,  23  June,  1838.     Lienlen 
ant,  25  June,  1848.     Keserved  list,  14  September,  1855.     Lieutenuiit  on  Active 
list,  25  June,  1843.     Resigned  2  May,  18G1. 
Mufllt,  Sam II el. 

Purser,  25  April,  1812.     Last  appearance  on  Records  of  Navy  Department.     Dead. 
Manit,  Uilliam  II. 

Midshipman,  3U  May,  1840.     Dismissed  12  June,  1851. 
Ulagar,  Iteiijaiuiu  S. 

Acting  Master,  20  August,  IS*!!.      Disrated  to  .Vcting   P^nsign,  9  April,   18<>3. 
Acting  Master,  23  August,  18G3.     Honorably  discharged  1  October,  1805. 
Ma^aw,  Saiiiiiol. 

Midshipman,  23  November,  1841.     Passed  Midshipman,  10  August,  1847.    Master. 
14  September,  1855.     Lieutenant,  15  Septend)er,  1855.     Lieutenant-Commander. 
16  July,  1802.     Commander,  10  October,  1800.     Retired  list,  2<J  October,  I80s. 
Magaw,  IVilliaiu  P. 

Arting  Third  Assistant  Engineer,  2  December,  18G1.     Acting  Second  Assistant 
Engineer,  24  October,  1862.     Dismissed  22  July,  1805. 
fflagce,  Alexander. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  16  Feb- 
ruary, 1867. 
Ma^ee,  Edftard  A. 

Third  Assistant  Engineer,  27  June,  1862.     Second  Assistant  Engineer,  21  Novem- 
ber, 1803.     First  Assistant  Engineer,  1  January,  1868.     In  service. 
Ma^ee,  George  W. 

Third  Assistant  Engineer,  4  April,  1861.  Resigned  30  March,  1863.  Restored 
1  June,  1863,  as  Third  Assistant  Eugineerfrom  4  April,  1801.  Second  Assistant 
Engineer,  10  January,  1863.  First  Assistant  P^ngineer,  1  December,  1864.  Chief 
Engineer,  11  June,  1870.     In  Service. 

Magee.  James. 

Acting  Third  Assistant  Engineer,  18   December,  1863.      Appointment  revoked 
(Sick.)  ()  October,  1864. 
Mager,  Xioliolan. 

CarptMitir,  I)  July,  1847.     Retired  list,  9  November,  1871. 
Maver,  Philip  i'. 

Carpenter.  15  November,  1873. 
Maglin,  John. 

Mate.     Dismissed  28  November,  1802. 
Magie,  Theodore  IS. 

.Mate,  30  D.ci  iiilu  r,  l.sc.l.     Resigned  29  May,  1862. 
Magill.  Iternard. 

.Mat! .  i;i  Octobir.  18<;3.     Acting  Ensign,  good  conduct.  7  April,  1804.    Ilonorubly 
(li>(liarged  5  December,  1805. 
.nagili.  II.  T. 

.\>-istant  SMr>rt(iii,  7  M.irch,  1838.     Died  at  Sea  in  1841. 
9IaKilL  JanieM. 

Carpenter,  2  April,  1842.     Died  14  April,  1848. 
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Magone,  £.  A. 

Acting  Ensi<?n,  15  Aufjust,  18ri2.     Acting  INTaster,  12    August,   1864.     Honorably 
discharged  19  September,  1805. 
Magratli,  llnuiplire.y. 

Midshipman,   1  January.  1800.     Master,   9  May,   180!}.     Lieutenant,  3  February, 
1S09.     Purser,  25  April,  1812.     Resigned  4  June,  1814. 
Maifruder,  Alexander  F. 

Assistant  Surgeon,  21  April,  1871. 
Magrnder,  diaries  B. 

Mate,  3  August,  18G6.     Gunner,  26  August,  1870. 
Magruder,  George  A. 

Midshipman,  1  January,  1817.     Lieutenant,  28  April,  1826.     Commander,  14  Feb- 
ruary, 1843.     Ca^jtain,  14  September,  1855.     Dismissed  22  Ai)ril,  1861. 
Ulagrnder,  T.  C 

Midshipman,  2  April,  1804.     Resigned  22  January,  1812. 
Magrnder,  Tlioiuas  W. 

Midshipman,  2  February,  1829.     Died  4  July,  1835. 
Magriider,  T.  W. 

Midshipman,  18  May,  1809.  Lieutenant.  9  December,  1814.  Last  appearance  on 
Records  of  Navy  Department,  1816.     Franklin,  74. 

Magiine,  James  H. 

Acting  Master,  14  August,  1861.  Acting  Volunteer  Lieutenant,  17  August,  1864. 
Honorably  discharged  29  November,  1865. 

Mall  an,  Alfred  T. 

Acting  Midshipman,  30  September,  1856.  Midshipman,  9  June,  1859.  Lieutenant, 
31  August,  1861.  Lieutenant-Commander,  7  June,  1865.  Commander,  20  No- 
vember, 1872. 

Mahan,  Dennis  H. 

Midshipman,  20  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  14  February,  1873.     Lieutenant,  21  September,  1877. 

Mahan,  William. 

Acting  Third  Assistant  Engineer,  7  February,  1862.  Acting  Second  Assistant 
Engineer,  3  October,  1863.     Honorably  discharged  20  February,  1866. 

Mabon,  David. 

Assistant  Surgeon,  28  March,  1820.     Resigned  27  November,  1823. 

Mahon,  Tbomas  D. 

Midshipman,  10  September,  1841.     Dismissed  28  December,  1842. 

Maboney,  Cbarles. 

Gunner,  6  September,  1839.     Discharged  7  November,  1840. 

Maboney,  Keen  M.  A. 

Acting  Carpenter,  8  January,  1881. 

Maboney,  Micbael. 

Midshipman,  30  November,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1821.     Navy  Yard,  Portsmouth,  New  Hampshire. 

Maboney,  Samnel. 

Boatswain,  2  March,  1848.     Resigned  30  September,  1848, 

Mahony,  TVililani  M. 

Sailmaker,  15  November,  1850.     Dismissed  8  June,  1861. 

Maies,  William  H. 

Mate,  6  August,  1861.  Acting  Master,  26  May,  1862.  Acting  Volunteer  Lieuten- 
ant, 6  April,  1865.  Honorably  discharged  15  May,  1860.  Acting  Master, 
23  April,  1867.     Resigned  16  July,  1868. 

Main,  Herscbel. 

Acting  Third  Assistant  Engineer,  under  insti'uction  Naval  Academy,  10  October, 
1866.  Third  Assistant  Engineer,  2  June,  1868.  Second  Assistant  Engineer, 
2  June,  1869.     Passed  Assistant  Engineer,  20  November,  1874. 
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Mniiio.  Milliam  A. 

A.  till;,'  Mister,  27  February,  1802.     Honorably  discliargcd  21  .luniiury,  IScn. 
ilIalrN,  Joliii. 

Assistant  Sursroon,  10  December,  181 1.     Last  appoarann-  on  Heconls  of  Navy  p. 
])artnK'nt,  IMT).     New  York. 
Mai  Hand,  Edward  .1. 

Ai  tiiii,'  riisiL,Mi,  :jO  December,  18(i-l.     II()ii<)raI)ly  <lis(li:ir;,'e«l  22  October,  1808. 
Major,  Daiiiol  C*. 

Attini,'  Master,  27  July,  18(11.     designed  17  April,  ls(;;{. 
Major.  JaiiiOH. 

Professor.  12  November,  1844.     Resigned  3  September,  18r)0. 
MakiiiN,  dioor^o  It. 

Actiiit,'  Third  Assistant  Engineer,  20  Mav,  lSfi4.     Ilonorablv  discharged  10  August, 
l^C..-). 

Malboii.  TIioinaK  J. 

Aitiiiu'  Srcund  Assistant  Engineer,  22  .Tune,  18fiS.     Acting  First  Assistant  Engi- 
luer  3  May,  1S()4.     Honorably  discharged  1  r)eccnd)er,  \W!i. 
Mai  bono,  W,  F. 

Master.  4  April,  1814.     Died  0  October,  1820. 
Malooiiib.  James  R. 

Acting  Master,  9  October,  1801.     Apj)ointment  revoked  7  March,  1862. 
Maloy,  Palrlok  J. 

Acting  Assistant  Surgeon,  1  October,  1802     Resigned  24  November,  1862. 
Maloy,  IVilliain. 

I-ieiitenant,  1  August,  1799.     Resigned  12  November,  1800. 
Mallaby,  Franoin. 

Master,  not  in  line  of  promotion,  3  .July,  1813.     Reserved  list,  13  Sei)teniber,  185r). 
Ulallani,  John. 

Acting  Assistant  Surgeon,  8  March,  180o.     Ilonorablv  discharged  25  September, 
1805. 

Mallard,  T^'illiam  II, 

Acting  Master,  21  .January,  1802.     Honorably  discharged  27  May,  1807. 
Mallary,  Francis. 

Midshipman,  1  May,  1822.     Resigned  17  .January,  1820. 
Mallett,  F.  B. 

Acting  Master,  29  October,  1801.     Honorably  discharged  14  September,  180.5. 
Mallett,  George  F. 

Assistant  Naval  Constructor,  22  .January,  1872. 
Mallon,  John  II. 

Mate,  2  January,  1803.     Appointment  revoked  20  December,  1865. 
Mallory,  John  S. 

Acting  Assistant  Paymaster,  9  March,  1803.     Resigned  1  April,  1804. 
Mallory,  Stevenson  II. 

Midshipman,  12  June,  1872.     Graduated  20  June,  187(5.     Died  14  November,  1878. 
Malloy,  Charles  P. 

Acting  Third  Assistant  Engineer,  26  April,  1864.     Appointment  revoked  17  June, 
1865. 
Malone,  John  D. 

Acting  Assistant  Surgeon,  20  October,  1864.     Honorably  discharged  2  May.  l^^OS. 
Malone,  S.  B. 

As'-i^tant  Surgeon   11  August,  1826.     Surgeon,  14  .\pril.  ls31.     Resigned  20  Sep- 
tember, ls:5!.     Surgeon,  17  May,  1832.     Resigned  10 -\piil.  1*-::  I. 
Maloney,  Patrick. 

Acting  Third   Assistant    Engineer,   9   February,    1804.      Ilonorablv   discharged 
27  October,  1805. 
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Malooii,  Solon  H. 

Carpenter,  16  November,  1875. 
Manchester,  Albert  A. 

Acting  Third  Assistant  Engineer,  6  March,  1865.     ITonorably  discharged  5  April, 
1866. 
Mandell,  August  H. 

Mate,  1862.     Acting  Ensign,  4  March,  1864.     Resigned  (Sick,)  18  March,  1865. 

Mandell,  John  T. 

Acting  Ensign,  10   September,    1862.     Appointment  revoked  (Sick,)  7  Octol)er, 
1863. 
Mankind,  John. 

Sailmaker,  17  February,  1809.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Fm-loughed. 
Manley,  Henry  DeH. 

Acting  Midshipman,  25  September,  1856.     Midshipman,  15  June,  1800.     Master, 
19   September,    1861.      Lieutenant,    16    July,   1862.      Lieutenant-Commander, 
25  July,  1866.     Commander,  5  April,  1874. 
ManlOTe,  I>aTid. 

Master,  24  May,  1814.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadelphia. 
Mann,  Allen  A. 

Mate,  3  September,  1863.    Honorably  discharged  23  August,  1865. 
Mann,  Albert  li. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  En- 
gineer, 13  May,  1863.     Resigned,  5  June,  1865. 
Mann,  George. 

Midshipman,  15  June,  1801.     Lieutenant,  26  March,  1809.     Resigned  1   October, 
1811. 
Mann,  Oeorge  R. 

Acting  Assistant  Surgeon,  21  September,  1861.     Died  20  Augi:ist,  1864 

Mann,  lieri  S. 

Mate,  27  August,  1862.     Resigned  21  August,  1863. 

Mann,  TV.  H. 

Midshipman,  15  November,  1809.     Resigned  19  August,  1811. 

Mann,  William  A. 

Acting  Assistant  Paymaster,  20  August,  1862.     Mustered  out  1  January,  1866. 

Mann,  William  M. 

Mate,  25  July,  1863.     Resigned  12  April,  1864.     Acting  Ensign,  9  August,  1864. 
Appointment  revoked  30  August,  1864. 

Manney,  Henry  N. 

Midshipman,  24  September,   1861.     Graduated  June,  1866.      Ensign,  12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Manning,  Charles  £. 

Cadet  Engineer,  14  September,  1876.     Graduated  10  June,  1880. 

Manning,  Charles  H. 

Third  Assistant  Engineer,   19   February,  1863.     Second   Assistant  Engineer,  25 
July,  1866.     First  Assistant  Engineer,  26  October,  1872. 

Manning,  !Edward. 

Mate,    16  February,   1864.     Acting   Ensign,    18   August,  1864.     Honorably  dis- 
charged 14  October,   1805.     Acting   Ensign,  4  August,  1866.     Mustered   out 
15  August,  1867. 
Manning,  Edward  S. 

Midshipman,  9  November,  1813.     Resigned  24  November,  1814. 
Manning,  Edward  W. 

Third  Assistant  Engineer,  21  May,  1853.     Second  Assistant  Engineer,  25  June, 
1855.     First  Assistant  Engineer,  21  July,  1858.     Dismissed  6  IMay,  1861. 
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Maiiiiiii^,  JaiiioM  l>. 

Acting  Ensi^Ml,  2:J  May,  1SG3.     Died  on  the  "CVw/ri/r,"  25  Scptomhcr.  1803. 

MaiiiiiiiK*  John. 

Artin<;  Chief  J'liLjincpr,  1  December,  1802.     Resigned  9  February,  180:5. 
MniiiiiiiK,  Jolin. 

.Midshipiimn,  10  May,  1820.     Lioutonant,  17  May,  1828.     Coimimndir,  :5   October, 
ISol.     l{fscrvcd  list,  i:j  Soptc'iulicr,  is.').").     Resigned  23  May,  ISGl. 

ManiiiiiK*  •Toliii  II. 

Mate,  17  .luiic,  \^V>:i     R('sit,mc<l  'Jl  April.  ISfJl. 

llaiiiiln;;,  TlioiiiaM. 

.\(  tiiii^  CarpLiitcr,  1  Ortober.  lS(i2.     Ri'si<,'ued  20  .Vpril,  \Wr,. 
]IIaiiiiiiiu:«  TlioiiiaH  J. 

Miilshipni.iii,  1  .laimary,  1817.     liioutcnant,  28  Ajiril,  1820.     Commander,  21  July, 
1SI8.     Died  7  .laiuiary,  1857. 
^lanniii);,  IVilliani. 

Mate,  0  February,  iy(>2.     Dismissed  4  November,  1802. 

^laiiiiint;,  William. 

Hoatswain,  3  .laiiuary,  187:5. 

]IIaiiiii\,  D.  Pratt. 

Mate.  18  Ai)ril,  1803.     Acting  Ensign,  :50  November,  1803.     Resigned  22  Fel>ru- 

ary,  ISC"). 

.MaiiHor.  Kdward. 

Acting  Ensign,  22  Ajiril,  180:3.     Resigned  31  May,  1804. 
Mansfield.  <iiarloH  I>. 

Acting  .Vssistant  Paymaster,  19  August,  1804.     Assistant  Paymaster.  22  July,  1800. 
Passed  Assistant  Paymaster,  23  December,  1800.     Paymaster,  25  September,  1875. 
Mansfield.  Henry  R. 

Midshipman,  27  Februarv,  1803.     Graduated  June,  1807      Ensign,  18  December, 
ls(;s.     Master,  21  .March,  1870.     Lieutenant,  21  Marcli   1871 
Mansfield,  Henry  T. 

Acting  Assistant  Paymaster,  14  .Vugust,  1803.     Resigned  30  January,  1805. 
Mansfleld.  Robert  II. 

Acting  Tliird  Assistant    Engineer,   20   January,    1805.      Honorably   discharged 
11  September,  1805. 

Mansfield,  IVilliam  F. 

Acting  Third    Assistant    P^ngineer,   21)    August,    180i.      Ilonoraljly   discharged 
21  May,  1800. 

Mansoii,  Charles  A. 

Acting  .Vssistant  Surgeon,  13  .\ugu8t,  1804.     Resigned  23  November,  1804. 
Manson,  CharlcM^  II. 

Third  Assistant  Engineer,  20  February,  1851.     Resigned  25  November,  1853. 
Manson,  John  C 

Master,  15  July,  1812.     Discharged  10  June,  1815. 
Manson,  lintJier. 

Carpenter,  I)  I^Liy,  1842.     Died  20  September,  1867. 
Manter,  Everett  T. 

Mate,  23  December,  1801.     Acting  Ensign,  4  December,  1862.     Ilonorably  dis- 
charged 20  Se])tember,  1805. 
Maiiton,  Itenfaniin  I>. 

Acting  Lieutenant,  21  October,  1801.     Resigned  10  September,  1803. 
Mant/.,  Exra. 

Mi<lfliipMian,29  July,  isoo.     Discharged  20  November,  1801,  under  Peace  Estab- 
lishment Act. 
Mapes,  Charles  A. 

Third  Assistant  Engineer,  17  August,  1847.     Died  13  November,  1847. 
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llapes,  Daniel  T. 

Third  Assistant  Engineer,  IG  August,  1847.     Second  Assistant  Engineer,  2G  Feb- 
ruary, 1851.     Resigned  21  June,  1855. 

Maples,  Cliarles  R. 

Acting  Third  Assistant  Engineer,  8  June,  1863.     Acting  Second  Assistant  En- 
gineer, 17  June,  1863.     Dismissed  3  May,  1864. 
Maples,  Edfrard  W. 

Acting  Third  Assistant  Engineer,  28  May,  1864.     Resigned  11  January,  1865. 
Maples,  Isaac  B. 

Acting  Third  Assistant  Engineer,  18  December,  1861.     Resigned  14  August,  18G3. 
Acting  Third  Assistant  Engineer,  13  November,  1862.     Acting  First  Assistant 
Engineer,  14  July,  1863.     Honorably  discharged  21  February,  1866. 
Maples,  William  li. 

Acting  Carpenter,  8  December,  1880. 

Mara,  William. 

Acting  Third  Assistant  Engineer,  18  November,  1861.     Acting  Second  Assistant 
Engineer,  7  October,  1862.     Acting  First  Assistant  Engineer,  29  September, 
18G4.     Honorably  discharged  3  September,  1865. 
Maratta,  James  M. 

Acting  Second  Assistant  Engineer,  31  December,  1863.     Honorably  discharged 
7  Sei3tember,  1865. 

Marble,  Charles  H. 

Mate,  18  December,  1863.     Dismissed  27  May,  1863.     Mate,    24   March,  1864. 
Dismissed  29  June,  1864. 
Marble,  Thomas  ]>. 

Mate,  24  July,  1863.     Honorably  discharged  5  June,  1865. 
Marbury,  A.  H. 

Midshipman,  14  July,  1824.     Passed  Midshipman,  20  February,  1830.     Lieuten- 
ant, 23  June,  1834.     Died  6  December,  1843. 
Marcellin,  George  A. 

Midshipman,  4  June,  1801.     Lieutenant,  3  March,  1807.     Died  10  September,  1810. 
Marcellin,  H.  F. 

Midshipman,  20  June,  1806.     Resigned  9  June,  1810. 
Marcellin,  H.  F. 

Midshipman,  4  June,  1812.     Dismissed  by  Court-Martial,  5  March,  1814. 
March,  Edward  D. 

Acting  Master,  26  February,  1862.     Resigned  11  April,  1866. 
March,  J.  Howard. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Dropped 
13  September,  1855.     Lieutenant  on  Active  list,   15  September,  1855.     Died 
21  December,  1858. 
Marchand,  John  B. 

Midshipman,    1    May,   1828.     Passed  Midshipman,    14  June,  1834.      Lieutenant, 
29  January,  1840.     Commander,  14  September,  1855.     Captain,   16  July,  1862. 
Commodore,  25  July,  1866.     Retired  list,  27   August,   1870.     Died  13  Aprils 
1875. 
Marchand,  Nicholas. 

Midshipman,  30  November,  1814.     Resigned  12  February,  1824. 

Marchant,  Flijah. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 

Marchant,  George  W. 

Mate,  6  April,  1864.     Honorably  discharged  2  September,  1866. 

Marchant,  William  B. 

Acting  Ensign,  8  April,  1864.     Appointment  revoked  (Sick.)  17  December,  1864. 
Acting  Ensign,  8  February,  1865^     Honorably  discharged  1  December,  1865. 
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Marcy,  Saniiiel. 

Micisliipiimn,    Iti   Miirch,    1S38.      Passed    Miilsliipiimn,   20    May,    \H\\.      Master, 
2()  Aj)ril,  1851.     Licutenunt,  2  April,  185'J.     Died  28  Junuiirv,"l!S<i2. 
Maroy.,  M  illiam  <J. 

Purser,  1  April,  1853.     Dismissed  25  March,  1871. 
^Iar«loii,  Fro<l<'riok  A. 

Mute,  7  June,  IstiJ.     Dismissed  20  November,  1862. 
Marfleld,  Goofk*"*  W. 

Acting  Thiril  Assistuut  Engineer,  1(J  July,  I8<i;i.     llononibly  discharged  29  Octo- 
ber, 18G5. 
xHar^oriiiii,  D.  B. 

Midshipman,  :50  April,  1800.     Resigned  20  October,  1800. 
Marin,  MattliiaM  C. 

Midshipman,  3  January,  1832.     Lieutenant,  2U  March,  18  J  J.     C'omnmndcr,  18  Oc- 
tober, 1801.     Retired  list,  15  August,  1804.     Captain,  Ketiretl  list. 
Marix,  Adolpli. 

Mitlshiimian,  20  September,  18C4.     Graduated  June,  1808.     Master,  12  July,  I8TI). 
Lieutenant,  24  May,  1872. 
i^Iarkliam,  Benjamin. 

Acting  Carpenter,  8  January,  1881 
Markhani,  F.  P. 

Assistant  Surgeon,  10  December,  1814.     Last  appearance  on  Records  of  Nivy 
Department,  1822.     Dead. 

Markley,  Arthur  D. 

Acting  Assistant  Surgeon,  14  September,  1801.     Resigned  12  April,  18()2. 
Harkoe,  P.  J. 

Mate,  8  May,  1802.     Acting  Ensign,  14  January,  1804.     Resigned  21   April,  is(;5. 
HarkH,  A.  J. 

Mate,  28  March,  1805.     Honorably  discharged  28  October,  1865. 
^larkH,  George  II. 

Mute,  30  December,  1802.     Acting  Ensign,  14  Ajiril,  1804.     Honorably  discharged 
21  August,  1805.     Mate,  20  January,  1870.     Drowned  7  March,  1872. 
tiarks,  James. 

Acting  Master,  1  August,  1861.     Appointment  revoked  10  December,  1861. 
llarkM,  Tlioma.H  II. 

Acting  Ensign,  23  August,  1804.     Resigned  (Sick,)  2  February,  1805. 
Ilariey,  Albert  W. 

Third  Assistant  Engineer,  1  July,  1801.     Second  Assistant  Engineer,  18  December, 
1802.     First  Assistant  Engineer,  11  October,  1800. 
Harley,  John.  , 

Boatswain,  7  JaiUii*-:- ,  1NO2.     Warranted  29  August,  1862.     Dismissed  31   Decem- 
ber, 1805. 
Warm  ion,  Robert  A. 

Assistant  Surgeon,  14  April,  1808.     Surgeon,  3  June,  1879. 
ttarmion,  IVilliam  V. 

Acting  Assist. iMt  Surgeon,  27  April,   1860.     Assistant   Surgeon.    IM   June,    1^00. 
Resigned  10  January,  1871. 
Warner,  Biehar<l. 

Lieutenant,  1  March,  1799.     Last  appearance  on  Records  of  Navy  Department. 
HIarple,  I'harleM  B. 

Mate,   23   November,    18(;3.     Honorably   discharged   2   September.    1805.     Mate, 
14  Aui,Mist,  IstiT.     Mustered  out  27  .Vugust.    iscs.     Mate.    12   NovetnbiT,    l.sf.l*. 
.Appointment  revoked  9  July,  1870. 
Warple,  Bavid 

Carpenter,  13  October,  1840.     Resigned  3  October,  1848. 
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Man*,  Robert  A. 

Midsliipman,  29  April,  1840.     Passed  Midshipman,  11  July,  184().     Master,  5  May, 
1854.     Lost  in  "  Albany,''''  28  Septeml)er,  1854. 
Marrasiit,  A.  B. 

Midshipman,  21  March,  1829.     Dismissed  10  December,  18o0. 
Mai'rast,  Aiigiii^tns. 

Midshii^man,  1  January,  1835.     Resigned  4  December,  1S:)0. 
Marrast,  J.  F. 

Midshipman,  29  March.  1834.     Lieutenant,  16  July,   1840.     Dismissed  by  Court- 
Martial  15  October,  1841. 

Marrow,  Henry  C. 

Acting  Third   Assistant   Engineer,   4  December,    1863.      Honorably   dischaiged 
15  May.  1865. 
Mars,  £clward. 

First  Assistant  Engineer,  21  September,  1861.     Resigned  11  February,  1862. 
Mars,  Philip  li. 

First  Assistant  Engineer,  1  July,  1861.     Dismissed  2  November,  1861. 
Mars,  Robert  W. 

Acting  Third  Assistant  Engineer,  10  SejDtember,  1862.     Acting  Second   Assistant 
Engineer,  24  October,  1864.     Honorably  discharged  18  February,  1806. 
Marsdeii,  Cbarles. 

Acting  Ensign,  15  July,  1863.     Honorably  discharged  5  November,  1805. 
Marsden,  Charles. 

Acting  Ensign,  5  August,  1863.    Honorably  discharged  5  November,  1865. 
Marsh,  JBdward  T.  T. 

Acting  Assistant  Surgeon,  9  February,  1864.     Honorably   discharged  29  IMarch, 
1868. 
Marsh,  Francis. 

Acting   First   Assistant   Engineer,   1    November,    1862.      Honorably   discharged 
15  September,  1865. 
Marsh,  Frank. 

Acting  Third  Assistant  Engineer,  16  July,  1863.     Acting   Second  Assistant  En- 
gineer, 30  November,  1864.     Honorably  discharged  25  January,  1300. 
Marsh,  Hazard. 

Mate,  13  December,  1861.     Acting  Ensign,  18  December,  1802.     Honorably  dis- 
charged 19  December,  1865. 
Marsh,  Henry,  C. 

Mate,  25  February,  1864.     Honorably  discharged  5  November,  1865. 
Marsh,  Israel. 

Acting    First  Assistant   Engineer,    12    December,    1803.     Honorably   discharged 
17  December,  1865. 
Marshall,  Benjamin. 

Acting  Assistant  Surgeon,  12  August,  1861.     Honorably  discharged  28  July,  1866. 
Marshall,  Flbert  P. 

Mate,  21  November,  1863.     Honorably  discharged  20  October,  1805. 
Marshall,  E.  Y. 

Midshipman,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Department, 
1822.     Washington,  74. 
Marshall,  Frank. 

Mate,  12  January,  1863.     Acting  Ensign,  24  November.  1803.     Honorably  dis- 
charged 19  September,  1865. 
Marshall,  George. 

Gunner,  15  July,  1809.     Master,  19  February,  1841.     Resigned  26  August,  1846. 
Gunner  from  15  July,  1809,  to  7  December,  1846.     Died  2  August,  1855. 
Marshall,  O.  J. 

Gunner,  19  March,  1841.     Died  11  November,  1847. 


GENERAL  NAVY  ISKOISTEIl. 


4r>fl 


InrNliull,  JaiiiON. 

Midshipman,  U  May,  l«0:i     Resigned  IS  May,  ISIO. 
larHliall,  Jaiiioi*. 

A(  ting  Master,  'Jl»  Juno,  1S(>:?.     Resigned  14  September,  lSft4. 
[arsliall,  JaiiiOH  li. 

Acting  Tliiid  Assistant  Engineer,  12   NoveniUer,  1^02.     Acting  Second  Aesistunt 
Engineer,  I'J  Is'oveinlier,  1S(!:<.     I)isn\isseil  ."i  April,  18(54. 

EarMliall,  JaiiicM  W. 

Mlilsliipman,  1  March,  182.-).      Resigned  H>  May.  1M2(5. 
[arsliiill,  John. 

(.lunncr,  G  .Inly,  1708.     Last  appearance  on  Records  of  Navy  Di'partnieiit. 
Earsliall,  John. 

Mi.lshipnian,  1  .January,  1818.     Lieutenant,  :i  March,  1827.     Resigned   18  Septen.- 
ber,  1838. 

[arshalK  John. 

Midshipman,  4  July,  1805.     Died  22  October,  1809. 
[arshall,  Jolin  II. 

Acting  Ensign,  18  March,  1865.     Honorably  discharged  13  May,  1805. 
EarMliall.  John  II. 

Midshijunan,  10  May,  1820.     Lieutenant,  17  May,  1328.     Died  1  June,  1850. 
[arsliall.  Jonhna  II. 

Acting  Assistant  Paymaster,  20  February,  1803.     Honorably  discliarged  23   Octo- 

\>v\\  ISC..-). 

[arshall.  I^ouin  J. 

.Mate,  8  August,  1SG4.     Honorably  discharged  28  August,  18G5. 
EarHhall.  Itohort. 

•Midshipman,  21  November,  1815.     Drowned  20  March,  1822. 
[arshall,  Samuel. 

Mi.lsiiipmau,  1  May,  1822.     Died  24  August,  1823. 
[aiMhall.  S.  K. 

Assistant  Surgeon,  14  May,  1799,     Surgeon,  16  January,  1800.     Died  20  May,  1828. 
larHliall,  Thomas. 

Assistant  Surgeon,  13  December,  1800.     Died  17  November,  1808. 
[ai'Nhall,  TlioinaN. 

Gunner,  (hite  not  known.     Died  in  August,  1822. 
[arMhall,  Thomas  R. 

.Mate,  20  June,  18(13.     Resigned  8  .May,  1865. 
[arnhall.  William  A. 

Midshipman,  27  June,   1867.     Graduated  6  June,   1871.     Ensign,   14   July,   1872. 
Master,  22  April,  1875, 
larMliman,  C  P. 

Acting  Master,  1  June.  1S61.     Resigned  18  August,  1862. 
larNillot,  Maloolm  ii. 

At  ting  Third  Assistant  Engineer,  7  June,  1S(>4.     Resigned  (Sick.)  21  Mareli,  1805. 
EarMland,  CharleM  F. 

'lldril  Assistant  Engineer,  8  December,  1862.     Resigned  O  Septeml»er,  1805. 
[arsland,  F.<Hvar(l. 

I'ir^t  Assistant  Engineer,  14  August,  1801.     Resigned  4  June,  1804. 
EarHtoller,  K.  II. 

Assistant  Surgeon,  12  January,  1870. 
larxlorw,  CiJoorRO   \%'. 

.Veting  Assistant  Surgeon,  14   March.   1805.     Honorably  discharged    10  October, 
1805. 

lai'Hfon,  J.  J. 

Assistant  Surgeon,  15  August,  1821.     Last  a]>peurancc  on    Records  of  Navy  De- 
partment. 
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Marstoii,  Jobn. 

Midshipman,  15  April,  1813.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Captain,  14  September,  1855.     Retired  list,  21    December,  18(il 
Commodcore,  Retired  list,  16  July,  1862. 
Mardioii,  Joseph. 

Mate,  20  May,  1863.     Acting  Ensign,  26  October,  1863.     Acting  Master,  recom- 
mendation  of  Commanding  Officer,   5   August,    1864.     Honorably   discharged 
31  December.  1865.     Acting  Master,  19  April,  1866.     Ensign,  12  March,  1868, 
Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 
Martin,  Bernarti. 

Acting   Second  Assistant  Engineer,  19  February,  1864.     Honorably  discharged 
4  December,  1865. 
Martin,  Byard. 

Acting  Carpenter,  15  December,  1862.     Honorably  discharged  1  November,  1865, 
Martin,  Cbarles. 

Assistant  Surgeon,  5  September,  1848.  Surgeon,  22  April,  1861.  Medical  In- 
spector, 3  March,  1871.     Medical  Director,  6  October,  1873. 

^^artin,  Daniel  B. 

First  Assistant  Engineer,   17   January,    1842.      Chief  Engineer,    14   May,   1847. 

Engineer-in-Chief,  18  October,  1853.    Relieved  as  Engineer-in-Chief,  17  October, 

1857.     Resigned  November,  1859. 
Martin,  £dward  D. 

Mate,  6  February,  1862.     Acting  Ensign,  17  July,  1863.     Honorably  discharged 

29  November,  1865. 

Martin,  £dwin  M. 

Assistant  Surgeon,  12  April,  1875.     Died  20  August,  1878. 

Martin,  !EIias  O. 

Acting  Master,  26  February,  1862.     Honorably  discharged  3  December,  1865. 

Martin,  !Erastns  F. 

Acting  Third  Assistant  Engineer,  25  November,  1861.     Resigned  25  May,  1863. 

Martin,  I<2ri>est  I>. 

Acting  A  istant  Surgeon,  9  March,  1865.  Honorably  discharged  9  October,  1865, 
Actin-  .V^sistant  Surgeon,  27  April,  1866.  Assistant  Surgeon,  18  June,  1866, 
Died  17  July,  1868. 

Martin,  £.  SS. 

Mate,  29  March,  1870.     Appointment  revoked  7  November,  1870. 

Martin,  George  £. 

Acting  Assistant  Paymaster,  7  February,  1865.     Mustered  out  21  November,  1865. 

Martin,  George  M. 

Acting  Master,  28  January,  1862.     Dismissed  27  June,  1864. 

Martin,  George  R. 

Acting  Assistant  Paymaster,  30  June,  1862.  Assistant  Paymaster,  30  June,  1864. 
Paymaster,  4  May,  1866.     Dismissed  26  September,  1877 

Martin,  Henry  F. 

Acting  Ensign,  20  October,  1864.     Honorably  discliarged  23  August,  1865. 

Martin,  Henry  M. 

Assistant  Surgeon,  31  March,  1870. 
Martin,  H.  It. 

Midshipman,  11  December,  1802.     Resigned  6  December,  1805. 

Martin,  James. 

Master,  date  not  known.     Discharged  15  April,  1815. 

Martin,  James. 

Acting  Ensign,  1  October,  1862.  Resigned  9  February,  1863.  Acting  Ensign. 
29  June,  1863.     Honorably  discharged  9  April,  1866. 

Martin,  James. 

Mate,  5  July,  1863.     Resigned  28  September,  1864. 
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rarfiii,  JaiiiOM  C. 

AitiiiLf  C'ar|ientir,  1  Octoljir,  ISCi'J.      Kcsij^m-d  ;;()  .laiiiiary,  1M»;!. 
larfiii,  Joliii. 

(Jnimcr,  ',i  M:iich,   18:J2.     Resigned   21    December,  lyiVJ.     Gunner,  0  April,  i      •. 
Died  5  November,  \H'>(j. 
Ill  I'll  II,  John. 

Suiluiiiivir,  "2(»  October,  187'J. 
[arlin,  John. 

Purser,  5  October,  17'.I8.     Resigned  7  October,  1801. 
[arlin,  John  K. 

Assistant  Surgeon,  9  May,  1815.     Resigned  18  December,  1815. 
[artiii,  John  It. 

Assistant  I'avmaster,  14  June,  1878. 
[art in,  JoHoph. 

JJoatswain,  2  December,  1799.     Last  appearance  on  Records  of  Navy  Department. 
[art in,  I^nther. 

:Midsiiipinan,  9  March,  1838.     Resigned  23  April,  1840. 
[art in,  laitiier  I^. 

Carpenter,  3  October,  1872. 
[artin,  Mattiiias  1'. 

^lidshipman,  3  January,  ISS.').  Pa.ssed  Midshipman,  23  June,  183S.  Lieutenant, 
29  March,  1844.  Reserved  list,  13  September,  185.').  Lieutenant  on  .\ctive  list, 
29  March,  1844.  Commander,  Active  list,  18  October,  18G1.  Captain  on  Retired 
list,  4  April,  1867. 

[artin,  Xoill. 

Acting  Gunner,  27  August,  1863.     Honorably  discharged  0  July,  1865. 
[artin,  Robert  F. 

Midshipman,  1  May,  1814.     Died  3  July,  1825. 
[artin,  Saninel  €■. 

Acting  Master,  5  Sei)tembe:-,  1861.     Resigned  11  February,  1862. 
[artin,  Simeon,  Jr. 

Midshipman,  1  March,  1799.     Resigned  19  .Viigust,  1800. 
[artin,  IVilliani. 

blaster,  12  January,  1814.     Discharged  15  April,  1815. 
[artin,  1%'iliiani. 

Acting  Assistant  Surgeon,   10  Jauuarv,    1874.     Honorably   discharge*!   150   June, 
lb  79. 
[artin,  ^Villiani. 

At  tiug  MastLi,  12  May,  1802.     Honorably  discharged  15  Decend>er.  18t;5. 
[artin,  IVilliain. 

.Mate,  10  March,  1803.     Resigned  1<;  Nttvember,  1803. 
[artin,  M'illiani  J. 

Acting  First  Assistant  Engineer,  15  November,  1^02.  .Vppointment  revoked 
(Sick,)  11  December,  1803. 

[artindale,  Frank  F. 

Acting  Assistant  Surgeon,  27  >[ay,  ISOl.     Resigned  5  .Vpril.  \tiV>4. 

[artine,  Aifreil  II. 

.Veting  Ensign,  3  January,  1805.     II  >nor.il>ly  discharged  30  July,  1868. 
[artine*  Charles  A. 

.Vcting  Third  .\>sistjint  Engineer,  27    .May.  1^02.     Acting   Second   Assistant    En- 
gineer, 30  July,  l>i03.     Honorably  discharged  21  November,  1805. 
[artine,  IVilliam  T. 

Acting  Master,  9  October,  1801.  Acting  Volunteer  Lieutenant,  2  December,  1804. 
Honorably  discharged  14  December,  1865. 
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Marrel,  Jolin  H. 

Mate,  5  March,  1862.     Resigned  19  August,  18G2. 
Marvin,  George  H. 

Acting  Assistant  Surgeon,  20  September,  18C2.      Resigned  11  March,  1865. 

MarTiii,  Joseph  I>. 

Acting  Midshipman,  25  September,  1856.      Midshipman,  15  June,  1860.     Master, 

19  September,   1861.      Lieutenant,    16    July,    1862.      Lieutenant-Commander, 
12  April,  1866.     Commander,  12  December,  1873.     Died  10  April,  1877. 

Masons  Charles  H. 

Acting  Assistant  Surgeon,  30  November,  1861.     Died  October,  1864. 

Mason,  Charles  S. 

Acting  Third  Assistant  Engineer,  15  February,  1863.     Died  13  November,  1863. 
Mason,  David. 

Mate,  18  February,  1862.  Acting  Ensign,  17  November,  1862.  Deserted,  13  Sep- 
tember, 1864. 

Mason,  Frederick  . 

Acting  Ensign,  Admiral  Farragut's  Staff,  1  July,  1864.     Honorably  discharged 

20  January,  1866. 

Mason,  George. 

Acting  Third  Assistant  Engineer,  27  September,  1861.  Acting  Second  Assistant 
Engineer,  26  January,  1863.     Appointment  revoked  (Sick,)  6  August,  1864. 

Mason,  Henry. 

Third  Assistant  Engineer,  23  March,  1848.  Second  Assistant  Engineer,  13  Sep- 
tember, 1849.  First  Assistant  Engineer,  26  February,  1851.  Resigned  14  No- 
vember, 1853.  First  Assistant  Engineer,  31  May,  1861.  Chief  Engineer,  21  May, 
1863.     Retired  list,  16  October,  1868. 

Mason,  James. 

Midshipman,  18  June,  1812.     Resigned  28  December,  1816. 

Mason,  John. 

Sailmaker,  1  June,  1804.     Dismissed  by  Court-Martial,  12  July,  1805. 

Mason,  James  Ij. 

Mate.     Appointment  revoked  20  August,  1862. 

Mason,  John  M. 

Midshipman,  31  March,  1831.     Passed  Midshipman,  15  June,  1837.     Drowned 
7  July,  1837. 
Mason,  John  T. 

Assistant  Surgeon,  6  September,  1837.     Surgeon,  15  July,  1849.     Resigned  6  May, 
1861. 
Mason,  John  W. 

Mate,  27  February,  1865.     Resigned  12  May,  1865. 

Mason,  John  TV. 

Mate,  17  February,  1864.     Resigned  12  May,  1865. 

Mason,  John  Y.,  Jr. 

Purser,  18  April,  1845.     Resigned  2  January,  1858. 

Mason,  liUcius  M. 

Midshipman,  19  October,  1841.     Died  7  January,  1845. 

Mason,  Mnrray. 

Midshipman,  14  November,  1823.     Passed  Midshii^man,  23  March,  1829.     Lieu- 
tenant, 3  March,  1831.     Commander,  25  February,  1854.     Reserved  list,  14  Sep- 
tember, 1855.     Commander  on  Active  list,  25  February,  1854.    -Resigned    16 
April,  1861. 
Mason,  IVewton  E. 

Midshipman,  22  July,  1865.     Graduated  June,  1869.     Ensign,  12  July,  1870.     Mas- 
ter, 12  July,  1871.     Lieuteaant,  8  November,  1874. 
Mason,  Randolph  T. 

Surgeon,  17  March,  1859.     Dismissed  10  May,  1861. 
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flaNOM,  Rioliai'<l  I*. 

MidsliipiiKUi,  15  .J mil'.  1S:U».     Dkd  10  May,  1>(17. 
flUNfMI,    ICllt'llH   4>. 

Actiii-j;  As^i.stant  Surgton,  21  October,  IMJl.     T{csi<,'nc'il  2  February,  1804. 
flsiMoii,  TiK'odoriiM  It.  M. 

Miilshiiiiiuiii,  '20  lSei)teinber,  18(14.     Graduated  .lime.  ISC.S.     Ilnsign,  19  April,  lb09. 
Master.  12  July,  ISTO.     Lieutenant,  20  Noveniber,  1872. 

^IllHOIl,   TIlOUlllN. 

Mate.  20  .hily,  18G3.     Acting  Ensign.  18  August,  18G4.     Discharged  8  February 

l^iis. 

flaMoii,  TlioiiiaM. 

Mate,  11!  J)e(  eini)er,  ISfil.     Resigned  l!i  September,  18(52. 
^lasoii,  M'('H<  \v<»<»<l  T. 

.Midsliipman.  4  .lanuary,  1800.     Resigned  21  August,  VS^2. 
^laMoii,  M  illiaiii. 

Acting  Tliiid  Assistant  Engineer,  20  A])ril,  18():5.     Acting  Second  Assistant  En- 
gineer, 21)  ^lay,  1864.     Honorably  discliarged  lU  August,  18(i5. 
riasoii,  M  ilEiaiit  W. 

Acting  Master,  22  October,  18(!1.     Resigned  8  February.  1802. 
^lassor,  ^\  illiaiii  II.  K. 

Midsliii>inan.  1  Octiilicr.  18GG.     Graduated  0  June,  1871.     Ensign,   14  July,   1M72. 
Retired  list,  <5  May,  187G. 

Hassoy,  Arthur  W. 

Carpenter,  ID  August,  1874. 
HaMwey,  Klo»i7.er. 

Midshipman,  17  December,  1810.     Resigned  30  April,  1814. 
^laHtoii,  Tlioiiias  C. 

Assistant  raymaster,  11    October,  18G1.     Paymaster,   14   April,   1802.     Dismissed 
1)  February,  1870. 
WaMfers,  PliiiieaH. 

Midshipman,  IG  February,  1809.     Resigned  14  October,  1809. 
^lasury,  Samuel. 

Gunner,  2  December,  1799.     Dismissed  21  January,  1803. 
ttatlicr,  Henry  W\ 

Mate,  19  August,  1802.     Acting  Ensign,  27  May,  18G3.     Acting  Master,   18  April, 
1805.     Honorably  discharged  1  April,  18GG. 
father,  9IaHen  W. 

Third    Assistant    Engineer,    17    December,   1802.      Second   Assistant    Engineer, 
8  April,  18(J4.     Resigned  3  March,  1809. 
father,  S.  W. 

Acting  Master,  17  May,  1801.     Killed  in  action  22  March,  1802. 
flat  hew,  (jieorKe. 

Acting  Ensign,  20  September,  1802.     Deserted  28  January,  1803. 
Uatlaok,  Johu  N. 

Acting  Third    Assistant    Engineer,  G    October,    18G4.      Honorably    discharged 
30  October,  1805. 
^attalr,  JanieH  O. 

Acting  Master,  4  January,  1802.     Appointment  revoked  (Sick,)  22  April,  1863. 
riatthewH,  .4.  P. 

Mute,   23    January,    1802.     Accidentally    killed  on    *•  Wyamlank-,'^  24   Septcmlur 
18(33. 
flatthewH,  CharleH. 

IJoatswain,  27  December,  ls;M.      Drowned  9  August,  1842. 
WatthewH,  Ileujuiniii. 

Midshipman,  2  April,  1804.     Resigned  81  December,  1805. 
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Mattliews,  Edward  S. 

Assistant  Surgeon,  30  July,  1861.     Surgeon,  8  .January,  1867. 

Matthews,  Eduiuud  O. 

Acting  Midshipman,  2  October,  1851.  Midshipman,  9  June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4  November,  1858.  Lieutenant,  27  June, 
1860.     Lieutenant-Commander,  16  July,  1862.     Commander,  22  April,  1870. 

Matthews,  John. 

Midshipman,  22  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master, 
30  August,  1851.     Lieutenant,  13  July,  1852.     Drowned  25  October,  1853. 

Matthews,  John. 

Acting  Assistant  Surgeon,  12  August,  1861.     Resigned  1  April,  1863. 

Matthews,  John. 

Acting  Third  Assistant  Engineer,  18  August,  1863.      Acting  Second  Assistant 
Engineer,  16  February,  1865.     Honorably  discharged  24  November,  1867. 
Matthews,  Joseph  H. 

Acting  Third  Assistant  Engineer,  13  December,  1862.     Acting  Second  Assistant 
Engineer,  2  November,  1864.     Honorably  discharged  20  August,  1865. 
Matthews,  John  P. 

Acting    Third    Assistant    Engineer,   25    March,   1865.      Honorably    discharged 
16  June,  1866.     Acting  Third  Assistant  Engineer,  23  February,  1867.    Mustered 
out  8  May,  1869. 
Matthews,  John  R. 

Second  Assistant  Engineer,  17  January,  1842.     First  Assistant  Engineer,  10  July, 
1847.     Resigned  17  May,  1849. 
Matthews,  J.  Rutherford. 
Chaplain,  24  September,  1869. 

Matthews,  Samuel. 

Third  Assistant  Engineer,  20  February,  1847.     Second  Assistant  Engineer,  24  Jan- 
uary, 1848.     First  Assistant  Engineer,  11  January,  1849.     Resigned  18  July, 
1849. 
Matthews,  William. 

Acting  Third   Assistant   Engineer,    1    February,    1S64.      Honorably    discharged 
4  December,  1865. 
Mattingley,  Thomas. 

Acting  Third  Assistant  Engineer,  8  June,  1864.     Honorably  dischari^ed  0  Novem- 
ber, 1865. 
Ma^l^ii^oii,  Joseph. 

Miiishipman,  30  November,  1814.     Lieutenant,   13  January,  1825.     Commander, 
8  September,  1841.     Resigned  20  November,  1851. 
Mattison,  Sylvester. 

Acting  Master,  13  November,  1801.     Resigned  9  July,  1862. 
Maughlin,  James. 

Third  Assistant  Engineer.  29  Octolier,  1861.    Second  Assistant  Engineer,  3  August, 
1863.     Resigned  11  August.  1865. 
Manll,  William  ST. 

fSailmaker,  18  January,  1849.     Retired  list,  16  November,  1872. 
Maulsb.v,  George. 

Assistant  Surgeon,   7  March,  1838.     Surgeon,   14   April,  1852.     Medical  Director, 
3  March,  1871.     Retiied  list,  27  DeceiiiLor,  1872. 
Manlsby,  John  U. 

Midshipman,  21  April,  1824.     Resigned  6  April,  1829. 
Maulsby,  J.  H. 

Midshipman,  6  April,  1827.     Drowned  13  July,  1833. 
Maunder,  Samuel  H. 

Mute,  30  November,  1863.  Acting  Ensign,  22  July,  1864.  Resigned  27  April, 
1865. 
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Maurice,  C.  Stuart. 

Third   Assistant   En^'inecr,    18   November,    1S(J2.       Second    Assistant   Engineer 
L':{  .M;iivli.  isti4.     Hfsigned'Jl    DcccmlKT,  l^dr) 
^iiury,  Aloxaiidor  <'. 

MitUliipiiiaii,  1  Fehnmry,  is^t!.  rassed  Midsliipinaii. 'JM  April,  1H32.  Licuteniint 
b  March,  is;{7.     Died  23  June,  lS-10.  ' 

Maury,  JellorMou. 

MidsIiipiiKiii,  It  September,  IStl.  Passed  Midshipman,  10  AiiL'ust,  1817  Dis- 
missod  lU  May,  1855. 

Maury,  J«>lin  M. 

Third  Assistant  Engineer.  2:5  Marcli.  IMs.  Second  Assistant  Engineer,  2f5  Feb- 
ruary, 1^51.  First  Assistant  Engineer,  20  February,  1851.  Hesitrned  17  Scu- 
tember,  1856.  *  ' 

Maury,  John  M. 

Midshipman,   IG   January,    1809.     Lieutenant,   28   June,    isil       Died   25   June 
1823, 
Maury,  Jolin  S. 

Midsliipman,   10  February,  1838.     Passed  Midshipman,  20  May,  1844.     Master, 
2  November,  1852.     Lieutenant,  1  August,  1853.     Dismissed  18  April,  1801. 
Maury,  Matthew  F. 

Midshipman,  1  February,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
10  June,  1836.  Reserved  list.  14  September.  1855.  Commander  on  Active  list' 
14  September,  1855.     Dismissed  26  Ajjril.  1861.  ' 

Uaury,  M'illiani  li. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant 
26  February,  1841.     Resigned  20  April,  1861. 
flaxfield,  Kdward  F. 

Acting  Tliird  Assistant  Engineer,  22  October,  1862.     Resigned  15  January,  18(54. 
tiaxwell,  Charles  D. 

Assistant  Surgeon,  6  September,  1837.     Surgeon,  18  October,  1849.     Retired  list, 
21  October,  1868.     Medical  Director,  3  March,  1871. 
HEaxwell,  D. 

Acting  Master,  26  August,  1861.     Resigned  0  December,  1801. 
ttaxwell,  George. 

Master,  18  June,  1812.     Dismissed  as  Supernumerary,  0  March,  1813. 
naxwell.  If.  D. 

Midsliipman,  29  February,  1829.     Resigned  13  May,  1830. 
ttaxwell,  James. 

Mate,  1  May,  1862.     Resigned  19  August,  1862. 
ttaxwell,  Jatmes  G. 

Midshipman,  15  December,  1847.     Passed  Midshipman,   12  June,  1855.     Master, 
16  September,  1855.     Lieutenant,  23  December,  1856.     Lieutenant-Comman<ltr' 
16  July,  1862.     Died  19  July,  1867. 
Ilaxwell,  Joseph. 

Midshipman,  1  March,  1799.     Lieutenant,  18  May,  1804.     Died  11  Februar}-,  1806. 
iaxwell,  Richard  T. 

Assistant  Surgeon,  8  September,  1841.     Resigned  10  April,  1851. 
faxwell,  W.  B. 

Miilshipman,  10  January,  1809.     Resigned  23  May,  1809. 
fax  well,  IVilliani. 

Midshipman,  20  June,  1806.     Resigned  20  May,  1809. 
fay,  Edward. 

Assistatit  I'aymaster,  6  September,  1861.     Paymaster,  14  Ai)ril,  1862.     Pav  Inspct-- 
tor,  25  September,  1875. 


80 


46G  GENERAL  NAVY  REGISTER. 

May,  James  R. 

Acting  Assistant  Surgeon,  25  February,  1S()4.  Honorably  discharged  7  August^ 
18(ir). 

May,  John. 

Lieutenant,  23  Ai^ril,  1799.     Discharged  1  May,  ISOl,  under  Peace  Establishment 
Act. 
May,  John. 

Gunner,  14  May,  1800.     Last  ajjpearance  on  Records  of  Navy  Department. 
May,  John  B. 

Mate,  27  January,  1862.     Dismissed  4  April,  18G2. 

May,  liUther  €. 

Acting  Midshipman,  20  September,  1854.  Midshipman,  11  June,  1858.  Resigned, 
21  August,  1858. 

May,  Robert  L.. 

Midshipman,  7  November,  1849.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  26  September,  1856.  Lieutenant- Commander, 
16  July,  1862.     Retired  from  the  service,  21  April,  1866. 

May,  Sidney  H. 

Midshipman,  28  July,  1864.  Graduated  4  June,  1869.  Ensign,  12  July,  1871. 
Master,  24  August,  1873.     Lieutenant,  9  May,  1878. 

May,  William. 

Midshipman,  2  May,  1831.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
8  September,  1841.     Commander,  6  June,  1861.     Died  10  October,  1861. 

Maycock,  James. 

Acting  Master  and  Pilot,  1   October,  1864.     Honorably  discharged  25  October, 
1865. 
Mayer,  Albert. 

Acting  Third  Assistant  Engineer,  19  April,  1864.     Honorably  discharged  29  Janu- 
ary, 1866. 
Mayer,  Alvarado. 

Acting  Third  Assistant  Engineer,  3  March,  1865.     Resigned  5  May,  1865. 

Mayer,  C.  F.,  Jr. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  21  April,. 
1863.     Wholly  retired  5  May,  1868. 

Mayer,  William  G. 

Midshipman,  23  July,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
Resigned  5  March,  1874. 
Mayer,  William  H.,  Jr. 

Acting  Ensign,  24  July,  1862.  Acting  Master,  11  April,  1865.  Ensign,  12  March,, 
1868.     Ma'ster,  18  December,  1868.     Lieutenant,  21  March,  1870. 

Mayer,  William  H. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  February,  1809.     D.ad. 

Mayers,  Franklin  M. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Honorably  discharged  5  No- 
vember, 1865. 

Mayhngh,  John. 

Acting  Second  Assistant  Engineer,  1  June,  1864.  Honorably  discharged  )il  Oc- 
tober, 1865. 

Mayloy,  E.  C. 

Actinff  Third  Assistant  Engineer,  28  January,  1862.  Acting  Second  Assistant 
Engineer,  29  July,  1863.     Honorably  discharged  13  May,  1865. 

:?Iaynard,  C  W. 

Mate,  26  April,  1865.     Honorably  discharged  23  November,  i865. 

Maynard,  I.afayette. 

Midshipman,  4  February,  1832.  Passed  Midshipman,  23  June,  1898.  Lieutenant, 
19  October,  1843.     Resigned  1  April,  1852. 
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Muynurd,  IVashhnrn. 

.Mi.lsliipman.  r.  Octohor,  18C2.     Graduated  June,  IbOCt.     Ensign.  12  March,   l^(>bi. 
.Ala>ttr, 'Jt;  March,  1»G9.     Liciitenant,  21  March,  KSTO. 
.Hayo,  Henry  A. 

Mate,  21  January,  18G4.     IIonoral)ly  discharged  l.~,  June,  IbM'i. 
Mayo,  Ileury  O. 

Assistant  Surgeon,  24    Februan,-.  184(5.     Passed   Assistant  Surgeon,  4    Feliruary, 
1851.     Surgecm,  24  January,  18.")tl.     Medical  Ins|)ccti>r, ;{  March,  1871.     Medical 
Director,  28  December,  1872.     lietired  list,  2  February,  1870. 
]fIayo,  Henry  T. 

Midshipman,  13  June,  1872.     Graduated  20  June,   187G.     Ensign,  2G   February 
1878. 
3Iayo,  Isaac. 

Midshipman,   15  November,  1809.     Lieutenant.  4   Fel)ruarv,   181.1.     Commander. 
20  December,  1832.     Captain,  8  September,  1841.     Dismissed  18  May,  I8<il. 
Ma.vo,  IViliiain. 

Midshipman,  9  June,  1811.     Resigned  23  May,  i81.'i. 
3Iayo,  William  K. 

Midshi])man,  18  October,  1841.     Passed  Midshipman,   10  August,   1847.     blaster, 
14  Se])ten!l)er,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander! 
IG  July,  18G2.     Commander,  25  July,  18GG.     Captain,  12  December,  1873. 
May  rant,  RnTna. 

>Ii<l>hipmau,  1  January,  1808.     Resigned  11  June,  1813. 
Mayrant,  R.  P. 

Midshipman,  1  April,  1828.     Resigned  11  July,  1831. 
Hay!4on,  F.  G. 

Midshipman,  28  April  1838.     Resigned  12  September,  1840. 
Mazyek,  P.  K. 

Midshipman,  9  June,  1811.     Last  appearance  on   Records  of  Na\'y  Department 
1815.     Charleston. 
MoAdain,  John. 

Asi^istant  Surgeon,  10  December,   1814.     Last  appearance  on  Records   of   Navy 
Department,  1818.     Furloughed. 
ficAlister,  Adam  A. 

Chaplain,  10  Nmember,  1873. 
MLeAlliHtei,  GateH. 

Third  Assistant  Engineer,  23  June,  18G3.     Dropped  18  March,  18G7. 
WeAlIiHter,  Gny. 

Acting  Third  Assistant  Engineer,  22  August,  18G4.     Honorably  discharged  5  Au- 
gust, IbGG. 

VIeAlliHter,  iHaao. 

Acting  Third  Assistant  Engineer,  25  August,  18G3.     Acting  .^«c<«n<l  Assistant  En- 
gineer, 12  January,  18G5.     Honorably  discharged  21  January,  18G8. 
tIcAlliNtor,  .lolin. 

Midsiiipnian,  1   September.  1811.     Last  appearance  on   Records  of  Navy  Depart- 
ment, 1S15.     "lirig  Nautilus.'''' 
Ileiilister.  John  G. 

Acting   Assistant    Surgeon,   1    May,   1SG5.       Honorably  dischargeil    12  February, 
1  bOG. 
lleAlliMler.  John. 

Mate,  4  November,  1SC2.     Honorably  discharged  2  November,  1865. 
lIcAliiHter,  Ifii.hard.  Jr. 

Acting  Ensign,  24  November,  18G:;.     Honorably  discharged  3  September,  186.'$. 
lleAlliMter.  Tiionias. 

Actinic  Tliinl  .Vsaistaut  Engineer,  5  January,  1805.     Honorably  discharged  24  Oc- 
tober, 1SG5. 
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McAllister,  T.  G. 

Assistant  Surgeon,  13  Marcli,  1805.     Surgeon,  16  January,  1808.     Last  appearance 
on  Records  of  Navy  Department.     Dead. 
McAllister,  W.  S. 

Acting  Ensign,  1  October,  1862.     Resigned  5  October,  1863. 
McAlpine,  A.  W. 

Acting  Gunner,  27  September,  1861.     Ai3i:)ointment  revoked  18  November,  1861. 
McAlpine,  Jauies. 

Assistant  Surgeon,  7  August,  1799.     Discharged  17  June,  1800. 
McArann,  Robert  M. 

Midshipman,  11  May,  1840.     Passed  Midshipman,  11  July,  1846.     Master,  20  Sep- 
tember, 1854.     Lieutenant,  1  May,  1855.     Dismissed  22  January,  1862. 
McArtliur,  Davicl. 

Acting  Third  Assistant  Engineer,  30  April,  1862.     Acting  Second  Assistant  Engi- 
neer, 8  July,  1863.     Acting  First  Assistant  Engineer,  16  July,  1864.     Dismissed 
27  June,  1865. 
McArthur,  William  P. 

Midshipman,  11  February,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
8  September,  1841.     Died  23  December,  1850. 

McAiilifie,  John. 

Acting  Third  Assistant  Engineer,  11  July,  1864.     Honorably  discharged  20  Jan- 
uary, 1866. 
McAnsland,  Alexander. 

First  Assistant  Engineer,  20  February,  1847.  Resigned  24  November,  1850.  Acting 
First  Assistant  Engineer,  2  November,  1861.  Acting  Chief  Engineer,  19  Jan- 
uary, 1863.     Honorably  discharged  1  December,  1866. 

McAToy,  Samuel. 

Acting  Third  Assistant  Engineer,  29  November,  1862.     Resigned  7  July,  1863. 

McAToy,  Thomas  F. 

Sailmaker,  15  August,  1873.     Dismissed  17  February,  1874. 

McBlair,  Charles  II. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
12  July,  1831.     Commander,  18  April,  1855.     Resigned  22  April,  1861. 

McBlair,  Thomas  P. 

Purser,  11  November,  1839.     Died  17  February,  1857. 

McBlair,  IVilliam. 

Midshipman,  16  November,  1824.  Passed  Midshipman,  20  February,  1830.  Lieu- 
tenant, 31  December,  1833.  Commander,  14  September,  1855.  Dismissed 
20  April,  1861. 

McBride,  De  Witt  C. 

Acting  Third  Assistant  Engineer,  8  October,  1863.     Honorably  discharged  24  Oc- 
tober, 1865. 
McCaflTery,  John. 

Boatswain,  18  July,  1866. 
McCaffrey,  John. 

Acting  Gunner,  22  January,  1864.     Honorably  discharged  2  October,  1865. 

McCall,  Archibald. 

Midshipman,  8  March,  1800.     Resigned  13  February,  1802.     • 

McCall,  Edward  R. 

Midshipman,  1  January,  1 808.     Lieutenant,  1 1  March,  1813.     Commander,  3  March, 
1825.     Captain,  3  March,  1835.     Died  31  July,  1853. 
McCall,  James  P. 

Midshipman,  1  January,  1817.     Died  10  October,  1823. 
McCall,  Thomas. 

Midshipman,  4  June,  1812.     Dismissed  19  March,  1814. 
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Mc€nII,  William  C. 

Assistimt  Surgeon,  14  August,  182G.     Surgeon,  -1  Ai)ril,  \>:',l.    iJicd  i:»  Sfi)teiijl»cr 
is:n. 
McCidla,  Itowinnn  If. 

MidsliipiiKiii,  :i()  N'ovc'iuljcr,  1801.    Griiduuted  November,  1804.    EnBii;n,l  Novcm- 
lur.  IscC).     Muster.   1   Deecmbcr,  1800.     Lieutcnuut,  12  Miircli.  1808.     Lieuten- 
uiitt'oinmandtr,  20  3Iurcli,  180S) 
McC'niin,  Felix. 

Acting  Ensign,  9  April,  1803.     Dismissed  31  December.  180a. 
McCaiiii,  M'illiam  P. 

Mill^'lliI)nl!Ul.  1    November,  1848.     Passed  Midshipman.   l.">  .lune.  ]Hr,.i.     Master, 
If)  September,  185,").     Lieutenant,  10  September.  iH.'i.'i.     Lieiiti  nant-Ccimmundcr, 
10  .July,  1802.     Commander,  25  July,  1800.     Captain,  21  September,  1870. 
McCarriok.  Kdward  C. 

Acting  Third  Assistant  Engineer,  4  January.  18(i2.     Acting  Second  Assistant  En- 
gineer, 4  August,  1803.     Dismissed  31  December,  1803. 
McCart,  JoHopli. 

Acting  Ensign.  20  May,  1803.     Acting  Master,  21  November.  1804.     Honorably 
discharged  30  September,  1805. 

McCarthy,  Anthony. 

Mate,  3  December,  1802.     Honorably  discharged  7  December,  1805. 
McCarthy,  Frank. 

Acting  Third  Assistant  Engineer,  15  September,  1804.     Resigned  4  January,  1805 
McCarthy,  J.  B. 

Mitlshipman,  9  January,  1841.     Died  11  August,  1842. 
McCarthy,  RnfnH  M. 

Assistant  Surgeon,  18  June,  1875. 
McCarthy,  Timothy. 

Acting  Seconil  Assistant  Engineer,  18  April,  1803.     Honorably  discharged  15  De- 
cemlier,  18(1.1. 

McCartney,  Andrew  J. 

Miilshipman.  3   October,  1850.      Passed  Midshipman.  20  June.   1850.      Master, 
22  January,  iSlS.     Lieutenant,  18  February,  1^.18.     Dismissed  14  August,  1801. 
McCartney,  Charles  M. 

Mitlshipuiau,  25  September,  1809.     Graduated   1    June,  1875.     Ensign,  18  July, 
1870. 
McCarty,  Charles  II. 

Acting  Seccjud  Assistant  Engineer.  1  October,  1802.     Acting  First  Assistant  En- 
gineer, 18  Ajjril,  lH(i5.     Honorably  discharged  9  January,  IsfiO. 
McCartney,  f^aniel  P. 

Third  Assistant  Engineer,  19  July,  1801.     Second  Assistant  Engineer,  18  Decem- 
ber, 1802.     First  Assistant  Engineer,  30  January,  1805. 
McCartj',  Charles  H. 

Mate,  (i  Ftl)riuuy.  1802.     Resigned  30  December,  1804. 
McCarty,  Ku^cne. 

Mate,  31  October.  1804.     Honorably  discharged  12  May,  1865. 
McCair(,>  .  John. 

Chaplain,  :!  .March,  1825.     Resigned  21  April,  1826. 
McCarty,  Joseph. 

Mate,  29  M:iy,  l.'^i;:!.     Deserted  1  February,  1864. 
McCarty,  Man  rice. 

.XitinLT  Third  .Assistant  Engineer,  10  May,  1862.    Honorably  discharged  5  October, 

McCairly,  Morris. 

Acting   Tliird    Assistant    Engineer,    14    August,    1863.      Honorably   discharged 
10  August,  1805. 
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JMEcCarty,  Stephen  A. 

Acting  Mitlshipman,  25  September,  185G.     Resigned  17  October,  1859.     Midship- 
man, 9  September,  1861.     Lieutenant,  1  Avigust,  1862.     Lieutenant-Commander, 
25  July,  1866.     Resigned  7  November,  1874. 
llcCarty,  W.  I>. 

Midshipman,  18  July,  1812.     Resigned  9  November,  1813. 

McCarly,  William  W. 

Acting  Third  Assistant  Engineer,  5  June,  1863.     Died  15  September,  1863. 

McCauley,  Charles  S. 

Midshipman,  16  January,  1809.  Lieutenant,  9  December,  1814.  Commander,  3 
March,  1831.  Captain,  9  December,  1839.  Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  4  April,  1867.     Died  21  May,  1869. 

McCauley,  I>.  S. 

Midshipman,  1  February,  1814.     Resigned  13  February,  1825. 

McCauley,  Edward  Y. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
1  July,  1855.  Lieutenant,  14  September,  1855.  Resigned  19  August,  1859, 
Acting  Lieutenant,  11  May,  1861.  Lieutenant-Commander,  16  July,  1862. 
Commander,  27  September,  1866.     Captain,  3  Sex^tember,  1872. 

McCauley,  Francis  G. 

Purser,  27  May,  1829.     Resigned  30  September,  1852. 

McCauley,  James. 

Acting  Second  Assistant  Engineer,  29  November,  1862.  Resigned_^9  January, 
1865. 

McCauley,  James  B. 

Midshipman,  8  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
5  February,  1855.     Lieutenant,  22  August,  1855.     Died  30  May,  1800. 

McCausland,  Thomas. 

Acting  First  Assistant  Engineer,  1 0  November,  1863.     Mustered  out  24   October, 
1868. 
McCaw,  John  J. 

Midshipman,  1  September,  1811.     Resigned  23  February,  1818. 

McCawley,  O.  M. 

Midshipman,  1  September,  1811.     Lieutenant,  1  April,  1818.     Died  20  February, 

1827. 

McChesney,  William. 

Midshipman,  1  September,  1811.     Dismissed  by  Court-Martial,  5  August,  1817. 

McClain,  Charles  S. 

Cadet  Midshipman,  3  November,  1874.     Graduated  4  June,  1880. 

McClanalian,  Reuben. 

Acting  Second  Assistant  Engineer,  5  May,  1862.     Honorably  discharged  16  April, 
1866. 
McCIauahan,  T. 

Midshipman,  9  June,  1811.     Resigned  23  August,  1811. 

McCleane,  John. 

Mate,  22  April,  1863.     Acting  Ensign,  19  September,  1863.     Honorably  discharged 

29  .July,  1865. 

McCleary,  Andrew. 

Mate,  5  March,  1862.  Acting  Ensign,  28  April,  1863.  Honorably  discharged 
17  January,  1869. 

McCleery,  Robert. 

Third  Assistant  Engineer,  2  August,  1855.     Second  Assistant  Engineer,  21   July, 
1858.     First  Assistant  Engineer,  2  August,  1859.     Chief  Engineer,   11    August, 
1862.     Died  15  September,  1863. 
McClellan,  Charles  H. 

Mate,  16  April,   1863.     Acting   Ensign,    25    May,    1864.     Honorably   discharged 

30  July,  1868. 
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McCIellaii,  Kdwnrd  I*. 

Midsliipinaii,  25  ScptcnilxT,  lfi03.     Gnuiimtctl  .Juno.  1807.     Knsi^^n,  IH  Dccenibc-r, 
Isr.H.     Master,  "Jl  Miircli,  1870.     Licutonant,  21  Marrh,  1871. 
McC'lollaii,  .loN«'|»li  W. 

Act  ill",'    .Vssisi:iiir   I'avnuistcr.  T)   November,   1802.     Mustered   out  25   September, 

Mc*<  lolljiii.  1{oiiIm>ii. 

Male,  1  Octt.lM  T.  is(i2.      DiMiiissed  2S  Novemlter,  18(i2. 
McC'lellaiiid,  JaiiieH. 

Assistant  Suryeou,  20  .liine.  ls:?s.     Snr^'eon,  (>  Marcli,   IS.'iH.     Medical  Dire:  or, 
3  March,  1871.     lietired  list,  Id  March,  1870.     Died  4  August,  1877. 
.^oC'leiialiHii,  William  F. 

Assistant  Sur<,'i(.n.  2S    February,  1833.     Surgeon,  8  September,   1841.   Dismisccd 

It  .May.  isc.l. 

MrC'ieiiiiaii,  lto<liiiaii. 

Lieutenant,  2:5  Aii^u.st,  1800.     Last  appearance  on  Records  of  Navy  Department. 
^IfCiiniook,  II.  .>!. 

Midsliipnian,  18  June,  1812.     Died  28  July,  1817. 
MeCiiiifoc'k,  J.  J. 

Midsliipnian,  U  November,  1813.     Lost  18  October,  1814. 
MoC'lintock,  IVilliaui. 

Mate,  21  ]^Iarcli,  1802.     Acting  Master,  10  October,  1862.     Honorably  discharged 
5  November,  18(1.'). 

MoC'loNkoy,  Jaiiios  I>. 

Gunner,  'J  Ai)iil,  1855.     Dismissed  1'8  .lannary,  1858. 
MoC'Ioiid,  JaiiieH. 

Boatswain,  1  August,  1809.     Died  10  November,  1822. 
MeC'loiKl,  Colin. 

Boatswain,   17  March,  1812.     Last  appearance   on  Records  of  Navy  DepM-tintni. 
1810.     Furloughed. 

MeClnnoy,  M  illlam  J. 

Midshipman,  1  January,  1812.     Lieutenant.  1  April,  1818.     Commander,  0  Decem- 
ber, IHIJ'.t.     Captain,  13  October,  1N51.     Retired  list,  21  December,  1801.     Com- 
modore on  Retired  list,  10  July,  is<!2.     Died  11   February,  1804. 
MoCliinK,  Alex. 

^lidshipnian,  1  April,  1828.     Resigned  20  August,  1829. 
McCliin^,  JainoH  I<. 

Mate,  29   De(  ember,   1803.     Acting    Ensign,  31    October,   18C4.     Honorably  dis- 
cliari,'f«l  0  .July,  1805. 

Met'liiro,  David. 

I'n.ttssor  (.r  Mathematics,  17  June,  1839.     Died  13  April,  1842. 
MoCiiiro.  JaiiiCH  II. 

Mate,  23  May,  lS(i:5.     Dismissed  9  June,  1805. 
McCiuro,  ClioorKO  M. 

Midshipman,  23  September,   1859.     Ensign,   1   October,  1803.     Ma.^ter,   10  May. 
1800.     Lieutenant,  21  February,  1807.     Retired  list,  9  November,  1808. 
MeClurK,  W.  A. 

Assistant  Surgeon,  8  February,  1874. 
9IoC'liiMke.y,  JaiiiOH. 

Acting  Third  Assistant  Engineer,  12  October,  1801.     Dismissed  27  May,  1802. 
McC'lj  nioiif,  Aloxaiidor. 

Acting  Third  Assi^-tant  Engineer,  25  .Vugust,  1804.     ResigneJ  27  .May.  1^65. 
McC'olloy.  Hi  ram  W. 

Acting  Assistant  Paymaster,  22  June,  1863.     Resigned  4  October,  t'^f.  1 
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McColluni,  John  \. 

Midshipman,  26  February,  1841.     Passed  Midshipman,  10  August,  1847.    Master,. 
14    September,   1855.      Lieutenant,   15  September,   1855.      Resigned  22  July 
1859. 
McConib,  Andrew. 

Lieutenant,  23  April,  1799.     Discharged  21  November,  1800. 
McComb,  William. 

Acting  Third  Assistant  Engineer,  14  September,  1863.     Honorably  discharged 
14  August,  1865. 
McCommick,  James. 

24  December,  1831.     Midshipman,  15  June,  1837.     Lieutenant,  8  September,  1841.. 
Resigned  16  Sej^tember,  1850. 
McCone,  Alexander. 

Boatswain,  18  December,  1870. 
mcConnell,  Archibald  £. 

Acting  Third  Assistant  Engineer,  28  September,  1861.  Resigned  10  December, 
1861.  Acting  Third  Assistant  Engineer,  19  September,  1862.  Acting  Second 
Assistant  Engineer,  5  August,  1863.  Acting  First  Assistant  Engineer,  6  March, 
1865.     Honorably  discharged  23  September,  1865. 

McConnell,  Charles  J. 

Third  Assistant  Engineer,  29  October,  1861.  Second  Assistant  Engineer,  3  August,. 
1863.     First  Assistant  Engineer,  11  October,  1866.     In  service. 

McConnell,  George  £. 

Mate,  27  August,  1861.     Acting  Ensign,  30  August,  1862.    Acting  Master,  18  March, 

1865.  Honorably  discharged  5  June,  1868. 
McConnell,  Henry. 

Third  Assistant  Engineer,  5  November,  1861.     Resigned  6  February,  1868. 

McConnell,  James. 

Mate,  3  February,  1863.     Deserted  5  May,  1863. 

McConnell,  James  H. 

Acting  Third  Assistant  Engineer,  24  September,  1862.     Honorably  discharged 
19  August,  1865. 
McConnell,  Robert. 

Midshipman,  29  March,  1800.  Last  appearance  on  Records  of  Navy  Department, 
22  May,  1800. 

McConnell,  Rnfns  S. 

Acting  Assistant  Paymaster,  27  December,  1864.     Assistant  Paymaster,  23  July, 

1866.  Passed  Assistant  Paymaster,  27  November,  1866.     Paymaster,  1     Janu- 
ary, 1875. 

McConnell.  William. 

Master,    2  November,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1815.     St.  Mary's,  Georgia. 
McCool,  Daniel  M. 

Mate,  18  June,  1863.     Resigned  22  December,  1864. 

McCook,  J.  J. 

Midshipman,  27  January,  1841.     Died  30  March,  1842. 

McCook,  Roderick  S. 

Acting  Midshipman,  21  September,  1854.    Midshipman,  9  June,  1859.    Lieutenant, 
31  August,    1861.      Lieutenant-Commanner,  25  December,  1865.     Cnjnmander, 
25  September,  1873. 
McCord,  Clinton  F.  A. 

Mate,   11    June,   1863.      Acting  Ensign,  25  May,  1865.      Konorably  discharged 
30  November,  1865. 
McCord,  Frank  M. 

Mate,  24  November,  1863.     Honorably  discharged  16  December,  1865. 
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McCorklo,  David  P. 

Mulshipinan,  21  September,  1841.  Passed  Midshipman,  10  Aupust,  1847.  Must* : 
14  September,  IHSr).  Lieutenunt,  15  September,  1855.  Dibinissed  17  Mu\ 
istJl. 

McCoriiinok,  Kuiuictt. 

Midshipman,  17  April,  18G2.     (traduated,  June,  18CG.     Ensipn,  12  Mureh,   is»> 
Master,  2G  March,  18(Jl».      Lieutenunt,  21   March,  1870.      Died   12  Septemb<  i 
1873. 
McCoriiiiok,  Alexander  II. 

Acting  Midshijunan,  21    September,  1859.      Ensign,  22  Deeendicr,   lNr.2.     Lieu 
tenant, 22  February,  iy()4.    Lieutenant-Commander,  25  July,  ISOO.    Communtlei. 
;nt  September,  KsTtJ. 

MeCoriniok,  CliriKtuplier. 

Acting  Third  Assistant  Engineer,  11  April,  1863.    Honorably  discharged  29  March. 
18GG. 
McCorniiek,  Daniel,  Jr. 

Assistant    Surgeon,    1    August,   1800.      Resigned    10   January,   1802.      Surgeon. 
IG  January,  1809.     Last  appearance  on  Records  of  Navy  Department,  26  Mureli 
1811.     Dead. 
BfcCorniick,  Frederick. 

Midsliipman,  25  Sei)tember,  18G0.     Graduated  June,  18GG.      Ensign,  12   Maul.. 
18G8.     Died  25  July,  1868. 
McCorniick,  James  A. 

Acting  Second  Assistant  Engineer,  9  June,  1863.     Honorably  discharged  5  Sep- 
tember, 1865. 
McCorniiek,  John. 

Mate,  i:5  February,  1863.     Died  at  New  Orleans  31  August,  1867. 
MeCorniiek,  John  R. 

Acting  Second  Assistant  Engineer,  17  November,  18G2.    Appointment  revoked 
(Sick.)  IG  Fcliruary,  1863. 
McCorniiek,  Saninel. 

Acting  Ensign,  30  August,  1862.     Dismissed  27  May,  1863. 
MeC  orniiek,  Tlilliam  II. 

Acting  Ensign,  28  October,  1863.     Honorably'  discharged  16  November,  1865. 
McConrt,  John. 

Acting  Third   Assistant  Engineer,  18  October,  18G1.     Acting  Second  A.ssistant 
Eng-ineir.  13  October,  1803.     Acting  First  Assistant  Engineer,  30  Septcnibir. 
18G4.     Hontmibly  discharged  8  October,  1865. 
McCoy,  CornelinH. 

Acting  Second  Assistant  Engineer,  13  August,  1860.    Appointment  revoked  (Sick.> 
5  Deceinl)er,  18G3. 

McCoy,  JanicH  S. 

Mate,  25  August.  1804.     Resigned  20  April,  1865. 
McCoy,  M  illiani  II. 

Acting  Third  Assistant  Engineer,  13  August,  1864.     Honorably  discharged  1   No- 
vember, 1865. 
McCraekin,  Alexander. 

Midsliii.man.  27  July,  isf.G.     Graduated  7  June,  1870.     p:nsign,  13  July.  1871. 
MasiiT,  25  S  jjtenilier,  1873.     Lieutenant,  13  January,  1879. 
McCracken,   V. 

Mi'ishipman,  1  May,  l^JT.     Resigned  16  June,  1833. 
McCracken,  IViliiaiii  ^^, 

Mate,  i  Sf|)Uinbir.  l>t;i.     Honorably  discharged  2  August,  1865. 
McCray,  Sluarl  K. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Resigned  29  January,  1863. 
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McCrea,  E<lward  P. 

Midshipman.  Passed  Midshipman,  12  June,  1855.  ]\Iaster,  16  September,  1855. 
Lieutenant,  24  January,  1857.  Lieutenant-Commander,  16  July,  lb62.  Com- 
mander, 27  May,  1868.     Captain,  22  January,  1880. 

McCrea,  Henry. 

Midshipman,  24  July,  1866.     Graduated  6  June,  1871.     Ensign,  14  July,  1872. 
Master,  10  June,  1876. 
McCreary,  James  A. 

Mate,  21  December,  1863.     Acting  Ensign,  7  August,  1865.     Honorably  discharged 
4  November,  1865. 
McCreary,  Thomas. 

Acting  Third  Assistant  Engineer,  22  August,  1864.     Resigned  8  March,  1865. 

McCreary,  William. 

Mate,  29  May,  1862.     Resigned  13  May,  1865. 
McCreery,  George  M. 

Midshipman,  1  November,  1827.  Passed  Midshipman,  10  June,  1833.  Lieuten- 
ant, 3  March,  1839.     Lost  in  the  '■'Grampus,'''  Marcli,  1843. 

McCreery,  Stepheu  A. 

Assistant  Surgeon,  20  June,  1838.    Surgeon,  22  November,  1852.    Lost  in  '■'•Albany,'''' 
28  September,  1854. 
McCreery,  James  M. 

Mate,  6  February,  1870.     Aijpointment  revoked  (Sick,)  13  May,  1870. 

McCrolian,  W.  A. 

Midshipman,  2  March,  1838.     Dismissed  5  December,  1840. 

McCnllocli,  G.  B. 

Master,  27  July,  1813.     Lieutenant,  9  December,  1814.     Died  31  December,  1827. 

McCullougli,  Alexander. 

Master,  date  not  known.    Killed  in  action  24  August,  1814. 

McCurdy,  John  W. 

Actinw  First  Assistant  Engineer,  1  November,  1862.  Honorably  discharged 
8  October,  1865. 

McCurley,  Felix. 

Acting  Master,  13  November,  1861.  Acting  Volunteer  Lieutenant,  9  November, 
1864.  Master,  12  March,  1868.  Lieutenant,  18  December,  1868.  Lieutenant- 
Commander,  2  March,  1870. 

McCntchen,  Samuel. 

Lieutenant,  14  November,  1799.  Discharged  15  April,  1801,  under  Peace  Estab- 
lishment Act. 

McCntchen,  S.  1>. 

Midshipman,  10  October.  1831.     Resigned  25  June,  1832. 

McCntcheon,  John  F. 

Actino-  Second  Assistant  Engineer,  30  October,  1861.  Appointment  revoked 
13  December,  1861.  Acting  First  Assistant  Engineer,  22  May,  1862.  Acting 
Chief  Engineer,  19  January,  1863.     Honorably  discharged  15  April,  1866. 

McDaniel,  Charles  A. 

Acting  Assistant  Paymaster,  19  January,  1865.  Mustered  out  10  August,  1865. 
Passed  Assistant  Paymaster,  23  July,  1866.     Paymaster,  3  September,  1871. 

McDearmi<l,  Donald. 

Mate,  11  March,  1862.     Dismissed  5  June,  1862. 

McDermot,  I>avi<l  A. 

Midshipman,  8  November,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
1  March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant- Commander, 
16  July,  1862.     Killed  in  action  18  April,  1863. 

McBermott,  Dennis  A.  „,-,,,..., 

Acting  Third  Assistant  Engineer,  5  October,  1864.    Honorably  discharged  4  April, 

1868. 
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^loDeriitotf,  OeorRc  II. 

Acting  Third  Assistant    Kngiiucr,   ;;i    Di-coniin  1,    iMij.     liononhly   dischufccl 
2S  October,  1S(17.  "^ 

.^IoD(>riiioll,  Saiiiiiol. 

Actinjjj  Third  Assistant  Engineer,  lS(il.     Uesij^'ned  13  Febriiarv,  iaC2. 
;»Iol>oriiioll,  Milliani. 

Actinj,' Knsign,  14  November,  ls(;-,>.      Dismissed  T,  Marcli,  1803. 
Mon<M-iii«ti,  IVilliaui  C. 

.Mate. '.3.J  Ai)ril,  1S(;:5.     Acting  Ensign,  27  .lune.   lyo;).     I)ismi^scd  -JO  Kel>riia:  . 
isoi. 
MeDovitt,  John. 

Carpenter,  5  June,  1848.     Died  IT,  April,  1849. 
mioDoiiaUl,  Alexander. 

Acting   [second  Assistant  Engineer,  28  December,  1803.     Honorably  dischar"«  d 
8  August,  1865. 

McDonald,  Charles  M. 

Assistant  Paymaster,  3  March,  1879. 
McDonald,  €olin. 

Midsliipman,  24  July,  1800.     Graduated,  7  June,   1870.     Ensign,   i:'.  .lulv,   l>7,.». 
Drui)ped  31  January,  1877. 
McDonald,  David. 

Acting  Third   Assistant   Engineer,   22    February,    1804.     Honorably   discbar'ed 
1  Septemljer,  1805.  "  ° 

McDonald,  Kd^rard  ^T. 

Acting  Knsign,  4  October,  1804.     Honorably  tlischarged  13  July,  1805. 
fIcDonald,  Ed\rard  S. 

Mate,  20  April,  1804.     Honorably  discharged  12  December,  1805. 
McDonald,  £di;«in  A. 

Gunner,  29  July,  1801. 
tIcDonald.  James. 

Acting  becond  Assistant  Engineer,   10  December,  lSfi2.     Resigned   8  December 
180i3. 
McDonald,  James. 

Mate.   8   January,   1802.     Acting   Master,  23   May,    1802.     Honorably  discharged 
20  Aiiril,  1^07. 
HEcDonaUl,  James. 

Mate.  14  April,  1802.     Resigned  :!0  May,  1803. 
ttcDonald.  James  I*. 

Acting  Chief  Engineer,  1  October,  1802.     Died  9  January,  1803. 
fIcDonald,  J.  £. 

Master,  21  July,  1814.     Midsliii)m.in,  17  November,  1814.     Lieutenant.  5  March, 
1817.     Last  appearance  on  Records  of  Navy  Department,  14  July,  1818.     Deaii. 
icDonald,  John  A. 

GuiuHT,  13  November,  1801. 
fcDonald,  John  II. 

Ac  ting  Tliiril  Assistant  Engineer,  12  December,  1804.     Resigned  14  June,  1805. 
fcI>onald,  Joseph. 

.\(  ting  Eiisiirn.   14   July.   1S(;:!.      Honorably    discharged    13   June,   1S07.      Mate, 
2  March,  IbTO.     Boatswain,  11  February,  1871. 
fcl>oiiald,  liCvi. 

A<  tingThird  .\ssistant  Engineer,  15  September,  1801.    Resigned  15  Feliruary,  1802. 

Icl>onal<l,  Koberf. 

Hoatswain,  25  Julv.   1857.     Warrant  cancelled,  24    .Mar«-h,   1805.     Hoatswain.  23 
May,  ls<;8.     Diec'l  1")  April.  1872. 
loDonald,  K.  I». 

Midsliipman,  17  December.  is:n.     Resigned  '2i't  1>i ciniber.  1834 
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McDonald,  Thomas  If. 

Mate,  23  December,  1862.     Acting  Ensign,  2   February,  1865.     Honorably  dis- 
charged 9  December,  1865. 
McDonald,  William  H. 

Assistant  Surgeon,  22  April,  1871.     Resigned  22  March,  1873. 
McDonnell,  James. 

Carpenter,  21  October,  1840.     Retired  list,  16  June,  1878. 
McDonnell,  John  E. 

Cadet  Midshipman,  30  September,  1874.     Graduated  4  June,  1880. 
McDonongh,  Charles  S. 

Midshipman,  8  April,  1835.     Passed  Midshipman,  22  June,   1841.     Master,  12 
August,  1847.     Lieutenant,  16  May,  1848.      Retired  14  April,  1862.     Captaiu 
on  Retired  list,  4  April,  1867.     Died  30  November,  1871. 
McDonongh,  James  T. 

Midshipman,  1  April,  1826.     Passed  Midshipman,  28  April,  1832.     Lieutenant, 
8  March,  1837.     Dropped  13  September,  1855. 
McDonongh,  J.  M. 

Midshipman,  16  March,  1798.     Last  appearance  on  Records  of  Navy  Department. 
McDonongh,  John. 

Mate,  6  January,  1862.    Honorably  discharged  2  December,  1865. 
McDonongh,  Thomas. 

Third  Assistant  Engineer,  27  March,  1843.     Resigned  4  November,  1844. 

McDongal,  Charles  J. 

Acting  Midshipman,  26  May,  1852.  Midshipman,  1  October,  1856.  Passed  Mid- 
shipman, 29  April,  1859.     Master,  5  SeiDtember,  1859.     Lieutenant,  2u  January, 

1861.  Lieiitenant-Commander,  16  November,  1862.     Commander,  19  January, 
1871. 

McDongal,  David. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Commander,  24  January,  1857.  Captain,  2  March,  1864. 
Commodore,  12  June,  1869.  Retired  list,  27  December,  1871.  Rear-Admiral, 
Retired  list,  24  August,  1873. 

McDongal,  I^eon. 

Midshipman,  13  March,  1839.     Resigned  27  July,  1846. 

McDongal,  P.  D. 

Mate,  1  October,  1861.     Acting  Master,  24  March,  1862.     Resigned  18  August, 

1862.  Acting  Ensign,  9  October,  1862.     Resigned  5  August,  1863. 

McDougall,  Angus. 

Acting  Third  Assistant  Engineer,  17  April,  1863.  Acting  Second  Assistant 
Engineer,  17  August,  1864.     Honorably  discharged  11  September,  1865. 

McDowell,  Charles  A. 

Acting  Third  Assistant  Engineer,  8  July,  1863.     Died  11  May,  1864. 

McDniile,  Jarvis. 

Professor,  6  December,  1838.     Dropped  4  September,  1848. 

McDnnn,  £zra. 

Mate,  27  November,  1863.  Acting  Ensign,  13  April,  1865.  Honorably  discharged 
20  January,  1866. 

Mc£lhany,  J. 

Acting  Assistant  Surgeon,  4  December,  1862.     Resigned  31  May,  1865. 

McEllmell,  Thomas  A. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Acting  Second  Assistant  En 
gineer  28  March,  1865.     Honorably  discharged  11  September,  1868 

Mc£lmell,  Edward  F. 

Acting  Third  Assistant  Engineer,  29  September,  1863.  Honorably  discharged 
5  April,  1869.  Second  Assistant  Engineer,  7  November,  1871.  Retired  list, 
1  November,  1878. 
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9IoF1inoll,  JnekHoii. 

Third  Assistant  Kiii^Mncer.  2  August.  IS.",.-,.  Second  Assistant  Engineer.  «  May, 
ISnO.  First  Assistant  EnL'inecr,  2r,  March,  IHGl.  Chief  EnKineer,  2  Fcbruarv' 
1802.  ■" 

UleKlnioll,  Tlioiiuim. 

Mate,  G  December,  18G1.  Acting  Ensign,  9  October,  1802.  IJcsiirncd  I  Jiuu- 
18G3. 

McKIro)',  Archibald. 

Lieutenant,  11  May,  1798.     Out  of  service  10  May,  1801. 
jfloKlroy,  l>anlol  K. 

Acting  Tiiird   Assistant   Engineer,   11    February,  1864.     Acting  Second  Assistunt 
Engineer,  1:5  l)cceinl)er,  1n(M.     Honorably  discharged  IH  .lanuary,  18GG. 
McElroy,  CiieorKO  ^Vi^^lidiian. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  20  June,  1878. 
McElroy,  Horace. 

Midsliipman,  25  Scpteml)cr.   18G3.      Graduated    June,  1868.      Ensign,  19  April, 
18G9.     Resigned  28  February,  1870. 
McElroy.  Samuel. 

Thinl  Assistiint  Engineer,  26  February,  1851.     Resigned  20  July,  1852. 
McKlroy,  Tlionias. 

Gunner,  l;^  November,  1861.     Warranted,  1  November,  1862.     Resigned  18  Janu 
ary,  1864.     Acting  Master,  19  January,  1864.     Mustered  out  5  March,  18G8. 
McEntce,  Maarice  W. 

Mate,  21   October.   1861.     Acting  Ensign,   18  November,  18G3.     Acting  Master, 
19  October,  1864.     Honorably  discharged  14  May,  1867. 
McEwan,  Campbell. 

Acting  Third  Assistant  Engineer,  21   Sc])tember,  1863.     Acting  First  Assistant 
Engineer,  14  March,  1865.     Honorably  discharged  28  November,  1865. 
McEwan,  John. 

Acting  Third  Assistant  Engineer,  22  September,  1862.     Acting  Second  Assistant 
Engineer,  8  February,  1864.     Honorably  discharged  23  September.  1865. 
McEwen,  Henry  D. 

Third  Assistant  Engineer,  1   July,   1861.     Second  Assistant  Engineer,  21  April, 
1863.     First  Assistant  Engineer,  11  October,  186G. 
McEwen,  IVilliam  G. 

Acting  Third  Assistant  Engineer,  24  December,  1863.     Third  Assistant  Engineer, 
8  March,   1865.     Second  Assistant  Engineer,   1   January,   1868.      Retired  list, 
24  May,  1875. 
McFadden,  W.  J. 

Mate,  23  November,  1864.     Honorably  discharged  2  June,  1865. 
McFarlan,  Alexander. 

Chaplain,  2  March.  iyU2.     Died  2  August,  1805. 
9IcFarlan<l,  Abial. 

Actii.„  Master,  i'>  December,  1861.     Honorably  discharged  14  September,  1865. 
McFarland,  John. 

Acting  >li(lsliii)inan,21  September,  1857.    Midshipman,  1  June,  1861.    Lieutenant, 
1  August,  lt<G2.     Lieutenant-Commander.  25  July,  1866.     Died  22  May.  1874. 
McFarland.  J.  P. 

.Mi.l^l)ipnKln,  8  December,  18:57.     Resigned  2  July,  1845. 
9IoFnrlan«l,  Walter. 

Mute.     Ai)ii<iiiitnieiit  revoked  (Sick.)  21  February,  1862. 
IflcFarland,  IValter  5I»r(ln. 

Cadet  Engineer.  Naval  Aiailimy.  15  September,  1875.     Graduated  10  June,  1879. 

JflcFarland.  M  illiam  D. 

Acting  Chief  Engineer,  1   Octo'icr,  1862.     Honorably  discharged   18  November, 
1865. 
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McFate,  Jobn. 

Boatswain,  15  July,  1813.     Died  in  October,  1820. 
McFaiil,  Winiam. 

Acting  Third   Assistant   Engineer,  13   Februaiy,  1864.      Honorably  discharged 
lOJulv,  18G5.     Acting  Third  Assistant  Engineer,  29  Januarj^  1867.     Mustered 
out  5  April,  1869. 
McFawn,  John. 

Acting  Third  Assistant  Engineer,  6  June,  1864.     Honorably  discharged  29  Sep- 
tember, 1865. 
McGarrity,  Thomas. 

Acting  Third  Assistant  Engineer,  10  March,  1864.     Honorably  discharged  16  De- 
cember, 1865. 
McGary,  Charles  P. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  25  April,  1801. 
McGean,  J.  R. 

Acting  First  Assistant  Engineer.     Resigned  5  December,  1802. 

JUcGiiiiiis,  Fclward  F. 

Acting  Third  Assistant    Engineer,    1    February,    1862.      Appointment   revoked 
21  July,  1863. 
McGlanhon,  James. 

Midshipman,  28  June,  1804.     Died  19  July,  1813. 
McGlanhon,  Tnrner. 

Midshipman,  28  June,  1804.     Resigned  16  January,  1808. 

McGlatheny,  James. 

Mate,  8  January,  1862.     Appointment  revoked  17  November,  1802.     Mate,  17  Feb- 
ruary, 1863.     Acting  Ensign,  19  September,  1803.     Honorably  discharged  28  No- 
vember, 1865. 
McGlatheny,  James. 

Acting  Ensign,  19  September,  1863.     Honorably  discharged  28  November,  1805. 

McGlensey,  John  F. 

Acting  Midshipman,  28  September,  1857.  Midshipman,  1  June,  1861.  Lieuten- 
ant, 16  July,  1862.  Lieutenant-Commander,  25  July,  1866.  Commander,  8  Feb- 
ruary, 1875. 

McGlincey,  Francis. 

Mate,  16  May,  1864.     Honorably  discharged  8  February,  1868. 
HcGloin,  William. 

Acting  Master,  6  December,  1861.  Acting  Volunteer  Lieutenant,  23  December, 
1864.     Honorably  discharged  21  December,  1805. 

McGlone,  Thomas. 

Carpenter,  12  May,  1866.     Resigned  17  April,  1867.     Carpenter,  18  May,  1870. 

McGoiigh,  Thomas. 

Acting  Third  Assistant  Engineer,  21  March,  1862.     Died  29  September,  1864. 

McGoTern,  John. 

Mate,  27  May,  1863.     Dismissed  10  December,  1804. 

McGoTern,  John  B. 

Acting  Second  Assistant  Engineer,  18  March,  1864.    Honorably  discharged  14  Sep- 
tember, 1865. 
McGovern,  Peter. 

Acting  Gunner,  28  August,  1863.     Dismissed  16  July,  1864. 

McGowan,  Barth. 

Professor  of  Mathematics,  20  June,  1836.     Dismissed  12  April,  1845. 

McGowan,  George  W. 

Acting  Third  Assistant  Engineer,  1  September,  1863.    Drowned  6  December,  1803. 

McGowan,  James. 

Midshipman,  1  September,  1811.  Lieutenant,  9  December,  1814.  Died  19  Feb- 
ruary, 1826. 
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>[cCao^'aii«  Joliii,  Jr. 

.M:iti-.   «  March,    isd,!.     Actinfj  Master,  8  Muy     IS&2.     Mustor.    I'J   Man  I).    iSO 
Lit'Utc-mint,  18  December,  1.MG8.     IJeutcnunt-Commumler,  '22  April,  1»70. ' 
MoGouaii,  IV.  C. 

Assistant   Paymaster,   13  July,  1S70.     rasscd   Assistant   Paymaster,  111   Fflinin 

^(•<;OMIl,  lit.  Loiifis. 

Mate,  18  June,  1M(J4.  Honorably  discharged  30  March,  18CG.  Mate,  2  Mav,  1S<;7. 
-Mustered  out  27  August,  iSOy. 

.>Ic<arafli,  Fennel  J. 

Matr.     Resigned  20  May,  1803. 
.n(<;ralli,  Milliam  IV. 

Aitiiii,' Tliinl  Assistant  Enirineer.  If,  April,  1803.     Acting  Second  Assistant  En- 
<riiii<  r.  ^7  July,  l^(;l.     Keaignerl  12  :May,  1805. 
MoCiJreKor,  Cliarles. 

Arting  Midshipman,  21  September,  1800.     Knsi-:n,  28  May.  1803.     Master,  10  No 
veniber,    18(1.').     I.ieutenant,  2r>  July,    ISOli.     LieuteuanlCommau<ier,  12  March. 
iMiS.     Commander,  5  J tuie.  1878. 
MeGreKor,  David. 

Midshipman,  II  Juno,  17'J!).     Kesigne<l  27  January,  1800. 
MeCiJregor,  JanieM. 

Third  Assistant  Engineer,  23  June,  1803.     Did  22  .^eptendjer,  1803. 
MeGuire,  .\ioliola.s  II. 

Acting  Assistant  Surgeon,  10  March,  isC,.",.     l[(.iinral*ly  discharged   1    April,  1800. 
McGiinneKle,  MilNon. 

Midshipman,  10  December,   184.}.     Passed   M  idshipman,  10  June.  is."i3.     Master. 
15  September,  18")5.    Lieutenant,  10  September.  1855.     Lieutenant-CuwD'.ander, 
10  July,  18(i2.     Died  2  Aju-il,  1803. 
McGiinnegle,  William  S. 

Midshipman,  20  September,  1803.  Graduated,  June,  is(i7.  Ensign,  1  i  Dec-ember, 
1808.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Uesigucd  8  Octo- 
ber, is7<;. 

McGiirren,  I{.  J. 

Third  Assistant  Hngineor,  21  April,  1803.     Dismissed  20  October,  1803. 
Meliatfon,  William. 

Midshipman,  10  July,  1799.     Discharged  14  July,   1801,  under  Peace  Establish- 
ment Act. 
MoIIenry,  Thomas. 

Assistant  Surgeuti,  1  July,  1802.     Died  18  August.  1803, 

Mellvaine,  liloomfleld. 

Midshi|uiian,  i»  October.  1802.     Graduated  June,   1800.     Ensign,  12  March,  18C8. 
Master,  20  March,  1809.     Lieutenant,  21  March,  1870. 
Mellvaine,  Henry  C. 

Thirrl  .\ssistunt  Engineer.  17  February,  1800.     Second  Assistant  Engineer,  0  Janu- 
ary, 1N()2.     Fir>t  Assistant  Engineer,  1   Marcu    1804.     Itesigned  21    June,  180!' 
^ellvaine.  W  illiam  I>. 

Third    Assistant    Engineer,    10    November,    1801.      Second    Assistant    Enginct  : 
25  .Vugust,  1803.     Hesigned  13  October,  1805 
Molnlire,  C'linrles. 

Master,  11  January,  1815.     Uesigned  3  \\n\\,  1815. 
MoInloKli,  Alexander. 

Mate,  21  October,  isci.  Acting  Ensign,  29  August,  1802.  Acting  Master,  gmxl 
(oudiut  on  Lou  CMad  "  Kfohik"  4  January,  1804.  Ilouoraldy  discharge*! 
22  June,  lsf',8.     Mate,  25  January,  1870. 

MelntoHli.  C'liarlew. 

lloatswaiu,  14  July,  1^51.     Dismissed  30  July,  1851. 
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Mcintosh,  Charles  F. 

Midshipman,  1  November,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
25  February,  1841.     Commander,  2  March,  1857.     Dismissed  20  April,  18G1. 
Mcintosh,  Hampden. 

Midshipman,  26  April,  1798.     Last  appearance  on  Records  of  Navy  Department. 
JTlcIntosh,  Horace  P. 

Midshipman,  28  June.  1867.     Graduated  6  June,   1871.     Ensign,  14  July,  1872. 
Master,  27  June,  1875. 
Mcintosh,  James  Mc. 

Midshipman,  1  September,  1811.     Lieutenant,  1  April,  1818.     Commander,  28  Feb- 
ruary, 1838.     Captain,  5  September,  1849.     Died  1  Septembe-.  18G0 
Mcintosh,  John  B. 

Midshipman,  27  April,  1848.     Resigned  24  May,  1850. 
Mcintosh,  John  li. 

Acting  Third  Assistant    Engineer,    19   October,   1864.      Honorably  discharged 
19  October,  1865. 
Mcintosh,  Thomas  T. 

Acting  Third  Assistant  Engineer,  4  January,  1862.     Acting  Second  Assistant  En- 
gineer, 3  June,  1868.     Honorably  discharged  7  October,  1868. 
Mcintosh,  W.  A. 

Midshipman,  30  November,  1814.     Resigned  29  November,  1817. 
Mcintosh,  William. 

Midshipman,  30  April,  1800.     Lieutenant,  2  May,  1808.     Resigned  9  December, 
1808. 
Mclntyre,  Alfred  F. 

Acting  Ensign,  27  December,  1864.     Appointment  revoked  23  November,  1865. 

Mclntyre,  Frank  T. 

Acting  Assistant  Paymaster,  4  December,  1862.  Died  on  ^^  De  Soto,'"  13  October, 
1863. 

Mclntyre,  John. 

Third  Assistant  Engineer,  22  July,  1862.  Second  Assistant  Engineer,  15  February, 
1864.     Died  21  May,  1865. 

Mclntyre,  Sylvanns. 

Third  Assistant  Engineer,  24  August,  1861.     Resigned  19  June,  1S65. 

McKay,  Charles  £. 

Acting  Midshipman,  29  September,  1857.     Midshipman,  1  June,  1861.     Acting 
Master,  4  September,  1861.     Lieutenant,  1 6  J  uly,  1862.     Lieutenant-Commander, 
25  July,  1866.     Retired  list,  25  June,  1869. 
McKay,  Daniel. 

Acting  Ensign,  20  March,  1865.     Honorably  discharged  14  May,  1867. 

McKay,  Honald  S. 

Mate.    Appointment  revoked  1  September,  1 862. 
McKay,  John. 

Acting  Master,  18  May,  1861.     Dismissed  6  February,  1863. 

McKay,  John  £. 

Third  Assistant  Enginner,  3  May,  1859.  Resigned  7  July,  1860.  Acting  Third 
Assistant  Engineer,  14  August,  1862.  Acting  Second  Assistant  Engineer, 
13  December,  1862.  Acting  First  Assistant  Engineer,  17  May,  1864.  HoHorably 
discharged  13  October,  1868. 

McKay,  lianchlan. 

Carpenter,  16  June,  1836.     Resigned  29  August,  1840. 

McKay,  William  H. 

Mate.     Resigned  24  November,  1862. 
McKay,  William  li. 

Acting  Third  Assistant  Engineer,  11  October,  1862.    Resigned  23  November,  1864. 
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HI  cK Oil  II.  F.  It. 

Mi.lslupman,  ;!0  SeptcinlnT,  ISl.",.     Rosignt-d  10  May,  1847. 
McHcan.  Fro<leriok  G. 

Third   Assistant    En^inci-r,    10    Fchrimry.    1801.       Second    Assifltant    Enf»inper. 
21  April,  l.S(i3.     First  Assistant  Engineer,  1  December,  1804.     Chief  Engineer, 
25  November,  1877. 
.MeKonn,  IVillinin  I>.,  Jr. 

Mate,  22  Ajjril,  ISOII.     Resigned  29  .Tunc,  1803.     Mate,  28  September,  1804.  ,  Hon- 
orably discharged  10  September,  IbO'i. 
]fIeKenit,  IVilliam  ^\. 

Midsliiimum,  30  November,  1814.  Lieutenant,  13  January,  1825.  Comman«ler, 
8  September,  1841.  Captain,  14  Sejitcmber,  1855.  Retired  list,  27  December, 
1801.     Commodore  on  Retired  li.-t.  1(5  July,  1802.     Died  22  April,  1805. 

MeKcc,  IIiiKh  W. 

Midshipman,  25  September,  1801.  Graduated  .June,  1800.  Ensign,  12  March, 
1808.  Master,  20  March,  1809.  Lieutenant,  21  .March,  1870.  Killed  in  attack 
upon  "  Corea,'"   Japan,  11  June,  1871. 

9IcKec,  Samuel. 

Mate,  17  December,  1803.     Honorably  discharged  1  November,  18G5. 

McHoel,  John. 

^lidshipman,  3  August,  1805.     Dismissed  17  September,  1805. 

McKeoii,  J  a  111  OS. 

Acting  Carpenter,  27  November,  1803.     Honorably  discharged  5  August,  1805. 

MeKeovor,  B.  \\. 

Mate,  3  September,  1801.     Resigned  30  September,  1803. 

MeKoever,  Edwin. 

Mate.     Acti-ng  Ensign  25  May,  1803.     Resigned  18  March.  1805.     Acting  Ensign, 

14  August,  1800.     Resigned  27  June,  1808. 
McKeever,  Innac. 

Midshipman,    1    December,    1809.     Lieutenant,  9  December,  1814.     Commander, 

27  May,  1830.     Captain,  8  December,  1838.     Died  1  April,  1856. 

MoKoige,  E. 

Acting  Master,  20  August,  1801.     Resigned  0  September,  1862. 

McKcitlion,  \\.  J 

Midshipman,  3  March,  1841.     Dropped. 

McKoll,  James. 

Acting  First  Assistant  Engineer,  17  Marcli,  1802.     Resigned  8  December,  1863. 

McKendry,  William. 

Acting  Ensign,  11  September,  1802.  -\rting  Master,  recommendation  of  Com- 
manding Officer,  13  .liine,  1804.     Honorably  discharged  19  August,  1805. 

lUeliennee,  Henry  C». 

Acting  Ensign,  8  October,  1802.  Acting  Master,  recommendation  of  Commanding 
Otliccr,  29  April,  1801.     Honorably  discharged  17  November,  1865. 

9foK<>iiney,  John. 

Acting  Tliird  Assistant  Engineer,  5  January,  1864.     Resigned  15  June,  1865. 

MoHenney,  IVilliam. 

Cliuplain,  8  September,  1841.     Died  4  May,  1857. 

McKenny,  W.  E. 

Midshipman,  9  June,  1811.     Lieutenant,  5  March,  1817.     Commander.O  February* 
1837.     Died  24  Augnst.  1839. 
McKonsie,  I^ewiM. 

.Vciing  Second  .\ssistant  Engineer.     Resigned  7  June,  1804. 

Molienxie,  Allen. 

Lieutenant,  2  April,  1799.  Last  appearance  on  licrords  of  Navy  Department, 
13  April,  1799. 

81 
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JflcKenzie,  Daniel. 

Midshipman,  17  December,  1810.     Resigned  19  October,  1813. 

McKenzie,  David  B. 

Mate,  4  November,  1863.  Acting  Ensign,  11  June,  1864.  Honorably  discharged 
7  June,  1865. 

McKeiizie,  James  B. 

Acting  Third  Assistant  Engineer,  18  April,  1863.     Honorably  discharged  14  Octo- 
ber, 1865. 
ilcK^enzie,  Kenneth. 

Midshipman,  3  March,  1799.  Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 

McKenzie,  Robert  C. 

Mate,  4  October,  1862.     Acting  Ensign,  11   March,  1863.     Acting  Master,  21  No- 
vember, 1864.     Resigned  20  May,  1865. 
MeKenzie,  William. 

Midshipman,  30  November,  1814.     Lost  at  Sea  in  1816. 
McKenzie,  William. 

Acting  Third  Assistant  Engineer,  20  May,  1864.     Appointment  revoked  3  March, 
1865. 
McKervall,  William. 

Captain,  (to  command  a  Galley,)  11   September,  1798.     Discharged  4  September, 
1801,  under  Peace  Establishment  Act. 
McKewan,  David  P. 

Mate,  8  September,  1862.  Acting  Ensign,  29  April,  1863.  Dismissed  13  June, 
1863.     Acting  Ensign,  7  June,  1864.    Honorably  discharged  16  July,  1865. 

McKinley,  Edward. 

Assistant  Surgeon,  8  September,  1841.     Died  2  November,  1841. 

McKinley,  Francis. 

Acting  Third  Assistant  Engineer,  11  July,  1863.     Resigned  28  March,  1865. 

McKinley,  Isaac  J. 

Acting  Ensign,  5  September,  1862.     Honorably  discharged  13  August,  1865. 

McKinley,  John. 

Boatswain,  5  April,  1855.     Died  20  May,  1866. 

McKinney,  Wilson  R. 

Midshipman,  20  March,  1834.  Passed  Midshipman,  16  July,  1840.  Lieutenant, 
3  March,  1847.     Died  18  August,  1851. 

McKinsw^ry,  James  P. 

Midshipman,  1  February,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
9  Februaiy,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.  Retired  list,  9  February,  1869.  Died  11  February, 
1873. 

McKiver,  John  H. 

Acting  Third  Assistant  Engineer,  4  August,  1864.     Resigned  20  April,  1865. 

McKuight,  George  B. 

Assistant  Surgeon,  16  May,  1829.     Surgeon,  20  February,  1838.     Died  13  May, 
1857. 
McKnight,  John. 

Midshipman,  20  June,  1806.     Dismissed  3  June,  1808. 

McKnight,  Joseph. 

Acting  Third  Assistant  Engineer,  27  May,  1861.    Acting  Second  Assistant  En- 
gineer, 28  October,  1861.     Acting  First  Assistant  Engineer,  27  January,  1863. 
Honorably  discharged  25  October,  1865. 
McKnight,  Robert. 

Midshipman,  13  July,  1799.     Resigned  15  July,  1800. 

McKnight,  S.  D. 

Midshipman,  21  February,  1809.  Lieutenant,  24  July,  1813.  Last  appearance  on 
Records  oi  Navy  Department,  1815.    Lost  at  Sea. 
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IVIoTinolilan,  Jiiiiioh. 

Miilsliipiuan,   5)   June,   1811.     Lust   iipiiouraiice  on    RpconlH  of  Navy  Departnu-nt 
I'^II.     Ht'signed.  "        ' 

Mol.aolilin,  P. 

Master,  '2S  July,  1814.     Last  appearance  on  Records  of  Navy  Department.  1  sit 

FuilDUglicd. 

.'VIoI.aiiahaii,  N.  Calvin. 

Tliinl  Assistant  Entiineer,  17  March.  l.S(;:{.     Second   Atr^istant   Kn-'ineer   ".".  Fiilv 
iy()(;.     Hcsigne.l  Ul  June,  18ti!).  "  ''    '      •' 

3fcl..aiialian,  Tenant. 

Midshipman,   12  December,   ISU'J.      Passed  Midshipman,  2  July.   184.'j       Killed 

11  February,  1848.  ' 

IHoIiano,  Allen. 

Midshipman,    T)  April,  1831.     Kesigned  2(5  November,  18:?8.     Mi«!shipman,24  May, 
1842.     Passed  ^lidshipmun,  5  August,  1848.     Hesigned  0  November,  l8/)2.  * 
Mel..ane,  Charles  S. 

Gunner.  2(5  December,  184r).     Killed  i)v  bursting  of  a  cannon  at  Washinctou  Navy 
Yard,  1:5  November,  1849.  ■' 

Ulel^ane,  liOniH. 

Miilshipman,  5  March,  1835.     Pa.ssed  Midshipjnan,  22  June,  1841.     Lieutenant, 
20  September,  1847.     Resigned  21  January,  1850. 
MeJjane,  I..oniH. 

^lidshipman,  3  May,  1799.     Resigned  10  February,  1802. 
Mel.ane,  IVilliam  G. 

Acting  Third  Assistant  Engineer,  2  December,  1861.     Acting  Second  Assistant 
Engineer,  19  December,  18G2.     Honorably  discharged  9  April,  1808. 
^IcI^aren,  Donald. 

Chaplain,  10  March,  1863. 
^Icliarty,  Tl  illiam  A. 

Acting  Third   Assistant  Engineer,  1   September,  1804.      Honorably   discharged 
9  March,  1868.  ** 

MeI.<anKlilin,  An);nHfnH. 

Midshipman,  11   January,  1840.     Passed   Midshipman,    11    July,    1840.     Master, 
1  March,  1855.     Lieutenant,  14  September,  1855.     Resigned  26  April,  1801. 
MelianKliliiif  Daniel. 

Mate,  28  May,  1863.     Dismissed  1  December,  1863. 
MeLani^tilin,  Edward. 

Chaplain,  19  April,  1826.     Dismissed  2  October,  1829. 
MeLanghlin,  J.  T. 

^lidshipman,  1  December,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant 
28  Feijruary,  1838.     Died  6  July,  18-17. 

9IeI<auKliliii<  .Michael. 

Acting  Third  Assistjint  Engineer,  16  June,  1862.     Acting  Second   As,sistaiit   Fn- 
gineer,  31  May,  1804.     Honorably  discharged  12  Decend)er,  1805. 
.MoI..anKhlin,  Richard. 

.Vetiiit^    Third    Assistant   Engineer,   4    Februar}',    1863.      Honorably   discharged 
11;  December,  1865. 
Mcl.auehlin,  It.  li. 

.Vcting  Third  Assistant  Engineer,  18  March,  1865.     Honorably  discharged  16  De 
cembcr,  1865. 
9IeI^anKhlin,  ThoniaH  J. 

Acting  Fnsign,  1  October,  1862.     Resigned  80  May,  1864. 
MeliCan,  Arlhiir  K. 

Mate,  20  November,  1863.     Resigned  28  February,  1865. 
.McIiCan,  l>anicl. 

.Siting  Absistant  Surgeon,  3  October,  1863.     HonoruNy  discboxgcd  28  December, 
1865. 
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McIiCaii,  David. 

Acting  Assistant  Surgeon,  31  March,  1864.     Resigned  12  August,  1864. 
Mclieaii,  George  W. 

Acting  Assistant  Paymaster,  14  December,  1864.     Resigned  25  Marcla.  1865. 
McLean ,  John. 

Master's  Mate,  27  April,  1805.     Last  appearance  on  Records  of  Navy  Department. 
Mcliean,  li.  Robert. 

Acting  First  Assistant   Engineer,    19   November,    1862.     Honorably   discharged 
14  October,  1865. 
Mcliean,  Robert  H. 

Midshipman,  22  Jmie,  1868.     Graduated  1   June,  1872.     Ensign,  15  July,  1873. 
Master,  25  November,  1877. 
Mcliean,  Thomas  C. 

Midshipman,  21  September,  1864.     Graduated  June,  1868.     Master,  12  July,  1870. 
Lieutenant,  12  December,  1872. 
Mcliean,  Walter. 

Midshipman,  6  June,  1872.     Graduated  20  June,  1876.     Ensign,  23  October,  1878. 
McIiCan,  IVilliani. 

Acting  First  Assistant  Engineer,  14  July,  1863.  Honorably  discharged  15  April, 
1866. 

McIiCan,  William. 

Acting  First  Assistant  Engineer,  1   October,  1862.     Honorably  discharged  5  De- 
cember, 1865. 
McIiCan,  W.  B. 

Midshipman,  1  January,  1812.     Resigned  13  October,  1824. 
McIiCan,  William  H. 

Mate,  23  January,  1862.  Acting  Master,  6  June,  1862.  Dismissed  17  July,  1863. 
Acting  Ensign,  5  December,  1863.  Appointment  revoked  (Sick,)  14  May,  1864. 
Acting  Ensign,  28  September,  1864.     Resigned  3  February,  1865. 

McIiCary,  Thomas. 

Acting  Ensign,  23  December,  1863.     Resigned  16  March,  1865. 

McIiCOd,  Daniel  C. 

Assistant  Surgeon,  8  February,  1832.     Surgeon,  23  July,  1841.     Died  1  September, 
1852. 
Mclicod^  Norman. 

Mate,  8  September,  1862.  Acting  Ensign,  17  December,  1862.  Honorably  dis- 
charged 21  December,  1868. 

McIiOud,  Francis. 

Boatswain,  15  September,  1857.     Died  6  May,  1866. 

McMahan,  Jesse. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Resigned  24  November,  1862. 

McMahon,  Patrick. 

Acting  Third  Assistant  Engineer,  23  Sejatember,  1863.  Acting  Second  Assistant 
Engineer,  3  December,  18'64.  Acting  First  Assistant  Engineer,  29  June,  1S65. 
Honorably  discharged  27  March,  1868. 

McManns,  John. 

Mate,  7  July,  1863.     Honorably  discharged  12  May,  1868.     Mate,  20  January, 
1870. 
McMaster,  James. 

Assistant  Surgeon,  8  October,  1859.     Surgeon,  11   October,  1862.     Died  4  Julj', 
1873. 
McMechan,  Andrew  C. 

Midshipman,  24  February,  1863.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  6  January,  1874. 

McMichael,  William  D. 

Mate,  11  November,  1864.     Died  at  New  Orleans,  La.,  15  December,  1864. 
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^c^illnn,  ChnrloH. 

Attini;  Stcorul  Assistant  Enj^iiu'cr,  12   August.  ISO:}.     Hesignnl  rj  June,  1805. 
McMillan,  JaiiiON. 

Aitin;^  Assistant  Surgeon,  2'.i  July,  isDi.     Kcsignc<l  '21  Juno,  18()r». 
n<nillaii,  Koderick. 

(iuiiiior,  1  March,  l!Si)U.     Dismissed   2.">  May,  18<iO.     Acting   Ensign,  1 1    Febriiarv. 
liii'.."i.     Ilonorulily  discharged  19  September,  1^*05. 
MoMulliii,  R.  K. 

Midshipman,    10   May,    1820.      Lieutenant,    17   Mav,    lb2S.     Killed    l>y  accident, 
27  January,  1H3:^. 
Mc.niirray,  William  It. 

Mate,  21  January,  lso:j.     Deserted  19  May,  18G3. 
McMnrtrie,  Daniel. 

Assistant  Surgeon,  22  August,  1862.     Surgeon,  29  June,  1872. 
}IIcIW[iir<rio,  Horace 

Third  Assistant  Engineer,  3  May,  18r)9.     Second  Assistant  Engineer,  29  October, 
1801.     First  Assistant  Engineer,  20  May,  1803.     Resigned  28  November,  1805. 
.ncMnrtrie,  IVilliaui. 

Purser,  20  May,  1824.     Died  23  March,  1836. 
McNabb,  Janio8. 

Acting  Third  Assistant  Engineer,  23  January,  1864.  Honorably  discharged 
27  September,  1807. 

McXaboo,  C.  M. 

Mate,  27  May,  186.').     Appointment  revoked  21  February,  1800. 
McNair,  Antoino  K. 

Acting  Mitlshipman,  22  September,  1850.     Midshipman,   15  June,  1800.     Master, 
19    September,    1801.       Lieutenant,    10   July,    1802.       Lieutenant-Commander, 
25  July,  1800.     Retired  list,  20  October,  1872. 
McXair,  Frederick  V. 

Acting  Midshipman,  21  September,  1853.     Midsliipman.   10  June,   1857.     Pus.«ed 
Midshipman,  25  JunP,  IHOO.     Master,  24   Oct(jl)er.    isOO.     I>ieutenant,  18  Aj»rll, 
ISOI.     Lieutenant-Commander,  20  April,  1804.     Commander,  29  January,  1872. 
McXair.  M  illiani  G. 

Mate,  7  August,  1802.     Appointment  revoked  (Sick,)  14  May,  1803. 
9IcXally,  John. 

Acting  P'nsign,  Staff  of  Admiral  Dahlgren,  1   ^lay,  1805.     Honorably  discharged 
29  July,  1805. 
McXally,  T%illiam. 

(4unner,  23  December,  1835.     Dismissed  3  January,  1837. 
McXaniara,  JaincH  B. 

Third  Assistant  Engineer,  8  December,  1862.     Second  Assistant  Engineer,  8  April, 
1S04.     Uitd  23  .lune,  1864. 
McXarry,  iMaac  R. 

Third  Assistant  Engineer,  13  May,  1801.  Second  Assistant  Engineer,  19  February, 
1S()3.  First  Assistant  Engineer,  1  January,  1805.  Chief  Engineer,  14  Decem- 
ber. 1S7H. 

.Mc:^a;iKli<.  Robert. 

Acting  Tiiird  Assistant  Engineer.  14  March,  1865.  Honorably  discharged  3  De- 
eemljer,  1805. 

:»IcXeeley,  J.  S. 

Acting  Assistant  Surgeon.     Resigned  1  September,  1863. 
Mc.\cil,  .irchibald. 

Miilshipuian,  1  January,  1812.     Lieutenant,  1  April,  1818.     Dieil  >Iarch.  1821. 
.nc\eil,  R.  P. 

.Midsliipman,  3  March,  t838.     Resigned  5  November,  18Js. 
.McNeil.  l>ani<>l. 

Captain,  17  July,  1798.     Discharged  27  October,  1802.  under  Peace  Establishment 
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McNeil,  I^ewis  W. 

Acting  Third  Assistant  Engineer,  31  May,  18G4.     Honorably  discharged  14  August, 
18G5. 
MclVeil,  D.,  Jr. 

Midshipman,  12  January,  1799.     Dismissed  9  May,  1807. 
McXeilly,  W.  T. 

Acting  Ensign,  31  October,  1862.     Honorably  disclmrged  4  October,  18G5. 
McNellis,  Thomas. 

Acting  Third  Assistant  Engineer,  10  June,  1863.     Acting  Second  Assistant  En- 
gineer, 18  October,  1864.     Honorably  discharged  7  August,  1865. 
McNellj,  John. 

Boatswain,  9  April,  1833.     Drowned  14  July,  1839 
MclVier,  John. 

Boatswain,  15  January,  1800.     Warrant  returned. 
McNier,  Thomas. 

Midshipman,  9  June,  1811.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Furloughed. 
McNitt,  James. 

Mate,  22  April,  1863.     Died  11  August,  1863. 
McNutt,  William  F. 

Acting  Assistant  Surgeon,  24  December,  1862.     Resigned  23  July,  1864 
McPherson,  George  E. 

Acting  Assistant  Surgeon.     Resigned  26  May,  1865. ' 
McPherson,  H. 

Master,  1  April,  1814.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadelphia. 
McPherson,  John  F. 

Acting  Assistant  Paymaster,  28  January,  1862.     Resigned  5  March,  1862. 
McPherson,  J.  S. 

Midshipman,  20  June,  1806.     Lieutenant,  26  May,  1812.     Commander,  28  March, 
1820.     Died  28  April,  1824, 
HcQnade,  James. 

Acting  Third  Assistant  Engineer,  27  June,  1864.     Appointment  revoked  15  Sep- 
tember, 1865. 
McQniun,  Charles  B. 

Acting  Ensign,  6  November,  1863.     Resigned  22  October,  1864. 
McRae,  Archibald. 

Midshipman,  26  January,  1837.     Passed  Midshipman,  29  June,  1843.     Lieutenant, 
25  June,  1850.    Died  17  November,  1855. 
McRea,  John. 

Lieutenant,  10  September,  1798.    Resigned  20  December,  1803. 
McBeynolds,  J.  I>. 

Assistant  Surgeon,  3  May,  1810.     Surgeon,  2  October,  1811.     Last  aiDpearance  on 
Records  of  Navy  Department,  1822.     Philadelphia. 
McRitchie,  David  O. 

Acting  Master,  29  October,  1861.    Ensign,  12  March,  1868.     Master,  18  December, 
1868.     Lieutenant,  21  March,  1870. 
McRoberts,  Jeflerson. 

Midshipman,  3  March,  1841.     Dismissed  27  June,  1850. 
McRorie,  ».  W. 

Midshijaman,  1  February,  1814.     Died  20  August,  1822. 
McScmple,  Alexander, 

Mate,  24  January,  1863.     Resigned  6  Octobei,  1864. 
McSherry,  Wenry  F. 
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:»IoSliorry,  Riolinrd  F. 

Assistant  Surgc'Dii,  22  November,  18i:?.     Resigned  17  Aj)ril,  1856. 
MoSwoi'noy,  K<lward   It. 

Mate,  It  May,  l.^f.  1.     Iloiionibly  (liscliarf,'cd  T)  Auf^ust,  1805. 
MoTlioiKs  Henry. 

Midsliipiiian,  \s  April,  1848.     Dismissed  IT,  November,  18.');j. 
HIoTiirk,  Aii«lrow. 

Artini^  Third  Assistant  Engineer,  5  Aj)ril,  18G2.     Acting  Seccmd  Assistant   Engi- 
neer, U(  .January,  1804.     Honorably  discharged  21  August,  1805. 
McVay,  JaiiiOA. 

Mate,   10  October,  1802.      Acting  Ensign,  25  November,   180:j.      Honorably  «li- 
eliarycd  14  June,  1807. 
lUeVoy,  A  roll  i  bill  (I. 

Acting  Assistant  Paymaster,  G  January,  1804.     Mustered  out  20  .January,  1800. 
IlIc^VillianiH,  AIoxaiKlor. 

As>i.-tant  Surgeon,  8  F(l)ruary,  1802.     Resigned  1  April,  1805. 
9Ic>lVilliaiiiH,  Aloxjiiidor  S. 

Acting  Assistant  Paymaster,  24  August,  1803.     Honorablv  discharged  15  October, 
1805. 
Me^'illianiH,  John. 

A(  ting  Tliird  Assistant  Engineer,  3  August,  1803.     Honorably  discharged  30  Sep- 
tenil)er,  1805. 
Moaoliaiii,  Justin  W. 

:SIate,  1  October,  1802.     Resigned  22  September,  1803. 
Mcaoliaiii,  J.  W. 

Acting  Assistant  Paymaster,  30  March,  1805.     Mustered  out  15  September,  1865. 
.Mcaoliani,  Potor. 

Acting  Gunner,  23  April,  1804.     Dismissed  4  October,  1804. 
Mead,  Georsc  I^. 

Acting  Assistant  Paymaster,  11   September,  1802.     Passed  Assistant  Paymaster, 
23  .July,  ISOO.     Paymaster,  25  January,  1870.     Died  20  November,  1872. 
Woad,  GoorRC  V. 

M:it(\  17  .January,  1803.     Acting  Ensign, 26  October,  1863.     Honorablv  dischargetl 
13  Suptcniljcr,  1807. 

Mead,  J  am  oh  W. 

Acting  Third  Assistant  Engineer,  21  July,  1864.     Resigned  18  April,  1865. 
Mead,  Naiiinel  II.,  Jr. 

Acting  Ensign,  2  Septcinl'er.  1802.     Acting  Master,  19  November,  1864.     Honor- 
ably discharged  23  .January,  1800. 
Mead,  IVilliani  II. 

Mate,  31  (.>ctul.er,  ]^r>l.     Resigned  30  March,  1804. 
Mead,  IVilliani  W. 

Midshipman,  :'.0  December,  1861.    Graduated  September,  1805.    P^nsign,  1  Decem- 
ber, 1800.     Master,  12  March,  1808.     Lieutenant,  20  March,  1809. 
Meade,  Cyrns  €■. 

Acting  Tiiird  Assistant   Engineer,  15  September,    1864.     Honoral^ly   dischargetl 
7  August,  1805.   • 
Meade,  Kdirard. 

Master,  10  .July,  1812.     Dismissed  as  Supernumerary,  0  March,  1S13. 
Meade,  K<luard. 

Master,  3  July,  17!)8.     Lieutenant,  21)   May,  17'JD.     Discharged   22   October,    l^'OI. 
under  Peace  Establislinient  Act. 
Meade,  Henry  M 

A(  ting    Assistant    Paymaster,   31    January,  1802.     Passed   Assistant   Paymaster, 
23  July,  1800.     Paymaster,  0  April,  1808.     Resigned  23  February.  1872. 
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Meade,  Richard  M. 

Midshipman,  2  April,  1804.     Resigned  11  March,  1815. 

Meade,  Richard  W. 

Midshij^man,  1  AjJiil,  1826.     Passed  Midshipman,  14  June,  1834.      Lieutenant 
on  Reserved  list,  20  December,  1837.     Commander  on  Active  list,  14  September. 
1855.     Captain  on  Active  list,  16  July,  1862.     Retired  list,  11  December,  1807. 
Died  16  April,  1870. 
Meade,  Richard  W.,  Jr. 

Midslii]iman,  2   October,    1850.     Passed   Midshipman,   20  June,    1856.     Master, 
22  January,  1858.      Lieutenant,   23    January,   1858.      Lieutenant-Commander, 
16  July,  1862.     Commander,  20  September,  1868.     Captain,  13  March,  1880. 
Meader,  Samnel  B. 

Acting  Master,  13  November,  1861.     Honorably  discharged  4  February,  1866. 
Meads,  James. 

Cari^enter,  27  January,  1840.     Dismissed  20  April,  1861. 
Mealins,  fStephen. 

Acting  Second   Assistant  Engineer,   26  November,     1861.     Died   20   February, 
1862. 
Meaney,  Charles  li. 

Acting  Ensign,  26  January,  1863.     Honorably  discharged  18  November,  1865. 
Means,  Edirard  J. 

Midshipman,  12  October,  1848.     Resigned  19  June,  1854. 
Means,  John  R. 

Mate,  15  December,  1862.     Appointment  revoked  (Sick,)  29  May,  1863. 
Means,  Mark  R. 

Acting  Gunner.     Appointment  revoked  (Sick,)  24  Ajiril,  1865. 
Mears,  Henry  B. 

Acting  Assistant  Paymaster,  14  April,  1863.     Mustered  out  11  December,  1865. 

Mechani,  John  T. 

Acting  Third   Assistant  Engineer,  1   June,  1864.     Appointment  revoked   (Sick,)> 
29  September,  1864. 

Meckley,  Thomas  W. 

Acting  Assistant  Surgeon,  22  October,  1862.     Resigned  13  May,  1865. 

Mecray,  James,  Jr. 

Acting  Assistant  Surgeon,  5  November,  1862.     Resigned  1  April,  1864. 

Medary,  Jacob. 

Midshipman,  25  June,  1868.     Graduated  1   June,  1872.     Resigned  8  November, 

1876. 

Medill,  R.  H. 

Acting  Master,  1  October,  1862.     Dismissed  17  April,  1863. 

Mee,  John. 

Acting  Third  Assistant  Engineer,  28  November,  1862.     Discharged  27  December, 
1864. 

Meeker,  Cornelius  R. 

Midshipman,  30  September,  1863.      Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21   March,   1870.     Lieutenant,  21  March,  1871'.     Dismissed  19 
October,  1875. 
Meeker,  Joseph  R. 

Acting  Assistant  Paymaster,  4  November,   1862.      Mustered   out   9  December, 
1865. 

Meeter,  W.  W. 

Acting  Ensign,  24  March,  1864.     Honorably  discharged  21  October,  1865. 

Megathlin,  Anthony  S. 

Acting  Master,  4  November,  1861.     Honorably  discharged  4  November,  1865. 

Megler,  Joseph  G. 

Mate,  1  October,  1862.     Acting  Ensign,  7   July,   1863.     Honorably   discharged 
24  October.  1865. 
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Meif^H,  John  R. 

Midsliijuuim,  2  February,  1829.     Dismissed  24  Septcml)cr,  1833. 
MeiKMv  John  F. 

Miilsliipiuiin,  4   October,  ISf'iC.     Grailiiatcd   Juno,   lSfi7.     Ensign,    18   December. 
18»>8.     Muster,  21  March,  1«70.     Lifutenunt,  21  March,  1S71. 
^eiro.  JiiliUM. 

I'ltjll'ssor,  U  November,  1840.     Dropped  4  September,  1848. 
Mol chert,  Albert  J. 

Actiiii^  Ensign,  2  August,  18G4.     Ilouorably  discharged  20  June,  18CG. 
Melehor,  liewiH  9f. 

Matr,  1)  Oclolxr.  IHC.T. 
lUeldriiin,  Alexander. 

Mate,  5  March,  18G2.     Dismissed  22  November,  1802. 
Helish,  John  G. 

Midsiiipman,  1  January,  1818.     Dismissed  30  August,  1819. 
Mellaeh,  Kninnnel. 

Acting  Assistant  Paymaster,  18  December,  1801.     Resigned  4   November,  IROfS. 
Passed  Assistant  Paymaster,  23  Julv,  1800.     Paymaster,  4   March,  1875.     Died 
21  October,  1878. 
Wellen,  ThomaM. 

Sailinaker,  10  February,  1801.     Resigned  28  January.  ISGH. 
^ellen,  ^Villiam. 

Acting  Ensign,  25  November,  1803.     Honorably  discharged  30  September,  1805. 
Mellor,  James  W. 

Acting   Second   Assistant  Engineer,   28   October,  1804.      Honorably   discharged 
27  February,  1800.     Acting  Second  Assistant  Engineer,  10  August,  18GG.     Mus- 
tered out  20  January,  1808. 
tIelHon,  IVilliam   II. 

Mate,  1  April,  1802.     Resigned  22  January,  1803. 
tielville,  Benjamin  H. 

Acting  Master,  18  July,  1801.     Honorably  discharged  1  August,  1808. 
flelville,  George  IV. 

Thinl  Assistant  Engineer,  29  July,  1801.     Second  Assistant  Engineer,  18  Decem- 
ber, 1802.     First  Assistant  Engineer,  30  January,  1805. 
Melville,  Thomas  W. 

Midshipman,  1  February,  1820.     Resigned  3  June,  1884. 
Kelvin,  Jo«4iali. 

Master,  17  October,  1812.     Resigned  11  April,  1814. 
flenoli,  Isaao  S. 

Actinic  Second  Assistant  Engineer,  3  May,  1804.  Resigned  TSick.i  19  October, 
1804. 

»Iendell,  G.  €. 

Acting  Ensign  and  Pilot,  28  October,  1864.     Honorably  discharged   13  May,  1805. 

MEendenhalh  Kamnel. 

Acting  Assistant  Surgeon,  20  February,  1864.     Honorably  discharged  25  October, 

1805. 

Menoeal,  Aneoito  G. 

Civil  Engineer,  15  July,  1874. 
Mentz,  George  IV. 

Midshipman,  20   September,   1800 
1872.     Master,  25  January,  1875. 

MenzieH,  Gnstavns  V. 

Midshi;>inan,  21  September,  1801.  Graduated  November,  1804.  Ensign,  1  No- 
vember, 1800.  Master,  1  December,  1806.  Lieutenant,  12  March,  18G8.  Lieu- 
tenant-Commander, 25  Jauuar}',  1870.     Resigned  28  December,  1871. 


Graduated  7  June,  1870.     Ensign,  13  July, 
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Mercer,  John  F. 

Midshipman,  1  October,  1828.     Passed  ]\ridshipm;in,  It  .June,  1834.     Lieutenant, 
25  February,  1841.     Died  10  February,  1844. 
Mercer,  John  F. 

Midshipman,  4  June,  1799.     Resigned  18  SeptenTber,  1800. 

Mercer,  John  C 

Assistant  Surgeon,  8  February,  1832.     Passed  Assistant  Surgeon,  8  November, 
1836.     Surgeon,  9  December,  1889.     Resigned  2G  September,  1840. 
Mercer,  John  I>. 

Third  Assistant  Engineer,  16  February,  1852.     Resigned  8  July,  1856. 
Mercer,  Joseph. 

Third  Assistant  Engineer,  12  August,  1861.     Resigned  1  May,  1862. 
Mercer,  I^andon. 

Midshipman,  1  January,  1808.     Killed  in  a  duel  22  December,  1811. 

Mercer,  Rohert. 

Midsliipman,  14  November,  1799.     Resigned  30  December,  1800. 
Mercer,  Samuel. 

Midshipman,  4  March,  1815.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Captain,  14  September,  1855.     Died  6  March,  1862. 
Mercer,  William  R. 

Midshijiman,  8  December,  1841.     Passed  Midshipman,  22  August,  1849.     Dropped 
13   September,   1855.      Lieutenant,    Active   list,    15    September,    1855.       Re- 
signed 24  January,  1859. 
Merchant,  Clarke. 

Acting  Midshipman,  29  May,  1852.     Midshipman,  10  June,  1857.     Passed  Mid- 
shipman, 25    June,  1860.      Master,  24  October,  1860.      Lieutenant,  18   April, 
1861.     Commander,  20  December,  1864.     Resigned  10  August,  1865. 
Merchant,  Cornelius  M. 

Acting  Master,  25  January,  1862.     Honorably  discharged  19  August,  1865. 

Merchant,  Robert. 

Acting  Ensign,  25  June,  1863.     Resigned  3  May,  1865. 

Merchant,   Samuel. 

Acting  Ensign,  3  May,  1864.     Honorably  discharged  13  August,  1865. 

Mercier,  William  T. 

Third   Assistant  Engineer,  17  January,  1842.      Second  Assistant  Engineer,  10 
July,  1847.    Dismissed  14  August,  1849. 

Meredith,  O.  M. 

Midshipman,  1  October,  1827.     Died  in  1828. 

Meredith,  Henry  C. 

Acting  Assistant  Surgeon,  27  February,  1865.     Honorably  discharged  9  October, 
1865. 

Meredith,  John  R. 

Acting  Third  Assistant  Engineer,  11  August,  1864.     Honorably  discharged  3  Octo- 
ber, 1865. 
Meredith,  William  H. 

Acting  Chief  Engineer,  1  October,  1862.     Honorably  discharged  27  May,  1866. 

Meredith,  William  T. 

Assistant  Paymaster,  24  August,  1861.      Paymaster,  20   May,   1862.      Resigned 
13  June,  1866. 
Meriam,  Frank  B. 

Acting  Master,  31  October,  1861.     Resigned  11  October,  1864. 

Merian,  Henry  Walton. 

Third  Assistant  Engineer,  25  August,  1862.     Lost  on  the  "  Weehawken,''''  6  Decem- 
ber, 1863. 
Merick,  F.  T. 

Midshipman,  9  June,  1811.    Resigned  25  February,  1813 
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Mero,  Williniii. 

Actinj^  Knsigii,  13  May,  ISd:!.      Ilmioralily  <listli:irj^c<I  :]()  Sfptcmljcr,  iHii.'). 
Morroll,  John  1*. 

Mi.lsliipmaii, -JO  July,  18G3.     Gnuluatcil  June,  1807.     Knsign.  18  Doceinlior,  1808. 
Miislor,  21  March,  1870.     Lieuteimut,  21  March,  1871 
.Mcrriaiii,  (arci'Dlief  A. 

Midshipman,  24  July,  18(50.     Graduated   7  June,    1870.     Knsign,    i:$  .hilv.  1J571. 
Master,  22  October,  1874. 
.nerri field,  Clinrles  K. 

Acting  Assistant  Paymaster,  24  February,  18G4.     Mustered  out  1  Marcli,  1800. 
McrrigliOM',  JaiiiOH. 

Mate.     Died  at  Ponsacola,  Florida,  15  September,  1803. 
Merrilior,  Stepliou  £. 

Acting  Ensign,  19  March,  1804.     Dismissed  9  March,  1800. 
Merrill.,  ClicHter  R. 

Acting  Third.  Assistant  Engineer,  11   May,  1804.     Appointment  revoked      Mav. 
1805. 
Ulerrili,  Daniel. 

Acting  Ensign,  24  June,  1804.     Honorably  discharged  10  July,  1805. 
Merrill,  George. 

Midshipman,  5  February,  1800.     Lieutenant,  80  April,  1808.     Died  18  August. 
1822. 
Merrill,  II.  M. 

Acting  Master,  20  February,  1862.     Honorably  discharged  4  October,  1805. 
Merrill,  J.  Amos. 

Acting  Ensign,  29  November,  1802.     Dismissed  11  June,  1804.     Mate,  17  August, 
1804.     Deserted  30  January,  1805. 
Merrill,  John  M. 

Acting  Muster,  12  August,  1801.     Dismissed  20  February,  1862. 
Merrill,  IjawHon  C\ 

Assistant  Paymaster,  29  August,  1801.  Paymaster,  5  September,  1802.  Died 
10  August,  1804. 

Merrill,  IjOUTillc  II. 

Acting  Assistant  Paymaster,  4  June,  1804.     Honorably   discharged   10  August, 
1805. 
Merrill,  Riehard. 

Gunner,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
Merrill,  Saninel. 

Mate,  23  September,  1802.    Acting  Ensign,  22  September,  1802.    l)ismis.sed  12  Au- 
gust, 1803.     Acting  Ensign,  24  October,  1863.     Resigned  9  Mart^i.  l^OJ. 
Merrill,  Stephen. 

Purser,  4  December,  1799.     Discharged  23  June,  1801,  under  Peace  Establishment 
Act. 
Merrill,  W.  F. 

Master,  19  July,  1812.     Discharged  7  May,  1813, 
Merrill,  Miliiam. 

Mate,  2  Ortol.er,  1803.     Resigned  3  May,  1805. 
Merriiiian,  Ktlgair  C. 

Acting  .Midsliipinan,  21  Sej)tembor,  1857.     Resigned  7  November,  1800.     Acting 
Master,  3  December,  18(51.    Acting  Lieutenant,  25  September.  1.S03.     I.ieutenniit 
from     0   Julv,    1802.      Lieutenant-Commander,   25   July,    ISOO.      C'oniniiuidvr, 
12  March,  1875. 
Merrinian,  Eduard. 

Acting  Second  .Vssistant  Engineer,  1  October,  1802.  Acting  First  AMistant  Engi- 
neer, 1  December,  1802.  Acting  Chief  Engineer,  1  February,  1803.  Resigned 
1  December,  1804. 
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Merriman,  James  £. 

Mate,  31  March,  1864.     Drowned  from  "  Shamrocl-;'  1  July,  1865. 

Merriman,  J.  Walter. 

Mate,  12  December,  1861.     Acting  Ensign,  28  January,  1864.     Honorably  dis- 
charged 4  March,  1866. 
Merrithew,  William  M. 

Resigned  24  June,  1862. 
Merritt,  JEdward  D. 

Acting  Third  Assistant  Engineer,  18  October,  1861.  Acting  Second  Assistant  En- 
gineer, 10  February,  1864.     Resigned  14  June,  1865. 

M erritt,  liawson  €. 

Assistant  Paymaster,  29  August,  1861.  Paymaster,  5  September,  1862.  Retired 
3  August,  1863.     Died  10  August,  1864. 

Merritt,  Theoron. 

Acting  Assistant  Paymaster,  11  September,  1862.  Assistant  Paymaster,  30  June, 
1864.     Resigned  17  March,  1865. 

Merry,  John  F. 

Acting  Ensign,  15  October,  1862.  Acting  Master,  23  September,  1865.  Ensign, 
12  March,  1868.     Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 

Merry,  Thomas  H. 

Lieutenant,  21  June,  1799.     Resigned  18  October,  1799. 

Mershon,  John  S. 

Assistant  Surgeon,  10  December,  1814.  Last  appearance  on  Records  of  Navy  De- 
partment, 1818.     Furloughed. 

Mertz,  Albert. 

Midshipman,  27  June,  1867.     Graduated  1  June,  1872.     Ensign,  15  July,  1873. 
Master,  26  November,  1877. 
MerTine,  William. 

Midshipman,  16  January,  1809.  Lieutenant,  4  February,  1815.  Commander, 
12  June,  1834.  Captain,  8  September,  1841.  Retired  list,  21  December,  1861. 
Commodore,  Retired  list,  16  July,  1862.  Rear- Admiral,  Retired  list,  25  July, 
1866.     Died  15  September,  1868. 

Messick,  Edward  R. 

Acting  Second  Assistant  Engineer,  1   September,  1864.     Honorably  discharged 
17  June,  1865. 
Messimer,  J.  G. 

Acting  Ensign,  1  March,  1864.     Honorably  discharged  6  June,  1865. 

Messinger,  William  H. 

Second  Assistant  Engineer,  29  October,  1861.  First  Assistant  Engineer,  28  Sep- 
tember, 1864.     Resigned  16  June,  1865. 

Acting  Third  Assistant  Engineer,  6  September,  1864.  Honorably  discharged 
30  September,  1865. 

Messer,  William  W.,  Jr. 

Mate,  15  October,  1861.  Acting  Master,  29  April,  1862.  Dismissed  28  July, 
1862. 

Messer smith,  John  S. 

Assistant  Surgeon,  9  February,  1837.  Surgeon,  13  July,  1853.  Medical  Director, 
3  March,  1871.    Retired  list,  28  June,  1872. 

Messett,  James. 

Mate,  6  June,  1863.     Dismissed  14  April,  1864. 

Metcalf,  Paul. 

Assistant  Surgeon,  23  April,  1799.     Resigned  4  August,  1799. 

Metz,  William  H. 

Mate,  1  November,  1861.  Acting  Ensign,  11  February,  1864.  Resigned  4  April. 
1865. 
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W^elzRor,  ClinrlcA. 

A(  tiiif,'  Second  Assistant  Engineer,  30  November,  1803.     Honorably  •lischari'cd 
17  .July,  1805.  ° 

Hoyor,  John. 

A(tin<,'  Tliini  Assistant  Engineer,  20  April,  1864,     Resigned  0  August,  1804. 
Hoyor,  Stoiibt'ii  P. 

Master,  IS  Xuvcmber,  1814.     Resigned  10  September,  1825. 
Wtyer,  Tlilos  N. 

Mate,   15  November,    ISfil.      Acting   Master,  20   March,   1802.      Ilonoraldv  dis- 
fliarged  8  October,  1808. 
tloyorH,  John  K. 

Artiii;,' Third  Assistant  Engineer,  22  June,  1803.      Appointment  revoked  (Sick) 
'J(»  October.  lS(i:{.  V  •/ 

»Iiohaol,  William  II.  C. 

Mate,   11    June,    1863.     Acting   Ensign,    10   July,    1804.     Ilonorablv   discbarired 
l:$  June,  1806.  '  ^ 

^liohol,  IjOuiH. 

Acting   Assistant   Surgeon,    17    May,  18(;i.     Hesigne<l   24    August,  1801.     Hc-ai)- 
pointed  4  October,  1861.     Resigned  15  February,  MO."*. 
licholi^on,  Albert  A. 

Midshipman.  28  June,   1809.     Graduated  31   May,  1873.     Ensiirn,  10  July   1874 
Master.  5  February,  l«7y.  '^  J^  ■ 

iiolioner,  Abram. 

i'liird    Assistant    Engineer,    28    October,    1802.       Second    Assistant    Engineer, 
1")  March,  1S()4.     Resigned  25  September,  1865. 
lic'hlor,  Ambrose  K. 

Assistant  Paymaster,  31  October,  1877. 
f  iokle,  John  li. 

Mate,    10   February,    1863.     Acting   Ensign,    15  October,   1863.     Ilonorablv  dis- 
charged 13  Sei)tember,  1867. 
I iokloy^  Joseph  P. 

Acting  Third    Assistant    Engineer,    28    March,     1804.      Honorably    disehatired 
11  January,  180!l.     Second  Assistant  Engineer,  20  Marcli,  1871.     Passed  Assist- 
ant Engineer,  24  February,  1878. 
licks,,  IVillinni  C>. 

Assistant  Surgeon,  10  May,  1829.     Resigned  18  October,  1833. 
Ii<l(IIeton,  Kdward. 

Midshipman,    1    July,   1828.     Passed    Midshipman,   14  June,    1834.     Lieutenant, 
25  February,  1841.     Commander,  14  Sejjtember,  1855.     Captain,  24  April,  ls(;3. 
Commodore,   26   November,    1808.     Retired    list,    11    December,    1872.      Rear- 
Admiral,  Retired  list,  15  August,  1870. 
liddleton,  KleotnM. 

Sailmaker,  15  July,  1841.     Died  3  February,  1857. 
[i4l«lleton,  Frank. 

Mate,  n;  March,  iMi:?.     Acting  Ensign,  18  June,  1804.     Resigned  5  June,  1865. 
liddleton,  CJeorse  W . 

A(  ting  Carpenter,  ~3  May,  i!>('.3.     Honorably  discharged  10  November,  186S. 
[i<idieton,  John. 

.Midshii)man,  1  Nuvcndxr,  1^27.     Died  12  .\pril,  1833. 
Eiddleton,  John  M. 

Second  Assistant  Engineer.  2  May.  isj:}.     Disrated   to  Third  .Vssistant  Esgineer. 
28  Julv,  1845.     Second  Assistant  Engineer,   10  Julv,  1847.     Dismissed  6  Octo- 
ber, 1H49. 
[Iddloton,  John  IT. 

Acting    Secoml    A--i■^l.lllt    Engineer,    9    January,    1864.       Honorably    dischargcnl 
1  December,  lot.^. 
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Middlotoii,  Joseph. 

Master,  31  July,  1812.     Discliarged  under  Act,  27  February,  1815. 
llliddleton,  Moses. 

Master,  18  June,  1812.     Discharged  3  May,  181;?. 
Middleton,  O.  II. 

Midshipman,  1  January,  1817.     Resigned  30  June,  1823. 
Middleton,  Robert  J. 

Acting  Second  Assistant  Engineer,  3  November,  18G4.     Flonorably  discharged 
25  September,  1865. 
Middleton,  Thomas  K. 

Mate.     Appointment  revoked  (Sick,)  29  January,  1862. 
Midget,  B.  F. 

Acting  Ensign  and  Pilot,  13  April,  1865.     Resigned  29  March.  1866. 
Midlain,  Samuel  C 

Acting  First   Assistant  Engineer,  13  December,   1862.      Honorably    discharged 
25  September,  1865. 
Midlam,  SylTester  W, 

Acting  Third  Assistant  Engineer,  26  January,  1863.      Acting  Second  Assistant 
Engineer,  9  September,  1864.     Honorably  discharged  15  October,  1865. 
Miesbang:,  Nicholas. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Died  from  wounds  on  "  Red 
Rover,''''  31  January,  1863. 
Mifllen,  Henry. 

Midshipman,  1  December,  1824.     Resigned  22  April,  1831. 
Mil  by,  Robert. 

Acting  Second  Assistant  Engineer,  5  August,  1864.     Honorably  discharged  21  Oc- 
tober, 1865. 
Miles,  Ashton. 

Assistant  Surgeon,  8  March,  1847.      Passed  Assistant  Surgeon,  22  Ajjril,  1854. 
Dismissed  1  December,  1858. 
Miles,  Charles,  Jr. 

Midshipman,  24  June,  1799.     Resigned  21  May,  1804. 
Miles,  Charles  R. 

Midshipman,  27  June,  1868.     Graduated  1   June,  1872.     Ensign,  l5  July,    1873. 
Master,  26  February,  1878. 
Miles,  John  T,. 

Acting  Second  Assistant  Engineer,  22  April,  1863.     Discharged  29  May,  1864. 

Miles,  Orlando  W. 

Mate,  18  May,  1864.     Resigned  26  May,  1865. 

Miles,  William  B. 

Mate,  9  January,  1862.     Resigned  11  April,  1865. 
Milk,  liCwis. 

Mate,  13  May,  1863.     Resigned  8  May,  1865. 
Millard,  Samuel  O. 

Mate,  10  February,  1870.     Appointment  revoked  2  October,  1871. 
Miller,  Archibald. 

Acting  Second  Assistant  Engineer,  5  June,  1863.     Resigned  9  October,  i863. 
Miller,  B.  W. 

Midshipman,  8  March,  1814.     Resigned  29  September,  1814. 
Miller,  Charles. 

Acting  Ensign,  15  October,  1864.     Honorably  discharged  25  July,  1865. 
Miller,  Charles. 

Boatsvpain,  13  June,  1861.    Resigned  23  May,  1868.     Re-apiJointed  from  13  June, 
1861. 
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:iIillor,  ClinrlOH. 

lU);itswuin,  21  September,  18C0. 
nillor,  tilurloH  ^v. 

.M:ite,  1  October,  IHCi'i.     Aetin<,'  Kiisii,'!),  1  August,  1803.     Acting  Muater,  18  May, 
istJt.     Honorably  discharged  27  September,  1805. 
tinier,  I>niiiel  ii. 

.Vetiiig    Second    Assistant   Engineer,    0   August,   1804.      Honorably   discharged 
7  October,  1805. 
sillier,  i:d\«in  II. 

M:ite,  10  March,  1802.     Acting  Ensign,  12   February,  1804.     l^Iastcr,  12  March, 
isc.s.     lieutenant,  18  December,  1808.     Lieutenant-Commander,  10  June,  1870. 
Died  7  November,  1874. 
Miller,  F.  An^. 

Mate,  11  September,  1801.  Acting  Ensign,  24  April,  180:5.  Acting  Master, 
17  .lanuary,  1805.  Ensign,  12  March,  1808.  Master,  18  December,  1S08.  Lieu- 
tenant, 21  March,  1870. 

Miller,  Franklin. 

Acting  .Assistant  Paymaster,  19  October,  1801.     Mustered  out  27   February,  1806. 
Miller,  Frederiek. 

.Mate,  22  .May,  1805. 
Miller.  Frederiek  €. 

Acting  Master,  18  December,  1801.     Honoralily  discharged  12  November,  1865. 
Miliar,  Frederiek   I.. 

Tliird    Assistant   Engineer,  21    October,    1801.      Second    Assistant  Engineer,  25 
.Vngust,  ISC,,-).     Resigned  28  May,  1808. 
Miller,  CJeorKe. 

Acting  Ensign,  4  October,  1804.     Honorably  discharged  3  August,  1865. 
Miller,  Georjje  <«. 

Acting  Ensign,  5  Septeml>er,  1804.     Resigned  13  March,  1805. 
Miller,  GrifTen  F. 

Mate,  22  April,  Iso:}.     Honorably  discharged  4  February,  1806. 
Miller,  Harrison. 

Mate,  23  May,  1803.     Resigned  10  September,  1804. 
Miller,  Henry. 

Acting  Second  Assistant  Engineer,  5  August,  1804.  Honorably  discharged  25 
September,  1805. 

Miller,  Henry  W. 

Acting  Midshipman,  20  May,  1852.  Midshipman,  10  .June,  1857.  Passed  Mid- 
shipman, 25  June,  1800.  Master,  24  October,  1800.  Lieutenant,  18  April,  1861. 
Commander,  3  March,  1805. 

Miller-,  Henry  W. 

Acting  Second  .Vssistant  Engineer,  24  July,  1803.     Resigned  23  June,  1865. 
Miller,  Horaee  B. 

.Mate,  7  Fel>ruary,  1863.     Resigned  13  August,  1803. 
Miller,  Inaae. 

Mate,  5  March,  1803.  Acting  Ensign  and  Pilot,  10  November,  lS(;:j.  H()noral)ly 
discharged  1  Januarj',  1800. 

Miller,  Jaeob. 

Sailmaker,  28  May,  1798.  Last  appearance  on  Records  of  Navy  Department. 
Suspended. 

Miller,  Jaeob  W. 

Midstiipmaii,  30  September,  1803.     Graduated  June,  1S(;7.     Ensign,  18  December, 
lHt;8.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Miller,  JanieH. 

Acting  Second  Assistant  Engineer,  1  October,  1802.     Acting  First  Assistant  En- 
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gineer,  5  March,  1863.     Acting  Chief  Engineer,  25  September,  1863.     Honorably 
discharged  15  SeiJteniber,  1865. 
Miller,  Jaines^  A. 

Midshipman,  3  April,  1804.     Dismissed  10  February,  1808. 
Miller,  James^  A. 

Acting  Second  Assistant  Engineer,   10  December,  1863.     Honorably  discharged 
30  October,  1865. 
Miller,  James  F. 

Midshipman,  1   November,  1826.     Passed   Midshipman,  28  April,  1882.     Lieu- 
tenant, 9  February,  1837.     Reserved  list,  18  September,    1855.     Commander, 
Retired  list,  1  July,  1861.     Commodore  on  Reserved  list,  4  April,  1  SOT.     Died 
11  July,' 1868. 
Miller,  J.  Dickinson. 

Assistant  Surgeon,  6  December,  1836.     Surgeon,  20  April,  1847.     Medical  Direc- 
tor, 8  March,  1871.     Retired  list,  6  November,  1872. 
Miller,  John  F. 

Mate,  5  May,  1862.     Resigned  3  December,  1862. 
Miller,  James  M. 

Midshipman,  24  September,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Miller,  James  M. 

Boatswain,  21  September,  1857.     Dismissed  12  June,  1861. 
Miller,  J.  E. 

Acting  Assistant  Surgeon,  6  December,  1873.     Resigned  5  November,  1875. 
Miller,  Jolin. 

Acting  Second  Assistant  Engineer,  21  November,  1863.     Acting  First  Assistant 
Engineer,  29  April,  1864.     Resigned  (Sick,)  8  February,  1865.     Acting  Second 
Assistant  Engineer,  1  December,  1866.     Mustered  out  9  November,  1869. 
Miller,  John. 

Acting   Second   Assistant   Engineer,    1    October,    1862.       Honorably  discharged 
16  September,  1865. 
Miller,  John. 

Boatswain,  16  August,  1838.     Died  26  March,  1851. 
Miller,  John 

Boatswain,  20  July,  1840,     Resigned  22  March,  1842. 
Miller,  John  I>. 

Acting  Second  Assistant  Engineer,  10  June,  1864.    Honorably  discharged  12May, 
1865. 
Miller,  John  M. 

Acting    Second    Assistant    Engineer,    5   August,   1864.     Honorably  discharged 
24  September,  1865. 
Miller,  John  T. 

Acting  Third  Assistant  Engineer,  21  June,  1862.    Resigned  1  March,  1865. 
Miller,  Joseph  B. 

Midshipman,  7  April,  1847.     Died  19  March,  1850. 
Miller,  Joseph  £. 

Carpenter,  10  December,  1853.     Resigned  26  April,  1872. 
Miller «  Joseph  F. 

Acting  Third  Assistant  Engineer,  10  May,  1864.     Honorably  discharged  24  July, 
1865. 
Miller,  Joseph  IV. 

Midshipman,  10  June,  1854.     Passed  Midshipman,  22  November,  1856.     Master, 
22  January,  1858.     Lieutenant,  19  February,  1860.     Lieutenant-Commander,  16 
July,  1862.     Commander,  25  January,  1870. 
Miller,  Lncas. 

Midshipman,  1  November,  1828.     Died  3  January,  1830. 
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Miller,  91.  A. 

Acting  Assistant  Surgeon,  11    Aj)!-!!,   \Hr,:i     IIonoraMv  discharged  8  Dccetnher 
1865. 
Dfilior,  ^ferrill  A. 

Mitlsliipiimn,  28  November,  1850.     Eiisi<rn,  13  Octnlier,  1802.     Lieutenant,  23  Fel»- 
ruary,  1804.    Lieutenant-Comnmndtr  25  July,  1800.    Commander,  25  November, 
1877. 
Minor ^  !¥.  W. 

Assistant  Surgeon,  0  January,  1815.     Hosigned  18  May,  1819. 
millor,  Po<or. 

Mate,  8  .September,  1803.     Appointment  revoked  (Sick.)  19  October,  1803. 
Millor,  Philip. 

lioatswain,  10  September,  1859.     R('siL,'ncd  19  Ai)ril,  1800. 
Miller,  Philip. 

Third  Assistant  Engineer,  20  May,  1802.     Second   Assistant  Engineer,  15  Febru- 
ary. 1804.     Dropped  11  Jauu^iry,  1873. 
ITIillor    Philip  J. 

Boatswain,  4  June,  1850.     Died  14  June,  1875. 
Miller,  Richard  I>. 

Midsbii)uian,  lU  May,  1820.     Dismissed  0  April,  1829. 
Miller,  Rohert. 

Surgeon,  24  May,  1812.     Last  appearance  on  Records  of  Navy  Department.    Dead. 
Miller.  Robert. 

Acting  Tliird   Assistant  Engineer,  3   November,   1862.      Honorably  discbargod 
28  Septenil)er,  1805.     Acting  Third  Assistant  Engineer,  29  January,  1807.     Re- 
signed 17  August,  1807. 
Miller.,  Roherl. 

Midshipman,  20  April,  1800.     Discharged  5  June,  1801,  under  Peace  Establish- 
ment Act. 

Miller,  RnloH  N. 

Mate,  28  December,  1863.    Acting  Ensign,  17  October,  1804.    Resigned  9  June,  1805. 
Miller,  Samuel  A. 

Midshipman,  3  January,  1840.     Dismissed  9  February,  1842. 
Miller,  Thomas  J. 

Midshij)n>an,  9  September,  1841.     Resigned  2  February,  1847. 
Miller,  IVilliam. 

Master,  23  January,  1815.     Died  19  May,  1847. 
Miller,  WilliauK 

Midshipman,  2  August,  1800.     Dismissed  20  November,  1807. 
Miller,  William  II. 

Acting  Third  Assistant  Engineer,  14   November,  1801.      Resigned   10  Febnmry, 
1803.     Acting  First  AssisUnt  Engineer,  10  Julv,  1863.     Iloiioral.lv  discharged 

0  September,  1805. 

Miller,  IVilliam  O. 

Acting  Third  Assistant  Engineer,  20  June,  1803.     Dismissed  24  September,  18C3. 
Miller,  William  W. 

Midshipman,  15  March,  1799.     Last  appearance  on  Records  of  Navy  Depurtment, 

1  Decemlur,  1800. 
Miller,  William  W. 

Tliird  Assi.-.i.iiit  Engineer,  20  August,  1859.     Resigned  5  .\ngU8t,  1801. 
MilloK,  CharleH. 

Acting  Ensign,  17  June,  1803.     Resigned  (Sick,)  29  April,  isr.5. 
Millett,  Frank. 

ALite,  31  July,  1803.     Acting  Ensign,  25  December.  ]'<i'>:\.     Ilonoriiblv  (li»<liar;,'.  I 
20  October,  1805. 
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Millett,  William  H. 

Acting  Ensign,  24  March,  1864.     Honorably  discharged  12  August,  1865. 
Millliolland,  Thomas. 

Acting  Third  Assistant  Engineer,  21  March,  1862.     Acting  Second  Assistant  En- 
gineer, 10  July,  1863.     Resigned  17  December,  1863. 
Milligan,  Cbarles  W. 

Acting  Third  Assistant   Engineer,  22   December.  1863.     Honorably  discharged 
24  October,  1865. 
Ulillig-aii,  Frank  J. 

Midshipman,  30  June,  1869.     Graduated  1  June,  1874.     Ensign,  17  July,  1876. 
Milligan,  James  F. 

Midshipman,  28  July,  1846.     Resigned  4  April,  1850. 
Milligan,  J.  T,, 

Midshiijman,  30  May,  1816.     Resigned  24  April,  1818. 
Milligan^  Robert. 

Midshipman,  13  March,  1839.     Resigned  8  July,  1846. 
Milligan,  Robert  W. 

Third  Assistant  Engineer,  3  August,  1863.     Second  Assistant  Engineer,  25  July, 
1866.     Passed  Assistant  Engineer,  25  March,  1874. 
Milligan,  IVilliam  J. 

Acting  Third  Assistant  Engineer,  27  February,  1863.     Acting  Second  Assistant 
Engineer,  17  December,  1863.     Honorably  discharged  4  December,  1865. 
Millegen,  John. 

Midshipman,  21  July,  1863.     Graduated  June,  1869.     Deserted  16  October,  1869. 
Milliken,  Renjamin  F. 

Acting  Master,  30  August,  1861.     Honorably  discharged  11  February,  1866. 
Milliman,  Anson  R. 

Midshipman,  31  July,  1866.     Graduated  7  June,  1870.     Retired  list,  14  July,  1874. 
Died  26  December,  1874. 
Mills,  George  £. 

Acting  Ensign,  7  Seiitember,  1864.     Honorably  discharged  15  September,  1865. 

Mills,  Hiram  R. 

Mate,  6  July,  1864.     Honorably  discharged  27  June,  1865. 
Mills,  James  H. 

Acting  Assistant  Surgeon,  28  March,  1863.     Honorably  discharged  26  September, 
1865. 
Mills,  John. 

Carpenter,  20  July,  1861.     Wholly  retired  6  July,  1880. 
Mills,  John. 

Boatswain,  16  January,  1838.     Died  26  March,  1851. 

Mills,  John  K. 

Midshipman,  15  January,  1841.     Resigned  7  July,  1841. 
Mills,  Oscar  R. 

Acting  Third  Assistant  Engineer,  31  October,  1862.  Third  Assistant  Engineer, 
16  January,  1863.  Second  Assistant  Engineer,  28  May,  1864.  Retired  26  Octo- 
ber, 1872.'  Died  10  August,  1873. 

Mills,  Thomas  R. 

Acting  Midshipman,  31  May,  1852.  Midshipman,  10  June,  1857.  Passed  Mid- 
shipman, 25  June,  1860.     Master,  24  October,  1860.     Resigned  16  January,  1861. 

Mills,  William. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Acting  First  Assistant  En- 
gineer, 3  February,  1863.  Acting  Chief  Engineer,  12  December,  1863.  Honor- 
ably discharged  2  December,  1865. 

Mills,  William  A. 

Acting  Master,  26  August,  1861.     Honorably  discharged  18  May,  1866. 
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lliliie.  And  row. 

i;(.:its\v;iiii,  8  May,  ISOl. 

!?Iiliio,  JaiiiOH, 

Midsliipinan,  30  June,  1799.     Discharged  12  October,  1^01,  under  Peace  Estublish- 
nient  Act. 

Miliior,  Milliniu. 

Assistant  Surgeon,  15  .January,  1828.     Dicil  19  .\i)ril,  18:5;i. 
Milsload,  J  a  III  CM  W, 

ActiiiLC  Third  Assistant  Engineer,  2f.  Tehruary,  18fi2.     Resigned   i:j  August.  1M02. 
Acting  Third  Assistant  Engineer,  19  September,  1802.     Acting  Second  ABaistant 
Engineer,  1  February,  18C4.     Honorably  discharged  1  June,  1807. 
:iIiIlon,  JaineH. 

Acting  Assistant  Surgeon,  18  December,  18G3.     Honorably  discharged  20  Novem- 
ber, 1805. 

.llilfoii,  John  B. 

Midshipman,  80  July,  1800.     Graduated  7  June,   1870.     Ensign,  13  July,  1871 
Master,  19  November,  1874. 

Milton,  li.  Q.  €. 

.Midshipman,  20  June,  1800.     Resigned  10  February,  1808. 
.Milton,  Thomas  S. 

Midshipman;  14  May,  1800.     Resigned  12  October,  1800, 
.Minard,  Charles. 

Acting  Third  Assistant  Engineer,  14  January,  1803.     Resigned  4  April,  1863. 
Miiioliall,  Cieorgo. 

Miilshipman,  30  July,  1842.     Lost  in  the  ''Grampus,"  Marcli,  1843. 
Minohin,  €. 

Midshii)man,  1  January,  1812.     Resigned  18  June,  1822. 
Minor,  David  €. 

Mate,  3  December,  1801.     Honorably  discharged  30  November,  18C5. 
Minor,  I^oo  Dwiglit. 

Cadet  Engineer,  Naval  Academy,  14  September,  1870.     Graduated    10  June,  1880. 
Minor,  San  ford  S. 

Acting  Ensign,  7   December,  1803.     Acting   Master,   15    March,  1805.     Ilonnrably 
discharged  19  November,  1805. 
Vliiior,  M'illiam   H. 

Acting  Master,  1  October,  1862.     Resigned  20  June,  1803. 
Hi  not  t,  Henry. 

Midshipman.  8  June,  1872.     Graduated   20  June,  1870.     Ensign,   1    November. 
1879. 

Hingis,  John. 

Acting  Third  Assistant  Engineer,  12  April,  1804.     Resigned  25  April.  1805. 
ttiunorly,  Charles. 

Acting  Tliird  Assistant  Engineer.  20  January,  1802.      Acting  Second  Assistant 
Engineer,  19  November,  lb03.     Honorably  discharged  8  December,  1805. 
Elinor,  Allro<l  W. 

.Vcting  Assistant  Surgeon,  10  December,  1804.     Honorably  discharged  20  October. 
1805. 
Elinor,  George. 

-Midshipman,  1   April,  1827.    Passed  Midshipman,   10  June,    1833.     Lieutennnt, 
•J8  February,   1838.      Commander,   14   SeiJtember,   1855.     Resigned,   22  April. 
1801. 
Elinor,  Janice  M. 

Assistant  Surgeon,  7  March,  1838.     Passed  Assistant  Surgeon,  22  November.  1843. 
Resigned  20  Sejjtember,  1847. 
*Iiiior,  Rohert  I>. 

.Miilshipman.  25  February,  18-11.     Passed  Midshipman,  10  .\ugust.  I-^t?.     M.ister, 
14  September,  1855.     Lieutenant,  15  September,!  855.     I)i.xmis.>i<.><l  22  April,  IhOl. 
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Minor,  liCwis  W. 

Assistant  Surgeon,  8  February,  1832.     Surgeon,  8  September,  1841.     Dismissed 
7  May,  1801. 
Minton,  John. 

Acting    Third    Assistant    Engineer,   20   August,   1863.      Honorably   discharged 
31  August,  1865. 
Mintoyne,  William  li. 

Assistant  Naval  Constructor,  5  August,  1869.     Naval  Constructor,  12  March,  1875. 
Mintzer,  Frederick  W. 

Acting  Ensign,  24  May,  1864.     Honorably  discharged  19  October,  1868. 
Mintzer,  William  Augustus. 

Third    Assistant    Engineer,    16    January,    1803.       Second    Assistant    Engineer, 
25  July,  1866.     Passed  Assistant  Engineer,  26  Sejitember,  1874. 
Minue,  JCusebius. 

Acting  Third  Assistant  Engineer,  20    September,  1862.     Acting  Second  Assistant 
Engineer,  31  August,  1804.     Honorably  discharged  14  November,  1865. 
Minzies,  James. 

Boatswain,  1  October,  1814.     Resigned  1  December,  1814. 
Minzies,  James. 

Boatswain,  5  December,  1819.     Resigned  24  October,  1825. 
Minzies,  James. 

Boatswain,  23  June,  1829.     Resigned  29  August,  1829. 
Mirow,  Henry. 

Mate,  11  July,  1862.     Resigned  20  July,  1864. 
Hish,  Simon  C. 

Midshipman,  8  January,  1849.     Resigned  25  March,  1856.     Acting  Lieutenant, 
23  September,  1861.     Dismissed  24  December,  1861. 
Missener,  Hillery. 

Third  Assistant  Engineer,   19  February.   1861.     Second  Assistant  Engineer,   16 
January,  1863.     Resigned  7  August,  1868. 

Misset,  Edward. 

Acting  Third  Assistant  Engineer,  19  March,  1864.     Dismissed  14  December,  1864. 

Missimer,  William  H. 

Acting  Third  Assistant  Engineer,  10  December,  1864.     Honorably  discharged  16 
December,  1867. 

missroon,  John  H. 

Midshipman,  27  June,  1824.     Passed  Midshipman,  20  February,  1830.     Lieutenant, 
31  December,  1833.     Commander,  14  September,   1855.     Commodore,  16  July, 
1862.     Died  23  October,  1865. 
Mitchell,  Alexander  J. 

Purser,  20  January,  1853.     Died  23  December,  1857. 

Mitchell,  Alexander  J. 

Midshipman,  9  September,  1841.     Resigned  8  December,  1845. 
Mitchell,  Archibald  N. 

Acting  Midshipman,  20  September,  1858.     Lieutenant,  1  August,  1862.     Lieu- 
tenant-Commander, 25  July,  1866.     Died  14  September,  1873. 

Mitchell,  A.  II. 

Midshipman,  4  March,   1823.     Last  appearance  on  Records  of  Navy  Department 
1826.     Dead. 
Mitchell,  Augustus. 

Third  Assistant  Engineer,  1  July,  1861.     Resigned  1  May,  1862.     Third  Assistant 
Engineer,  6  October,  1862.     Lost  on  the  "  WeehawJcen,"  6  December,  1863. 
Mitchell,  Benjamin. 

Acting  Ensign,  9  September,  186^.     Honorably  discharged  31  October,  1865. 
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Mitchell,  R.  RiiHh. 

Assisfatit  Siirgion,  if,  April,   1847.     Pa.ssed   Af.sistiuit   SiirL'oon,  18  April   1854 
KitirLil  list,  11  May,  1801.     Dead. 
^litohell,  CiiarleM  F. 

Actiug  Master,  25  May,  ISCI.     Honoral.Iv  discharged  12  Fel»riiary.  1800. 
Mltohcll,  Charlow  K. 

Acting  Assistant  Payniaster.  14  May,  1803.     Mustered  out  14  January,  1803. 
Mltohoil,  C'linrleH  F. 

Acting  Master,  18  December,  1801.     Honorably  discharged  18  April,  1800. 
MitciiolK  C'liarloH  M. 

Mitl.Nliipiiiaii,  19  October,  1841.     Resigned  28  January,  1848. 
Mitclioil.  I>avid. 

Midsliipniaii,  IS  June,  1812.     Last  appearance  on  Records  of   Navy  Department 
LS18. 

Mitohell,  F.  J. 

Midshipnuin,  2  March,  1803.     Lieutenant,  IS  Eel)ruaiv,  1S09.     Resigned  27  Novem- 
ber, 1820. 

9Iitoliell,  Cieorg^e. 

Mi(lsliii)iiian,  20  April,  1800.     Left  the  service  10  .\pril,  ISO.'j. 
Mitcliell,  <i>eor^:c  R. 

Acting  Ensign,  10  March,  1804.     Appointment  revoked  19  December,  1804. 
Mitelioll,  CJeorgc  J. 

Miilsliipnian.  29  September,  1803.     Graduated  June,  1807.     Ensign.  IS  December. 
18(;s.       Master,   24    March,    1870.      Lieutenant,    21     March,    1871.     Resigned 
8  August,  1874. 
MUclioll,  Henry  A. 

Acting  Assistant  Paymaster,  0  November,  1803.     Honorably  discharged  28  Oc- 
tober, lytj'). 
Dfiteliell,  Henry  W. 

Acting  Assistant  Surgeon,  27  October,  1862.     Honorably  discharged  20  January, 
1800. 

Mitchell,  James. 

Acting  Master,  3  September,  ISCl.     Appointment  revoked  81  January,  1802. 
MItclieH,  JanicN. 

Acting  Second   Assistant  Engineer,  8  December,  1803.      Honorably  discharged 
10  December,  1805. 

Mitchell,  JameM. 

Mate,  24  .lune,  1805.     Resigned  13  July,  1807. 
Mitchell,  Jeremiah. 

Mate,  23   May,  1803.     Acting  Ensign,  27  January,  1804.     Honorably   discharged 
28  August,  1805. 

Mitchell,  John. 

Acting  Third  Assistant  Engineer,  1801.     Resigned  9  April,  1802. 
Mitchell,  John  <<. 

Third  Assistant  Engineer,  16  February,  1852.     Resigned  28  April,  1853.     Accept- 
ance of  Hesignati(«n  revoked  7  May,  1853.     Resignecl  10  November,  1854. 
Mitchell,  John  C;. 

Midshipman,  2   October,  1850.      Passed   Midshipman,  20  June,  1850.      Master, 
23   Januar\,    ls5H.      Lieutenant,   23   January,    1858.      Lieutenant-Commander. 
10  July,  1802.     Killed  22  October,  1868. 
Mitchell.  John  K. 

Midshii)man,  1  February,  1825.     Passed  Midshipman.  4  June,  1831.     Lieutenant, 
22  December,  1835.     Commander,  14  September,  l.s:>5.     Dismissed  27  May,  1801. 

Mitchell,  John  U. 

Mate.  23  December,  1802.     Acting  Ensign,  10  July,  1805.     noii«)rably  discharged 
27  October.  1805 
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Mitchell,  lieslic. 

Midshipman,  4  July,  1805.     Resigned  26  Marcli,  180G. 
Mitchell,  liueo. 

Assistant  Surgeon,  24  July,  1813.     Resigned  17  July,  1822. 
Mitchell,  IVathaniel. 

Midshipman,  1  September,  1811.     Resigned  in  1812. 
Mitchell,  Richard. 

Mate,  21  February,  1863.     Resigned  30  May,  1864. 
Mitchell,  Richard. 

Midshipman,  23  July,  1864.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  19  April,  1873.     Lieutenant,  1  December,  1877. 

Mitchell,  R.  B. 

Midshipman,  18  May,  1809.     Resigned  27  February,  1811. 
Mitchell,  Robert. 

Midshipman,  1  September,  1811.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Frigate  "  Ouerrierey 

Mitchell,  Thomas  B. 

Sailmaker,  3  April,  1807.     Resigned  26  December,  1807. 

Mitchell,  T.  M. 

Acting  First  Assistant  Engineer,  18  July,  1864.  Appointment  revoked  (Sick,) 
17  January,  1865. 

Mitchell,  T.  Mason. 

Third  Assistant  Engineer,  16  October,  1861.     Resigned  6  December,  1863. 

Mitchell,  TVilliam. 

Sailmaker,  8  April,  1828.    Resigned  17  February,  1830. 

Mitchell,  William. 

Sailmaker,  16  June,  1836.     Dropped. 
Mitchell,  William. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
4  August,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Retired  list,  11  January,  1867.  Commander  on  Retired  list, 
4  April,  1867.     Died  16  July,  1871. 

Mitchell.  William. 

Acting  Master,  16  September,  1861.     Resigned  22  January,  1862. 

Mitchell,  William. 

Acting  Third  Assistant  Engineer,  29  September,  1863.  Died  on  "  Arizona,'''' 
19  November,  1863. 

Mitchell,  William  G. 

Acting  Master,  2  Kovember,  1861.  Honorably  discharged  4  December,  1865. 
Acting  Master,  11  December,  1866.     Mustered  out  10  December,  1867. 

Mitchell,  William  H. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistant  En- 
gineer, 26  February,  1863.     Honorably  discharged  12  December,  1865. 

Mitchell,  William  T. 

Acting  Ensign,  17  November,  1863.     Honorably  discharged  27  March,  1866. 

Mix,  Elijah. 

Master,  12  June,  1813.  Last  appearance  on  Records  of  Navy  Department.  Fur- 
loughed. 

Mix,  George  W. 

Assistant  Surgeon,  16  May,  1829.     Resigned  18  October,  1833. 

Mix,  Merrine  P. 

Master,  22  September,  1812.  Lieutenant,  9  December,  1814.  Commander, 
3  March,  1831.     Died  8  February,  1839. 

Mix,  Thomas  M. 

Midshipman,  6  January,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
30  March,  1844.     Died  24  August,  1849. 
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Mix,  William  R. 

Mute,  Hi  Si'])teinl)cr,  1801.     Actlnj;  Ensign,  2  Septcinl)cr,  1H0;5.     Honorably  di.». 
cliar<,'cil    10   Januury,    18GG.     Acting   Ensign,    11    December,    1800.     Hcs'igncd 
31  Dicombcr,  1800. 
ITIix,  IVilliiiiii  ^t. 

Actinia  'I'liir.l    Assistant  Engineer,  3   August,   IBHU.      Acting   Scrnnd    A^siMmt 
Engineer,  4  March,  1805.     Honorably  discharged  12  February,  1800. 
.^lixor,  Iloiiry  M, 

Acting  A.s>istant  Surgeon,  1  October,  1802.     Resigned  28  February,  1805. 
Mosiliior,   Pol  or. 

Mate,  15  Novenil)er,  1802.     Discharged  3  August,  18C5. 
Mooiial>eo,  Josepii  C. 

Attin«;  Tliinl   Assistant  Engineer,   1   February,  1802.     Acting  Second  Assistant 
Engineer,  12  Mareh,  180;5.     Honorably  discharged  19  September,  1805. 
Hloolior,  Itoriiard  J. 

Midshijjnian,  1  April,  1827.  Passed  Midshipman,  10  .Tiino,  1^33.  Lictttcnant, 
9  Deeeniber,  18:!9.  Reserved  list,  i;5  Se|)tenil)or,  is.")."),  ('onimander.  Ketired 
list.  19  June,  18G1.  Captain,  Retired  list,  4  April,  lsC7.  Died  1:5  February. 
1S7-2. 

Mofi'at,  Howard  F. 

Mate,  31  .Inly,  1801.     Acting  Ensign,  21  .Tuly,  1802.     Acting  Master,  12  Novem- 
ber, isr.4.     Honorably  discharged  1   January,  1809.     Mate,  9  November,  1809. 
Master  on  Retired  list,  24  March,  1873. 
MofTatt,  £d|;ar  R. 

Acting  Assistant  Paymaster,  4  Noveml)er.  1S02.    Honorably  discharged  17  Novem- 
ber, 1865. 
lHoflTett,  Xoah  TV. 

Third  Assistant  Engineer,  17  December,  1802.     Appointment  revoked  10  Septem- 
ber, 1803. 
.nofFott,  TVilliani  R. 

Mate,  22  June,  l«tJ3.     Honorably  discharged  20  July,  lt<G.'>. 
Moflitt,  IVilliam  J. 

Acting  Third  Assistant  Engineer,  23  October,  1803.  Reduced  to  F'ircman.  10 
July,  ISCI. 

Mognon,  Jolin. 

Acting  Third  Assistant  Engineer,  20  August,  1803.     Honorably  discharged  2t>  Oc- 
tober, 1805. 
Moir,  Jolin. 

Acting   Secon      Assistant    Engineer,  29  August,    1804.      Honorably   discharged 
9July,  1H07. 
Moliero,  Ilonry. 

Master,  1  August,  1812.     Cashiered  14  February,  1818. 
Sfoliere,  I..ii<*aH. 

Master,  1  August,  1812.     Dismissed  0  March,  1813.     Master.  10  April,  1813.     Last 
appearance  on  Records  of  Navy  Department,  1815.     Philadeli)hia. 
Hollinoanx,  JaiiiOH. 

Acting  Third  Assistant  Engineer,  9  September,  1802.     Resigned  20  May,  1805. 
Moloney,  Daniel. 

Mate,  11  January,  1804.     Honorably  discharged  4  November,  1805. 
Molony    Henry  II. 

Third  Assistant  Engineer.  19  Feliruar}-.  1801.  Second  Assistant  Engineer,  10  Janii 
ary,  1803.  First  Assistant  Knyineer.  1  December,  1»04.  Lost  ut  Sea,  on  th<' 
merchant  Steamer  '•  Atlnnfa,''  Octoljcr,  1805. 

Molony    John. 

Mate,  13  ui,Mist,  1803.  Acting  Ensign,  15  February,  1804.  Honorably  di»cliarge< I 
21  September,  IbOo. 
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Molloy,  Williani  C. 

Mate.     Resigned  22  May,  1863, 
Moiiaglian,  P.  1>. 

Acting  Tliird  Assistant  Engineer,  1861.     Appointment  revoked  3  December,  1861.. 
Monahon,  Henry  T. 

Midsliipn-an,  25   July,  1865.      Graduated   June,  1869.      Ensign,  12   July,  1870. 
Master,  18  April,  1873.     Lieutenant,  25  November,  1877. 
Monkboiise,  Howard. 

Acting  Third  Assistant  Engineer,  16  August,  1864.     Honorably  discharged  2  Oc- 
tober, 1865. 
Monroe,  Andrew  F. 

Midshipman,  3  March,  1841.     Passed  Midshipman,  10  August,  1847.     Resigned 
14  July,  1854. 
Monroe,  James. 

Acting  First  Assistant  Engiaeer,  16  March,  1864.     Honorably  discharged  26  Feb- 
ruary, 1868. 
Monroe,  Williani  €. 

Third  Assistant  Engineer,  23  May,  1861.     Second  Assistant  Engineer,  29  October, 
1863.     Dismissed  26  April,  1869.     Dismissal  revoked  and  resignation  accepted 
1  March,  1871. 
Montague,  James  P. 

Mate,  12  January,  1863.     Acting  Ensign,  21  December,  1863.     Honorably  dis- 
charged 27  October,  1865. 
Montague,  William. 

Acting  Ensign  and  Pilot,  8  December,  1864.     Resigned  12  May,  1865. 
Monteitli,  W.  L.. 

MidshijDman,  1  September,  1811.  Lieutenant,  9  December,  1814.  Died  16  Octo- 
ber, 1819. 

Montell,  F.  M. 

Acting   Ensign,  11  December,   1862.     Acting  Master,  recommendation  of  Com- 
manding Officer,  3  May,  1864.     Honorably  discharged  14  November,  1865. 
Montgomery,  A.  M. 

Assistant  Surgeon,  16  July,  1814.     Surgeon,  7  May,  1825.     Died  3  January,  1828. 
Montgomery,  John  B. 

Midshipman,  4  June,  1812.     Lieutenant,  1  April,  1818.     Commander,  9  December, 
1839.     Captain,  6  January,  1853.     Retired  list,  21  December,  1861.     Commo- 
dore on  Retired  list,  16  July,  1862.     Rear-Admiral,  Retired  list,  25  July,  1866. 
Died  25  March,  1873. 
Montgomery,  X.  Ii. 

Midshipman,  17  December,  1810.     Lieutenant,  9  December,  1814.     Died  at  Sea, 
30  July,  1824. 
Montgomery,  Samuel. 

Acting  Second  Assistant  Engineer,  22  October,  1862.     Dismissed  20  Decembei, 
1862. 
Montgomery,  W.  H. 

Midshipman,  21  December,  1837.     Passed  Midshipman,  29  June,  1843.     Drowned 
in  November,  1846. 
Montgomery,  William  J. 

Third  Assistant  Engineer,  23  May,  1861.     Second  Assistant  Engineer,  29  October,. 
1862.     First  Assistant  Engineer,  25  July,  1866.     Resigned  25  October,  1869. 
Montgomery,  William  S. 

Acting  Second  Assistant  Engineer,  28  February,  1862.     Resigned  5  June,  i863. 
Moody,  William. 

Mate,  4  February,  1862.  Acting  Ensign,  for  cool  ana  gallant  conduct  under  tre 
of  enemy,  22  July,  1864.  Honorably  discharged  ;^S  October,  1865.  Actmg 
Ensign,  23  June,  1868,     Mustered  out  12  March,  1868, 
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Jlloonoy,  John. 

Miilsh>i)iiiaii,  i:i  December,  18:51.     Piissed  Midsli'pin.iii,  15  June,  1H:{7.     Licutcu- 
iint,  y  Sciiteinbcr,  Ib-H.     Drownotl  ;!  June,  IboTj. 

illooiioy,  John* 

Master,   23  Januiiry,   1809.     Last  appearance  on  Kecorda  of   Navy   Department, 
1»15.     Wiliniiigtou,  N.  C. 
Mooiioy,  TlioinuH. 

:^I;itc.  2'.)  Miirch,  IHTO.     Appointment  revoked  27  January,  1873. 

Noor,  lloiiry. 

Midshipman,  1  Marcli.  1825.     Passed  Midshipman.  4  Juno.  1831.     Lieutenant,  22 
December,  1835.     Killed  by  explosion  of  boiler  21  March,  1853. 

Moore,  Alfred  F. 

.\.ctin{^  Second  Assistant  Engineer,  5  March,  1864.     Appointment  revoked  (8ick.> 
It;  July,  18(i-t. 
9Ioore,  Andrew  Ij. 

Chupliiin,  1  July,  lyO!).     Purser,  17  September,  1811.     Last  appcaranccon  Hccortls. 
of  Navy  Department. 
Moore,  Andrew  M. 

Assistant  Surgeon,  12  April,  1869. 

Moore,  .4nstin, 

Acting  Third  Assistant  Engineer,  31  May,  1864.    Honorably  discharged  29  June, 
1805. 
Moore,  Itenjaniin  D. 

Midshipman,  2  February,  1829.     Resigned  2  .January,  1843. 
Moore,  Charles. 

Acting  Ensign,  8  April,  18G3.     Ilonorabiy  discharged  9  December,  1866. 
Moore,  Charles. 

Midshipman,  5  February,  1800.     Last  appearance  on  Records  of  Navy  Department, 
25  August,  1802.     Dead. 
Moore,  Charles  II.  T. 

Midshipman,  28  September,  1869.     Graduated  31  May,  1873.     Ensign,  14  July, 
1S74. 

Moore,  Charles  I>. 

.Mate,  ]:i  April,  1804.     Deserted  30  June,  1865. 

Moore,  Charles  F. 

Mate,  18  June,  1863      Acting  Ensign,  1  July,  1864.     Ilonorabiy  discharged  5  No- 
vember, 18G5. 

Moore,  Charles  P. 

Mate.  2  May.  lsc.2.     Appointment  revoked  24  November,  1862.     Mate,  4  August, 
1803.     Lost  at  Sea,  "  liainbridge,''  21  August,  1863. 
Moore,  Cornelins. 

Assistant  Surgeon,  26  May,  1824.     Dismissed  21  November,  1834. 

Moore,  Dehiney  S. 

Midshipnuxn,  IM  July,  1814.     Killed  at  Mahone  in  1810. 

Moore,  Kdward  K. 

Mi.lshii.nian,    1    October,  1804.     Graduated   June.  1808.     Master.    12   July.  1870. 
Lieutenant,  1  March,  18''3. 

Moore,  F<lwiii  W. 

.Midshipman.  1   January.  1825.     Pussed   Midshipman,  4   June,  1831.     Lieutenant. 
3  .March,  1S35.     Itcsigncd  16  July,  1830 

Moore.  Frank  K. 

Acting  Assistant  Paymaster.  24    May.  1802.     Honorably   discharged    15   January, 

lst;7. 

Moore,  t^eor^e  If. 

Acting  Third  As^istant  Engineer,  11  March.  ISOI.     Acting   Set-on.l   As.^!-' *"  '  ' 
gineer,  12  June,  1805.     IIon<irai)ly  discharged  20  Novend>er,  18<17. 
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Moore,  Gilbert  H. 

Mate,  7  January,  1864.     Killed  in  action,  "  Stockadale,'''  16  May,  1864. 

Moore,  G.  Wasliingtoii. 

Acting  Assistant  Paymaster,  8  October,  1861.     Dismissed  11  September,  1862. 

Moore,  Henry  T. 

Acting  Volunteer  Lieutenant,  26  August,  1861.     Resigned  14  June,  1863. 

Moore,  Henry  W. 

Mate,  19  January  1863,     Dismissed  ?,1  March,  1863. 

Moore,  Henry  W. 

Acting  Third  Assistant  Engineer,  26  October,  1863.  Acting  Second  Assistant  En- 
gineer, 2  August,  1864.     Honorably  discharged  28  October,  1865. 

Moore,  Homer  J. 

Midshipman,  4  July,  1805.     Resigned  6  December,  1810. 

Moore,  Janios. 

Gunner,  30  June,  1799.  Last  appearance  on  Records  of  Navy  Department,  1  March, 
1808.  Gunner,  1  March,  1808.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 9  November,  1812. 

Moore,  James  I>. 

Mate,  25  Julv,  1863.  Acting  Ensign,  14  August,  1865.  Honorably  discharged 
8  November,  1868. 

Moore,  James  G. 

Acting  Second  Assistant  Engineer,  5  August,  1864.  Honorably  discharged 
25  September,  1865. 

Moore,  James  H. 

Midshipman,  10  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master, 
5  April,  1852.     Lieutenant,  7  January,  1853.     Died  18  October,  1860. 

Moore,  Jolm  D. 

Mate,  25  February,  1864.     Honorably  discharged  1  November,  1865. 

Moore,  John  H. 

Midshipman,  29  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  15  February,  1873.     Lieutenant,  21  September,  1876. 

Moore,  John  M. 

Mate,  9  September,  1862.  Acting  Ensign,  3  November,  1864.  Honorably  dis- 
charged 11  May,  1865. 

Moore,  John  S. 

Acting  First  Assistant  Engineer,  3  September,  1863.     Honorably  discharged  3  Oc- 
tober, 1865. 
Moore,  John  White. 

Third  Assistant  Engineer,  21  May,  1853.  Second  Assistant  Engineer,  25  June, 
1855.    First  Assistant  Engineer,  21  July,  1858.     Chief  Engineer,  5  August,  1861. 

Moore,  J.  W. 

Acting  Assistant  Surgeon,  29  May,  1861.     Resigned  28  November,  1862. 

Moore,  L.emuel  H. 

Acting  Third  Assistant  Engineer,  24  April,  1865.  Honorably  discharged  15  Feb- 
ruary, 1866. 

Moore,  L.ewis  H. 

Acting  Ensign      March,  1865.     Resigned  8  November,  1865. 

Moore,  IVicliolas  E. 

Mate,  11  August,  1864.     Resigned  25  April,  1865. 

Moore,  N.  T.   H. 

Assistant  Surgeon,  13  October,  1840.     Died  25  April,  1843. 

Moore,  IVinchester  E. 

Acting  Third  Assistant  Engineer,  1 5  August,  1864.    Honorably  discharged  10  July, 

1865. 

Moorco  OSiver  G. 

Mate,  14  October,  1862.     Dismissed  19  March,  1864. 


GENERAL  NAVY  KKCISTKK. 


807 


]VIoore,  Robert. 

Acting  First  Assistant  Enginicr.  'i7  OctobtT,  IbO:!.     Dismissed   1  NovoiuIki-,  1>(,;: 
Mooro    l{ol>ort  II. 

Mate,  11  Oct(jbcr,  18C4.     Rcsij^mcfl  2r,  May.  ISOn. 
3Io<>ro    Ilobert  S. 

I'ursor   11!  8(i>tcmber,  1841.     Died  :{  April,  1n4.'». 
Moore    |{.v4loii  <ii. 

Midshiimiaii,  2  February,  1?2{).     Dismissed  28  Eebniary.  1834. 
Mooro,  Saiiiuol. 

Aetinj,'  Third   Assistant    Engineer,   21    .laiiuaiy.    1805.      Honorably   discharL'od 
23  September,  18G5.  "  ^ 

.Moore    T  ho  mas. 

CarpciitLr  4  March,  180G.     Died  27  Aiiirnst,  1807. 

Mooro.  TlioiiiUM. 

Aiting  Knsign,  :il  December,  1802.     Acting  Master,  14  January,  1804.     IIuii..ra!lv 
tlisthar_i,^ed  10  Hs'ovember.  1805. 

Moorts  ThoiiiUM  M. 

Master,  2i)  June,  1812.     Resigned  1  November,  1814. 
Mooro,  ^Villiam  £. 

Acting  Second  Assistant  Engineer,   18  October.    1801.     Acting   First    Assistant 
Engineer,  0  November,  1803.     Resigned  29  March,  1805. 
Moore,  ^Villiain  I. 

Midshii)man,  14  April,  1802.     Graduated  June,  1*800.     Ensign.   12   March     1838 
Master,  20  March,  1809.     Lieutenant,  21  Marcli,  1870. 
5Ioore,  W.  M.  A. 

Midshii)mau,  19  August,  1823.     Resigned  8  March,  1832. 
Moore,  ^Villiani  Stnrfevaiit. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October 
l»tU).  riiird  Assistant  Engineer,  2  June,  1808.  Second  Assistant  P:nginecr' 
2  June,  18ii9.     Passed  Assistant  Engineer,  11  June,  1870.  "" 

Moore,  ^Villiam  T. 

Acting  First  Assistant  Engineer,  5  August,  1804.     Dismissed  25  May,  lbi05. 
Mooreliead,  JoHepli. 

Midshipman.  9  November,    1813.     Lieutenant,    13   January,    1825.     Commander 
8  September,  1841.     Died  11  June.  1854. 
Mooreliead.  Jo»^ep1i. 

Midbliipman,    1    Aj^rii,    1828.     Passed   Midshipman,    14   June,    H34      Dismi-sed 
15  February,  1810. 
MooreM,  Fre<leriek  W. 

Master,  not  in  line  of  promotion,    19  May,   1827.     Reserved  list,  14  September 
1S55.     Died  22  July,  1809. 
MooreH,  F.  IV.,  Jr. 

Acting  Third  Assistant  Engineer.  14  July,  1803.    Ilonorablv  discharged  20  March 
1807. 
Mooren,  John  W. 

Mi(l>liipman,  10  May,  1820.     Lieutenant,  17  May,  1828.     Resigned  22  Septeml>cr 
isll. 

MooroM,  ICobert  B. 

.\.  ting  Ensign,  18  June,  1803.     Honorably  discharged  10  August,  1805. 
Hoores,  M'illiaiii  J. 

.Vcting  Third  Assistant  Engineer.  15  July,  18(54.     Honorably  discharged  19  Feb- 
ruary,  1807. 
UoraleMs  Joseph. 

.Midshipman,  1  .lannary.  1812.     Resigned  in  1818. 
florales,  Manuel. 

Midsliipiiiaii.  1  D.eember.  1809.     Dismissed  11  Julv.  1814. 
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Moran,  Charles. 

Mate,  7  October,  1864.     Honorablj-  discharged  2  October,  1865. 

Moraii,  Charles. 

Acting  Gunner,  9  December,  1864.     Honorably  discharged  26  March,  1866. 

Moran,  Charles. 

Gunner,  7  February,  1870.     Died  7  February,  1873. 

Morally  Charles. 

Gunner,  17  June,  1858.     Dismissed  22  May,  1861. 

Moran,  iEclward. 

Acting  Third  Assistant  Engineer,  28  July,  1864.     Appointment  revoked  25  Aprils 
1865. 
Moran,  £<lwin. 

Acting  Thii'd  Assistant  Engineer,  22  August,    1863.     Resigned   23    September, 
1863. 
Moran,  James. 

Mate,  23  January,  1865.     Honorably  discharged  1  March,  1868. 
Moran,  John  M. 

Acting  Third  Assistant  Engineer,  3  March,  1864.     Honorably  discharged  17  Janu- 
ary, 1866. 
Moran,  William. 

Acting  Third  Assistant  Engineer,  20  November,  1862.     Honorably  discharged 
11  November,  1865. 
Morehead,  Joseph  W. 

Acting  Ensign,  24  January,  1863.  Acting  Master,  2  December,  1863.  Honorably 
discharged  12  September,  1865. 

Morehouse,  Alanson  J. 

Mate,  30  January,  1862.     Appointment  revoked  19  February,  1862.     Mate,  20  May, 
1862.     Died  9  April,  1864. 
Moreland,  Henry  O. 

Acting  Second  Assistant  Engineer,  19  September,  1864.    Honorably  discharged 
14  October,  1865. 
Morey,  Benjamin  F. 

Acting  First  Assistant  Engineer,  2  August,  1864.     Dismissed  12  November,  1864. 

Morey,  Frank  C. 

Acting  Third  Assistant  Engineer,  11  July,  1863.  Acting  Second  Assistant  En- 
gineer, 8  March,  1865.     Honorably  discharged  11  November,  1865. 

Morgan,  Albert  H. 

Mate,  25  February,  1864.     Appointment  revoked  17  October,  1864. 

Morgan,  Benjamin. 

Midshipman,  2  November,  1835.     Resigned  1  September,  1837. 

Morgan,  Charles  J. 

Acting  Third  Assistant  Engineer,  17  August,  1863.  Appointment  revoked  (Sick,) 
25  November,  1864.  Acting  Third  Assistant  Engineer,  29  January,  1867.  Mus- 
tered out  2  February,  i869. 

Morgan,  Charles  O. 

Acting  Third  Assistant  Engineer,  19  March,  1862.  Acting  Second  Assistant 
Engineer,  17  June,  1863.  Acting  First  Assistant  Engineer,  i4  September,  18'j4. 
Dismissed  26  January,  1865. 

Morgan,  Charles  W. 

Mate,  23  June,  18C4.  Resigned  27  August,  1864.  Mate,  21  March,  1866.  Dis 
charged  1  February,  1868. 

Morgan,  Charles  W. 

Midshipman,  1  January,  1808.  Lieutenant,  8  March,  1813.  Commander,  15  April, 
1820.     Captain,  21  February,  1831.     Died  5  January,  1853. 

Morgan,  Cyrus  R. 

Third  Assistant  Engineer,  17  December,  1861.     Resigned  2  Apr^'l,  1864. 
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Morenn,  Dnvi<l  II. 

Miilsliipiuaii,  1  Ft  bniaiy,  1827.     Resigned  25  March,  1838. 
9IorK»ii«  ]C«liiiiiii<l. 

Actiiif^  Ensign,  1  October,  1802.     Acting  Master,  3  Murcli,  1804.     Honorably  diB- 
charged  21   S»'i)tcu»bcT,  lUi't'). 
Ifforf^an,  K<lwar«l. 

ActinL,' ]\I:istir,  1   October,  18(52.     Actint;  Volunteer   Lieutenant,  5   August,   1863. 
Honorably  discharged  1  Novendn-r,  1805. 
Mor|;»iif  (■eor{;e  K. 

Midshij)nian,  18  F<l>ruury,  1841.     I'assrd  Midshipman,  10  August,  1847.     Master, 
1  March,  18r)5.     Lieutenant,  14  Septendjer,  1855.     Died  0  .January,  1850. 
Morf^nn,  JaiiiOH. 

Gunner,  2  November,  1798.  Last  apjiearance  on  Records  of  Navy  Department,  11 
December,  IT'JS. 

M*r);an4  John  It. 

Acting  Second  Assistant  Engineer,  28  December,  18G1.     Dismissed  10  Ajjril,  1803. 
Mor^^aii,  JoHoph. 

Third  Assistant  Engineer,   10  Novend)er,  1801.     Second  Assistant  Engineer,  25 
August,  1803.     Resigned  o  January,  1800. 
Mor{;aii,  3Ior<looai. 

Assistant  Surgeon,  28  December,  1818.     Surgeon,  10  July,  1824.     Died  22  Julv. 
1841. 
Morgan,  Nathaniel  S. 

Mate,  10  November,  1801.      Acting  Master,   11  June,  1802.      Acting  Volunteer 
Lieutenant,  5  April,  1805.     Deserted  4  Septend)er,  1800. 
IIIor);an,  Panl. 

Mate,  1  October,  1802.     Acting  Ensign,  10  March,  1804.     Honorably  discharged 
5  August,  1800. 
Morg^an,  Pol  or  W. 

Mate,  4  April,  1802.     Acting  Ensign,  1  September,  1803.     Died  14  July,  1865. 
Morgan,  Richard. 

Acting  Third  Assistant  Engineer,  10  May,  1864.     Resigned  1  July,  1865 
Morgan,  Thoinan. 

Acting  Ensign,  2  May,  1864.     Honorably  discharged  15  July,  1865. 
Morgan,  Van  R. 

Midshipman,  8  December,  1830.      Passed   Midshipman,  1    July,  1842.      Master, 
25  March,  1849.     Lieutenant,  20  October,  1849      Reserved   list,  13  September, 
1855.     Lieutenant  on  Active  list,  20  October,  1849.     Dismissed  28  June,  1801. 
Morgan,  lil'illiani  A. 

Mate,  8  May.  1802.  Acting  Ensign,  2  June,  1803.  Acting  Master.  27  October, 
1804.  Honorably  discharged  4  January,  1800.  Acting  Master,  13  April.  1806. 
Ensign,  12  March,  1808.  Master,  18  December;  1808.  Lieutenant,  21  March, 
1870. 

Morl^,  JanieH. 

Master,  14  July,  1812.     Lieutenant,  27  April,  1810.     Resigned  31  July,  1818. 
Morloy,  It. 

Acting  Master,  17  May,  1801.     Resigned  17  October,  1801. 
Morloy,  Ciidoon  M. 

Acting  Second  Assistant.  Engineer,  0  June,  1804.     Appointment  revoked  (*^ick.) 
24  August,  1804. 
Morong.  John  C. 

Acting  P^nsign,  1   April,  1803.     Acting  Master,  1  June.  1804.     Ensign.  12  March, 
ISOM.     Master,  18   December,  1808.     Lieutenant,  21  March.  1870. 
Morroll,  Ilonry. 

Midshipman,  30  June,  1809.     Graduated  81  May,  1873.     Ensign,  10  July,  1874. 
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Morrell,  James. 

Sailmaker,  12  July,  1800.     Disciiarged  8  May,  1801. 
Morrell,  Joseph. 

Gunner,  28  March,  1814.     Resigned  31  May,  1815. 
Morrell,  Moses. 

Midshipman,  16  January,  1809.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Frigate, '■'■  President." 
Morrell,  Robert. 

Surgeon,  31  May,  1810.     Last  appearance  on  Records  of  Navy  Department,  1815. 
New  Orleans. 
Morrell,  William. 

Midshipman,  11  May,  1798.     Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 
Morrill,  Ferdinand  G. 

Acting  Ensign,  1  October,  1864.     Honorably  discharged  16  September,  1866. 
Morrill,  Riehard. 

Gunner,  1  September,  1802.     Killed  by  accident  in  the  Mediterranean. 
Morrill,  S.  J. 

Master,  7  July,  1812.     Discharged  7  May,  1813. 
Morris,  Benjamin  F. 

Mate,  27  May,  1862.     Resigned  15  December,  1863.     Acting  Ensign,  28  January, 
1864.     Honorably  discharged  27  May,  1866. 
Morris,  Charles. 

Purser,  4  February,  1799.     Discharged  18  November,  1801,  under  ^eace  Establish- 
ment Act. 
Morris,  Charles. 

Mate,  18  September,  1863.     Died  25  September,  1863. 

Morris,  Charles. 

Midshipman,  1  July,  1799.     Lieutenant,  28  January,   1807.     Captain,       March, 
1813.     Died  27  January,  1856. 
Morris,  Charles  Maningault. 

Midshipman,  12  December,  1837.     Passed  Midshipman,  29  June,  1843.     Master, 
26  March,  1851.     Lieutenant,  13  October,  1851.     Resigned  29  January,  1861. 

Morris,  Charles  T. 

IMaster,  not  in  line  of  promotion,  19  July,  1842.     Reserved  list,  14  September,  1855. 

Morris,  Charles  V. 

Midshipman,  1  January,  1818.     Resigned  20  October,  1827. 

Morris,  Charles  W. 

Midshipman,  12  September,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
25  February,  1841.     Died  of  wounds  received  in  action  1  November,  1846. 

Morris,  David. 

Acting  Third  Assistant  Engineer,  8  September,  1863.     Acting  Second  Assistant 
Engineer,  28  September,  1864.     Honorably  discharged  14  December,  1865. 

Morris,  Francis. 

Acting  Midshipman,  27  September,  1860.      Ensign,  1   October,   1863.      Mastei, 
10    Mav,    1866.       Lieutenant,    21    February,    1867.       Lieutenant-Commander, 
12  March,  1868. 
Morris,  Frank  R. 

Mate,  18  October,  1864.     Resigned  30  May,  1865. 

Morris,  George  TJ. 

Midshipman,  14  August,    1846.      Passed   Midshipman,  8  June.   1852.      Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1862.     Commander,  25  July,  1866.     Died  15  August,  1875. 

Morris,  H.  A.  H. 

Midshipman,  1  January,  1817.     Cashiered  22  December,  1827. 
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HorriH,  Iloiiry  W. 

Midsbipiiian,  21  Aufjust,  1819.     Lieutenant,  17  May,  1828.     Commander,  12  Ortn- 
ber,    ls}!».     Captain,  27  December,  1850.     Commodore,   10   July,    1B02.     Died 
W  Auf,Mist,  1803. 
^urriH,  iMiiaic  X. 

Midshipman,  7  July,  1830.     Passed  Midshipman,  1  July,  1842.     Died  4  January, 
1848. 
Morris,  Inuho  T. 

Adiiii;    Midshipman,    20     September,    1800.      Graduated    June,    1800.       Dic«l 
2.-,  Doccmlxr,  1800. 
MorriM,  JiK'ob. 

Master,  date  not  known.     Resigned  10  December,  1824. 
MorriH,  JniiiOH. 

Acting  Third  Assistant  Engineer,  1.3  Julv,  1804.     Appointment  revoked  5  Ju;»e, 
1805. 
]VIorriM,  JniiiOH. 

CariK-ntcr,  28  May,  1798.     Last  appearance  on  Hecorils  of  Navy  Department. 
MorriN,  JuniOH  I.<. 

Midshipman,  9  June,  1811.     Lieutenant,  27  April,  1810.     Resignrd   in  Sc])!- inl-.r. 
1827. 
MorriH,  John. 

Boatswain,  28  October,  1828.    Retired  list,  21  December,  1801.     Died  13  January, 
1875. 
Morris,  Jolin. 

.\cting  Second  Assistant  Engineer,  0  August,  1804.     Deserted  September,  18G4. 

Morris,  Jnliiis  K. 

Acting  Assistant  Paymaster,  31    December,  1802.      Resigned  (Sick,)  20  Manli. 
1805. 
Morris,  Miles  n. 

Purser,  3  January,  1858.     Dismissed  1  June,  1801. 

Morris,  Xoadiali. 

Chaphiin,  5  July,  1803.     Purser,  10  December,  1803.     Last  appearance  on  Records 
of  Navy  Dt  piirtment,  4  October,  1800.     Dead. 
Morris,  Rioliard  II. 

Midshipman,    10   May,    1820.      Lieutenant,    17    M.-ty,  1828.      Died  5  Novemlur. 
1837. 
Morris,  Richard  ¥. 

Captain,  8  June,  1798.     Dismissed  14  May,  1804. 
Morris,  Robert. 

Acting  Ei)si;,Mi,  3  March,  1804.     Honorably  discharged  19  November,  1865. 
Morris,  Robert  N. 

Midshipman,  28  December,  1837.     Died  18  November,  1839. 
Morris,  Watson. 

Boatswain,  date  not  known.     Discharged  in  1818.  • 

Morris,  IVilliam. 

.Mute,  3  NuveuilKT,  1802.     Honorably  discharged  21  June,  1804. 
MorriH,  U  illiam  ii. 

Mate,  20  January,  lsf,2.  .Vcting  Ensign.  2  .\pril,  1803.  Acting  Master,  13  May, 
l>st;:5.     Honorably  discharged  14  April,  1808. 

Morris,  M  illiam   II. 

Acting  Third  .Vssistant  Engineer,  27  May,  1801.  Acting  Secoml  .Vswistnnt  En- 
ginter,  17  February,  18tJ3.  Actini,' First  Assist^int  Engineer,  18  Aj  ril,  1»04. 
Hi.norahly  discharged  7  .March,  1800. 

Morrisey,  John,  Jr. 

Acting  Ensign,  28  March,  1804.     Honorably  discharge<i  10  September,  1865. 
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Mos'E'isoii,  E.  D. 

Assistant  Surgeon,  24  July,  1813.     Dismissed  16  February,  1818. 
niorrisoii,  George  F. 

Midshipman,  5  November,  1849.  Passed  Midshipman,  13  June,  1855.  Master, 
16  September,  1855.  Lieutenant-Commander  on  Reserved  list.  Master,  on  Re- 
tired list  from  15  March,  1877. 

Alorrison,  George  H. 

Acting  Third  Assistant  Engineer,  28  May,  1864.  Honorably  discharged  27  Sep- 
tember, 1865. 

Morrison,  Giiy. 

Mate,  1  June,  1863.     Resigned  27  January,  1864. 
Jlorrison,  Ilenry. 

Midshipman,  1  March,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Morrison,  James. 

Midshipman,  20  June,  1806.     Resigned  11  November,  1809. 
Morrison,  James  fl. 

Third  Assistant  Engineer,  3  May,  1859.     Second   Assistant  Engineer  3  October, 
1861.     First  Assistant  Engineer,  20  May,  1863.     Dropped  7  December,  1873. 
Morrison,  Jesse  C 

Carpenter,  25  April,  1842.     Died  16  Aj^ril,  1846. 
Morrison,  J.  I>. 

Midshipman,  8  March,  1833.     Resigned  31  December,  1839. 
Morrison,  Robert  R. 

Acting  Third  Assistant  Engineer;  7  April,  1862.     Acting  Second  Assistant  Engi- 
neer, 17  October,  1863.    HonoraWy  discharged  28  October,  1865.    Acting  Second 
Assistant  'Engineer,  21  August,  1866.     Mustered  out  14  May,  1868. 
Morrison,  !Sainuel. 

Gunner,  4  March,  1828.     Died  31  August,  1823. 

Morrow,  James. 

Acting  Third  Assistant  Engineer,  27  May,  1861.     Resigned  10  December,  1861. 

Morrow,  li.  G. 

Acting  Assistant  Paymaster,  19  January,  1865.     Honorably  discharged  7  October, 
1865. 
Morrow,  Richard  P. 

Acting  First  Assistant  Engineer,  18  March,  1864.     Honorably  discharged  6  No- 
vembeE,  1865. 
Morse,  Edmund  li. 

Acting  Second  Assistant  Engineer,  16  March,  1864.  Appointment  revoked  (Sick,) 
3  December,  1864. 

Morse,  Edward  A. 

Mate,  4  January,  1864.     Honorably  discharged  14  October,  1865. 
Morse,  Esrom. 

Mate,  24  October,  1862.     Resigned  2  March,  1863. 

Morse,  B»e  Witt  C. 

Mate,  25  January,  1864.     Died  at  Mound  City,  111.,  11  December,  1864. 

Morse,  Franklin  A. 

Acting  Third  Assistant  Engineer,  10  November,  1863.  Honorably  discharged 
7  November,  1865. 

Morse,  George  F. 

Acting  Ensign,  11  October,  1862.     Honorably  discharged  16  September,  1865. 

Morse,  Jerome  E. 

Midshipman,  13  October,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  21  March,  1870.     Lieutenant,  21  March,  1871.     Retired  23  July,  1874. 

Morse,  John. 

Acting  Third  Assistant  Engineer,  21  June,  1862.     Resigned  8  May,  1863. 
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lIorNC,  John  O. 

Acting  Eiisitrn,  7  October.  IHCj.     Acting  Master.  18  Juno,  1804.     Dismissed  17  (Oc- 
tober, 18(J4. 
»Ior«e,  Joseph  T. 

Mute,  iiO  ISovembiT,  ISC:?.     A])|)()intincnt  revoked  (Sick,)  11  Fcbruarj',  1804. 
^lorHC,  Jai  Roy  F. 

Acting  Assistant  Surgeon,  14  November,  1803.     Honorably  di8cbarg(<d  7  Decern- 
l)er,'  lst;,j. 
lIorMO,  I..  K.  :il. 

Mi.lsliipman,  10  May,  1820.     Resigned  17  October,  1820. 
Horno,  Theodore  S. 

Mute,  U  May,  1804.     Honorably  discharged  13  November,  ISCJ. 
^lorsc,  IVilliaiu  II. 

Master's  Mate,  1  July,  1839.     Second  Master,  3  March,  1849.     Resigned  25  May, 
1859. 
»IorMe,  William  H. 

Mate,  (■)  June,  1802.     Honorably  discharged  8  December,  ISO."!. 
^lorMon,  IIiif;h. 

Assistant  Surgeon,  4   April.  1831.      Passed  Assistant  Surgeon,   1   August,  1837. 
Resigned  0  September,  1837.     Assistant  Surgeon,  8  September.  1841.     Resigned 
8  December,  1843. 
^lortinier,  George. 

Actii  .,  Third  Assistant  Engineer,  18  July,  1SG4.     Honorably  discharged  9  August. 
18(1.-). 

ttortiiiicr,  George  L. 

Acting  Second  Assistant  Engineer,  13  November,  1803.     Dismissed  13  June,  1804. 
(lortiiner,  IVilliaiii. 

Acting  Gunner,  18  .Vpril,  1803.     Appointment  revoked  30  November,  1804. 
(lortoii,  Francis  P. 

Acting  Assistant  Paymaster,  11  April,  18G3.     Mustered  out  14  December,  1805 
^lorfoii,  Francis  T. 

Acting  Assistant  Paymaster,  4  June,  1802.     Resigned  29  September,  1802. 
tlorton,  George  IV. 

Acting  Assistant  Paymaster,  25  September,  1801.     Mustered  out  7  July,  1807. 
Norton,  Gilbert. 

Acting   Gunner,  1   October,   1802.      Promoted  Acting  Master,  0   October.   1803. 
Honorably  discharged  12  October,  1805.    Acting  Master,  30  May,  1807.    Ensign, 
13  March,  1808.     Retired  list,  14  February,  1874. 
Norton,  Henry  B. 

Acting  Ensign,  3  March,  1805.     Honorably  discharged  13  June,  1805. 
^lorton,  John  W. 

Acting  'lliinl  Assistant  Engineer,  21  March,  1804.     Honorably  discharged  9  Janu- 
ary, i8tjt;. 
Iforton,  Joseph  II. 

Mate,  22  April,  1803.     Resigned  23  November,  1804. 
Ilorton,  Joseph  G. 

Acting  Assistant  Paymaster,  19  November,  1804.     Honorably  discharged  18  Oc- 
tober, 1805. 
Ilorton,  Pliny. 

Assistant  Surgeon,  10   December,   1814.     Last   appearance  on   Records  of  Navy 
Dci)artnient,  1815.     Frigate  ^'United  Stateay 
llorton,  Thomas  II. 

Acting  Muster,  2t)  December,  1801.     Resigned  29  May,  1803. 
Her  ton,  William  11. 

Mate,  15  ()(t..l)er.  1801.     Dismissed  11  April,   1802.     Mate,  24    April,   1862.     Re- 
signed 15  July,  1803 
83 
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Mory,  Joseph. 

Carpenter,  1  August,  1800.     Last  api)earance  on  Recoras  of  Navy  Department 
Moseley,  James  C 

Acting  Midshii)num,  20  May,  1852.     Midshipman,  1  October,  1856.     Passed  Mid- 
shipman, 2«J  April,   1859.     ]\Listcr,  5  September,  1859.     Lost  in  the  ''Levant'' 
18  September,  1800. 
Moseley,  Joseph. 

Acting  Master,  29  October,  1861.     Resigned  (Sick,)  21  May,  18C3. 
Moseley,  Joseph. 

Acting  Ensign,  8  November,   1862.     Appointment  revoked  (Sick,)  0  December, 
1862. 
Moseley,  ISamiiel. 

Assistant  Surgeon,  17  August,  1826.     Surgeon,  4  April,  1831.     Resigned  13  April, 
1852. 
Moser,  Henry. 

Mate,  24  March,  1863.     Appointment  revoked  15  April,  1863. 
Moser,  Jefferson  F. 

Midshipman,  29  September,  1864.     Graduated  June,  1868.     Master,  12  July,  1870. 
Lieutenant,  19  August,  1872. 
Moses,  Alexander. 

Mate,  20  July,  1863.     Resigned  7  August,  1865. 

Moses,  C.  liee. 

Acting  Master,  22  January,  1862.     Resigned  18  August,  1863. 

Moses,  ^Edward. 

Acting  Master,  17  May,  1862.     Died  18  May,  1864. 

Moses,  Jabez  H. 

Acting  Assistant  Surgeon,  19  February,  1864.     Honorably  discliarged  10  October. 
1865. 
Moses,  [Leonard. 

Carpenter,  6  July,  1850.     Died  20  August,  1857. 

Moses,  Philip. 

Midshipman,  17  May,  1800.     Discharged  29  Ai^ril,  1801,  under  Peace  Establish- 
ment Act. 
Mosher,  Charles  R. 

Third  Assistant  Engineer,  20  May,  1863.     Resigned  3  Marcli,  1866. 

Mosher,  William. 

Mate,  15  July,  1864.     Resigned  31  October,  1868. 
Mosher,  TVilliam. 

Midshipman,  7  March,  1814.     Resigned  27  April,  1815. 

Moshier,  William. 

Boatswain,  2  April,  1808.     Discharged  8  August,  1803, 

Mosier,  Edward  T. 

Mate,  9  January,  1864.     Honorably  discharged  13  September,  1867. 

Moslander,  William. 

Acting  Master,  27  December,  1861.     Honorably  discharged  31  October,  1865. 

Mosman,  B.  Frank. 

Acting  Master,  3  July,  1861.     Resigned  7  November,  1862. 

Moss,  Charles  B. 

Chief  Engineer,  29  May,  1844.     Dropped  30  January,  1846. 

Moss,  Jasper  H. 

Mate,  15  September,  1864.     Honorably  discharged  15  July,  1865. 

Moss,  Joseph. 

Mate,  20  December,  1861.     Acting  Ensign,  15  September,  1863.     Dead. 

Moss,  Michael. 

Acting  Third  Assistant  Engineer,   9   October,   1861.     Resigned    21    November, 
1861. 
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MoHHiiiKtoii,  ll!ili<>r. 

Acting  Third  Assistunt  Eugineer,  10  July,  18(»;}.     Honorably  diucbarced  11)  No  ,    . 
ber,  1865. 

Iffofley,  A. 

Midshipman,  16  January,  1809.    Last  appearance  on  Records  of  Navy  Departua-iit, 

lsi."i      I'ortl.iml,  Massachusetts. 

Actiii;^  Ensign,  1  April.  180^.     Honorably  discharged  17  August,  1865. 
IWott,  John. 

Lit  utciiaiit,  9  February,  1805.     Resigned  6  February,  1806. 
Mott,  Uilliam  II. 

Acting  Third  Assistant  Engineer,  17  ^Iiiy,  1S64.     .\cting  Second   Assistant  En- 
gineer, 2  June,  1865.     Honorably  discharged  11  December,  1865. 
MotU  William  II. 

Mate,  12  February,  1864.     Honorably  discharged  21  November,  1806. 
yiott,  William  II. 

Midshipman,  7  August,  1812.     Lieutenant,  1  April,  1818.     Died  4  July,  1824. 
Mott,  William  II. 

Midshipman,  1  January,  1812.     Dismisse<l  7  July,  1812. 
nott,  W  illiam  II. 

Mate,  9  July,  1862.     Honorably  discharg'.nl  21  November,  1866. 
^otte^  William  S. 

:Midsliij)man,  2  March,  1799.     Resigned  22  September,  1799. 
Moulo,  John  J. 

.\cting  Ensign,  28  January,  1864.     Honorably  discliarged  22  October,  1865. 
Mount,  Edtrard. 

Master,  28  June,  1815.     Last  appearance  on  Reconls  of  Navy  Department. 
.Moiinlain,  J.  M. 

Midshii)man,  10  January,  1809.     Resigne<l  19  December,  1809. 
.Howalt,  JameH. 

-Vcting  First  Assistant  Engineer,  15  November,  1861.     Resigned  1   August,  1862. 
Mowbray,  William. 

Gunner,  17  Sejjtember,  1861.     Resigned  19  July,  1865. 
Mower,  Henry  K. 

Midshipman,  1  March,  1825.     Died  in  April,  1828. 
MowHon,  Robert. 

Mate,  25  Janviary,  1865.     Deserted  23  March,  1867. 
Moxley,  Caleb  II. 

Acting  Third  Assistant  Engineer,  28  March,  1864.     Honorably  discharged  28  Oc- 
tober, 1H()5. 
Moxley,  Ilenrj'. 

Acting  Third  Assistant  Engineer,  29  December,  186^.      Honorably  discharged 
9  December,  1865. 
Mo\on,  Henry  C. 

Acting  C  hicf  Engineer,  4  February,  1863.     Died  3  August,  1863. 
Moyer,  Joneph. 

Acting  Ensign,  1  October,  1862.     Honorably  discharged  12  October,  1865. 
Moyle,  Samuel. 

Acting    Thir<l    Assistant    Engineer,   28    March,    1865.       Honorably    cischargcd 
17  Mareli.  1866. 
.MoyleM,  Henry. 

Acting  Second  Assistant  Engineer,  21  October.  1862.     Acting  First  Assistant  En- 
gineer, 22  March,  1N65.     llonorabi}  discharged  26  November,  1865. 
.^Iu4'h,  <»<'orKe  W. 

Assistant  Naval  Constructor,  17  May,  1866.     Naval  Constructor.  15  April,  1871. 
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lliidge,  William  C. 

Mate,  26  May,  1864.     Honorably  discharged  35  October,  1865. 
Mnbatha,  Robert. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  28  No- 
vember, 1865. 
Mnhlenbtirg,  P.,  Jr. 

Midshipman,  20  June,  1806.     Resigned  2  May,  1808. 
Muir,  Robert. 

Acting    Third    Assistant    Engineer,   24  January,   1865.     Honorably   discharged 
15  September,  1868. 
Mnir,  Walter. 

Acting  Ensign,  1  October,  1863.     Resigned  10  April,  1865. 
Miilcare,  Michael. 

Acting  Third  Assistant  Engineer,   28   January,    1863.      Honorably   discharged 
13  July,  1865. 
Mnldaiir,  Alonzo  W. 

Acting  Master,  18  October,  1861.     Acting  Volunteer  Lieutenant,  24  May,  186-1. 
Honorably  discharged  19   November,   1866.     Acting  Master,   23  April,    1867. 
Lieutenant,    13    March,    1868.      Lieutenant-Commander,   18    December,    186S. 
Lost  on  "  Oneida,''''  Yokohama,  Jaj^an,  24  January,  1870. 
Mulforcl,  A.  B. 

Acting  Master,  26  August,  1861.     Honorably  discharged  10  November,  1868, 
Mnlford,  £zekiel. 

Midshipman,  1  February,  1826.     Resigned  7  June,  1830. 

Mnlford,  James  H.,  Jr. 

Passed  Assistant  Paymaster,  23  July,  1866.     Resigned  26  November,  1866. 

Mulford,  Joseph  W. 

Acting  Ensign,  13  July,  1864.     Honorably  discharged  6  December,  1865. 

Mnlford,  Richard. 

Master's  Mate,   date  not  known.     Master,   3   July,    1813.     Last   apiDearance  on 
Records  of  Navy  Department,  1815.     New  York. 
Mnlholland,  John. 

Acting  Third  Assistant  Engineer,  13  September,  1862.     Dismissed  21  April,  1863. 

Mnll,  Alexander  M. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1837.     Died  19  July,   1830. 

Mnll,  Jacob. 

Master,  13  February,  1809.     Struck  off  4  May,  1835.     Master,  5  August,  1835. 
Died  29  January,  1851. 
Mnll,  Thomas  A. 

Midshipman,  1  December,  1834.    Passed  Midshipman,  28  April,  1832.     Dismissed 
12  March,  1838. 
Mnllahan,  Thomas. 

Acting  Second  Assistant  Engineer,  27  February,  1863.     Dead. 

Mnllan,  I>ennis  W. 

Acting  Midshipman,  21  September,  1860.  Ensign,  1  October,  1863.  Master,  10 
May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12  March 
1868. 

Mnllan,  Horace  £. 

Acting  Midshipman,  25  September,  1857.  Midshipman,  1  June,  1861.  Acting 
Master,  23  September,  1861.  Lieutenant,  16  July,  1863.  Lieutenant-Com- 
mander, 25  July,  1866.  Dropped  18  August,  1876.  Restored  to  original  posi- 
tion as  Lieutenant-Commander,  16  July,  1878.     Commander,  8  February,  1879. 

Mnllany,  J.  R.  Madison. 

Midsh'pman,  7  January,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
28  February,  1844.     Commander,  18  October,  1861.     Captain,  25  July,  1866. 
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Cominodnre.    I'i   Au-^iist,    1»7().      l{t'ar-Acliniral,  T)   June.   1874.      lUtirc.I  li^t, 
'J(;  Oclcilxr,  is?!). 

Mulloiif  Aiillioiiy  T.  Jtl. 

Tliinl  Assistant  Eni^inccr,  12  August,  1H(51.     Second  Assistant  Engineer,  21  April, 
IbOi).     First  Assistant  Enj^ineer,  2">  .January,  1805.     Died  20  September,  1877. 
Mullen,  J.  \V. 

jM;itf.  lU  S(])temljer,  18G4.     Resigned  15  May,  1805. 
Million,  IVillium. 

Ari!ii>j^  Ensign,  10  ]\Iarch,  1805.     Honorably  discharged  27  August,  1805. 
Million,  IViiliani  M. 

^liite,  30  August,  1804.     Honorably  discbargcd  0  November,  1805. 
Mulli;;aii,  Itarry  ]>. 

Acting  Third  Assistant  Engineer,  IS  April,  1802.     Acting  Second  Assistant  Engi- 
neer, 18  Octol)er,  1802.     Kesign(<l  17  SeptemlK-r,  180:{.     Acting  Third  Assistant 
Engineer,  8  August,  1804.     Honorably  discharge<l  1  December,  1805. 
Mulligan,  Kioliard  T. 

Midslii])nian,  5  .June,  1871.     Graduated  20  .June,  1870.     Ensign,  2  .January,  1880. 
MuIliiiK,  Joint. 

Acting  Master  and  Pilot.  9  .January,  1805.     llonoraJjlv  discharged    11  October, 
1805. 
Mnllowny,  Kclward. 

Midshiiunan.  21   .June,  1839.     Last  ai)pearancc  on  Records  of  Navy  Department, 
19  September,  1840. 
Mullownj',  John. 

Lieutenant,  9  March,  1798.     Discharged  20  September,  1801,  under  Peace  Estab- 
lishment Act. 
Miiiroad}-,  John. 

Acting  Third  Assistant  Engineer,  24  July,  1803.     Acting  Second  Assistant  En- 
iuoer,  10  ^lay,  1805.     Honorably  discharged  20  February,  1808 

Mnlroacly,  Kohort. 

Acting  Thiril  Assistant  Engineer,  12  November,  1802.     Acting  Second  Assistant 
Engineer,  22  February,  1804.     Acting  First  Assistant  Engineer,  30  November, 
18fi4.     Honorably  discharged  1  December,  1805. 
Muniford,  IVilliani. 

Purser,  13  November,  1799.     Discharged  10  September,  1801,  under  Peace  Estal)- 
lishment  Act. 
Mnn,  Ifii{;li  J. 

Midshii.num,  10  May,  1820.     Died  28  May„1821. 
Mini  CO,  Thoina«4  Q. 

Acting  Miilshipman,  22  September,  1857.     Resigned  10  March,  1860. 

Money,  Milton  II. 

.Mate.    8    December,   1802.      Acting    Ensign.    11    June,    1803.      Acting    Master, 
•J")  March,  1805.     Honorably  discharged  12  December,  1805. 

Mundy,  Goorgc. 

Actiug  Ensign,  1  October,  1862.     Resigned  24  April,  1863. 

Mnndy,  Goorgc. 

Acting  .Master,  14  August,  ISOl.     Actin.*;:   Volunteer  Lieutenant,  18  March,  18C4. 
llonoraiily  discharged  10  December,  1805. 

Miingor,  John  A. 

Acting  Tliird  Assistant  Engineer,  25  November,  1801.     Actiii'.,'  Second   Assistant 
Engineer,  19  December,  1802.     Resigned  23  May,  1863. 

Munn,  JaniOH  P. 

Acting  Ensign,  Admiral  Stribling's  Staff,  23  September,  1804.     Honorably  dU- 
charged  13  January,  1800. 
Miinn,  Saniiiol  K. 

Miilshii)nian,  27  August,  1823.     Passed  Midshipman, 23  Man  h.  1S20.     I.iiutenunt, 
31  December,  1833.     Died  23  November,  1854. 
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Miinro,  Richard  A. 

Boatswain,  25  July,  1826.     Died  27  March,  1S32. 
Miinroe,  Beiijaiiiin  F. 

Acting  Assistant  Paymaster,  7  SejDtember,  18G3.     Mustered  out  27  August,  ISGo. 
Monroe,  Frank  II. 

Mate,  27  July,  1663.     Honorably  discharged  16  August,  1865. 
Mnnroe,  John. 

Boatswain,  14  January,  1840.     Resigned  9  August,  1852. 
Munroe,  John. 

Acting  Third  Assistant  Engineer,  1  February,  1863.     Died  9  September,  1863. 
Munroe,  Joseph  W. 

Acting  Ensign,  1  July,  1864.     Honorably  discharged  16  November,  1865. 
Mnnroe,  William  II. 

Mate,  14  April,  1862.     Resigned  6  October,  1863. 
Mnnroe,  Willis  F. 

Acting  Master,  17  September,   1861.     Died  from  wounds  received  in  Battle  of 
Galveston,  1  February,.  1863. 
Mnnson,  Charles  A.,  Jr. 

Mate,  16  April,  1863.     Resigned  23  June,  1863. 
Munson,  James. 

Acting  Second  Assistant  Engineer,  9  June,  1863.     Dismissed  7  October,  1863. 
Mnrdangh,  James. 

Assistant  Surgeon,  13  July,  1799.     Permitted  to  retire  27  May,  1801. 
Mnrdangh,  William  H. 

Midshipman,  9  Sejjtember,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14   September,  1855.     Lieutenant,  15   Sei^tembcr,  1855.     Dismissed   21    April, 
1861. 
Mnrdoch,  James. 

Lieutenant,  15  November,  1799.     Discharged  14  April,  1801,  undei   i'oace  Estab- 
lishment Act. 

Murdoch,  James  W. 

Lieutenant,  9  August,  1804.     Out  of  service  25  June,  1806. 

Murdoch,  Joseph. 

Midshii^man,  14  November,  1798.     Last  appearance  on  Records  oi  Navy  Depart- 
ment, 16  July,  1801. 
Mnrdock,  Joseph  B. 

Midshipman,  26  July,  1866.     Graduated  7  June,  1870.     Ensign,   13  July,  1871. 
Master,  2  February,  1874.     Lieutenant,  10  March,  1880. 
Mnrphy,  Benjamin  R. 

Acting  Carpenter,  12  May,  1869.     Appointment  revoked  7  June,  1872. 

Mnrphy,  Charles  J. 

Mate,  2  November,  1864.     In  service. 

Mnrphy,  Baniel. 

Second  Assistant  Engineer,  12  November,  1842.     Resigned  25  November,  1848. 

Murphy,  Baaiel  S. 

Acting  Master,  18  December,  1861.     Honorably  discharged  31  October,  1865. 

Murphy,  Henry. 

Sailmaker,  1  August,  1809.     Last  appearance  on  Records  ot  Navy  Department, 
1815.     Brig  "  J.rg'Ms." 
Murphy,  Jeremiah. 

Mate,  8  January,  1862.     Appointment  revoked  (Sick,)  26  Februarv,  1864. 

Murphy,  J.  C. 

Mate,   17  July,   1861.      Acting  Ensign,  20   April,   1863.      Honorably   discharged 
4  October,  1865. 
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Uliirpli^',  Joint  I>. 

Assistant  Surgeon,  24  January,  1802.     Died  20  October,  1807. 
Miirpliy,  John  M. 

MUIsluj)inaii,  18  February,  1841.     Resigned  17  December,  1840. 
iHiirpliy,  Joliii  M. 

Mitlsliipinan,  18  February,  1H41.  Passed  Midsliipnian,  10  Auj^ust,  1847.  Re- 
signed 10  Mav,  lbr>'2.  Acting  Lieutenant,  4  December,  18<)2.  Resigned  IIO  July, 
18G4. 

Miirrli.Vv  Mi  ell  a  el. 

Acting  Ensign,  20  April,  18G4.     Honorably  discharged  20  Augnst,  1805. 

iHiirphy,  IVIonroo. 

Thiitl   Assistant  Engineer,   IS    Noveinl>er,    1802.      Second    Assistant    Ejigineer, 
2:5  Maivh,  18(14.     Resigned  «  December,  1805. 
.Murphy,  Patrick. 

Acting  Ensign,  12  December,  18ti2.     Resigned  22  April,  l80:i. 
.Miirpii)-,  Patrick  J. 

Acting  Third   Assistant   Engineer,    11    January,    18G4.      Honorably   discharged 
10. July,  180G. 
-Ilurphy,  Peter  U. 

Midsiiipnian,  12   May,    1834.     Passed   Midshipman,   8   July,    1830.     Lieutenant, 
20  May,  1840.     Dismissed  21  April,  1801. 
.nurphy,  R.  B.  K. 

Acting  Master  and  Pilot,   \~)   June,   1805.     Honorably   dischaPL'ed   :!()   September, 
1805. 
Mnrphy,  Sainnel  W. 

Acting  Third   Assistant    Engineer,   8    February,    1805.      Honorably    discharged 
12  Septen)ber,  1805. 
Murphy,  William  K. 

Midshipman,  8  February,  1847.     Appointment  revoked  2  May,  1848. 
Murray,  Albert  S, 

Third  Assistant  Engineer,  19  February,  1801.     Second  Assistant  Engineer,  10  Jan- 
uary, 1803.     Killed  ou  the  "  Chenango,''''  15  April,  1804. 
Murray,  Alexainler. 

Midshipman.  22  August,  1835.  Passed  Midshipman,  22  June,  1841.  Master, 
23  March,  1847.  Lieutenant,  12  August,  1847.  Reserved  list,  13  September, 
1855.  Lieutenant  on  Active  list,  12  August,  1847.  Commanrier.  10  July,  1802. 
Captain,  25  July,  1800.  Commodore,  lU  June,  1871.  Rear-.Vdniirul,  2<')  April, 
1876.  Retired  list,  30  April.  1878. 
Murray,  .41e\an«ler. 

Captain,  1  July,  ITKb.     Died  0  October,  1821. 
Murray,  Alexander  M. 

Midshipman.  1  .lanuarv.  1817.  Last  appearance  on  Records  of  Navy  Deparrmcnt, 
0  March,  1SJ2.     Deail. 

Murray,  C'harleH. 

Purser,  31  March,  1843.  Retired  list,  6  January,  1864.  Pay  Director.  Retired 
3  March,  1871.     Died  7  June.  1872. 

Murray,  Charles. 

Mate,  11  June.  18ti3.     Honorably  discharged  12  December,  1805. 

Murrai)',  Daniel. 

Mitlshipinan,  13  July,  1799.     Lieutenant,  20  January,  1807.     Resigned  29  October, 

1811. 

Murray,  V.  Key. 

Midshipman.  2'J  April.  1830.  Passed  Midshipman,!  July,  1842.  MnKtor.  4  No- 
vember, IMJM.  Lieutenant,  24  July,  18-jy.  Commander,  10  July,  1X02.  Retired 
list  y  June,  1807.  Captain  on  Retired  list,  22  June,  1807.  Died  II  July, 
1868. 
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Murray,  George. 

Midshipman,  15  November,  1809.     Resigned  2G  Marcli,  1811. 
Murray,  George. 

Midshipman,  6  January,  1809.     Resigned  18  December,  1809. 
Murray,  George  J. 

Acting  Master,  24  March,  1862.     Appointment  revoked  3  June,  1863. 
Murray,  Jacob  M. 

Third  Assistant  Engineer,  23  June,  1863.     Resigned  13  May,  ISGo. 
Murray,  James  D. 

Purser,  3  June,  1858.     Pay  Inspector,  3  March,  1871.     Pay  Director.  25  September,^ 
1875. 
Murray,  James  M. 

Assistant  Surgeon,  29  December,  1877. 
Murray,  Jobn. 

Acting  Gunner,  19  March,  1864.     Honorably  discharged  21  January,  1866. 
Murray,  Robert  E. 

Acting  Third  Assistant  Engineer,  27  May,  1864.     Honorably  discharged  29  July, 
1866.     Acting  Third   Assistant  Engineer,   3   December,    1866.     Mustered   out 
9  December,  1867. 
Murray,  Tbomas  X. 

Acting  Assistant  Paymaster,  18  September,  1862.     Mustered  out  18  August,  1865. 
Murray,  William  D. 

Acting  Ensign,  13  September,  1864.     Honorably  discharged  31  July,  1865. 
Muse,  John. 

Purser,  16  April,  1799.    Discharged  18  November,  1801,  under  Peace  Establish- 
ment Act. 
Muse,  Jobn  B. 

Midshipman,  1  April,  1828.     Resigned  3  June,  1828. 
Muse,  lieiris  S. 

Midshipman,  11  December,  1809.     Resigned  10  December,  1810. 
Muse,  Tbomas  £. 

Midshipman,  30  September,  1869.     Graduated  31  May,  1873,    Ensign,  16  July, 
1874.     Died  9  December,  1877. 
Muse,  William  B. 

Midshipman,   1   July,   1836.     Passed  Midshipman,   1   July,   1842,      Lieutenant, 
2  June,  1850.     Resigned  9  June,  1852. 
Muse,  William  T. 

Midshijiman,  1  June,   1828.     Passed   Midshipman,  14  June,   1834.     Lieutenant, 
29  December,  1840.    Commander,  14  September,  1855.    Dismissed  2  April,  1861. 

Mnsgrare,  Edward  G. 

Acting  Assistant  Paymaster,  5  August,  1863.    Resigned  (Sick,)  6  September,  1864. 

MusgraTe,  William. 

Third  Assistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  1  July,  1861.. 
First  Assistant  Engineer,  20  May,  1863.     Resigned  12  September,  1865. 
Mushaway,  Jobn 

Boatswain,  30  October,  1799.     Resigned  1  April,  1800. 
Musson,  liewis  F. 

Midshipman,  11  March,  1835.     Resigned  12  April,  1887. 

Myers,  A.  G. 

Acting  Assistant  Paymaster,  5  March,  1862.     Resigned  14  January,  1863. 

Myers,  A.  J. 

Acting  Assistant  Paymaster,  13  June,  1864.     Resigned  13  March,  1865. 

Myers,  Cbarles. 

Mate,  8  April,  1862.     Resigned  (Sick,)  14  June,  1864. 
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M[yorH,  E.  F. 

Mate,  I'J  July.  INC.T.     lU'sijrnod  2:5  Mnrcli,  1870. 
MyorM,  lloiiry. 

Purser,  ~'l  .]nm\  1804.     Resigned  1  Kcl)ruary,  ISOI. 
3fyorH,  II.  <«. 

Midahipinjii),   25    November,    1825.       Passed    Midfliinmiui,    J   .Tune,   1831      Died 
10  September,  18;J4. 
Myers,  II.  II. 

Midbbipmun,  1  April,  ISin.     Died  !i  August,  1820. 
9IyerH,  John. 

Acting  Ensign,  4  November,  18G3.     Acting  Master,  8  .July,  1801.     Honorably  dis 
charged  1:3  August,  1865. 
MyerH,  John  C. 

^latc,  13  November,  1862.     Dismissed  0  December,  1802. 
Myers,  J.  C. 

Acting  Boatswain,  9  Decemlier,  1801.     Dismissed  13  Decemljer,  1801. 
Myers,  John  P. 

Boatswain,  24  July,  1827.     Appointment  revoked  8  May,  1828. 
Myers,  Joseph. 

Midshipman,   0   December,  1814.      Lieutenant,  13  January,  1825.     Commander, 
8   September,   1841.     Reserved  list,  13  September,  1855.     Resigned  22  April* 
1861. 
Myers,  Joseph  G. 

Carpenter,  4  November,  1852.     Died  28  August,  1878. 
Myers,  Jnlian. 

JIi(lshii)man,  2  March,  1839.    Passed  Midshipman,  2  July,  1845.     Master,  21  Feb- 
ruary, 1854.     Lieutenant,  20  September,  1854.     Dismissed  6  December,  1801. 
Mjers,  Meredith. 

Itlidshipnian,  3  February,  1829.     Resigned  7  July,  1829. 
Myers,  Robert. 

Carpenter,  9  March,  1802.     Last  appearance  on   Records   of  Navy  Department, 
19  March,  1802. 
Myers,  Ross  M. 

Mate.  i:{  August,  1863.     Resigned  25  September,  1803.     Acting  Third  Assibtuut 
Engineer,  18  August,  1804.     Resigned  (Sick,)  30  January,  1805. 
Myers,  T.  D. 

Assistant  Surgeon,  27  September,  1870. 
Myers,  Thomas  J. 

Acting  Third  Assistant  Engineer,  12  July,  1804.     Honorably  discharged  4  Novem- 
ber, 1865. 
Myers,  M'illiani. 

Midshipman,  10  January,  1802.     Last  apiiearance  on  Records  of  Navy  Depart- 
ment, 19  .Marcli,  1809. 
Myers,  IVilliam  II. 

Gunner,  10  July,  1841.     Resigned  15  December,  1847. 
Myers,  II  illiani  W. 

Acting  Assistant  Surgeon,  27  Sejjtenjber,  1802.  Apjjointment  revoked  7  August. 
1805.  Acting  Assistant  Surgeon,  12  December,  1873.  Aitpointnient  revi.ked 
31  Deceniljer,  1874. 

9IyK»t(*  Jaretl  P.  K. 

Midshipman,  24  September,  1847.     Passed  Midshi])man,  10  June.  1853.     Master, 
15  Sejjtember,  1855.     Lieutenant.  10  September,  1855.     ResignccI  10  ScptoMjU-r, 
1855.     Acting  Lieutenant,  13  .May.  1801.     Resigned  (Sick.)  12  DecembtT.  1801. 
Myric'k,  John. 

Gunner,  8  August,  1811.     Last  appearance  on  Records  of  Navy  Department,  1815. 


523  GENERAL  NAVY   REGISTER. 

My  rick,  John. 

Gunner,  13  June,  1836.     Died  17  September,  18G2. 
Mytinger,  John  li. 

Mate,  28  October,  1863.     Died  23  September,  1864. 

Xahor,  Frank  W. 

Midshipman,  21   September.  1867.     Graduated   6  June,   1871.     Ensign.   14  July, 
1872.     Master,  11  February,  1875. 
Hagle,  Angnstns  F. 

Third  Assistant  Engineer,  3  August,  1863.     Resigned  3  May,  1865. 
TVagle,  Charles  F. 

Third   Assistant  Engineer,  8  August,   1863.     Appointment  revoked  8  January, 
1866.     Restored  to  the  service,  12  January,  1866,  with  original  date.     Second 
Assistant  Engineer,  25  July,  1866.     Passed  Assistant  Engineer,  15  April,  1874. 
In  service. 
Naile,  Frederick  J. 

Acting   Midshipman,   27   October,    1859.     Ensign,    24   February.    1863.     Master, 
22  February,  1864.     Lieutenant,   22  February,  1864.     Lieutenant-Commander, 
25  July,  1866.     Retired  list,  18  January,  1871. 
IK^ailer,  Jefferson. 

Midshipman,  1  January,  1825.     Resigned  8  July,  1830. 

Nalle,  Thomas  B. 

Purser,  17  October,  1839.     Resigned  31  July,  1861.    - 
Xapheys,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  3  March,  1864.     Resigned  10  May,  1865. 

]¥apheys,  George  H. 

Acting  Assistant  Surgeon,  22  July,  1864.     Resigned  8  September,  1865. 
]Vapier,  Fdward. 

Mate,  1  October,  1862.     Resigned  21  August,  1863. 

Nash,  Daniel  M.  W. 

Carpenter,  30  October,  1860.     Resigned  15  February,  1862. 

:\ash,  D.  M.  W. 

Acting  Carpenter,  8  January,  1880. 
Nash,  David  M.  W. 

Acting  Midshipman,  30  October,  1860.     Resigned  15  February,  1863. 
Nash,  Francis  IS. 

Assistant  Surgeon,  23  December,  1877. 

Nash,  James. 

Mate,  3  July,  1863      Acting  Gunner,  4  February,  1863.     Resigned  25   January, 
1864.     Gunner,  23  April,  1864.     Dismissed  15  October,  1864.     Acting  Gunner, 

6  March,   1865.      Honorably  discharged  16  April,  1866.     Acting   Boatsw^ain, 

7  May,  1867. 

Nash,  James  H. 

Acting  Ensign,  20   January,    1863.      Honorably  discharged    6    February,    1866. 
Acting  Ensign,  10  October,  1866.     Mustered  out  31  October,  1866. 

Nash^  Tames  H. 

Acting  Third  Assistant  Engineer,  39  January,  1867.     Died  on  "  Yantic^"^  33  No- 
vember, 1867. 

Nash,  James  H. 

Acting  Third  Assistant  Engineer,  1    September,  1863.      Honorably  discharged 
18  October,  1865. 

Nash,  Overton  M. 

Acting  Ensign,  18  June,  1864.     Honorably  discharged  2  April,  1866. 

Nash,  Richard. 

Acting  Third  Assistant  Engineer,  23  October,  1863.     Acting  Second  Assistant 
Engineer,  11  October,  1864.     Honorably  discharged  15  July,  1865. 
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VaHoii,  John. 

Mute,   17  April,  lS(i4.     Actinjf  Ensign  and    Pilc.t.  4  July.  1804.     Appointment 
revoked  9  June,  18G5. 

VaHmiii,  Vj.  a. 

Mute.     Disnussed  22  April.  \H(\2. 

V'liiiiiaii,  M'illiaiii  II. 

Sic. Ml. 1  Assistant    Kiit^'ineer,  24  April,  1872.     Passed  Assisti' it  Engineer,  24   Fcb- 

niai-v.  IsTS. 

Vau'iiali,  Iloiijaiiiiii. 

Acting  Second  Assistant  Engineer,  27  October,  1802.    Disniisised  III  October.  180:{. 
Vaylor,  It.  It. 

Acting  Master,  12  September,  1801.     Hesigned  24  April,  1802. 
Vaylor.  Sainuol. 

Lieutenant,  22  May,  1798.     Resigned  I}  December,  1798. 
Va7.r0,  .irtliiir  P. 

Midshipman,  :W  July,   ISOo.     Graduated   4   June,   1809.     Ensign.   12   July.  1870. 
Master,  20  July,  1871.     Lieutenant,  19  November,  1874 
Vazro,  James.  • 

Midshipman.  30  June.  1799.     Resigned  30  September,  1800. 
IToal.  Ileno<liot. 

^Midsiiipman,  2  April,  1804.     Lieutenant,  4  June,  1810.     Died   1   September,  I8l.'». 
(Teal,  Kliaiii  €'. 

Acting  Assistant  Surgeon,  27  Februarv.  1804.     Honorably  discharged  2>  Decem- 
ber, 1805. 
ITcal,  ^Villiam  SilTer. 

Third  Assistant  Engineer,  25  August.  1802.     Second  Assistant  Engineer,  20  Feb- 
ruary, 1804.     First  Assistant  Engineer,  1  January,  1808.     Resigned  3  September, 
1872. 
iTealo,  Francis  D. 

-Vcting  Third  Assistant  Engineer,  23    February,  1805.      Honorably   discharged 
17  July,  1805. 
iTcalo,  Ilitnilot. 

Midshipman.  2  April.  1804.     Last  appearance  on   Records  of  Navv  Department, 
May,  1SU8.     Dead. 
loaliM,  James. 

Mate,  20  July,  1802.     Honorably  discharged  24  October,  1805. 
leall,  William  R. 

Acting  Second  Assistant  Engineer,  15  December,  1802.     Dismissed   13  August, 
lS(;;j. 

rearuH.  Hamilton  C 

Acting  First  Assistant  Engineer,  12  December,  1802.     Resigned  22  April,  1808. 
reel<l,  John  R. 

Acting  Master.  1   October.  1802.      Acting  Volunteer  Lieutenant.  27  May,  1805. 
Houoral)ly  discharged  20  November,  1805 
feely,  James  II. 

Mate,  11    Ni)venibcr,  1803.     Acting  Ensign,  14  February,  i8G4.     Honorably  dis- 
charged 0  (>.t..ber,  1805. 
ieely,  Thomas. 

Acting  Thinl  Assistant  Engineer.  13  May.  1803.     Acting  Second  .V-ssistant  En- 
gineer, 14  January,  1804.     Honorably  discharged  8  Deeembcr.  lsri5. 
leKlc)',  IVilliam  V. 

Midsliipnum,  20  July,  1805.     Graduated  4  June,  1809.     Resigned  10  Atignst,  1873. 
reil,  Cecil  C. 

Mate.  5  March.   1802.     Acting  Ensign.  29  March,   1804.     Honornblr  disch-irged 
10  July,  1805.     Gunner.  3  January,  1870. 
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Neil,  Charles  H. 

Mate,  15  May,  1863.     Resigned  14  Marcli,  1805. 
]\'eil,  IVilliam. 

Acting  Ensign,  9  Aj^ril,  1863.     Acting  Master,  31   May,  1864.     Honorably  (lis- 
cliarged  4  December,  18G5. 
Xeil,  IVilliam  T. 

Acting  Third  Assistant  Engineer,  3  August,  1863.     Resigned  G  Marcli,  1865. 
Keill,  Robert  C. 

Midsliijunan,  7  June,  1799.     Died  in  August,  1799. 
Neill,  William  €. 

Midsbii^mau,  16  January,  1809.     Dismissed  11  January,  181 1 
STeill,  John  £. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer.  21  Octo- 
ber, 1861.     Resigned  23  November,  1865. 
^feilsoii,  Edward  R. 

Midshipman,  27  October,  1841.     Resigned  11  October,  1843 
isreilsou,  George  Crawford. 

Third  Assistant  Engineer,  13  October,  1863.     Second  Assistaltit  Engineer,  1  Janu- 
ary, 1868.     Resigned  5  July,  1876. 
!9feilsoii,  George  W. 

Mate,  24  October,  1861.     Acting  Ensign,  30  August,  1862.     Dismissed  19  June,, 
1863. 
Neilson,  Harold. 

Mate,  29  March,  1870. 
STeilsoii,  John  li. 

Assistant  Surgeon,   28   April,   1870.      Passed  Assistant   Surgeon,   20   February^ 
1875. 
Neilson,  William. 

Midshipman,  20  June,  1799.     Last  appearance  on  Records  of  Narv'   Department, 
6  June,  1800.     Furloughed. 
IHTeilson,  William. 

Acting  Assistant  Surgeon,  10  February,  1863.    Resigned  11  June,  1864. 
Xellis,  Charles  F. 

Acting  Ensign,  22  September,  1863.     Resigned  3  June,  1864. 
Xellman,  Charles 

Acting  Ensign,  8  July,  1864.     Honorably  discharged  10  August,  1865. 
IVelson,  Aaron  H. 

Acting  Assistant  Paymaster,  7  July,  1863.     Resigned  28  March,  1865.     Assistant 
Paymaster,   21    February,  1867.      Passed  Assistant  Paymaster,  30  June,  1869. 
Resigned  14  December,  1861 
Xelson,  Andrew. 

Acting  Ensign,  2  July,  1863.     Honorably  discharged  28  October,  1865 

Kelson,  Armistead. 

Midshipman,  30  November,  1814.     Resigned  30  June,  1817. 

]yelson,  Renjauiin. 

Mate,  13  September,  1864.     Honorably  discharged  9  February,  1866. 

!N^elson,  Charles. 

Acting  Ensign,  24  February,  1863.     Honorably  discharged  27  September,  1865. 
Nelson,  Christian. 

Sailmakcr,  21  December,  1826.     Resigned  7  August,  1835. 

Nelson,  George. 

Acting  Second  Assistant  Engineer,  29  SeiJtember,  1864.     Honorably  discharged 
30  October,  18G5. 

Nelson,  George  E. 

Acting  Master,  9  April,  1862.     Acting  Volunteer  Lieutenant,  22  December,  1864. 
Honorably  discharged  6  December,  1865. 


GENERAL  NAVY   REGISTEH.  r,25 

XoImoii,   Henry  C. 

Asftistaiit  Suigcoii,   9   Aluy,  1801.     Passed   Assistant  Siirtrron.   2G   OctDhf-r,  liOS. 
Surgeon,  ','.j  October,  1804.     Mecliral  Inspector,  20  April,  IbT'J. 
XcIhoii,  John  U. 

^lidshipiiiaii,  21  September,  170S».     Dismissed  :]0  December,  1709. 
\elHoii,  Joliii  I,. 

Miilsliipuiaii,  10  Miircli,  18:58.      Disinisst-.l  19  August,  1845. 
XcIhoii,  JoMopli  S. 

.Mi(l>liii;in!iii,  Ki  January,  1809.     IJesignrd  I  June,  1809. 
XoInoii,  Robert  S. 

M  idsliipinaii,  1  January,  1812.     Discharged  1(»  June,  1812. 
^elHon,  P.  T, 

Midsliipnian.  20  June,  1800.     Last  ui)pearance  on  Records  of  Navy  Department, 

4  2s'<)VLiiditr,  18UG.     Furloughcd. 
^elHon,  Robert  P. 

Mate,  22  August,   18G3.     Acting  Ensign,   10  July,   1804.     Honorably  distbargcd 
27  October,  1805. 
\elNon,  ThoniaH. 

Mate,   8    January.    1802.      Acting   Ensign,    7    November,    1802.     Acting   Master, 
27   Marcli,  \^i<r,.     Master,   21   March,    1808.     Lieutenant,    12  December,    1»0S. 
Lieutenant-Commander,  25  January,  1870. 
WelHon,  ThoninH  II. 

Acting  Second  Assistant  Engineer,  25  March,  1804.    Honorably  discharged  12  May, 
isii.-j, 

\'el8on,  TlioiniiH  J. 

Assistant  Surgeon,  7  August,  1819.     Resigned  15  May,  1820. 
VelHon,  Thomas  X. 

JIate,  G  January,  1803.     Died  in  New  York,  23  April,  1875. 
VelHon,  Valentine  S. 

Cadet  Midshipman,  6  June,  1873.     Graduated  IS  June,  1879. 
W^elHon,  IVilliani. 

Mate,  19  November,  1801.     Acting  Ensign,  18  June,  18G3.     Honorably  discharged 

5  Novemlier,  1805. 

%'elnon,  IVilliani. 

Acting  Master  and  Pilot,   1   October,   1804.     Honorably  discharged  23  January 
1866. 
%>lHon,  William. 

Midshipman,  28  January,   1840.     Passed  Midshipman,    11    July,    1840.     Master, 
19    September,    1854.     Lieutenant,    18    Ajirii,    1H55.       Lieutenant-Commander, 
16  July,  1802.     Detailed  for  duty   in  United  States  Volunteer  Army,  and  died 
as  Major-General,  29  September   1802. 
^'elHon,  IVillijtni. 

Boatswain,  5  June,  1872.     Died  8  January,  1874. 
^'elMon,  William  A. 

Assistant  Surgeon,  9   December,   1839.     Surgeon,  21    November,  1854.     Resigned 
28  July,  1858. 
fexbit,  ThoniaN. 

Acting   Tliirtl   Assistant  Engineer,   14    November,    1861.     Honorably  discharged 
13  January,  1803. 
ieNbitt,  .4ndrew. 

Acting  Tliird  Assistant  Engineer.  13  February,  1802.     Died  9  March.  1S02. 
iTetien,  Joseph  II. 

Acting  Third  Assistant  Engineer,  17  June,  1803.     Acting  Second  Assistant   En- 
gineer, 8  March,  1805.     Died  24  October,  ISOO. 
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Appointment  revoked  6  June,  1865. 

July, 


Honorably  discharged  16  August,  1865. 
Resigned  6  May,  1865. 


Xeslell,  D.  D.  T. 

Acting  Assistant  Surgeon,  25  January,  1862. 

Neville,  Frederick  A. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1828.     Commander,   15 
1851.     Reserved  list,  13  September,  1855.     Dismissed  9  December,  1861. 

IVerille,  John  S. 

Midshipman,  2  May,  1823.  Passed  Midshipman,  18  July,  1839.  Master,  31  Octo- 
ber, 1S46.  Resigned  23  January,  1847.  Acting  Lieutenant,  13  May,  1861. 
Appoiutment  revoked  12  November,  1861. 

IVeTift,  John. 

Midshipman,  30  May,  1803.    Lieutenant,  23  February,  1809.    Resigned  5  January, 
1811. 
Kew,  Joseph  W. 

Assistant  Surgeon,  8  February,  1802.  Surgeon,  28  June,  1809.  Died  23  Septem- 
ber. 1815. 

JVew,  Philip. 

Gunner,  26  March,  1800.     Last  appearance  on  Records  of  Navy  Department. 

New,  Waiter  W. 

Assistant  Surgeon,  5  March,  1811.    Surgeon,  6  October,  1813.    Resigned  23  Decem- 
ber, 1824. 
Newhegin,  John  S. 

Mate,  5  September,  1863. 
Newcomb,  Frank  H. 
Mate,  4  November,  1863. 
Newcomb,  Henry  S. 

Midshipman,  21  July,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  4  Sep- 
tember, 1852.  Lieutenant,  28  June,  1853.  Lieutenant-Commander,  16  July, 
1862.     Commander,  21  September,  1862.     Died  24  October,  1863. 

Neweoinl>,  H.  S. 

Midshipman,  16  January,  1809.    Lieutenant,  24  July,  1813.    Drowned  1  November, 

1825. 

Newcomb,  Simon. 

Professor,  21  September,  1861. 
Newconib,  Walter. 

Midshipman,  11  January,  1812. 

Records  of  Navy  Department,  9  August,  1822. 

Newcombe,  George  I>. 

Mate,  17  November,  1862.     Acting  Ensign,  9  February,  1863.     Appointment  re- 
voked 4  March,  1863.     Re-appointed  19  March,  1863.     Acting  Master,  29  Octo- 
ber, 1864.     Honorably  discharged  30  October,  1865.    Acting  Master,  29  Septem- 
ber, 1866.     Resigned  5  February,  1867. 
Newconibe,  John  B. 

Mate,  31  August,  1863.     Resigned  6  May,  1865. 
Newcomer,  Joseph  W. 

Acting  Assistant  Surgeon,  15  March,  1864.     Assistant   Surgeon,  1  April,  1864. 
Resigned  24  August,  1865. 
Newell,  Chester. 

Chaplain,  8  September,  1841.     Retired  list,  3  July,  1865. 

Newell,  David. 

Acting  Third  Assistant  Engineer,  29  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 3  October,  1864.     Honorably  discharged  23  August,  1865. 

Newell,  Frederick. 

Acting  Ensign,  8  May,  1863.     Honorably  discharged  11  November,  1865. 

Newell,  Harman. 

Third  Assistant  Engineer,  22  September,  1849.  Second  Assistant  Engineer,  26 
February,  1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  Engineer,  23 
April,  1859.     Died  24  March,  1880. 


Lieutenant,  28  March,  1820. 
Dead. 


Last  appearance  on 
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Newell,  John  S. 

Midshipman,   28   Scpti-nibiT,    18GI.      (;ni(liiat('(l    'JJ    Scptcnilicr,    18r,ri.      EnBif,'n, 
1    I)oceml)f'r,    ISCid.     Muster,    12    March,    IHOa.      LifUtiMiant,   20    Murcli,    IhtiU. 
Lieutenant  CunnnaiKkr,  22  Jaiuiar}',  18«0. 
Newell,  Moyd  B. 

Mitlshipuian,  10   May,   1H20.     Lieutenant,   17  May,    \X'2^.     Coniinander,  (i   April, 
1851.     Reserved  list,  i:}  September,  Ibor,.     Died  20  April,  IHOL 

Newell,  TlioiiiiiH  m. 

Master,  11  S(])ttni])er,  181:?.    Lieutenant,  9  December,  1814.    Cnmnninder.  3  Mareli, 
is;!l.    Captain,  26  Januarj-,  1840.    Reserved  list,  13  September,  \ii>}'}.    Resi{<neil 
18  March,  1801. 
Newlinll,  Kiolmrd  II. 

Actini;  Tliird  Assistant  Engineer,  7  June,   1804.     Honorably  discharged   13  No- 

vcniliL-r,  1805. 

Newliii,  George. 

^late,  23  January,  18G2.     Appointment  revoked  10  September,  1800. 
Newliii    John  1j. 

Mate,  4  April,  1802.     Dismissed  28  June,  1802. 
Newniim,  Allen  HI. 

Acting  Master,  9  October,  1801.     Honorably  discharged  20  October.  1865. 
Newman,  GnHtnvnH. 

Gunner,  0  September,  1830.     Died  2  May,  1852. 
Newman,  John. 

Midshipman,  31  October,  1799.     Died  2  August,  1800. 
Newman,  John  M. 

Acting  Third   Assistant   Engineer,  3   September,   1804.     Honorably   discharged 
4  December,  1805. 
Newman,  I^.  Howard. 

Midshipman,  24  Sejjtembcr,  1847.     Passed  Midshipman,  10  June,  1853.     Master, 
15  Septemljer,  1S55.     Lieutenant,  10  September,  1855.     Lieutenant-Commander, 
10  July,  1802.     Died  31  May,  1800. 
Newman,  Hlontgomery. 

Midshipman,  21  November,  1800.     Discharged  12  May,  1801,  under  Peace  Estab- 
lishment Act. 

Newman,  Hlorris. 

Master,  1  August,  1801.     Discharged  8  April,  1803. 
Newman,  Sewell  II. 

Acting  Ensign,  1  Octi)ber,  1803.     Acting  Master,  13  June,  1805.     Honorably  dis- 
charged 20  March,  1800. 
Newman,  Thomas  II. 

Midshipman,  1  January,  1819.     Died  in  May,  1821. 
Newman,  Timothy'. 

Commander,  1  July,  1799.     Died  15  August,  1800. 
Newman,  IVilliani. 

Midshipman,  2  July,  1801.     Resigned  14  June,  1803. 
Newman,  lil'illiam  It. 

Mate,  13  October,  1801.     Acting  Master,  3  February.   1802.     Ensign,  12  March. 
1808.     Master,  18  December,  1808.     Lieutenant,  21  March,  1870. 
Newman,  W.  D. 

Mi(lshii)nian,   1    Februarv,   1814.      Lieutenant,  13   January,    1825.      Commander, 
8  Sci)teini.er.  isll.     Died  9  October,  1844. 
NewHhaiii,  I*<'ler. 

IJoatswain,  10  August,  1805.     Last  appearance  on  Records  of  Navy  Department. 
Newlon,  F.dwin  It. 

Miilsliipman,  1  January.  1819.     Last  appearance  on  Records  of  Navy  Department, 
20  March,  1822.     Dead. 
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iVcTFton,  O.  Bolton. 

Acting  Assistant  Paymaster,  4  June,  1SG3.     Resigned  18  June,  18GC. 
NeTFton,  H.  C. 

Midshipman,  18  June,  1812.     Lieutenant,  28  March,  1820.     Resigned  29  April, 
1828. 
iVewton,  Isaac. 

First  Assistant  Engineer,  15  June,  1861.     Resigned  8  February,  18Go. 

Newfon,  James  J. 

Acting  Third  Assistant  Engineer,  19  September,  18G2.     Dismissed  15  May,  1863. 

Newton,  Joel  W. 

Chaplain,  30  May,  1844.     Died  29  October,  1865. 

Newton,  Jobn  T. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Commander,  3  March, 
1827.     Captain,  9  February,  1837.     Died  28  July,  1837. 
Newton,  John  T. 

Midshipman,  14  October,  1872.     Graduated  20  June,  187G.     Ensign,  9  May,  1878. 

Newton,  Joseph  I>. 

Acting  Second  Assistant  Engineer,  10  August,  1864.    Honorably  discharged  3  July, 
1865. 
Newton,  Joseph  T. 

Acting  Second  Assistant  Engineer,  24  October,  1861.     Resigned  17  December, 
1863. 

Newton,  Thomas. 

Mate,  5  December,  1861.     Deserted  27  November,  1866. 

Newton,  William  £. 

Midshipman,  24  September,  1832.     Struck  off  15  June,  1839. 

Newton,  Willis  H. 

Acting  Third  Assistant  Engineer,  7  March,  1863.     Deserted  30  August,  1863. 

Neylan,  Thomas  F. 

Mate,  26  June,  1863.    Resigned  11  August,  1868. 

Neyle,  Charles. 

Midshipman,  9  May,  1800.     Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 
Nichol,  William  li. 

Assistant  Surgeon,  28  June,  1852.    Resigned  21  November,  1855. 

Nicholas,  George  W. 

Midshipman,  20  June,  1807.    Died  15  September,  1809. 

Nicholas,  J.  N. 

Midshipman,  1  January,  1808.     Resigned  1  September,  1809. 

Nicholas,  John  S. 

Midshipman,  6  June,  1815.     Lieutenant,  28  April,  1826.     Commander,  29  July, 
1842.     Reserved  list,  14  September,  1855.     Captain  on  Active  list,  14  Septem- 
ber, 1855.     Died  18  July,  1865. 
Nicholls,  Benjamin  R. 

Midshipman,  b  July,  1833.     Passed  Midshipman,  8  July,  1839.     Resigned  5  May, 
1841. 
Nicholls,  Joseph  B. 

Acting  Master,  4  November,  1861.     Resigned  4  March,  1862. 

Nicholls,  Robert  H. 

Master,  12  January,  1889.     Appointment  revoked  10  January,  1846. 

Nicholls,  Thomas. 

Master,  6  May,  1812.    Died  12  December,  1822. 

Nicholls,  W.  F. 

Midshiimian,  17  January,  1800.     Resigned  18  September,  1804. 
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XicholM,  AlpliciiH. 

Actinia  Thiid  Ansistimt  Enirint'er.  i:!  .Innuary,  ISCI.     Honornhly  discharged  4  N<»- 
Vfinlnr,  iy(»0. 
NicliolM,  CliairloH  II. 

Actinr;  Third  Assistnnt  Engineer,  1  Octohor.  18C4.    Honorably  discharged  2b  April, 
180'J. 
XicliolM,  C'linrloN  II. 

Miito,  11  Ft-bruury,  l>iO;i.     Resigned  C.  June,  1864. 
XioliolH,  C'loinent. 

Acting  Ensign,  \iO  June,  1864.     Honorably  discharged  19  September,  1865. 
NieliolH,  Cyrus  R. 

Ailing  Ensign,  2  September,  18G4.     Honorably  discharged  17  July,  1865. 
NieliolH,  David  C. 

Mulihipniun,  1  December,  1811.     Resigned  10  January,  1814. 
NicliolA,  Kdward  I*. 

Midshipman,   14  December,  1836.      Passed   Mirlshipman,  1   July,  1842.     Master. 
2   August,    1849.      Lieutenant,   13  March,  1850.     Commander,  16  July,  1862. 
Captain,  25  July,  1806.     Commodore,  24  May,  1872.     Rear-Admiral,  26  Feb- 
ruary, 1878. 
NicliolH,  Francis. 

Midshipman,  18  June,  1812.     Resigned  29  November,  1813. 
Nicliols,  Frank  W. 

Midshipman,  24  September,  1802.     Graduated  0  June,  1807.     Ensign,  18  December. 
1808.     Master,  21  March,  1870.     Lieutenant,  21  March,  1872. 
NicliolH,  GoorKo. 

Captain,  (to  command  a  Galley,)  30  November,  1798.    Last  appearance  on  Records 
of  Navy  Department. 

Nichols,  Henry  £. 

Midshipman,    28    September,   1801.      Graduated   24    September,   1805.     Ensign, 
1  December,  18G0.     Master,  12  March,  1808.     Lieutenant,  20  ]March,  1869. 
Nicliols,  fjloyd. 

Midshipman,  3  January,  1801.     Discharged  31  August,  1801,  under  Peace   F^stab- 
lishment  Act. 

Nlciiols,  R.  II. 

Purser,  19  October,  1812.     Last  appearance  on  Records  of  Navy  Department 
Nicliols,  Robert   II. 

Mitlshipman,  1  September,  1811.     Resigned  1  April,  1828. 
Xiciiois,  Robert  II. 

Master,  12  January,  1839.     Appointment  revoked  10  January,  1846. 
Nieiiois,  Rodney. 

Acting  S(  (  ond  Assistant  Engineer,  31  March,  1803.     Acting  First  Assistant  Engi- 
neer, 9  February,  1804.     Appointment  revoked  (Sick.)  29  June,  1mo4. 
Xichois,  Sniitli  IV. 

Acting  Midshipman,  27  September,  1858.     Lieutenant,!   Autrust,  1802.     Lieuten- 
ant-Commander, 25  July,  1800.     Commander,  20  .\pril.  1^70. 
\iohloH,  TlioniaM  J^. 

Acting  Seroiwl  Assistant  Engineer,  23  December,  1804.     Honorably  discharged 
4  iN'ovcmbcr,  1805. 
Nicholson,  A.  A. 

Midshii>man,  1  January,  1817.     (S^c  Marine  Carps.) 
NicliolHOii,  1>.  <'arroil. 

M;itc,  31  Diciinl.cr,  1809.     R<si;.Mic(l  20  May,  1871. 
Nicholson,  Kdward  I>. 

Midshipman,  20  May,  1805.     Died  15  July,  1807. 
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Nicliolson,  George. 

Boatswain,  8  August,  1803.     Died  29  July,  1809. 
IVicboIsoii,  Henry  C 

Acting  Assistant  Surgeon,  11  May,  1863.     Resigned  21  March,  1864. 
]Viehol$?oii,  James. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department,. 
181G.     Frigate  "  United  States:' 
JVicliolson,  James. 

Midshipman,  1  December,  1809.     Lieutenant,  5  March,  1817.     Last  appearance  on. 
Records  of  Navy  Department,  25  June,  1819.     Dead. 
IVicboIson,  James. 

Midshipman,  29  July,  1800.     Resigned  21  April,  1804. 
Nicholson,  James. 

Acting  Third  Assistant  Engineer,  12  July,  1864.     Resigned  10  May,  1865. 
IVieholson,  James. 

Master,  31  August,  1813.     Discharged  15  April,  1815. 
Nicholson,  James  W.  A. 

Midshipman,  10  February,  1838.     Passed  Midshipman,  20  May,  1844.     Master,. 
11  June,  1851.     Lieutenant,  24  April,  1852.     Commander,  16  July,  1862.     Cap- 
tain, 25  July,  1866.    Commodore,  8  November,  1873. 
Nicholson,  John. 

Acting  Master  and  Pilot,  1  October,  1864.     Appointment  revoked  5  June,  1865. 

Nicholson,  John. 

Midshipman,  1  May,  1800.     Last  appearance  on  Records  of  Navy  Department, 
25  August,  1802.     Furloughed. 
Nicholson,  John. 

Carpenter,  28  April,  1809.     Died  9  September,  1814. 
Nicholson,  John  B. 

Midshipman,  1  May,  1800.    Lieutenant,  20  February,  1807.     Cashiered  8  Decem- 
ber, 1809. 
Nicholson,  John  B. 

Surgeon,  22  October,  1799.     Died  28  April,  1800. 

Nicholson,  Jos. 

Midshipman,  15  July,  1803.     Lieutenant,  15  June,  1809.     Died  29  August,  1821. 

Nicholson,  Jos.  J. 

Midshipman,  2  April,  1804.     Lieutenant,  4  June,  1810.     Commander,  5  March, 
1817.     Captain,  3  March,  1827.    Died  12  December,  1838. 

Nicholson,  Jos.  M. 

Midshipman,  30  August,  1816.     Lieutenant,  28  April,  1826.     Died  5  April,  1833. 

Nicholson,  Michael  J. 

Mate,  23  June,  1862.     Acting  Ensign,  22  March,  1865.     Honorably  discharged 
31  October,  1865. 

Nicholson,  N.  I>. 

Midshipman,  1  January,  1808.     Lieutenant,  24  July,  1813.     Died  24  June,   1822. 

Nicholson,  Reginald  F. 

Midshipman,  30  September,  1869.     Graduated  31  May,  1873.     Ensign,  16  July, 
1874. 

Nicholson,  Samuel. 

Captain,  10  June,  1794.     Died  29  December,  1811. 

Nicholson,  Samuel,  Jr. 

Midshipman,  30  April,  1798.    Died  25  September,  1798. 

Nicholson,  Seth. 

Midshipman,  20  June,  1806.     Resigned  24  July,  1809. 

Nicholson,  SomerTille. 

Midshipman,  21  June,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  9  Sep- 
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tcmbcr,  1833.     Lieutenant,  5  May,  IH.")!.  •  Lieulcnunt-Coninuindcr,  IG  .Inly,  1802. 
Commander,  2  January,   laO^.     Captain,   10  June,  lb70.     lictircd  libt,  b  May, 

XicIiolHou,  William. 

Muster,  14  August,  1S13.     Last  appearance  on  Records  of  Navy  Department,  1815. 

XlcliolHon,  U'illiam  II. 

Midshipman,  17  ^larch,  1817.     Lieutenant,  13  January,   1825.     Dic<l   15  October. 
1827. 
XicholHoii.  fl'illinm  C. 

Miilshijjinan,  18  June,  1812.     Lieutenant,  3  March,  1821.     Commander  8  Septem- 
ber,   1841.      Captain,    22    August,    1855.      Retired   list,   21    December,   1801. 
Commodore  on  Retired  list,  10  July,  1802.     Died  25  July,  1872. 
McliolHOii,  Willium  I>. 

.Midsliipnum,  4  Octoljcr,  1802.     Graduated  June,  1867.     Ensign,   18  December. 
1808.     Master,  21  March,  1870.     Resigned  12  June,  1871. 

NicholHon,  \%'.  K. 

Midshipman,  2  March,  1803.     Last  appearance  on  Records  of  Navy  Department, 
4  June,  1803.     Killed  in  a  duel. 

Nickell,  nugh. 

Master,  4  February,  1809.     Resigned  15  May,  1809. 
IVickclH,  John  A.  II. 

Midshipman,  8  October,  1864.     Graduated  4  June,  1809.     Ensign,  12  July,  1870. 
Master,  20  November,  1872.     Lieutenant,  10  June,  1870. 
^'ickcls,  J.. Frederick. 

Acting  Volunteer  Lieutenant,  20  Auguat,   1801.     Acting   Volunteer  Lieutenant- 
Commander,  0  May,  1805.     Honorably  discharged  20  August,  1805. 

NickerHOii,  Franklin. 

Acting  Assistant  Surgeon,  16  November,  1803.     Resigned  5  November,  1804. 
XickerHon,  Hi  ram  B. 

Mate,  10  October,  1802.     Appointment  revoked  (Sick,)  10  February,  1803. 
]ViekerHon,  L<utlier. 

Acting  Master,  30  August,  1801.     Died  on  the  ''J.  S.  Chamhers,'''  15  August,  1864. 
^TickerHon,  Marcus  A. 

Acting  Ensign,  31  March,  1804.     Honorably  discharged  21  October,  1805. 
NickerHon,  Sjlvanus.  ^ 

Acting  Master,  31  March,  1802.     Acting  Volunteer  Lieutenant,  20  February,  1865. 
Honorably  discharged  4  April,  1808. 

NickerHon,  Theodore. 

Acting  Ensign,  25  April,  1804.     Honorably  discharged  23  November,  1805. 

XickerHon,  Thoma.^. 

Mate,    7  March,  1804.     Honorably  discharged  2   October,  1805.     Mate,  25  May, 
1800.     Resigned  8  October,  1808. 
XickerHon,  IVilliam   .M. 

Assistant  Surgeon,  2  March,  1807.     Retired  list,  15  May,  1874. 
IVicoll,  William  I.. 

Third    Assistant    Engineer,    21    October,    1801.       Second    Assistant    Engineer 
3  August,  1803.     First  Assistant  Engineer,  11  October,  1800. 

\icolHon,  John  R. 

.Miilshipmau,  4  July,  1805.     Lieutenant,  20  May,  1812.     Commander,  5  March. 
1817.     Captain,  24  April,  1828.     Died  9  November,  18-16. 

NicolNon,  John    4>. 

Midshipman,   24  June,   1809.     (Graduated   15  October,   1874.      Ensign,   1.   July. 
1875. 
NicolHon,  William. 

Master,  28  January,  1809.     Resigned  8  June,  1809. 
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Nields,  Henry  C 

Mate,  11  February,  1863.  Acting  Ensign,  11  July,  1864.  Acting  Master,  4  No- 
vember,  1864.  Master,  12  March,  1868.  Lieutenant,  18  December,  1868. 
Lieutenant-Commander,  1  July,  1870.     Died  13  December,  1880. 

Niles,  Hezekiah. 

Midshipman,  10  February,  1838.     Died  23  December,  1841. 

Niles,  Kossiitb. 

Midshipman,  22  September,  1865.  Graduated  4  June,  1869.  Ensign,  12  July, 
1870.     Master,  1  March,  1873.     Lieutenant,  30  September,  1876. 

Wiles,  Marston. 

Acting  Midshipman,  25  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander, 
12  March,  1868.     Resigned  25  December,  1871. 

IViles,  Nattaan  E. 

Midshipman,  28  July,  1864.  Graduated  2  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  7  July,  1874. 

Xilson,  Julius. 

Acting  Ensign,  30  November,  1863.  Acting  Master,  22  November,  1864,  Honora- 
bly discharged  16  July,  1866. 

Xisbet,  Richard. 

Acting  Carpenter,  13  October,  1863.     Resigned  17  February,  1865. 

Nixon,  John  W. 

Purser,  24  December,  1857.     Resigned  15  April,  1861. 

Nixon,  Z.  W. 

Midshipman,  18  June,  1812.     Lieutenant,  28  March,  1820.     Resigned  31   March, 
1826. 
Noble,  Abijah  W. 

Purser,  10  January,  1799.     Resigned  26  February,  1800. 

Noble,  James, 

Midshipman,  27  May,  1824.  Passed  Midshipman,  20  February,  1830.  Lieutenant, 
31  December,  1833.     Dropped  13  September,  1855. 

Noble,  James  ]>. 

Acting  Assistant  Surgeon,  20  February,  1865.  Honorably  discharged  13  January, 
1866. 

Noble,  James  J. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  20  May, 
1863.     Retired  5  January,  1866.     Resigned  3  March,  1866. 

Noble,  Mason. 

Chaplain,  30  March,  1853.     Retired  list,  18  March,  1871. 

Noe,  Henry. 

Mate.     Resigned  19  June,  1863. 

Noe,  James  W. 

Acting  Second  Assistant  Engineer,  1862.     Resigned  3  November,  1862. 

Noell,  Jacob  E. 

Midshipman,  3  December,  1861.  Graduated  24  September,  1865.  Ensign, 
1  December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 
Lieutenant-Commander,  2  August,  1879. 

Noell.  York. 

Midshipman,  24  September,  1870.    Graduated  1  June,  1874.    Ensign,  17  July,  1876. 

Nolan,  Joseph. 

Acting  Second  Assistant  Engineer.     Dismissed  19  July,  1864. 
Nolan,  William. 

Mate,  6  November,  1865.    Dismissed  30  October,  1865. 

Nolan,  William  P. 

Acting  Third  Assistant  Engineer,  29  July,  1863.  Acting  Second  Assistant  En- 
gineer, 31  July,  1863.     Acting  First  Assistant  Engineer,  23  November,  1SG4. 
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^olniKl,  C.  St.  G. 

MidHhipman,  10  June,  1834.  Passed  Mirlsliipiniin.  HI  July.  1^10.  M.ixt.r,  (i  N'.i- 
vember,  184 (5.     Lieutenant,  25  Fol)ruury,  IsiT.     Ui-Higiu-d  '2\)  Jmu-,  lf>.'i4. 

Xolund.  Mnrfiii  V, 

Acting  'I'liiicl  Assistant  Engineer,  8  May,  1803.     Hononibly  diwrliargcd  IT  DiN-em- 

beri  ISf;"). 

Nolnnd,  IVilliam  II. 

Midshipman,  13  December,  1823.  Passed  Midshipman,  23  March,  1829.  Lieu- 
tenant, 31  December,  1833.     Dropped  13  September,  ISOr). 

Nolton,  C.  «. 

Mate,  4  February,  1870.     Resigned  25  November,  1871. 
NonoM,  Iloiiry  B. 

Third  Assistant  Engineer,  23  September,  1853.  Resigned  19  August,  1850. 
Second  Assistant  Engineer,  28  May,  1801.  First  Assistant  Engineer,  1  July, 
1801.     Chief  Engineer,  14  December,  1804. 

NonoH,  J.  B. 

Micishipman,  1  February,  1814.     Resigned  2  July,  1821. 
XonoH,  Jofloriiioii  II. 

Midshipman,  11)  December,  1840.     Appointment  revoked  3  February,  184*^ 
NonoM,  IVa^iiliiiigtoii  II. 

Third   Assistant   Engineer,  8  March,  1850.     Second  Assistant  Engineer,  26  Feb- 
ruary, isoi.     Died  9  September,  1853. 
Noonaii,  I>avi(I  .4. 

Acting    Third    Assistant    Engineer,   25   August,   1864.      Honorably   discharged 
23  February,  1809. 
Nooney,  Janips,  Jr. 

Professor  of  Mathematics,  24  May,  1838.     Resigned  13  May,  1840. 
Norfloct,  £riiOHt. 

Assistant  Suigcon,  21  May,  1874. 
^'orie,  IVilliain. 

Actint;  Third  Assistant  Engineer,  3  September,  1803.  Honorably  discharged 
18  October,  1805. 

^Torinaii,  Benjamin  F. 

Acting  Second  Assistant  Engineer,  4  May,  1803.     Resigned  5  September,  1863. 
.\orinan,  James  91. 

Acting  T^nsign  and  Pilot,  3  May,  1804.     Appointment  revoked  8  June,  1865. 
.\orriH,  Charles  A. 

Actin;_'  Second  Assistant  Engineer.     Resigned  14  April,  1804. 
Norris,  Cnarles  F. 

Mate,  30  March,  1870.     Resigned  2  September,  1870. 
\orriM,  George  A. 

Midshipman,  27  September,  1802.     Graduated  12  June.  1800.     Ensign,  12  March, 
1808.     Master,  20  March,  1809.     Lieutenant,  21  March.  1870. 
XorriH,  George   K. 

Acting  Third  Assistant  Ecgineer,  10  May,  1804.     Honorably  discharged  28  Octo- 
ber, 1805. 
\orrlw.  James. 

.V^sistant  Surgeon,  10  December,  1814.     Resigned  20  June,  1820. 
.\orriM,  John  A. 

Midsliipuian,  27  September,  1805.     Graduated   4   June,   1809.     Ensign,   13  July, 
isTO.     Master,  10  October,  1872.     Lieutenant,  20  October,  1875. 
%\orriH,  Otho. 

Midshipman,  10  January,  1809.     Lieutenant,  24  July,  1813.    Commander,  8  March, 
1N27.     Lost  in  the  '•  j'lomet;'  10  September,  1829. 
.\orriH,  Thomas  K. 

Purser,  30  June.  1840.     Resigned  29  August,   1845. 
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Xorris,  William  H. 

Mate,  3  November,  1862.     Dismissed  21  January,  1863. 
uVorth,  George. 

Midsliipman,  10  September,  1798.     Resigned  4  December,  1800. 
[N^orth,  Gonld. 

Carpenter,  16  May,  1871. 
]^orth,  Henry  H. 

Acting  Master  and  Pilot,  1   September,  1864.     Honorably  discharged  8  October, 
1868. 
^Torth,  James  II> 

Midshipman,  29  May,  1829.  Passed  Midshipman,  5  July,  1835.  Lieutenant, 
8  September,  1841.     Resigned  15  January,  1861. 

IN^orth,  John  W. 

Sailmaker,  3  July,  1849.     Retired  list,  15  October,  1879. 
IVorth,  Joseph. 

Purser,  24  July,  1813.     Last  appearance  on  Records  of  Navy  Department,  1816. 
Frigate  '■'■Macedonian.'''' 
?forth,  Joseph  W. 

Mate,  11  August,  1861.     Acting  Ensign,  28  September,   1863.      Honorably  dis- 
charged 22  September,  1865. 
North,  William  F. 

Acting  Master,  9  September,  1861.     Dismissed  19  June,  1865. 

Xorthrop,  Job. 

Midshipman,  22  January,  1815.     Resigned  7  October,  1816. 

]Vorthrup,  F.  U. 

Mate,  30  March,  1863.    Resigned  22  May,  1865. 

Xorthup,  Gonld. 

Carpenter,  16  May,  1871. 

Norton,  Charles. 

Mate,  4  April,  1862.  Acting  Ensign,  10  September,  1862.  Acting  Master,  11  Au- 
gust, 1863.  Acting  Volunteer  Lieutenant,  15  February,  1865.  Honorably  dis- 
charged 3  February,  1867. 

Norton,  Charles. 

Acting  Third  Assistant  Engineer,  24  August,  1864.     Honorably  discharged  9  July, 
1865. 
Norton,  Charles  F. 

Midshipman,  22  July,  1863.  Graduated  2  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  6  January,  1875. 

Norton,  Ch.  M. 

Midshipman,  5  May,  1806.     Resigned  15  April,  1809. 

Norton,  Charles  SS. 

Acting  Midshipman,  3  October,  1851.  Midshipman,  9  June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4  November,  1858.  Lieutenant,  24  November, 
1860.     Lieutenant-Commander,  16  July,  1862.     Commander,  1  July,  1870. 

Norton,  Frederic  H. 

Acting  Third  Assistant  Engineer,  15  February,  1865.     Resigned  31  October,  1867. 

Norton,  Harold  Percival. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June,  1879. 

Norton,  Hiram  W. 

Acting  Ensign,  17  May,  1864.     Honorably  discharged  6  February,  1866. 

Norton,  Ichabod. 

Acting  Assistant  Paymaster,  2  October,  1863.     Resigned  29  June,  1865.  < 

Norton,  John  F. 

Acting  Assistant  Surgeon,  24  December,  1862.  Appointment  revoked  4  Septem- 
ber, 1863. 
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]Vortou,  Lot. 

3Iutc',  5  June,  18t)l.     Honorably  (lischarj^cil  11  June,  1807.     Mate,  20  December, 
1«G9.     h^upposed  to  have  been  drowned  1872. 
.\orton,  Miohuol. 

Acting  Second  Assistant  Engineer,  1  October,  1802.     Resigned  23  November,  1864. 
\orton,  Kioliarii  V. 

Chai)lain,  7  Aii<,'ust,  181.").     Last  appearance  on  Records  of  Navy  Department. 
\or(on,  ^ihnblll  C,  Jr. 

Acting  KnsiLrn.  20  January,  1804.     Honorably  discharged  7  August,  ISO/}. 
\orvoll,  Ilondriok. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Died  18  May, 
1S37. 
^orvell,  JoHoph. 

Mi(lshii)nian,  13  January,  1834.     Resigned  1  May,  183H. 
.\orwoofl,  John  O. 

Midshipman,  3  July,  1799.     Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 
Xo»trnii(l,  IVarner  II. 

Midshipman,  24  September,  1870.  Graduated  1  June,  1874.  Ensign,  17  July, 
187.-). 

Nott,  Ilngli. 

Acting  Assistant  Paymaster,  17  February,  1803.     Honorably  discharged  12  Decem- 
ber, 1865. 
Notting^ham,  J.  H. 

Midshipman,  4  November,  1841.     (See  Upshur.) 

Nonr^e,  Charles  J. 

Assistant  Surgeon,  1  June,  1876.     Died  23  July,  1880. 
NonrHe,  Joseph  E. 

Professor,  21  May,  1864. 
Nowland,  J.  I^. 

Midshipman,  1  January,  1818.     Last  appearance  on  Records  of  Navy  Department, 
1821.     Ship  "  John  Adams.'^ 
Xoyes.  Allen  R. 

Mate,  5  October,  1861.  Acting  Ensign,  1  September,  1864.  Honorably  discharged 
5  November,  1865.  Acting  Ensign,  14  December,  1806.  Mustered  out  21  De- 
cember, 1868. 

\'oye$4,  Bontelle. 

Midshipman,  26  September,  1804.     Graduated  2  June.  1808.     Ensign,  19  April, 
1869.     Master,  12  July,  1870.     Lieutenant,  14  February,  1873. 
Noyes,  Charles  E.  P. 

Acting  Ensign,  10  September,  1864.     Honorably  discharged  24  July,  1865. 
Noyes,  Charles  II. 

Acting  Assistant  Paymaster,  28  August,  1861.     Resigned  17  January,  1865. 
Noyes,  Henry  M. 

Acting  Third  Assistant  Engineer,  21  November,  1803.     Acting  Second  Assistant 
Engineer,  13  December,  1804.     Honorably  discharged  21  August,  1805. 
Noyes,  Joseph. 

Midshipman,  18  June,  1812.     Resigned  21  June,  1813. 

^'oyes    IVIlliam  II.  D. 

Acting  Assistant  Surgeon,  4  September,  1861.     Resigned  28  November,  1802. 

Naicent,  David  K. 

Acting  Third  Assistant  Engineer,  26  September,  1863.    Resigned  (Sick.)  21  March, 
18ti5. 
Nngent,  Richard. 

Acting  Third  Assistant  Engineer,  13  September,  180-1.  Dismissed  J  1>.  c<  uu'ir. 
1864. 
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Nnlton,  Christopher  H. 

Acting  Second  Assistant  Engineer,  6  December,    1866.      Honorably  dischariijed 
24  September,  1869. 
Nalton,  Christopher. 

Acting  Third  Assistant  Engineer,  16  June,  1862.     Acting  Second  Assistant  Engi- 
neer, 26  July,  1864.     Honorably  discharged  24  SeiJtembe*',  1869. 

IM^ulty,  Thomas. 

Mate,  13  May,  1863.     Resigned  20  August,  1863. 

IVnntz,  John. 

Master,  7  July,  1812.     Died  2T  December,  1824. 

Nutter,  Jacob. 

Gunner,  11  January,  1799.     Resigned  5  February,  1800. 

K^ntting,  William  G. 

Acting  Master,  26  August,  1861.     Appointment  revoked  24  March,  1865. 

:Wutz,  William  R. 

Acting  Third  Assistant  Engineer,  24  December,  1862.     Acting  Second  Assistant 
Engineer,  14  January,  1864.     Honorably  discharged  15  October,  1865. 

Nyborg,  William. 

Acting  Ensign,  30  November,  1863.     Acting  Master,  22  November,  1864.     Honora- 
bly discharged  13  September,  1867. 

IVye,  Edward  C. 

Mate,  26  December,  1863.     Acting  Ensign,  13  November,  1864.     Honorably  dis- 
charged 4  November,  1865. 
Wye,  Franklin  K.  S. 

Mate,  27  July,  1863.     Resigned  10  June,  1864. 

KTye,  Haile  C. 

Midshipman,  28  July,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1872.. 
Master,  1  January,  1875. 

Nye,  Prince  M. 

Mate,  10  December,  1863.     Discharged  2  June,  1864. 

Nye,  William  C. 

Mate,  5  March,  1862.     Honorably  discharged  21  January,  1866. 

Nyman,  Franlc  W. 

Third  Assistant  Engineer,  19  February,  1863.     Resigned  21  April,  1864. 

Nyman,  Jay. 

Mate,  9  April,  1864.     Honorably  discharged  13  November,  1865. 

Nystrom,  John  W. 

Acting  First  Assistant  Engineer,  29  July,  1864.     Acting  Chief  Engineer,  28  Feb- 
ruary, 1865.     Resigned  8  July,  1865. 

Oakes,  Frederick. 

Midshipman,  8  May,  1832.     Resigned  1  May,  1837. 

Oaktbrd,  Isaac  R. 

Third  Assistant  Engineer,  1  July,  1861.    Second  Assistant  Engineer,  18  December, 
1862.     Resigned  13  October,  1865. 

Oakley,  Charles  H. 

Midshipman,  30  March,  1842.     Dismissed  2  October,  1845. 

Oakley,  Charles  H. 

Assistant  Surgeon,  2  October,  1844.     Died  24  July,  1851. 

Oakley,  Eugene  H. 

Midshipman,  2   August,   1847.      Passed   Midshipman,    15   June,   1844.     Master, 
16  September,  1855.     Lieutenant,  17  September,  1855.     Resigned  9  May,  1856. 

Oakley,  Farnam  L.. 

Acting  Assistant  Paymaster,  24  February,  1864.    Mustered  out  10  September,  1865. 
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[>uklov,  Ilonry. 

Mate,  9  .luly,  1802.    Acting:  Ensii^Mi,  :5  March,  18G3.    Acting  Master,  14  May,  1804. 
Kesij^ned  21  Novcinbor,  istll. 
[lakN,  Calvin. 

CurpLiittr,  12  .hinc,  IS^Ci.     Hesigned  20  August,  1833. 
[>afoM,  John  II. 

.M;itc,  7  January,  1802.     Dismis-sed  13  June,  1802. 

l>alloy,  Jolin  V. 

Mute,  13  September,  1804.     Acting  Ensign,  27   November,  180-1.     Honorably  dis- 
charged 10  January,  1868. 

[>borly,  Aaron  N. 

Assistant  Surgeon,  30  July,  1801.     Passed  Assistant  Surgeon,  22  June,  1804.     Sur- 
geon, 19  June,  1800. 
[Iborly,  Ilnbert. 

Mate,  25  Ai)ril,  1803.    Acting  Ensign,  7  July,  1803.    Appointment  revoked  22  Jan 
uary,  1800. 
D^Brien,  DouKlas  F. 

Mate,  19  December,  1801.     Acting  Ensign,  31  July,  1803.     Honorably  discharged 
20  July,  1805. 
O^IIrion,  Kdward. 

Midshipman,  30  October,  1799.     Dismissed  11  May,  1804. 

[>^Brion,  Ciab.  A. 

Midshipman,  1  January,  1825.     Resigned  8  March,  1831. 
[>'Brien,  Iln^ta. 

Acting  Second  Assistant  Engineer,  28  December,  1801.     Dismissed  5  May,  1802. 

[>*Bricn,  JaniCH. 

Mate,  4  October,  1802.     Dismissed  10  March,  1802. 
[>^Brion,  John  S. 

Mate,  27  July,  1803.     Honorably  discharged  30  December,  1807. 
[>'Brien.  Ollror. 

Mate,  meritorious  conduct,  1  December,  1804.     Deserted  25  April,  1805. 
[>''Krion,  Samuel  A. 

Mate,  19  December,  1801.     Resigned  5  August,  1803. 

[>'Brien,  IVilliam   P. 

Acting  Ensign,  15  August,  1862.     Resigned  0  June,  1803. 
[>^Bryan,  Arthur. 

Acting  Third  Assistant  Engineer,  21  May.  1804.     Honorably  discharged  16  Octo- 
ber, 1805. 

O^Bryon,  Kdward   D. 

Mate,  11  June,  18<;3.     Ai)pointment  revoked  1  December,  1804. 

[>^CaIla);han,  Kdward  J. 

Acting  Assistant  Surgeon,  23   December,   1803.     Dismissed  0    September,   1865. 

[>*nillahan,  MoholaH. 

Purser,  21  February,  1801.     Last  appearance  on  Records  of  Navy  Department. 

Oohilfroe,  I>avid. 

Midshipman, 21  June,  1839.    Passed  Midshipman,  11  July,  1840.    Master,  1  March, 
1855.     Dropped  13  September,  1855. 
O^Conner,  J.  C. 

Appointed  Sailmaker,  21  May,  1830.     Resigned  25  July,  1839. 
O'Connor,  John. 

Mate,  10  February,  1803.     Appointment  revoked  3  January,  1800. 
[>''Coiinor,  ChriH. 

Midshipman.  IS  June,  1812.     Discharged  25  May,  1813, 

>*Counor,  I->('<lori<'k  .4. 

Mat.',  12  January.  1^(13.     Acting  Ensign.  21    January.  1804.     Acting  Master,  28 

.Iiine.  IsCiT).      lionctrablv  discharged  27  P<<<'inlMT,  I'-Im. 
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O'Connor,  Nicholas. 

Master,  25  September,  1813.     Last  appearance  on  Records  of  Navy  Deiiartment. 
O'Connor,  IVicliolas. 

Master,  17  October,  1812.     Dismissed  25  August,  1813. 
O'Connor,  Peter. 

Mate,  19  November,  1861.  Acting  Ensign,  15  March,  1864.  Honorably  discharged 
4  March,  1866.     Mate,  5  October,  1865.     Mustered  out  27  August,  1868. 

O'Connor,  Thomas  TV. 

Acting  Second  Assistant  Engineer,  21  July,  1862.  Acting  First  Assistant  En- 
gineer, gallantry,  25  September,  1862.  Honorably  discharged  12  August,  1865. 
Acting  First  Assistant  Engineer,  21  May,  1866.     Mustered  out  23  July,  1867. 

O'Conway,  J.  W.  S, 

Surgeon,  27  June,  1814.     Resigned  5  November,  1821. 

Odbert,  Henry  S. 

Mate,  26  August,  1864.     Honorably  discharged  26  October,  1865. 

Odell,  Alvin  A. 

Acting  Third  Assistant  Engineer,  21  April.  1862.  Honorably  discharged  16  Oc- 
tober, 1865. 

Odell,  George  S. 

Acting  Third  Assistant  Engineer,  8  July,  1863.     Acting  Second  Assistant  En- 
gineer, 29  July,  1865.     Honorably  discharged  1  October,  1867. 
Odend'hal,  John. 

Mate,  20  January,  1870.     In  service. 
Odenheinier,  W. 

Midshipman,  17  December,  1810.     Lieutenant,  16  July,  1814.     Died  13  November, 
1815. 
Odeon,  William  J. 

Acting  Second  Assistant  Engineer,  1862.     Resigned  28  February,  1863. 
Odiorne,  lievi  L.. 

Mate,  5  October,  1863.     Acting  Ensign,  29  November,  1864.     Resigned  29  June, 
1865. 
Odiorne,  Walter  C. 

Mate,  26  August,  1861.     Acting  Ensign,  24  April,  1863. 
O'Donnell,  James. 

Mate,  22  October,  1863.    Resigned  22  May,  1866. 
O'Driscoll,  Cornelius. 

Lieutenant,  26  April,  1799.     Discharged  15  April,  1801. 

Lieutenant,  24  July,  1813.     Died  20  February,  1849. 

Ogden,  Henry  W. 

Midshipman,  1  September,  1811.  Lieutenant,  5  March,  1817.  Commander, 
31  January,  1838.  Captain,  5  February,  1848.  Reserved  list,  13  September, 
1855.     Died  25  August,  1860. 

Ogden,  James. 

Acting  Third  Assistant  Engineer,  15  December,  1862.  Acting  Second  Assistant 
Engineer,  7  June,  1864.     Honorably  discharged  3  October,  3  865. 

Ogden,  Jnlien  S. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  Octol)er, 
1866.  Third  Assistant  Engineer,  2  June,  1868.  Second  Assistant  Engineer, 
2  June,  1869.     Passed  Assistant  Engineer,  20  October,  1875. 

Ogden,  liewis. 

Midshipman,  1  March,  1825.     Dismissed  1  June,  1832. 

Ogden,  William  A. 

Midshipman,  1  September,  1811.     Resigned  7  May,  1812. 

Ogden,  William  B. 

Acting  First  Assistant  Engineer,  5  May,  1863.  Appointment  revoked  (Sick,) 
20  November,  1863. 
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>K<loii,  ^Villiam  II. 

Attiuj4  Sicoml  Assistimt  Engineer,  9  OttoU-r,  IHUI.     AjJiiointnicnt  revoked  c-ii  k.i 

21  April,  1«(;3. 
>Kdoii,  IVilliam  S. 

Midsliipnmn.  2t;  July,   1820.     Lieutenant,  17  Mnv.  1828.     Commander,  22  April, 
1«51.     Kctired  15  .January,  18G2.     Died  14  August,  1»66. 
>Klovio,  Peter. 

Midsliijinuui,  0  January,  1800.     Lieutenant,  18  May,  1804.     LoHt  at  Sea  in  180'.. 
>Kilvie,  JaiiieH. 

Acting  Master,  20  August,  18C1.     Ilonorabiy  discliargetl  C  .June,  \HC,x. 
iK^lvie,  JaiiieH  Ca. 

Chaplain,  IT)  September,  1825.     Last  appearance  on  Uecords  of  Navy  I)ci)artuieut. 
rGrady,  Henry  S. 

Mate,  13  March,  1803.     Acting  Ensign,  2  November,  1803.     Dismissed  10  Novem- 
ber, 1804. 
niara,  Henry  W. 

Mate,  20  February,  1803.     Acting  Ensign,  0  July,  1804.     Honorably  discharged 
2  May,  1808. 
rilara,  Michael. 

Assistant  Surgeon,  31  May,  1854.     Resigned  30  June,  1858. 
I'Kane,  James. 

Acting  Midslupman,  30  September,  1850.     Midshipman,  15  June,  1800.     Master, 
19    September,    1801.     Lieutenant,    10    July,    1802.      Lieutcuant-Commauder, 

22  April,  1800.     Commander,  0  January,  1874. 

rKeefe,  Daniel  J. 

Acting  Third  Assistant  Engineer,  18  April,  1804.     Honorably  discharged  15  May, 
1805. 
I'Keefe,  John  F. 

Acting  Third  Assistant  Engineer,  10  June,  1864.    Honorably  discharged  19  August, 

1805. 

rKeii,  Peter. 

Acting  Ensign,  5  October,  1802.     Acting  Master,  5  June,  1863.     Acting  Volunteer 
Lieutenant,  8  November,  1804.     Honorably  discharged  24  November,  1»05. 

Hcott,  E.  R. 

Acting  Ensign,  special  duty,  6  December,  1863.     Appointment  revoked  1  Septem- 
ber, 1804. 
Meott,  Engene  S. 

Assistant  Surgeon,  24  January,  1862.     Resigned  0  January,  1864. 
Meott,  Henry, 

Midshipman,  5  November,  1809.     Resigned  29  April,  1812. 

rL.eary,  Artliur. 

Acting  Ensign,  5  June,  1803.     Honorably  discharged  9  December,  1868. 

Mer,  Henry  D. 

Mate,  12  May,  1800.     Resigned  15  May,  1867. 
Hiphant.  Joseph  B. 

I'urscr,  1  June,  isCl.     Died  1  September,  1862. 
Miver,  C'liarlem  II. 

Master's  Mate,  3  May,  1843.     Gunner,  2  June,  1840.     Dismissed  21  April,  1801. 

Miver,  Etlwin  W . 

Midshipman,  9  November,  1841.     Resigned  1  June,  1842. 

Mi^er,  Francis  A. 

Acting  Ensign.  15  July,  1863.     Acting  Master,  8  February,  1864.     Appointment 
revoked  :'.l  .May,  1804. 
Miver,  FraiiciM  A. 

Uiiatawain,  28  May,  1850.     Dismissetl  3  November.  1850. 
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Oliver,  Henry  H. 

Acting   Tliird    Assistant    Engineer,   20   Januarj',    1864.     Honorably   discharged 

29  August,  1866. 
Oliver,  James. 

Mate,  5  September,  1866.     Acting   Ensign,   9   September,   1864.     Honorably  dis- 
charged 25  August,  1865.     Mustered  out  1  May,  1869. 
Oliver,  James  H. 

Cadet  Midshipman,  12  June,  1879.     Graduated  18  June,  1879. 
Oliver,  Paul  A. 

Master,  25  April,  1814.     Resigned  9  March,  1815. 
Olmstead,  £dmiind  F. 

Master's  Mate,  3  May,  1843.     Second  Master,  2  March,  1849.     Master,  1  September, 
1851.     Reserved  list,  10  October,  1855.     Died  7  February,  1857. 
Olmstead,  Edward. 

Midshipman,  17  December,  1810.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    New  York. 

Olmstead,  George  A. 

Mate,  20  November,  1863.     Honorably  discharged  24  August,  1867. 
Olmstead,  li.  li. 

Third  Assistant  Engineer,  4  April,  1861.     Resigned  22  September,  1862. 
Olsen,  Cbristian. 

Carpenter,  7  March,  1853.     Died  12  June,  1855. 
Olson,  JCdmnnd. 

Second  Assistant  Engineer,  12  July,  1861.     First  Assistant  Engineer,  15  October, 
1863.    Chief  Engineer,  27  October,  1874.     Lost  on  the  "  Huron;'  24  November, 
1877. 
Omensetter,  George  W. 

Gunner,  27  November,  1861. 
Omensetter,  Robert  Ij. 

Mate,  12  July,  1862.     Acting  Ensign,   15  June,  1864.      Honorably  discharged 

30  November,  1865. 
Omey,  William  H. 

Mate,  18  January,  1864.     Honorably  discharged  18  January,  1868. 
O'Keal,  Robert  H. 

Boatswain,  13  June,  1831.     Died  4  August,  1847. 
O'ZHTeale,  John. 

Midshipman,  29  July,  1806.     Resigned  16  July,  1807. 
0']Veale,  Richard. 

MidshijDman,  1  January,  1812.     Resigned  9  August,  1817. 
O'Xeale,  Robert  H. 

Boatswain,  13  June,  1831.     Died  4  August,  1847. 
O'Xeil,  A.  F. 

Acting  Ensign,  1    October,    1862.     Acting   Master,   16   February,  1863.     Acting 
Volunteer  Lieutenant,  24  October,  1863.     Dismissed  30  June,  1S64. 

O'Xeil,  Charles. 

Mate.     Acting  Master,  1  May,  1862.     Acting  Volunteer  Lieutenant,  30  May,  1865. 
Lieutenant,  12  March,  1868.     Lieutenant-Commander,  18  December,  1868. 

O'Xeil,  James. 

Acting  Third  Assistant  Engineer,  22  April,  1863.     Acting  Second  Assistant  En- 
gineer, 30  April,  1864.     Honorably  discharged  26  February,  1868. 

O'Neil,  John. 

Acting    Third  Assistant  Engineer,   21   October,   1862.      Honorably  discharged 
2  December,  1866. 
O'Neill,  Charles  F. 

Mate,  26  May,  1863.    Honorably  discharged  13  Jime,  1867. 
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rNoill,  C  harlOH  W. 

Acting  Third  Assistant  Engineer.  10  Ajiril,  ISOH.     Acting  Second   Assistant  En- 
gineer, 15  December.  1801.     Honorably  <liscliarged  14  October,  1808. 

r:\oiii,  n.  n. 

Acting  Ensign,  7  August,  1803.     Resigned  2  March,  1805. 
rXoill,  IVilliam  J. 

Acting  Tliird  Assistant  Engineer  11  October,  ISOI.     Honorably  discliarged  18  Sep- 
tember, 1865. 

►pic,  liOroy. 

Midshipman,  21  May,  1800.     Discharged  5  May,  1801,  under  Peace  Establishment 
Act. 
>PI>,  Henry  K. 

Acting  Assistant  Paymaster,  5  February,  1804.     Honorably  discharged  9  Ortobrr, 
1805. 
trchard,  John  M. 

Cadet  Midshipman,  11  June,  1873.     Graduated  18  June,  1879.     Ensign,   11   Julv, 
1880. 
>rcn(t,  An^nstus  C. 

Mate,  11)  May,  1804.     Resigned  24  May,  1805. 
>rontt,  John  A. 

Mate,  7  December,  1803.     Honorably  discharged  2  May,  18Q6. 
)rcntt,  William  K. 

:yiate,  5  August,  1803.     Resigned  (Sick.)  18  March,  1864. 
»r<l,  James. 

Midshii^man,  9  June,  1811.     Resigned  13  April,  1813. 
^rdway,  William  A. 

Mate,  9  October,  1862.    Acting  Ensign,  23  December,  1803.    Honorably  discharged 
20  June,  1866. 
trgan,  David. 

Acting  Ensign,  9  November.  1863.    Acting  Master,  22  December,  1804.    Honorably 
discliarged  1  November,  1865.     Acting  Master,   12  September,  1860.     Died  18 
August,  1808. 
►rme,  J.  George. 

Acting  Assistant  Paymaster,  11  May,  1864.     Mustered  out  21  November,  1865. 
»rinond,  John  O. 

Mate.     Resigned  I'J  February,  1862.     Acting  Master,  30  April,  1862.     Dismissed 
1  April,  1803. 

►rmsbj',  dJeorgc  F. 

Cadet  Midshipman,  24  September,  1873.     Graduated  4  June,  1880. 
>rmshy,  Robert. 

Purser,  25  Ajjril,  1812.     Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 
>rne,  Joshna. 

Midshipman,  10  January,  1809.     Resigned  29  October.  1810. 
►rr,  lleotor. 

Surgeon,  2  .March,  1799.     Discharged   10  June.  1801,  under  Peace   Establishnu  tit 
.Vet. 
»rr,  William  L.. 

Acting   Second   Assistant   Engineer,  21    March,   1865.     Resigned    18  December, 
1805. 
>rHwell.  Cieorge  B. 

Acting   First  Assistant   Engineer,  21    February,    1802.      Honorably  disclmrced 
20  December,  1805.     Acting   First  Assistant  Engineer,  7  April,  1800.      Mus- 
tered out  27  August,  1807. 
Ortega,  John. 

Mate,  30  August,  1804.     Deserted  June,  1805. 
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Osborn,  Arthnr  P. 

Midshipman,  25  July,  1865.     Graduated  June,  1869.     Ensign,  12  July,  1870. 
Master,  12  July,  1871.     Lieutenant,  23  October,  1874. 
Osborn,  Francis  O. 

Acting  Ensign,  20  August,  1863.    Acting  Master,  6  December,  1864.     Honoraljly 
discharged  16  July,  1866. 

Osborn,  James. 

Acting  Second  Assistant  Engineer,  10  September,  1861.    Resigned  14  Febniarv. 
1863. 
Osborn,  Marcus  B. 

Acting  Assistant  Paymaster,  11  October,  1861.     Resigned  16  September,  1863. 
Osborii,  Victor  M. 

Acting  Third  Assistant  Engineer,  27  March,  1865.     Resigned  20  November,  1867. 
Osborn,  William  A. 

Mate,  14  May,  1863.    Resigned  17  May,  1865. 
Osborne,  Charles  A. 

Mate,  12  June,  1863.    Honorably  discharged  36  August,  1865. 
Osborne,  [Leonard. 

Assistant  Surgeon,  24  July,  1813.     Surgeon,  37  March,  1818.    Died  5  October,  1837. 
Osgood,  Oeorge  C. 

Acting  Assistant  Surgeon,  26  February,  1863.    Honorably  discharged  19  January, 
1866. 
Osgood,  Joseph. 

Master,  3  July,  1813.    Died  8  August,  1813. 
O'Shannessy,  James.  «  t 

Midshipman,  9  July,  1833.    Resigned  37  February,  1839. 

Osterhans,  Hugo. 

Midshipman,  25  September,  1865.     Graduated  7  June,  1870.     Ensign,  13  July, 
1871.     Master,  12  February,  1874.     Lieutenant,  13  March,  1880. 

Osterhonlt,  DaTis  I>. 

Acting  Third  Assistant  Engineer,  24  August,  1864.    Honorably  discharged  5  Oc- 
tober, 1865. 
Osterlob,  John  C 

Acting  Assistant  Paymaster,  32  January,  1864.    Honorably  discharged  6  October, 
1865. 
Osternieyer,  William. 

Acting  Carpenter,  28  June,  1864.     Honorably  discharged  21  September,  1865. 

Ostranger,  A.  H. 

Acting  Ensign,  4  January,  1864.     Honorably  discharged  1  August,  1865. 
O'Snllivan,  W.  R. 

Midshipman,  1  November,  1828.     Dismissed  10  December,  1830. 

Otis,  Arthur  EL. 

Midshipman,  9  September,  1841.     Resigned  10  August,  1849. 

Otis,  James  F. 

Acting  Ensign,  29  October,  1862.     Acting  Master,  30  January,  1865.     Honorably 
discharged  19  August,  1865. 

Otis,  Jenks  II. 

Assistant  Surgeon,  19  April,  1851.     Passed  Assistant  Surgeon,  10  April,  1856. 
Surgeon,  2  June,  1861.     Died  27  August,  1864. 

Otis,  William  H. 

Mate,   11    September,   1863.      Acting  Ensign,   30   September,  1863.      Honorably 
discharged  11  August,  1865. 
Otley,  William. 

Acting  Second  Assistant  Engineer,   9   February,   1864.    Honorably  discharged 
23  August,  1865. 
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Otter,  William, 

Acting  CiirponUT,  0  July,  1801.     Ilononihly  discharged  19  February,  18C0. 
OttlKnoii,  CiiarlcH  F. 

Actinj^  IMiisttT,  special  duty   us   Drill   Oflicor,  31    October,   IMtjlJ,      Appointment 
rtvokcd  27  October,  1801. 
OttiMcIi,  M  illiuiii. 

Actinia  Master,    10   June,    ISlil.     Appointment   revoked    (Sick.)   11  April,   1«C3. 
Aetin<^  Ensign,  1  October,  1808.     Honorably  discharged  8  December,  1865. 
OTutt,  JaiiioN. 

Mate,  i  October,  1802.     Promoted  Acting  Ensign,  9  October,  1863.     Honorably 
disoliarged  24  June,  18GG. 
OTeriiiaii,  lolin. 

Carpenter.  22  October,  1841.     Died  19  March,  1845. 
Ovcrn,  John. 

Acting  Third  Assistant  Engineer,  1  August,  1802.     Resigned  24  March,  1803. 
Ovcrn,  John  J. 

Carpenter,  2  May,  1860.     Died  10  June,  1807. 
Overton,  Daniel  li. 

Acting  First  Assistant  Engineer,  31  August,  1804.    Honorably  discharged  23  Sep- 
tember, 1865. 
Overton,  P.  II. 

Midshipman,  30  November,  1814.     Resigned  18  November,  1821. 
Owen,  Alfred  HI. 

Assistant  Surgeon,  20  May,  1869.    Passed  Assistant  Surgeon,  18  March,  1874. 
Owen,  Charles  W. 

Acting  Ensign,  3  August,  1864.     Honorably  discharged  11  August,  1865. 
Owen,  KliaH  K. 

Midshipman,  7  December,  1848.    Passed  Midshipman,  15  June,  1854.     Master, 

15  September,  1855.     Lieutenant,  10  September,  1855.     Lieutenant-Commander, 

16  July,  1802.    Commander,  25  July,  1800.     Retired  list,  9  June,  1870.     Died 
8  April.  1877. 

Owen,  Liean<ler  Co 

Acting  Euiign   13  September,  1864.     Honorably  discharged  25  July,  1865. 
Owen,  O.  Darwin. 

Acting  Ensign,  16  February,  1865.     Honorably  discharged  17  September,  1867. 
Owen,  Silas. 

Mate,  9  September,  1802.  Dismissed  21  May,  1863.  Acting  Ensign,  25  Novem- 
ber, 1803.  Acting  Master,  25  July,  1865.  Honorably  discharged  4  November, 
1805. 

Owen,  William  II. 

Acting  Assistant  Paymaster,  30  September,  1862.     Resigned  8  October,  1863. 
Owen,  William  U. 

Mate,  18  April,  1803.     Acting  Ensign,  11  June,  1868.     Resigned  13  March,  1865. 
Owens,  A.  A. 

Acting  Master,  13  May,  1862.     Honorably  discharged  13  August,  1865. 
<lwens,  Forrest  It. 

Acting  Ensign  and   Pilot,  13  December,  1803.     Acting  Master  and  Pilot,  1  Octo- 
ber, 1804.     Honorably  discharged  29  November,  1805. 
Owens,  James   II. 

Carpenter,  4  November,  1852.     Died  10  October,  1873. 
Owens,  John. 

Acting  Ensign,  3  August,  1804.     Honorably  discharged  13  July,  1805. 
Owens,  Tiionias. 

Acting  Assistant  Surgeon,  10  August,  1804.  Honorably  discharge*!  28  Dccembrr, 
1809.  Acting  Assistant  Surgeon,  8  February,  1870.  Honorably  discharged  80 
June,  1879. 
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Owings,  John  €. 

Master,  15  September,  1806.     Resigned  22  February,  1810. 

Owings,  ISaniiiel  J. 

Acting  Ensign,  3  September,  1863.     Died  at  St.  Louis,  Mo.,  October,  1863. 

Owins,  John. 

Gunner,  7  March,  1842.     Dropped  20  April,  1861. 

Pace,  DaTid. 

Acting  Third  Assistant  Engineer,  13  August,  1863.  Acting  Second  Assistant  Ee 
gineer,  20  March,  1865.     Appointment  revoked  29  December,  1866. 

Packard,  Harrison  I>. 

Mate,  21  January,  1864.     Acting  Ensign,  1  December,  1864.     Honorably  discharged 
16  May,  1865. 
Packard,  Henry. 

Acting  Assistant  Paymaster,  25  September,  1861.     Died  29  January,  1862. 

Packard,  R.  O. 

Civil  Engineer,  28  November,  1866.    Commissioned  28  March,  1867.     Resigned 
28  April,  1869. 
Packer,  Charles  H. 

Mate,  1  November,  1861.     Acting  Ensign,  1  February,  1864.     Dismissed  10  August, 
1864. 
Packett,  John. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Died  29  March,  1820. 

Paddock,  Samuel  B. 

Acting  Midshipman,  26  September,  1856.  Midshipman,  15  June,  1860.  Acting 
Master,  26  June,  1861.     Appointment  revoked  24  July,  1861. 

Page,  Benjamin. 

Midshipman,  26  March,  1800.     Resigned  7  July,  1803. 

Page,  Benjamin. 

Midshipman,  17  December,  1810.  Lieutenant,  27  April,  1816.  Commander, 
22  December,  1835  Captain,  8  September,  1841.  Reserved  list,  13  September, 
1855.    Died  16  April,  1858. 

Page,  Benjamin. 

Acting  Assistant  Paymaster,  12  June,  1862.     Resigned  30  December,  1865. 

Page,  Benjamin. 

Mate.     Appointment  revoked  (Sick,)  19  May,  1862. 

Page^  Charles  H. 

Acting  Assistant  Surgeon,  2  February,  1863.  Surgeon,  23  September,  1863.  Died 
24  December,  1867. 

Page,  DaTid  P. 

Acting  Ensign,  2  December,  1863.  Acting  Master,  22  November,  1864.  Honor- 
ably discharged  28  October,  1865. 

Page,  Henry. 

Midshipman,  5  February,  1800.     Resigned  7  June,  1803. 

Page,  Henry  ME. 

Mate,  11  January,  1865.     Resigned  30  June,  1865. 

Page,  Henry  T. 

Mate,  23  November,  1863.  Acting  Ensign,  4  September,  1864.  Honorably  dis- 
charged 3  June,  1865. 

Page,  Hugh  M. 

Midshipman,  1  September,  1811.  Lieutenant,  1  April,  1818.  Commander,  28 
February,  1838.  Captain,  29  May,  1850.  Reserved  list,  13  September,  1855. 
Resigned  19  April,  1861. 

Page,  James. 

Surgeon,  23  April,  1827.     Died  15  March,  1832. 
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l*a;;(',  .laiiK'M. 

Assistuiit  Surgooii.  7   Sij)tciiil)fr,   ISOT.     Surgeon,  5  Marcli.   1811.     Resigiie*!    II 
.luiie,  1S21. 
I*a)(«>.  Joroiiiiuli  J. 

Acting  Assistiuit  Surgeon,  ]\  Kcliruarv,  JSTI.     Assistant  Surgeon,  l{ctirc«l  list.  :{0 
.Fun.',  IST'.t. 
I*a);4',  .loll II    W. 

Matt',  I'J  Novenvijer,  I.hC.I.     lU'signcd  'J'.t  Octolx-r,  1802. 
l*a};<>,  I^'wiM  It. 

Midshipman,  9   March,   1801).     Dismissed    8   March,  1813.     Master,  C  April,  isiH. 
Died  ir>  September,  182fi. 
Pago.  OofariiiH  A. 

Midsliipman,  •'.  .lune,  ISOO.      I.icutenant,  !)  February,  IsOT.     Died  in  June,  ISlU. 
Fa^o,  Rioliard  li. 

Midshipman,  1  March,  1824.    Passed  Midshipman.  20  February,  1830.    Lieutenant, 
-Mi  March,  1834.     Commander,  14  September.  18.'i,'j.     Dismissefl   18  Ajjril.  1h«;i. 
PajfO,  Kobort  N. 

Midshipman,  2  May,  1800.     Discharged  24   September,  1801,  under  Peace  Estab- 
lisliment  Act. 

PaKO,  TlioiiiaH  J. 

Midsliipman,  1  October,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant. 
20  December,  1839.     Commander,  14   September,  1855.     Dismissed  22  A])ril. 
1861. 
PaKO.  William. 

Midshipman,  1  January,  1817.     Resigned  3  January,  1820. 
Pa^e.  William  M. 

Assistant  Surgeon,  31   October,  1855.     Passed    Assistant  Surgeon,  4  Mav.  isiio. 
Surgeon,  1  August,  18(51.     Dismissed  10  October,  1861. 
Paget,  John  II. 

Acting  Third  Assistant  Engineer,  9  May,  ISOl.     Acting   Second  Assistant   Engi- 
neer, 28  May,  1863.    Acting  First  Assistant  Engineer,  m  March.  18t»4.    Honond.lv 
discharged  28  March,  1867. 
Paino,  AniaNa. 

Midshipman,   1   May,   1822.      Passed   Mi<lsliipman.   24    May,   1828.       Lieutenant, 
3  Mar(;h,  1831.    Commander,  12  April,  1853.     Reserved  lis"t.  13  September,  1855. 
Captain  on  Reserved  list,  9  June,  1862.     Died  27  July.  1863. 
Paino.  A.  O. 

Acting  Ensign,  5  January,  1863.     Dismissed  27  May,  1863. 
Paine,  FraneiH  M. 

Acting  Ensign,  25  August,  1862.     Acting  Master,  9  Nov(  luber,  1864.     Honorably 
discharged  13  Sejjtember,  1M07. 
Paine,  Fre«ieriek   II. 

Midshipman,  27  July,  1S()3.     Graduated  June,  1867.     Ensign.  18  Decend.er.  \'*i<^. 
Master,  21  March,"l870.     Lieutenant,  20  June,  1871. 
Paine,  Jamex  <■. 

Mate,  5  October,  1861.     Appointment  revoked  22  March,  1M64.     Mate,  22  Septem- 
ber, iHfU.     Honorably  discharged  20  February.  1H(>c>. 
Paine,  John  S. 

Midshipman,  29  November,   1813.     Lieutenant,   13  Junuarv.   1825.     Commander, 
8  Sei>tember,  1841.     Reserved  list,  13  September,  1855.     Died  2  May,  1859. 
Paine,  Orrin  N. 

Midshipman,  2  July,  1814.     Resigned  27  February,  1M15. 
Paine.  Saninel  T. 

Mate.  lU  .luly.  14(61.     Died  on  "'  Kear$arge,"  28  March,  1806. 


85 


546  GENERAL  NAVY  REGISTER. 

Paine,  Sumner  C 

Midshipman,  21  September,  1SG5.  Gradviated  June,  18G9.  Eusign,  12  July,  1870. 
]Master,  12  July,  1871.     Lieutenant,  7  October,  1874. 

Paine,  Theodore  II. 

Acting  Ensign,  17  April,  1803.  Acting  Master,  22  April,  1865.  Honorably  dis- 
charged 10  November,  1865. 

Paine,  Thomas. 

Master,  10  October,  1812.  Lieutenant,  1  December,  1815.  Commander,  3  March, 
1835.  Captain,  8  September,  1841.  Reserved  list,  13  September,  1855.  Died 
9  November,  1859. 

Painter,  Francis  J. 

Acting  Assistant  Paymaster,  17  February,  1863.  Passed  Assistant  Paymaster, 
23  July,  1866.     Retired  list,  13  May,  1869 

Painter,  George. 

Carpenter,  9  April,  1804.  Last  appearance  on  Records  of  Navy  Department, 
1  September,  1809. 

Painter,  Joseph  E. 

Acting  Assistant  Surgeon,  5  August,  1870.     Died  15  March,  1878. 

Palfrey,  Robert  B. 

Mate,  5  April,  1864.     Appointment  revoked  13  May,  1864. 

Pallett,  Robert. 

Acting  Third  Assistant  Engineer,  26  April,  1862.  Acting  Second  Assistant  Engi- 
neer, 3  March,  1863.     Honorably  discharged  4  September,  1865. 

Palmer,  Albert  S. 

Second  Assistant  Engineer,  14  January,  1839.  Previous  appointment  revoked, 
and  appointed  Second  Assistant  Engineer,  28  July,  1845.  Resigned  15  July, 
1848. 

Palmer,  Archy  S. 

Acting  Ensign,  15  July,  1863.     Honorably  discharged  S  December,  18(35. 

Palmer,  Charles  F. 

Mate,  25  January,  1862.  Acting  Ensign,  30  August,  1864.  Honorably  discbargL«<I 
18  January,  1866. 

Palmer,  Eugene  P. 

Mate,  9  June,  1862.  Resigned  21  October,  1862.  Mate.  7  July.  180:5.  Acting 
Gunner,  9  April,  1864.     Honorably  discharged  31  December,  1S06. 

Palmer,  Oeorge  li. 

Acting  Third  Assistant  Engineer,  21  January,  1862.     Appointment  revoked  17 
March,  1862.     Acting  Second  Assistant  Engineer,  8  December,  1862.     Drowned 
15  January,  1865. 
Palmer,  George  W. 

Assistant  Surgeon,  18  August,  1826.  Passed  Assistant  Surgeon,  3  March.  1835. 
Died  6  November,  1836. 

Palmer,  George  W. 

Acting  Master,  23  August,  1861.     Dismissed  14  December,  1861. 

Palmer,  James  C. 

Assistant  Surgeon,  26  March,  1884.  Surgeon,  27  October,  1841.  Medical  Direc- 
tor, 3  March,  1871.     Retired  list,  29  June,  1873. 

Palmer,  James  S. 

Midshipman,  1  January,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
17  December,  1836.  Reserved  list,  13  September,  1S55.  Commander,  Active 
list,  14  September,  1855.  Captain  on  Active  list,  16  July,  1862.  Commodore, 
7  February,  1863.     Rear-Admiral,  25  July,  1866.     Died  7  December,  1867. 

Palmer,  John  H. 

Mate,  15  November,  1861.     Resigned  21  March,  1862. 

Palmer,  John  W. 

Midshipman,  30  November,  1814.     Resigned  15  April,  1828. 


GENERAL  XAVV    KKOISTKM,  64  7 

Paliiior,  John    yv. 

.M;isur's  ^Liti-,  1  .Inly,  1>>I().     Died  •,':',  .July,  1«51. 
I'ulnier,  f^aiulvert  ii. 

Midshipman,  20  July,   18(5;{.      Gnuiuated   June,  1808.     Ensii,Mi,   19   April.   18C!i 
Master,  12  July,  INTO.     Lieutenant,  10  November,  1872.     Ix>8t  in  the  ••  J/ur,>„ 
2  J  ^'oviMiilior,  1877. 

I*»Iiiior,  Marshall  ]•]. 

Midshipiuaii,  2:5  March,  1848.     Resii,'ncd  1:5  May,  185:5. 

I'alincri,  Koborf. 

Lieutenant.  G  March,  1790.     Discharged  8  Decenilxr,  IsOl,  under  Peace  Establigli- 
mcnt  Act. 

l*aliiior,    Robert. 

Master,  7  May,  1812.     Dismissed  2  April.  ISM. 

I>aliiier,  Williani  II. 

Acting  Assistant  Paymaster,  25  October,  18G4.     Honorably  discharged  15  Uctooei 
1805. 

Pauonkc,  William  D. 

Acting  Third  Assistant  Engineer,  20  October,  180:5.     Honorably  discharged  2  Or 
tober,  lyG5. 

I'anooast,  Allen  A. 

Acting  Assistant  Paymaster,  5  August,  18«»1.     Resigned  30  .January.  lMi4. 
Paueoast,  John  A. 

Acting   Third  Assistant    Engineer,   17   February,   1801.       Honorably  dischargetl 
30  August,  1865. 
Punsborn,  Henry  H. 

Paymaster,  1  June,  1801.     Died  :31  .luly,  1800. 
Papanti,  Frank  L.. 

Mate,  14  October,  1803.     Ilonorably  discharged  10  July,  1805. 
Pardee,  Joweph  W. 

Mate,  4  April,  1804.     Appointment  revoked  10  October,  1804.     Mate,  4  February, 
1805.     Honorably  discharged  15  August,  1805. 

Pardee,  S.  S. 

Mate,  20  December,  1861.     Dismissed  1  May,  1802. 
PariM,  Rn«4Hel  €. 

Cadet  Midshipman,  23  September,  1873.     Graduated   18  June,  1879.     Resigned 
1  December,  1880. 
Park.  Charles  S. 

.Vet ing  Assistant  Paymaster,  21  October,  1804.     Ilonorably  discharged  2   .Vuiriisi. 
1805. 
i'ark,  David  K. 

Sailmaker,  2  August,  1844.     Died  5  .\ugust,  1848. 
Park,  Kdward  H, 

Acting  Third  Assistant  Engineer,  27   December,    1804.     Honorably   discharged 
30  April,  18C8. 
Park,  John. 

SurL,'ei>n,  11  October,  1799.     Discharged  0  July,  1801,  under  Peace   Establislmunt 
Act. 

i^ark,  Stephen  A. 

Male,  23  January,  1804.     Honorably  discharged  0  August,  1805. 
I>ark,  IVilliani  I>. 

Acting  Tliii.l  Assistant  Engineer,  22  May,  1862.     Died  11  July,  1803. 
I>ark,  Williani  I>nnlap. 

Third    .\>sistant   Engineer,   4    February,    18C2.      DisniiAscd    17    February,    1862. 
Third  .\ssistant  Engineer,  17  December,  1802.     Died  11  July,  1803. 
Park.  W.  W. 

Acting  Assistant  Surgeon,  1  May,  180;j.     Died  3  .Vugust,  1803. 
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Parke,  Cornelins  T. 

Third  Assistant  Engineer,  26  February,  1851.     Resigned  ol  May,  1854. 

Parke,  Jolin  G. 

Acting  Assistant  Surgeon,  19  February',  1862.     Honorably  discharged  G  November, 
1865. 
Parker,  Adaiu8. 

Acting  Ensign,  4  March,  1863.     Dismissed  17  November,  1863. 
Parker,  CJiarles. 

Acting  Third  Assistant  Engineer,  29   December,    1864.     Honorably   discharged 
4  March,  1866. 
Parker,  Kdwiii  X. 

Mate,  6  May,  1865.     Deserted  17  March,  1867. 

Parker,  Forbes. 

Acting  Assistant  Paymaster,  19  October,  1861.     Assistant  Paymaster,  19  March, 
1862.     Paymaster,  26  August,  1865.     Dropped  2  August,  1871 
Parker,  Foxliall  A. 

Midshipman,  1  January,  1808.  Lieutenant,  9  March,  1813.  Commander,  3  March. 
1825.     Captain,   3   March,    1835.     Reserved  list,    13    September,    1855.      Died 

23  Noveml.)er,  1857. 
Parker,  Foxhall  A. 

Midshipman,  11  March,  1837.     Passed  Midshipman,  29  June,  1843.     Acting  Master, 

17  November,  1847.  Lieutenant,  21  September,  1850.  Reserved  list,  14  Sep- 
tember, 1855.  Commander,  16  July,  1862.  Captain,  25  July,  1866.  Commodore, 
25  November,  1872.     Died  10  June,  1879. 

Parker,  Francis  H. 

Acting  Midshii^man,  20  September,  1861.  Graduated  September,  1865.  Ensitrn, 
1  December,  1866.     Retired  list,  17  November,  1868. 

Parker,  George. 

Midshipman,   3    February,    1800.      Lieutenant,   30   March,    1807.      Commander, 

24  July,  1813.     Died  11  March,  1814. 

Parker,  George. 

Midshipman,  6  June,  1815.     Last  appearance  on  Records  of  Navy  Department, 
1815.     New  Orleans. 
Parker,  George. 

Sailmaker,  3  July,  1841.     Died  5  October,  1857. 
Parker,  George  A. 

Acting  Assistant  Surgeon,  19  April,  1864.     Died  18  June,  1864. 

Parker,  George  C. 

Master,  15  July,  1812.     Last  appearance  on  Records  of  Navy  Department. 

Parker,  George  O. 

Acting  Third  Assistant  Engineer,  25  March,  1864.     Resigned  23  June,  1865. 

Parker,  George  S. 

Acting  Assistant  Surgeon,  22  September,  1864.     Resigned  9  September,  1865 

Parker,  George  W. 

Acting  Master,  12  August,  1861.     Honorably  discharged  24  September,  1865. 

Parker,  Hiram,  Jr. 

Third   Assistant  Engineer,    16   November,   1861.      Second    Assistant    Engineer, 

25  August,    1863.     First    Assistant   Engineer,    11    October,   1866.     Resigned 

18  February,  1875. 

Parker,  James,  Jr. 

Midshipman,  14  November,  1846.  Passed  Midshipman,  8  June,  1852.  Master, 
15  September,  1855.  Lieutenant,  16  September,  1855.  Resigned  2  October, 
1856.  Acting  Lieutenant,  8  May,  1861.  Lieutenant-Commander,  16  July,  1863. 
Resigned  31  May.  1866. 

Parker,  James  li. 

Midshipman,  6  June,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8  Sentember.  1841.     Died  12  Julv.  1847. 
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I*ark4'r,  JaiiiCM  I". 

Cadet  MidshipiiiJiii,  r»  .Iiiiu-,  INT:!.      ( IiadiiiilctI  IS  .Iiiiic,  1879. 
Parker,  J.  II. 

A<tin<^   Assistant   Surgeon,  Ki    March.  ISC.:!.     lliiii(iral)lv   dis<liarf,'<d    12   Octohcr 
1805. 
Parkor,  John. 

Assistant  Surgeon,  11  May,  1798.     Lust   a])pcnrancc  on  RccordH  of  Navy  Dejmri 

Iiirnt. 

I'arkor,  Joliii. 

I'lnser,  ir>  .lime,  17110.      Died  2")  .huie,  17!)1). 
I*arkor,  John  V. 

Mate,  4  >;..\  ember,  I8(il.      Deserted  \2  June.  ISC'). 
Parkor,  John  C. 

Aeting  Master,!   Octolier,  ISd'J.     A(;ting    Volunteer   Lieutenant,  29  March,  1864. 
Uesigned  ;31  May,  180"). 
I*arker.  John  F. 

Midsliipnian,   '2!)   September,    1870.     (Jraduated    1    June,  1874.     Knsign.    17  Juh, 

1875. 

I*arkor,  John  II. 

Midshi|)nian,  30  December,  1830.     Passed  Midshipman,  1  Julv,  1842.     Lieutenant. 
2  June,  1800.     Dismissed  18  January,  1802. 
I*ark<'r,  John  P. 

^Iidslii])man,   1    Ai)ril,  1828.     Passed   Midslii])man,   14   Jiine,    1834.     Lieutenant. 
2-')  February,  1^41.     Reserved  list,  13  September,  1855.     Died  7  June,  1800. 
Parker,  Joseph  It. 

Acting  Assistant  Surgeon,  4  December,  1803.     Honorably  disclnirged   12  Ortolier. 
1805.      Assistant   Surgeon,  24    November,    ISOO.      Passed   Assistant   Surgeon, 
31  December,  1807.     Surgeon,  13  August,  1870. 
Parker,  IjeTtin. 

Gunner,  13  February,  1832.     Died  31  August,  1845. 
I'arker,  Xathaniel  C^. 

Acting  Assistant   Surgeon,  23  October,   1802.     Appointment   revoked  8  March, 
1803. 
Parker,  Xeheniiah. 

C'ari)cnter,  27  January,  is-Jd.      Died  20  August,  1830. 
Parker,  R.  liC  Roy. 

Mate,  24  Fel)ruary.  1802.     Dead. 
I»arker,  Rohert  W. 

A(  ting  p]n.siL,Mi,  20  Decemljcr,  1802.     IIonoral»ly  discharged  11  December,  1805. 
Parker,  Sainnel. 

Lieutenant,  18  Ajiril,  1799.  Discharged  13  April,  1801.  under  Peace  Establish- 
ment Act. 

I'arker,  Sainnel   F. 

P.i.atswaiii.  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 
I'arker,  Seolhiy. 

A(  ting  Assistant  Surgeon,  9  September,  1803.     Acting  Passed  Assistant  Surgeon, 
1 ".  May,  isc.ti.     Honorably  discharge<l  19  January,  1808. 
I*arker,  Tlioiiia.H  V. 

Mate,  1    Septc  Milier,  1801.     Acting   Ensign.  20   November,    1804.     Honoral'iy   lii^- 
charged  4  October,  1805. 
l*arker,  ^Villiani. 

(Hiiiner,  21  January,  1862.     Died  November,  1864. 
Parker,  M  illiam  A. 

Midshipman,  3  .luly,  1832.  Passed  Midshipman,  23  June.  1888.  Lieutenant, 
10  May,  1M13.  Commander,  28  June,  1801.  l{(tired  list,  23  I)ercnd>or.  1865. 
Captain  on  Retired  list.  4  .\pril,  1807. 
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Parker,  William  C. 

Mute,  2  Juue,  18G4.     Honorably  discharged  27  September,  1868. 

Parker,  William  D, 

Acting  Tliird  Assistant  Engineer,  1  February,  1865.  Honorably  discharged 
25  September,  1865. 

Parker,  William  H. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 

I  March,  1855.     Lieutenant,  14  September,  1855.     Dismissed  20  April,  1861. 

Parker,  William  H. 

Midshipman,  17  April,  1863.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Parker,  William  S. 

Acting  Assistant  Surgeon,  18  March,  1864.     Resigned  8  March,  1865. 

Parkes,  Jobn  W. 

Third  Assistant  Engineer,  10  July,  1847.  Second  Assistant  Engineer,  13  Septem- 
ber, 1849.     Resigned  21  May,  1853. 

Parkhiirst,  George  A. 

Gunner,  3  January,  1862.     Dismissed  2  March,  1863 

Parkinson,  William  li. 

Midshipman,  29  September,  1832.     Dismissed  15  June,  1838. 

Parks,  Charles  P. 

Acting  Second  Assistant  Engineer,  26  January,  1863.  Died  from  wounds  26  April, 
1864. 

Parks,  Edward  W. 

Acting  Third  Assistant  Engineer,  11  January,  1864.     Resigned  20  October,  1864. 

Parks,  George  H. 

Acting  Third  Assistant  Engineer,  6  July,  1863.     Killed  by  explosion  on  "  Tulip,^^ 

II  November,  1864. 

Parks,  Rufns. 

Assistant  Paymaster,  12  September,  1861.  Paymaster,  14  April,  1862.  Pay 
Inspector,  23  February,  1877. 

Parks,  Theodore  W\ 

Mate,  26  February,  1863.     Appointment  revoked  (Sick,)  21  October,  1863 

Parks,  William. 

Mate,  9  March,  1866.     Resigned  5  April,  1867. 

Parks,  William. 

Mate,  7  February,  1865.     Resigned  5  April,  1867. 

Parks,  Wythe  M. 

Assistant  Engineer,  8  May,  1877, 
Parmelee,  Arthur  W. 

Mate,  22  January,  1863.  Appointment  revoked,  having  been  appointed  Captain's 
Clerk,  14  February,  1863. 

Parnell,  Edward. 

Midshipman,  20  June,  1806.     Resigned  29  December,  1806. 

Parris,  Elias. 

Acting  Third  Assistant  Engineer,  11  December,  1862.     Resigned  26  June,  1863. 

Parrish,  Horatio  X. 

Acting  Master,  23  September,  1861.     Resigned  6  December,  1861. 

Parrish,  Joseph. 

Midshipman,  19  October,  1841.     Dismissed  27  June,  1850. 

Parrott,  Enoch  G. 

Midshipman,  10  December,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8  September,  1841.  Commander,  24  April,  1861.  Captain,  25  July,  1866. 
Commodore,  23  April,  1870.  Rear-Admiral,  8  November,  1873.  Retired  list, 
4  April,  1874.    Died  10  May,  1879. 
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I'arry,  Cj-rns. 

-Mi.ishipuum,  18  May,  1800,     Dismissed  7  May,  1813. 
I'arry,  John. 

Acting  Kiisign,  2  July,  18G3.     Honorably  discharged  19  October,  1805. 
I'arry,  JoNopli  li. 

Acting,'  First  Assistant  Engineer,  3  October,  1862.     Resigned  15  July,  18C4. 
Pai'Moiii,  J  oil  II. 

(ill  pi  liter,  12  July,  1800.     Last  appearance  on  Records  of  Navy  Department. 
I'lii-MoiiM,  /ilono    D. 

-VctiiiL;  Tliird   Assistant   Engineer,  27   December,  1804.      Honorably  discharged 
ri  February,  \bW. 
ParNoiiH,  Ai'tliiir  I\ 

]^Iatt',  2  January,  1802.     Acting  Ensign,  30  Julv.  1803.     Honorably  discharged 
24  October,  18*05. 
PnrMoiiH,  Arfliiir  II. 

-Miiishipman,  27  July.  1804.  Gradunlcd  .June,  1868.  Ensign,  11)  April,  1869. 
Master,  12  July,  1870.     Resigned  7  Deceml)er,  1871. 

Pai-MoiiN.  i:.  I>.  w. 

.Mate,  in  November,  1802.     Resigned  20  January,  1865 
ParsoiiK.  Ilenry. 

:Maie,  i:!  December,  1801.     Died  18  June,  1863. 
I'arMoiiH,  James  Ij. 

Acting  Tliird  Assistant  Engineer,  27  July,  1863.     Acting  Second  Assistant  En- 
gineer, 20  February,  1804.     Honorably  discharged  8  November,  ISO."). 
I*arHonH,  Joliii  K. 

Acting  Assi-stant  Surgeon,  10  October,  1803.     Acting  Passed  Assistant  Surgeon, 
24  March,  1800.     Resigned  8  December,  1800. 
ParsoiiH,  Rioliar«I. 

Gunner,  10  June,  1799.     Resigned  20  August,  1801. 
Parsons,  8c'Ott  B. 

Mate,  5  June,  1802.     Resigned  17  December,  1802. 
Parsons,  Thomas  A. 

Assistant  Surgeon,  4  November,  1834.     Resigned  20  September,  1837. 
Parsons,  Fsher. 

Assistant  Surgeon,   0  Julv,   1812.    Surgeon,  15  April,  1814.     Resigned  23  April 
1S23. 
Parsons,  ^Villiani. 

Assistant  Sun^ion,  1',  .'Slay.  1799.     Resigned  24  July,  1800. 
Pari  rid};*',  Kd^vin  M. 

Mate,  12  October,   1801.     Acting  Ensign,  19  July,  1802.     Appointment  revoked 
17  November,  18G2. 
l*artri<lKe,  Frederick  IV. 

Acting,'  Master,  28  February.  1802.     Resigned   19  March,   1802.     Acting  Master, 
27  March,  1"?02.     Honorably  discharged  30  October,  1805. 
I*arlrid);e,  John  .4. 

Acting  Knsiyn,  30  1,'ovcmbcr,  1804.     Honorably  discharged  12  October,  1865. 
Partridge,  Feander  II. 

Acting  ]SIaster,  18  December,  1801.     Acting  Volunteer  Lieutenant,  8  April,  ISG.*}. 
Honorably  discharged  20  November,  1805. 
Pary,  C.  B. 

Aetinrj   Ensign,  and  Pilot,   18  Julv,  1804.     Appointment  revoked   12   December, 

ib<i;j. 
Parys,  Kdinimd. 

Mate,  8  May,  1802.  Resigned  2  July,  1863.  Mate.  3  October,  1863.  Acting 
Ensiijn,  22  November,  1n(;4.  Appointment  revoked  18  November,  1807.  Mate, 
6  November,  1809.     Resigned  23  Fcbruar;,  1870. 
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Pasqncll,  Richard. 

Acting  Master,  30  December,  18G1.     Dismissed  29  May,  18G3. 

Pastucr,  Edi«ar<1  W. 

Midshipman,  23  January,  1841.     Resigned  2  May,  1848. 
Patch,  ]¥athaniel  J.  K. 

Midshipman,  20  September,  1865.  Graduated  June.  18G9.  Ensign,  12  July,  1870. 
Master,  27  October,  1872.     Lieutenant,  9  March,  187G. 

Patch ke,  Onstaviis  A. 

Mate,  27  August,  1SG3.  Acting  Ensign,  5  October,  1864.  Honorably  discharged 
17  January,  1868.  Mate,  21  January,  1870.  Appointment  revoked  22  Septem- 
ber, 1871. 

Paterson,  R.  H.  li. 

Midshipman,  1  October,  1827.     Resigned  12  April,  1831. 

Patten,  Edward  C, 

Third  Assistant  Engineer,  3  May,  1859.     Dismissed  8  January,  1861. 

Patten,  Johuc 

Midshipman,  38  May,  1800.  Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 

Patten,  S.  P. 

Acting  Master,  29  October,  18G1.     Dismissed  24  June,  1862. 

Patten,  Thomas. 

Midshipman,  9  November,  1813.     Resigned  20  October,  1820. 

Patten,  William  W. 

Mate,  13  December,  18G1.     Resigned  16  May,  18G3. 

Patterson,  Carlile  P. 

Midshipman,  3  September,  1830.  Passed  Midshipman,  4  June,  1836.  Lieutenant^ 
8  September,  1841.     Resigned  2  September,  1853. 

Patterson,  Daniel  T. 

Midshipman,  20  August,  1800.  Lieutenant,  24  January,  1807.  Commander,  24 
July,  1813.     Captain,  28  February,  1815.     Died  25  August,  1839. 

Patterson,  George  A. 

Acting  Ensign,  13  January,  18G3.     Appointment  revoked  (Sick,)  20  July,  1863. 

Patterson,  Griffith  W.  I>. 

Acting  Master,  5  October,  1861.  Acting  Volunteer  Lieutenant,  1  June,  1864.  Honor- 
ably discharged  14  December,  1865.  Acting  Master,  13  August,  1867.  Mustered 
out  1  July,  1868. 

Patterson,  James. 

Acting  Third  Assistant  Engineer,  30  August,  1861.  Acting  Second  Assistant 
Engineer,  23  May,  1863.     Honorably  discharged  3  April,  1SG8. 

Patterson,  James  W. 

Third  Assistant  Engineer,  21  April,  1863.  Second  Assistant  Engineer,  28  Septem- 
ber, 1864.     Retired  31  October,  1869. 

Patterson,  John. 

Boatswain,  3  April,  1832.     Died  13  December,  1836. 

Patterson,  John  A. 

Acting  Third  Assistant  Engineer,  3  November,  1863.  Acting  Second  Assistant 
Engineer,  6  October,  1864.     Honorably  discharged  11  February,  1866.  '"^^ 

Patterson,  John  M.  ^ 

Midshipman,  1  January,  1818.     Resigned  17  September,  1821. 

Patterson,  John  O. 

Acting  Master,  29  May,  1861.     Resigned  10  April,  1565. 

Patterson,  John  S. 

Midshipman,  18  April,  1S33.     Passed  Midshipman,  8  July,  1839.     Killed  28  Octo- 
ber, 1842. 
Patterson,  IVathanicl  P. 

Third  Assistant  Engineer,  15  March,  1847.     Second  Assistant  Engineer,  10  Sep- 
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tcmbrr,   1S41).     First  Assistant  Enc^inccr,  20  February,  1851.     Chief  Enfjincor 
15  October,  lf^59.     Name  stricken  from  the  Rolls  of  the  Nuvy,  10  June,  1»()1. 
l>attorHon,  Robort  E. 

ActinfT  Assiotant  I'avmaster,  8  March,  1803.     Honorably  discharj^cil  12  December 
18(i5. 
l*utlerHon,  Saiiiiicl  €■. 

Actin<;    Si'coiiil   Assistant    Engineer,   9   December,    lH(i:{.     Honorably   discliargn 
25  August,  lyr.o. 
PatterHOki,  SiliiM  \%\ 

Mate,  'M  December,  1«()1.     Dismissed  30  April,  1802. 
PnlterHon,  TIioiiiuh  II. 

Midshipman,  5  April,  1S3G.  Passed  Midshipman,  1  July,  1842.  Master,  31  Octo 
bcr,  l^<lf<.  Licutiiiaiit,  23  June,  1841).  Commander,' U",  July,  1802.  Captain 
25  July,  1800.     Commodore,  2  November,  1871.    Rear-Admiral.  28  March,  1877 

PatlorHon,  IVillinin. 

ActiiiLC  Third  Assistant  Engineer.  3  June,  1801.     Appointment  revoked  (Sick,, 
•Jl  December,  1801. 
PatforHoii,  IVilliani  A. 

]\Iidshipiiiau.  1  October,  1827.     Resigned  19  October,  1831. 
PattorHoii,  IVillinm  J. 

Actin<4   Third   Assistant   Engineer,    17    August,    1804.      Honorably    dischargee 

19  April,  1800. 
PattiHon,  Thomas. 

Midshipman,  2  March,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  17  Feb 
ruary,  1854.  Lieutenant,  19  September,  1854.  Lieutenant-Commander,  10  July 
1802.  Commander,  3  March,  1805.  Captain,  3  July,  1870.  Commodore 
11  December,  1877. 

Patton,  Francis. 

Midshipman,  27  November,  1799.     Resigned  5  May,  1800. 

Patton,  George. 

Midshipman,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart 
mcnt,  1815.     Charleston,  South  Carolina. 
Patton,  Roberv. 

Midshipman,  9  September,  1841.     Resigned  1  October,  1840. 

Patton,  Robert. 

Midshipman,  2  Februarj-,  1829.     Dismissed  19  June,  1837. 

Pattoii,  William  F. 

Surgeon,  4  April,  1831.     Resigned  0  May,  1801. 

Panl,  Allen  G. 

Midshipman,  23  September,  1802.  Graduated  June,  1800.  Ensign,  18  December 
1808.     Master,  21  March,  1870.     Lieutenant,  2  November,  1871. 

Panl,  George. 

Third  Assistant  Engineer,  10  January,  1803.     Resigned  9  September.  1805. 

Panl,  Henry  J. 

Midshipman,  1  April,  1828.  Passed  Midshipman.  14  June,  1834.  I.x)8t  at  Sci 
10  March,  1839. 

Panl,  Mark  W. 

Carpenter,  20  Jidy.  1801.     Resigned  13  November,  1805. 

Panl,  IVilliani,  Jr. 

Actiiiir   First  Assistant   Engineer,   28   November,   1803.     Honorably   discbargee 

20  September,  1805. 

Panl,  William  91. 

Midshipman,  24  September,  1803.  Graduated  June,  1807.  Ensign,  18  December 
1808.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  R.si.M.i.i 
23  March,  1872. 
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Paulding,  Hiram. 

MiclshiiJiiian,    1    September,   1811.      Lieutenant,   27   April,    ISIO.      Commander, 
9  February,  1837.     Captain,   29  February,  1844.     Retired  list,  21   December, 
1861.     Rear-Admiral,  Retired  list,  16  July,  1862.     Died  20  October,  1878. 
Paulding,  Tieonard. 

j\lidshipman,  19  December,  1840.     Passed  Midshipman,  11  July,  1846.     Master, 
1    March,    1855.       Lieutenant,   14   September,   1855.      Lieutenant-Commander, 
16  July,  1862.     Commander,  24  December,  1865.     Died  29  April,  1867. 
Paulding,  Kol>ert  P. 

Assistant  Paymaster,  31  July,  1869.     Passed  Assistant  Paymaster,  31   July,  1873. 
liesigned  3  December,  1879. 
Paul],  John  W. 

Acting  Third  Assistant  Engineer,  18  March,  1863.     Acting  Second  Assistant  En- 
gineer, 13  August,  1863.     Honorably  discharged  19  January,  1866. 
Pary,  Eli  R. 

Acting   First   Assistant   Engineer,   4    December,    1863.      Honorably   discharged 
19  February,  1866. 
Pav.v,  William  li. 

Mate,  23  January,  1862.    Acting  Ensign,  20  November,  1862.    Resigned  7  October, 
1863.     Acting  Ensign,  23  April,  1864.     Resigned  30  June,  1866. 
Paxson,  Isaiah. 

Third  Assistant  Engineer,  17  March,  1863.     Second  Assistant  Engineer,  1  Septem- 
ber, 1864.     Resigned  18  November,  1865. 
Payne,  Charles  W. 

Mate,  16  June,  1864.     Appointment  revoked  (Sick,)  7  November,  1804. 
Payne,  £dward  D. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  28  June,  1865. 
Surgeon,  14  November,  1871.     Retired  list,  13  April,  1876. 
Payne,  James. 

Captain,   (to   command   a    Galley,)    16    September,  1798.       Last   appearance   on 
Records  of  Navy  Department,  9  October,  1798. 
Payson,  Thomas  K. 

Acting  Third  Assistant    Engineer,   15   October,    1863.      Honorably   discharged 

18  August,  1865. 
Payton,  George  V. 

Acting  Third  Assistant  Engineer,  9  March,  1864.     Honorably  discharged  3  July, 
1865. 
Peabody,  John  HI. 

Acting  Carpenter,  5  October,  1863.     Hon(n-ably  discharged  4  January,  1866. 
Peabody,  Joseph  ]V. 

Mate,  2  January,  1864.     Acting  Ensign,  1  March,  1865.     Honorably  discharged 

19  October,  1865. 

Peabody,  William.  , 

Midshipman,  16  January,  1809.     Resigned  7  April,  1814. 
Peabody,  William  H. 

Acting    Third  Assistant    Engineer,   27   October,    1863.      Appointment   revoked 
16  June,  1865. 
Peachy,  Thomas  O. 

Assistant  Surgeon,  10  December,  1814.     Resigned  6  September,  1817. 

Peaco,  John  W. 

Assistant  Surgeon,  23  June,  1814.     Surgeon,  10  July,  1824.     Died  23  May,  1827. 
Peacock,  Charles  A. 

Mate,  1  June,  1863.     Appointment  revoked  13  May,  1868. 
Peacock,  DaTid. 

Midshipman,  28  September,  1869.     Graduated  15  October,  1874.     Ensign,  17  July, 
1875. 
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Poaicook,  John  IS. 

Acting  Ensign.  :{  Marcli,  ISU:'.     Aiii)ointmcnt  revokc<l  21  August,  1800. 

P(*ako,  KdH-urd  T. 

Acting  Tiiirii    Assistant    Engineer,  24    Februar)*.   1804.      Honorably  discharged 
17  November,  IS'iH. 

IN'ako,  Fr«iifiH  ^f. 

Acting  Second   Assistant   Engineer,   s    Deceniber,    ISGIJ.      Honorably   discharged 
14  November,  1865. 
Poakc,  John  Li. 

Acting  Second  Assistant  Engineer,  10  September,  1801.     Acting  First  Assistant 
Engineer,  2  October,  1802.     Acting  Chief  Pinginecr,  1  March,  1804.     Honorably 
discharged  22  December,  1805. 
l*oake,  Kioliard  ^T. 

Gunner,  25  August,  1852.     Died  131  JanuaiT,  1800. 
I*oakeH,  TlioiiiaN  M. 

Acting  Ensign,  10  July,  1802.     Appointment  revoked  (Sick,)  24  August,  1804. 
IValo,  CiJeorgo. 

Carpentir,  <)  May,  1828.     Dismissed  10  June,  1830. 
I^eareo,  C'liarlos   II. 

,Mutc,  4  Ai)ril,  1802.     Resigned  5  August,"  1803. 
I»oaroo,  OeorRe. 

ISIidshipmun,  V>  March,  1809.     Lieutenant,  24  July,  1813.     Died  7  August,  1827. 
Pearoo,  GoorRC. 

Midshipman,  20  June,  1800.     Dismissed  10  May,  1808. 
I'oareo,  John. 

Acting  Master,  1   October,  1802.     Acting   Volunteer  Lieutenant,  10   April.  1803. 
Honorably  discharged  19  December,  1805. 

I*earoe.  John  S. 

Acting  Third  Assistant   Engineer,  13    February,  1803.     Acting   Second   Assistant 
Engineer,  20  July,  1804.     Honorably  discharged  18  August,""l800. 
Pearce,  f^aiunol. 

Midshipman,  80  March,  1833.     Passed  Midshipman,  8  July,  1S39.     Reserved   list. 
13  September,  1855.      Ensign  on    Ilotired   list.  10   March.   1803.     Captain    on 
Retired  list,  4  April,  1807.     Died  29  March,  1874. 
Pearoe,  Naninol. 

Midshipman.  30   March,  1833.      Passed  Midshipman.  8   July,   1839.      Resigned 
9  June,  1841. 

Poaroe,  Saninel. 

Master,  10  January,  1809.     Appointment  revoked  8  May,  1809. 
Pearoe,  Walter. 

Mate,  21  October,  1801.    Acting  Ensign,  6  March,  1803.    Acting  Master,  24  March, 
1805.     Resigned  27  April,  1805. 
Pearoe,  William. 

Acting  Master,  23  November,  1801.     Appointment  revoked  14  June,  1802. 
Pearoe,  William. 

Mi<lshipman.  1  October.  1850.     Dismissed  12  June,  1851. 
Pearoe,  William. 

Mate,  14  Juno,  1802.     Acting  Ensign,  24  September,  1803.     Honorably  discharged 
29  July,  1805. 
Pearoe,  William  II. 

.\(  ting  Gunner,  9  February,  1804.     Honorably  discharged  9  May.  1805. 
Pearson,  .ilbert. 

A->istant  Siirgron.  20  April,  1848.     Died  27  July.  1849. 
l*earMoii.  Ale\an<ler  W. 

Acting  Assistant  Pay  master,  22  July,  1802.     Mustered  out  24  February,  ISUG. 


556  GENEKAL  NAVY  REGISTER. 

Pearson,  Frederick. 

Acting  ^lidsliipman,  21  Se])te]nl)cr,  I80O.     Ensigji,  10  September,  1862.     Lieuten- 
ant, 22  Feljruarj',  1804.     Lieutenant-Commander,  25  July,  1860.     Commauder, 
1  December,  1877. 
Pearson,  George  F. 

Midshipman,  1 1  Marcli,  1815.     Lieutenant,  13  Januar^y,  1825.     Commander,  8  Sep- 
tember, 18-11.     Captain,  1-4  Sei)tember,  1855.     Retired  list,  21  December,  1801. 
Commodore  on  Retired   list,  10  July,   1802.      Rear- Admiral   on   Retired  list, 
25  July,  1800.     Died  30  June,  1807. 
Pearson,  George  T. 

Acting  Ensign,  12  August,  1804.     Resigned  20  January,  1866. 
Pearson,  J.  P. 

Acting  Ensign,  30  September,  1863.     Honorably  discharged   12  November,  1865. 
Pearson,  Jeremiali. 

Midshipman,  31  October,  1799.     Died  25  July,  1800. 
Pearson,  Jobn. 

Master,  not  in  line  of  promotion,  7  June,  1844.     Reserved  list,  14  September,  1855. 
Resigned  23  January,  1801. 
Pearson,  William. 

Midshipman,  1  January,  1818.     Lieiitenant,  28  April,  1820.     Commander,  10  De- 
cember, 1843.     Died  1  November,  1852. 

Pease,  Charles. 

Acting  Ensign,  1  October,  1802.     Resigned  16  February,  1863. 
Pease,  George  W. 

Acting  Ensign,  3  July,  1803.     Honorably  discharged  14  August,  1865. 
Pease,  Giles  M. 

Acting  Assistant  Surgeon,  18  December,  1861.     Appointment  revoked  19  Novem- 
ber, 1802. 

Pease,  Henry,  Jr. 

Acting  Ensign,  4  December,  1803.     Acting  Master,  9  January,  1805.     Honorably 
discharged  21  September,  1805.     Acting  Master,  18  May,  1806.     Mustered  out 

I  February,  1868. 

Pease,  Isaac  I>. 

Acting  Ensign,  14  July,  1863.     Honorably  discharged  20  May,  1865. 

Pease,  John  P. 

Mate,  5  March,  1862.     Appointment  revoked  30  September,  1805. 

Pease,  liCTi. 

Carpenter,  1  October,  1841.     Died  12  May,  1842. 

Pease,  Peter. 

Acting  Ensign,  8  April,  1864.     Honorably  discharged  12  October,  1865. 
Pease,  William  B. 

Acting  Ensign,  22  October,  1864.     Honorably  discharged  16  September,  1805. 

Pease,  William  R. 

Mate,  23  December,  1862.     Dismissed  31  May,  1864. 
Pease,  William  S. 

Acting  Ensign,  1  October,   1862.     Acting  Master,  3  February,  1804.     Resigned 

II  January,  1865. 
Peck,  Charles  F, 

Midshipman,  3  October,  1850.     Passed  Midshipman,  20  June,  1850.     Resigned 
21  July,  1850. 
Peck,  Charles  W. 

Acting  Assistant  Surgeon,  22  May,  1863.     Died  4  September,  1863. 
Peck,  Edward  C. 

Acting  First  Assistant  Engineer,  12  June,  1863.     Honorably  discharged  4  Decem- 
ber, 1865. 
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Peck,  KliNha. 

Mi<lsliij)iiiun,  4  March,  1R17.     Lieutpnant,   28  April,   182(5.     Commander,  8  Pcp- 
tiinltir,   IS};!.     l{i'scrvt'il  list,   i:j  yi'ptomlx'r,   \s'>r,.     (';i])taiii  on    Kcgcrved  Hhi, 
14  September,  1855.     Died  11  .June,  18UU. 
Peck,  GcorRC. 

Assistant  Siirj^'eon,  STj  February,  IS.')!.     Passed  Assistant  Surgeon,  10  April,  18."»(i. 
Siirf,'eon,  ;iU   May,  IStll.     Medie.il    Inspicliir.    t    .Iiiiie.    1M71.     ^Ic.lir.il    l)ir.-.t..i 
7  January,  1878. 

Peck,  Georfi^e  P. 

Actin<;  Assistant  Paymaster,  1 1  .Iiine,  iMC.:',.     I lononilily  discharged   11)   Deccmlier, 
1 8(!.-). 

Peck,  John  It. 

Acting  Tliinl  Assistant  Engineer,  under  instructicm   Naval  Academy,  10  Octol>er, 
I8()ti.     Third  Assistant  Engineer,  2  June,  1808.     Resigned  7  June,  18GU. 
Peck,  John  F. 

Acting   Second  Assistant  Engineer,  15   December,  1802.     Acting   PMrst  Assistant 
Engineer,  12  March,  18(5;$.     Appointment  revoked  (Sick,)  11  August,  1803. 
I»eck,  Oscar  E. 

Mate,  :50  July,  1852.     Dismissed  7  Decem})er,  1805. 
Peck,  Pascal  Paoli. 

Midshipman,  9  May,  180:3.     Resigned  1  May,  1809. 
Peck,  Ralph  E. 

Acting  Ensign,  9  November,  1864.     Resigned  29  April,  1805. 
Peck,  ItaiiNoiiie  B. 

Midshipman,  21  November,   1801.     Graduated    June,   1806.     Ensign,   12  March, 
1808.     Master,  20  March,  1809.     Lieutenant,  21  Marcli,  1870. 
Peck,  Robert  G. 

Midshipman,  24  September,   1800.     Graduated   7  June,  1870.     Ensign,   13  July, 
ls71.     blaster,  11   September,  1873.     Lieutenant,  13  November,  1878. 
Peck^orfli,  J.   R. 

Assistant  Surgeon,  4  November,  1834.     Resigned  13  November,  1838. 
Pecor,  M' ill  lain  R. 

Sailmakcr,  12  April,  1852.     Died  30  January,  1853. 
Petidle,  Joseph. 

Acting  Third  Assistant   Engineer,  22  October,   1802.     Resigned   29  September, 
1803. 
Peed,  John. 

Sailmakcr,  8  April,  1840.      Died  23  February,  1851. 
Pee<l.  \atliaiiicl  R. 

Sailmakcr,  22  October,  1823.     Died  9  May,  1840. 
Peed.  William  €. 

Mate,  18  Siptimber,  1803.     Deserted  7  December,  1803. 
Peel,  Joseph  II. 

Mate,  1  March,  180.3.     Appointment  revoked  (Sick.)  27  July,  1863. 
Pectc,  George   W. 

Assistant  Surgeon,  2   May,  1834.     Passed  Assistant  Surgeon,  12  July,  1839.     Ro- 
signed  29  .Alay,  1843. 
Pegrani,  John  C. 

Acting    Midshipman,  21    September,   1800.       Ensign,  28    .Mav,    1803.       Resigned 
IM  .May,    1800. 

PcKraiii,  Robert  R. 

Midshipman,  2  Fel)ruary.  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.     Dismissed  1  7  April,  1801. 
Peirce,  Benjamin  F. 

Assistant  Surgeon,  24  January,  1802.     Drow  ncd  9  March,  1804. 
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Peirce,  Charles  H. 

Acting  Ensign,  14  November,  18G3.     Resigned  9  February,  1865. 

Peiree,  Granville  T. 

Third  Assistant  Engineer,  26  June,  1856.     Resigned  8  August,  1S57. 

Peirce,  Isaac  A. 

Mate,  8  January,  1864.     Died  at  Kewbern,  N.  C,  25  October,  1864. 

Peirce,  Robert  C. 

Acting  Assistant  Paymaster,  12  August,  1862.     Resigned  15  June.  18G5. 
Peirce,  William  B. 

Acting  Ensign,  13  September,  1864.     Honorably  discharged  25  July,  1865. 

Pelot.  Jobn  F. 

:Midshipman,  10  June,  1814.     Resigned  21  July,  1821. 

Pelot,  Thomas  P. 

Midshipman,  2  June,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16  Sep- 
tember, 1855.     Lieutenant,  1  Januaiy,  1857.     Resigned  11  January,  iy61. 

Peltoii,  Charles  E. 

Mate,  25  November,  1864.     Honorably  discharged  30  SeiJtember.  13G5. 
Pelton,  Ellsworth  W. 

Mate,  31  December,  1861.  Acting  Ensign,  11  December.  1862.  Honorably  dis- 
charged 3  November,  1865. 

Pelton,  James  H. 

Acting  Third  Assistant  Engineer,  15  December,  1862.  Acting  Second  Assistant 
Engineer,  21  May,  1864.     Honorably  discharged  26  November,  1865. 

Peltz,  Philip  G. 

Third  Assistant  Engineer.  26  June.  1856.  Second  Assistant  Engineer.  21  July, 
1858.  First  Assistant  Engineer,  3  August,  1859.  Chief  Engineer,  5  November. 
1861.     Died  21  August,  1868. 

Peltz,  Samnel  H. 

Assistant  Surgeon,  23  August,  1862.     Drowned  15  January,  1865, 

Pemberton,  John,  Jr. 

Third  Assistant  Engineer,  8  December,  1862.  Second  Assistant  Engineer,  8  April, 
1864.     First  Assistant  Engineer,  7  May,  1873. 

Pemberton,  John. 

Midshipman,  13  May,  1800.     Discharged  14  July,  1861,  under  Peace  Establish- 
ment Act. 
Pemble,  Albert  G. 

Actincr  First  Assistant  Engineer,  21  March,  1862.     Appointnaent  revoked  8  May. 
1862. 
Pendergrast,  Austin. 

Midshipman,  14  October,  1848.      Passed  Midshipman,  15  June,  1854.     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1862.     Commander,  25  July  1866.     Died  23  October,  lb74. 

Pendergrast,  Garrett  J. 

Midshipman,  1  January,  1812.     Lieutenant,  3  March,  1821.     Commander.  8  Sep- 
tember, 1841.     Captain,  24  May,  1855.     Commodore,  Retired  list.  16  July,  1862. 
Died  7  November,  1862. 
Pendexter,  Edward. 

Actincr  Ensign,  4  December,  1862.     Honorably  discharged  31  October,  1865. 

Pendleberry,  Robert. 

Mate,  26  November.  1862.  Acting  Ensign,  23  December,  1863.  Appointment 
revoked  (Sick,)  10  October,  1864. 

Pendleton,  A.  G. 

Professor,  14  August,  1848.     Died  16  February,  1865. 

Pendleton,  Albert  I.. 

Mule,  26  June,  1&62.     Resigned  13  May,  1863. 
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Pen<lletoii,  CiinrloH  II. 

Actinj;   Midsliipmuii,   27    September.    1800.     Ensign,    1    October,   1803.     Master. 
10   Muy,    isotj.     Lieutciuuit,   21    Februury,    1807.     Lieutenunt-C'ommunder     Vi 
.March,  1808. 
I*oii<llofoii,  K<lfiiii  C. 

.Mi(lsliii)iii:in,  1:5  October,  1803.     Grudimtetl  June,   1807.     Ensign,   18   December, 
1808.     Master,  21  March,  1870.     Lieutenant.  21  March,  1871. 
Peiidlcloii,  Kpliraiiii  K. 

ActiiiL,'  .Master,  22  November.  1801.     Honorably  dis<-hurgecl  18  December.  180' 
PeiKHotoii,  (M4>or);o  II. 

Acting  Master,  8  .July,  1801.     Died  13  .January,  1800. 
PciKtlofoii,  Oliver. 

Captain,   (to  command  u  Galley,)  4   May,    1700.     Last  appearance  on  Records  of 
Navy  Department. 

Pendleton,  Ralph  C  J. 

Mute,  1 1  September,  1802.     Acting  Ensign,  23  April,  1863.     Honorably  discharged 
17  May,  1807. 
Pendleton,  William  D. 

First  Assistant  Engineer,  20  October,  1801.     Resigned  4  January.  1860 
Pendleton,  W,  II. 

Midshipman,  1  September,  1827.     Resigned  7  July,  1835. 
Penneld,  Charles. 

Acting  Ensign,  20  February,  1863.     Honorably  discharged  16  November,  1865. 
Penfleld,  Georg^e  O. 

Mate,  10  December,  1801.     Appointment  revoked  27  June,  1802. 
Penfleld,  Joseph  !•. 

Acting  Ensign,  15  June,  1864.     Dismissed  12  December,  1804. 
Penfleld,  Xorinan  H. 

Acting  Master,  17  December,  1861.     Resigned  3  February,  1865. 
Penfleld,  William  II. 

Mate,  10  December,  1861.     Acting  Ensign,  17  November,  1802.     Appointment  re- 
voked 28  February,  1866. 

Penhallow,  Samnel. 

ilidshipman,  1  November,  1826.     Resigned  6  September,  1828. 
Penn,  John  H. 

Acting  Third  Assistant  Engineer,  4  June,  1864.     Resigned   (Sick.)  14  November 
1864. 
Pennell,  Isaac  A. 

Acting  Master,  26  August,  1861.     Acting  Volunteer  Lieutenant,  13  March.  1805. 
Dismissed  0  June,  1865. 

Pennell,  William  li. 

Acting  First  Assistant  Engineer,  22  July,  1863.     Honorably  discharged  22   Sep- 
tember, 1805. 
Pennej',  Edgar. 

Acting  Third    Assistant   Engineer,  13   February,   1805.     Honorably   dischargeti 
0  March,  1808. 

Penniok,  Solomon. 

Master,  21  January,  1800.     Appointment  revoked  2  May,  1800. 
Pen  II  i  III  an,  Luther  I^. 

Acting  Assistant  Paymaster,  17  December.  1801.     Resigned  28  May,  1864. 
Pennington,  Charles  C. 

Acting  Second  Assistant  Engineer,  5  August,   1801.     Dismissed  28  December, 
1801. 
t*cnniiiKton,  Charles  II. 

Acting  Third  Assistant  Engineer,  0  January,  1805.     Honorably   discharged  21 
September,  1869. 
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*eniiingtoii,  Charles  W. 

Acting  First  Assittant  Engineer,  19  November,  18G2.  Honorably  discharged  19 
March,  1868. 

*ciiiiingtoii,  Henry  It* 

Midshipman,  1  October,  1866.     Graduated  7  June,  1870.     Resigned  13  June,  1873. 

*ennington,  John  II. 

Acting  Gunner,  8  November,  1862.     Honorably  discharged  11  April,  1866. 

*ennington,  Joseph  W. 

Gunner,  11  March,  1837.     Deserted  14  April,  1849. 

*ennington,  Liawrence. 

Midshipman,  22  November,  1822.  Passed  Midshipman,  24  May,  1828.  Lieu- 
tenant, 27  May,  1830.     Dropped  13  September,  1855. 

*ennington,  liCwis  TV. 

Acting  Master,  22  November,  1861.  Acting  Volunteer  Lieutenant,  25  September, 
1862.  Acting  Volunteer  Lieutenant-Commander,  3  March,  1865.  Honorably 
discharged  12  November,  1865. 

*ennington,  Robert. 

Midshipman,  28  March,  1800.     Discharged  28  May,  1801,  under  Peace  Establish- 
ment Act. 
*ennock,  Alexander  M. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Commander,  15  December,  1855.  Captain,  2  January,  1863. 
Commodore,  6  May,  1868.  Rear-Admiral-,  19  July,  1872.  Died  20  September, 
1876. 

*ennock,  TV.  H. 

Midshipman,  20  April,  1815.     Died  24  December,  1824. 

'ennoyer,  James. 

Acting  Assistant  Surgeon,  ISfSeptember,  1862.     Resigned  8  Ma\\  1865. 

*enny,  Thomas. 

Boatswain,  date  not  known.     Resigned  in  1820. 

•enrose,  Thomas  1^. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  28  June,  1865. 
Surgeon,  28  May,  1871. 

•entengill,  Edward  D. 

Acting  Ensign,  26  February,  1863.     Honorably  discharged  26  November,  1865. 

*entland,  Anedrew. 

Midshipman,  15  November,  1809.     Dismissed  21  June,  1813. 

*enton,  Ahner  C. 

Acting  Ensign,  12  May,  1864.     Honorably  discharged  13  October,  1865. 

*entony,  Thomas. 

Acting  Third  Assistant  Engineer,  22  July,  1864.     Honorably  discharged  11  De- 
cember, 1865. 
*epe,  Nicholas. 

Midshipman,  16  January,  1809.     Resigned  20  May,  1814. 

*epin,  Ferdinand. 

Midshipman,  13  April,  1832.     Died  28  October,  1838. 

[*erchard,  Clement  H. 

Acting  Ensign,  5  December,  1864.     Honorably  discharged  1  August,  1865. 

PerciTal,  Gnstavns. 

Acting  Master,  30  August,  1861.  Appointment  revoked  (Sick,)  23  August,  1864. 
Acting  Master,  17  November,  1864.     Honorably  discharged  8  December,   1865. 

Percival,  John. 

Master,  6  March,  1809.  Lieutenant,  9  December,  1814.  Commander,  3  March, 
1831.  Captain,  8  September,  1841.  Reserved  list,  18  September,  1855.  Died 
17  September,  1862. 
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Percy,  Exeklel  ». 

Acting  Master,  IS  December,  1801.     Honorably  discharged  1  December,  IW-i. 
Percy,  Henry  T. 

Acting  Afcibibtant  Surgeon,  31  May,  1873.     Afisiitant  Surgeon,  30  June,  1879. 
PerkinH,  AmoH  G. 

A(  'iijg  First  AsBistant  Engineer, 22  April,  18C3.     Honorably  diecliarged  1  Decem- 
ber, ib'i-j. 
PerkiriH,  C'harleH  fi. 

Aciiijg  Volunteer  Lieutenant,  1  OcU>ber,  1862.     Resigned  2.5  March,  1805. 
PerkinH,  Charles  P. 

Midshipman,  20   July,   ISCi.     Gra«Iuated   June,   18C9.     Ensign,    12   July,    1870, 
blaster,  12  July,  1871.     Lieutenant,  22  July,  1874. 
PerkfnH,  CyrnH. 

Acting  Third  Assistant  Engineer,  5  June,  18C3.     Resigned. 
Perkins,  Darid  K. 

Mat<.-,  27  Jaijuary,  1S03.     Acting  Ensign.  1   April,  1864.     Honorably  discharged 
1~)  Novcnibc-r,  1805, 
Perkins,  Edward. 

Mate,  3  Seintnibcr,  18C3.     Resigned  23  Ma}',  1864. 
Perkins,  Edward  H. 

Mifishipman,  1  September,  1828.     Resigned  2  January,  1833. 
Perkins,  £.  S. 

Acting  Assistant  Surgeon,  1  September,  1804.     Honorably  discharged  10  Novem- 
ber, 180«. 
Perins,  Fo)*ter. 

Midshiprnai),  18   Februar}',  1800.     Discharged   12   October,  1801,  under   Peace 
Establishment  Act. 
Perkins,  Geori;e  H. 

Acting  Midshipman,  1  October,  1851.  Midshipman,  1  October,  1856.  Passed 
Midshipman,  2'J  April,  1859.  Master,  5  September,  1859.  Lieutenant,  2  Feb- 
ruary, 1801.  Lieutenant-Commander,  30  December,  1862.  Commander,  19  Jan- 
uary, 1871. 

Perkins,  Giistavus  S. 

Acting  Sc-coud  A Bsi!>tant  Engineer,  20  September,  1802.     Acting  First  Assistant 
Engineer,  10  March,  1804.     Honorably  discharged  27  September,  1865. 
Perkins,  Hamilton. 

Midshipman,  24  SeptemV^er,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.    Master,  21  March,  1870.     Lieutenant,  14  October,  1871. 
Perkins,  Isaac  E. 

Midshipman,  1  .January,  1817.     Drowned  August,  1819. 
Perkins,  James  F. 

Mate,  20  December,  1801.      Acting  Ensign,  28  October,  1862.     Honorably  dis- 
charged 20  September,  1805. 
Perkins,  John  H. 

Assistant  Sur:;<-f.n,  13  December,  1800.  Discharged  30  April,  1801,  under  Peace 
Establishment  Act. 

Perkins,  Jolin  J. 

Mate,  1  October,  1802.     Acting  Ensign,  12   November,  1863.     Appointment  re- 
voked 20  July,  18W. 
Perkins,  Jolin  P. 

Acting  Ensitrn,  2  December,  1803.     Honorably  discharged  10  August,  186-5. 
Perkins,  P<>ltiah. 

Acting  Eii'iyii.  9  March,  1865.     Honorably  discharged  1  August,  1865. 
Perlcc,  Tliaddens  Koh. 

Midshipman,  12  February,  1834.     Dismissed  8  July,  1839. 
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Perler.  Cbarles  S. 

Ac::r.e  Asfi^iant  Paymaster,  18  Febmary,  1802.     Assistant  Paymaster,  1   October. 
lili.     Pu}TiiasTer*-i  May,  1866.     Resigned  14  Januaiy,  1S68. 

Pera.  John  S. 

Actins  Third  Assistant  Engineer.  14  February,  1 803.     Acting  Second  Assistant 
EnsTineer,  6  October.  18637    Died  1  October,  1864. 

Perranlt.  Michael. 

Mldshipmin.  16  January.  1809.     Resigned  21  March,  1814. 

Perrigo.  George  TV. 

Mate.  '22  Auju;:.  :>'.-i.     Honorably  discharged  26  October,  1865. 

Perrimond.  Xarier. 

B-a:;^ru:r.  IS  April.  1579. 

Perrine.  U.  ^Lansing. 

AcririT  Tliird  Aisii^an:  Engineer,  17  October.  1864.     Resigned  10  May,  1865. 

Perrot.  Angostns. 

Ac:inz  Aisis::^-:  PaTmaster.  18  July.  1863.     Mustered  out  26  August,  1865. 

Perry.  Alexander  J. 

MidsbipmaE.  9  Jane.  ISII.     Lieutenant  1  April.  ISIS.     Lost  overboard  20  March, 

"  lS-22. 

Perry.  Alfred  H. 

A:::::i:  TLird  Assistant  Engineer.  5  January,  1864.     Resigned  2  May.  Is65. 

Perry.  Benianiin  F. 

Acr-riT  3i:itLivn:-:^n.  5  October.  ISoT.     Died  3  July.  1&60. 

Perry.  Benjamin  G. 

Ml:e.  3  Xoven-bcr.  lS6o. 

Perry.  Charles  B. 

Ac"  -^  Ai^iiiti--  Pavmaster,  20  May,  1863.     Honorably  discharged  14  January. 


Perry.  Charles  H. 

A^iis:;.^:  S  „-r .:  :..  '24  Jaziuary,  1862.     Resigned  9  May.  1S65. 

Perry.  Christopher  R. 

Captain.  7  January-.  179S.     Discharged  3  April,  1801,  under  Peace  Establishmeut 
Act- 
Perry.  I>ayid  W. 

Carpventcr.  Qo  J'CJ^e.  1869. 

Perry.  Edward  A. 

A:"iz^  A^iii:a-t  Pavmaiter.  24  February.  1862.     Dismissed  5  September,  1862. 

Perry.  Edward  TT. 

Ma-e.  -^  Fcoruarr.  1S64.     Honorably  discharged  11  December.  1865. 

Perry.  James  H. 

Third  As^isi^mt  Engineer.  17  January.  1S62.  Second  Assistant  Ensrmeer,  1  Octo- 
ber l-^BS.  ResiCTed  12  April.  *1S66.  Acting  Second  Assistant  Engineer. 
29  jannarv,  1S«;'7.~  Mustered  out  10  March,  1S69.  Second  Assistant  Engineer. 
1  September,  1S70.     Passed  Assistant  Engineer,  25  April,  1877. 

^'Sat'e.  25  Auffust!  1863.     Acting  Ensign,  18  May.  1865.     Mustered  out  29  Septem- 
ber, ises." 

Perry.  Joseph  E. 

.  *-;^-^  PL:-*  Assistant  En^^ineer.     Resigned  15  July.  1864. 

Perry.  Harcns  H. 

^!.-;^^   TLiri   Aisistan:   Enslneer.  16  February.  1SC5.     Deserted  28  February. 

1S65. 

v^;*; C: , ,.,  ^:i  1 6  January,  1809.    Lieutenant.  24  July,  1813.    Commander,  21  March, 

''Vs-'r"l:aptaiii.  9  February.  1S37.     Died  4  March.  ISoS. 
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Perry,  ^ntllicw  €. 

>n<lshii)in:iii,  1  July,  1835.    Passed  Midshipman,  22  June,  1S41.    Master, 5  August, 
1S47.     Lieuteuant,  3  April,  1848.     Reserved  list,  13  September,  1855.     Lieuten- 
ant on  Active  list,  3  April,  184S.     Hetired  list,  14  April,  1802.     Captain  on  liv 
tirt-a  list,  4  April,  18(57.     Died   in  November,  1^73. 
I*err.v,  \atliaiiiel  II. 

I'luser,  L'8  Manli,  1820.     Died  8  May,  1832. 

Perry,  Oliver  II. 

Midsliipiiiau,  28  Februarv,  1829.     Passed  Midshipman.  3  July,  1S35.     Lieutenant 
25  February,  1841.     Uuaigned  23  July,  184». 
Perry,  Oliver  II. 

.Mi.lshii)iuan,  7  April,  1799.  Lieutenant,  15  January,  1807.  Cnmnaander,  2t 
August,  1S12.     Captain,  10  September,  1813.     Died  23  August,  1S20. 

Perry,  Rayiiiond  II. 

Mi'dshipman,  24  July,  1807.     Lieutenant,  5  MartHi,  1813.     Died  12  March.  182<J. 

Perry,  K.  J. 

Acting  Assistant  Surgeon,  28  September.  1S70.     Honorably  discharged  30  June 
1879. 
Perry,  Ro^er. 

Mi(lsliipni;tn.  1  July,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  2i 
February,  1841.  Commander,  14  September,  1855.  Retired  list,  24  June,  18C5 
Captainon  Retired  list,  4  April,  18G7.     Died  5  November,  18«0. 

Perry,  Thomas. 

Acting  Ensign,  14  July,  18G4.     Honorably  discharged  27  October,  1865. 

Perrj',  Tlioiua.s. 

Midsliipman,  25  September,  1801  Graduated  September,  18fi5.  Ensigu,  1  De 
comber,  18(50.     Master,  12  March.  18G8.     Lieutenant,  2tj  March,  18(39. 

Perry,  Thomas  II. 

Prolessor,  10  October,  1836.     Dropped  4  September,  1848. 

Perry,  Willis  CJ. 

Mate,   8   May,    1862.     Acting   Ensign,    19   April,    1864.     Honorably    dischargee 
20  Decern Ij'er,  1865. 
Persons,  Renins  C 

Assistant  SurgciHi,  5  March,  1872.     Passed  Assistant  Surgeon,  13  January,  1876. 

Peter.  IVilliam  H. 

Midshii)niaii,  12  April,  1825.     Died  8  August,  1830. 
Peterkin,  M'illiam. 

Lieutenant,  1 1  June,  1799.     Discharged   30  April,   1801,   under  Peace  Establish 
ment  Act. 
Peterkin,  William. 

Master,  1  March,  1S14.     Resigned  2  July,  1814. 

Peterkin,  William. 

Actini;  Gunner,   is  April,  1863.     Dismissed  13  August,  1863.     Acting  Gunner 
11  May,  18(54.     Dismissed  4  April,  1865. 
Peters,  Georpe  II. 

ilidshipman.  24  June,  1870.     Graduated  1  June.  1874.     Ensign.  17  July,  1875. 
Peters,  Herman. 

Gunner,  30  March,  1861.     Resigned  6  June,   1863.     Acting  Gunner,  5  January, 
l>>t54.     Honorably  discharged  6  December,  1865.     Boatswain,  26  January,  Ibf.ij. 
Died  26  July,  is77. 
Peters,  William. 

Miilshipinan,4  July,  1805.     Lieutenant.  22  !May.  1812.     Last  appearance  on  Rev  nr-i-. 
of  Navy  Department.     Dead. 
Peters,  William  U. 

Acting  Second  Assistant  Engineer,  12  October,  1861.  Honorably  discharge*! 
9  October,  1865. 
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Vterson,  Adrian  A. 

Gunner,  25  October,  1S3G.     Retired  list,  21  December,  18G1. 

*etersoii,  Arthur. 

Assistant  Paymaster,  23  February,  1877. 

•eterson,  Eric  P. 

Acting  Ensign,  19  May,  1864.     Honorably  discharged  28  October,  1865. 

•eterson,  Jaiues. 

.\.cting  Third    Assistant    Engineer,   26    August,    1864.       Honora])ly   discharged 
22  July,  1865. 
•eterson,  John  F. 

Mate,  01  May,  1804.     Honorably  discharged  17  June,  1806. 
•eterson,  Joseph  R. 

Acting  Third  Assistant  Engineer,  5  November,  1863.  Honorably  discharged 
1  August,  1865.  Acting  Third  Assistant  Engineer,  12  Ajjril,  1866.  Deserted 
10  July,  1867. 

•eterson,  Hloses. 

Acting  Second  Assistant  Engineer,  26  November,  1861.     Died  6  October,  1864. 

*  eterson,  Thomas  L.. 

Acting  Master,  8  April,  1862.     Killed  in  action,  28  March,  1863. 
Peterson,  William. 

Carpenter,  21  January,  1835.     Resigned  21  September,  1837. 
Peterson,  William. 

Midshipman,  1  February,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1816.     Resigned. 
Peterson,  William  O. 

Acting  Second  Assistant   Engineer,  29  August,    1861.      Resigned    6   December, 
1861. 
'etherick,  Thomas,  Jr. 

Third  Assistant  Engineer,  21  September,  1861.     Appointment  revoked  26  Novem- 
ber, 1862. 
^etjgru,  Thomas. 

Midshipman,  1  January,  1812.  Lieutenant,  13  January,  1825.  Commander,  8  Sei)- 
tember,  1841.     Dropped  14  September,  1855 

Petley,  ILazarus. 

Midshipman,  1  January,  1812.     Resigned  10  December,  1813. 

Petrie,  James  A. 

Acting  Assistant  Surgeon,  18  August,  1864.  Honorably  discharged  10  August, 
1865. 

Petterson,  James  C. 

Mate,  1  October,  1862.  Mate,  31  March,  1863.  Acting  Ensign,  22  April,  1863. 
Resigned  23  June,  1864. 

Pettigrew,  John. 

Midshipman,   30   May,   1803.     Lieutenant,  22  April,  1810.     Drowned   6    March, 
1820. 
Pettingell,  8amnel  S. 

Acting  Third  Assistant  Engineer,  9  January,  1864.     Honorably  discharged  12  May. 
1865. 
Pettingill,  B.  O. 

Acting  Master,  26  December,  1861.     Dismissed  15  March,  1863. 

Pettis,  David. 

Sailmaker,  12  October,  1798.  Last  appearance  on  Records  of  Navy  Department, 
29  November,  1798. 

Pettis,  James. 

Midshipman,  5  December,  1798.     Resigned  10  October,  1799. 

Pettit,  Charles  A. 

Mate,  24  April,  1861.  Acting  Ensign,  18  July,  1862.  Acting  Master,  8  Novem- 
ber, 1864.     Honorably  discharged  27  October,  1865. 
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k^'ttr^  John  A. 

Assistant  Surgeon,  5  Miirch,  1817.     Dit-il  I  Jumiaiy,  IH'jI. 
l*o(tn,  Kobort. 

I'lirsLT,  (■>   April,   18:17.     lletired  list.    lU  Fcbnmrv,    l>>r»(;.     Piij-  Director,  Iletire< 
list,  3  March,  1871.     Died  19  May,  1878. 
Pet  way,  TlioiiiaK  M. 

.Miilsliipiium.  1  April,  18'28.     llesiLTiu-d  '2  Dccombcr,  1830. 
Potty,  CliarloM  €jJ. 

Acting  Ensign,  U  January.  \^V>:'>.     Dismissed  II  .luly,  18(5:{. 
Potty,  JoMoph  P. 

Acting  Ensign,  12  December,  18<>2.     Honorably  discharged  33  November,  18<i.'>. 
Potty,  IVilliani. 

Chaplain,  9  March,  1807.     Dismissed  18  February,  1808. 
I'ouroso,  JaiiiOM. 

Midshipman,  'M)  November,  1799.     Discharged  (»  August,  1801,  luider  Peace  Estab 
lishment  Act. 

PoiiroNO,  IVilliaiii. 

Lieutenant,  19  October,  1799.     Discharged  10  May,  1801,  under  Peace  Establish 
ment  Act. 
Po.vton,  Kdward  J. 

Purser,  11  .June,  1708.     Last  appearance  on  Itecords  of  Navy  Department. 
IToItx,  GnHtaviiH  A. 

Third  Assistant  Engineer,  3  August,  l.s<>:!.     Kesigneil  2."j  .June,  18GG. 
Pkolan,  John  R. 

Midshipman,   17  April,  18G2.     Graduated  Juno,  18GG.     Ensign,   12  March.  1868 
.blaster,  2G  March,  18G9.     Lost  in  "  Oneida,'''  24  January,  1870. 
Pliolon,  Ilonry  A. 

Acting  Master,  27  February,  1802.     Resigned  4  April.  18G5. 
Pholps,  Alfrod,  Jr. 

Acting  Master.  18  April,  18G3.     Resigned  22  February,  1864. 
l*liol|>«4,  Arthur  A. 

Mate,   G    December,   18G9.      Discharged  29  .^lav,  1872.     Gunner,  2')   Februarv 
1S7.J. 
PlioIpM,  £<lwin  F. 

Acting  Ensign,  1    October,  1802.      Appointment  revoked   (.Sick,)  31    December 
18G2. 

Phelp$!(,  John. 

Acting  Third  Assistant  Engineer,  22   >Liy,   18G3.     Appointment  revoked  (Sick.J 
1  December,  1803. 
Pho1p»,  Xoli^on  S. 

Midshipman,  0  June,  1811.     Resigned  14  January,  1814. 
PliolpK,  Sainnol  It. 

Midshipman,  30  Mav,  1813.     Lieutenant,  13  January,  182j.     Resigned  2  Fehruarv 
1827. 
Pholp**,  S.  I^odjard. 

Midshipman,  li>  Octdjer,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
oi)   June,    is.j.j.      Lieutenant,    14    September,    ISSS.      Lieutenant-Commander, 
IG  July,  18G2.     Resigned  29  October,  1804. 
PholpM,  Thomas  S. 

Mi  lsliii)man,  7  January,  1840.      Passed   Midshipman,   11    July,   184G.      Master, 
1    March,   18.j5.      i^ieutcnant,    14    September,    18.")5.      Lieutenant-Commander, 
10  July,  1862.     Commander,  5  August,  1805.    Captain,  19  January,  1871.     Com 
niodore,  13  January,  1879. 
PholpH,  Thomas  S.,  Jr. 

Mi<lshipm;in,   2')  July,  18Gii.      Graduated  June,   1809.      Ensign.    12   July,   1870. 
Master,  29  October,  1872.     Lieutenant,  15  March,  1876. 
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Plieiiix,  Dawson. 

Midshipman,  30  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.     Died  20  February,  1864. 

Phenix,  L.Ioy<I. 

Acting  Midshipman,  24  September,  1857.  Midshipman,  1  June,  1861.  Acting 
i\Laster,  18  September,  1861.  Lieutenant,  16  July,  1862.  Resigned  27  June, 
1865. 

Pliilbriek,  George. 

]\Iate.     Appointment  revoked  (Sick,)  3  May,  1862. 
Pliilbriek,  Henry  It. 

Carpenter.   8  July,   1861.     Resigned  14  March,  1866.     Carpenter,  12  November, 
1809. 
Philbriek,  John  J. 

Acting  Assistant  Paymaster,  23  January,  1862.     Assistant  Paymaster,  9  IVIarch, 
1805.     Resigned  28  June,  1866. 
Philip,  J.  V.  X. 

Midshipman,  25  February,  1841.  j\Iaster,  18  April,  1855.  Lieutenant,  14  Septem- 
ber, 1855.  Resigned  26  June,  1857.  Acting  Lieutenant,  14  May,  1861.  Died 
3  September,  1802. 

Philip,  John  W. 

Acting  MidshijDman,  20  September,  1856.     Midshipman,  1  June,  1861.     Acting 
Master,   9   July,    1862.  ■  Lieutenant,   16   July,   1862.      Lieutenant-Commander, 
25  July,  1866.     Commander,  18  December,  1874. 
i*hilips,  Abram. 

Midshipman,  8  June,  1812.     Drowned  15  April,  1813. 
i*hilips,  David  S. 

Boatswain,  19  July,  1837.     Last  appearance  on  Records  of  Navy  Department. 
i*hilips,  Isaac. 

Captain,  3  July,  1798.     Dismissed  10  January,  1799. 
*hilij>s,  Joseph  P. 

Acting  Third  Assistant  Engineer,  13  September,  1864.     Resigned  (Sick,)  3  Jan- 
uary, 18G5. 
*hilips,  Sanmel. 

Carpenter,  24  May,  1821      Died  9  October,  1839 
*hilips,  Wesley,  J. 

Acting  Third  Assistant  Engineer,  7  October,  1863.  Honorably  discharged  8  Jan- 
uary, 1866. 

*hilips,  IVilliani  A. 

Acting   First  Assistant   Engineer,  20  September,  1864.     Honorably   discharged 
11  May,  1868. 
■hilliber,  James  C. 

Mate,  11  June,  1863.     Dismissed  4  September,  1863. 

*hillips,  Adrian. 

Acting  Ensic^n,  Admiral  Farragut's  Staff,  29  March,  1865.  Honorably  discharged 
16  July,  1866. 

*hillips,  C.  H. 

Mate,  30  December,  1861.     Appointment  revoked  4  June,  1862. 

*hillips,  <Jharles  li. 

Midshipman,  21  February,  1863.  Graduated  June,  1866.  Ensign,  12  March, 
1868.     Dismissed  3  September,  1868. 

*hillips,  I>inwiddie  B. 

Assistant  Surgeon,  8  November,  1847.     Resigned  6  May,  1861. 

*hi]lips,  Frederick  H.  B. 

Acting  Assistant  Surgeon,  10  March,  1865.  Honorably  discharged  27  Aui^ust, 
186'6. 
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Pliillipn,  ITonry  WrlRlit. 

Thinl  Assistant  KiiLriiirci-,  li)  Fobrnarv,  18C2.  Second  Assistant  Engineer,  l."}  Or 
t()l>er,  18G3.     Rci,ignud  2S  July,  isc'l). 

PliillipM,  JninoK. 

.\(!iiil;   Assistant  Surgeon,  <i   I)eccnil)cr,  1803.      llonoralily  disclmrpfcd   30  June 

IsT'J. 

l*liilli|»M,  .laiiiOM  ]>. 

Act  iiiLj  Master,  witliout  i)ay. '»  Soi)tcinl)cr,  1801.     Ai)i)<)intnuiit    revoked   'S.i   l'(l> 
ruiiry,  18ii;{. 
l*liilIi|»H,  John. 

.Midshipman,  IC,  January,  ISO'.t.     Resigned  27  Ai)ril,  1812. 

I*liilli|>M,  John  A. 

A(  tinLT  M aster,  ('.  April,  18015.  Ai)pointment  revoked  (Sick,)  9  June,  18C4.  Actinj 
.Master  and  Tilot,  1.')  June,  18<M.     Appointment  revoked  7  November,  1801. 

Phillips,  ^flaiiiiol. 

Assistant  Surgeon,  18  July,  1809.     Itcsigned  19  February,  1S24. 

Phillips.  Samuel. 

Lieutenant,  4  March,  1709.  Discharged  1  May,  1801,  under  Peace  Establishmen 
Act. 

Phillips.  Seidell  J. 

Mate,  2")  November,  180:5.     Appointment  revoked  (Siok,)  2:i  June,  isfM. 

IMiillips,  IVilliam  E. 

.Veiing  Ensign,  0  October,  1802.     Appointment  revoked  (Sick,)  18  February,  186J 

Phillips,  M  illiain  I.. 

Third  Assistant  Engineer,  ■',  May,  1859.     Resigned  0  July,  1800. 

Phillips,  ll'illiam  W. 

A(  ting  Ensign,  30  May,  1804.     Resigned  22  May,  180.5. 

Phillippi,  Fdward  T. 

Thinl  Assistant  Eni,nneer,  20  May,  1SG2.  Second  Assistant  Engineer,  15  Februarj 
1804.     First  Assistant  Engineer,  1  January,  18G8.     In  service. 

Phinney,  Alvin. 

.Vcting  Master,  22  October,  1801.     Acting  Volunteer  Lieutenant,  20  July,  180-1 
noi7orably  dischargerl  7  February,  1800.     Acting  Master,  5  April,  1807.     Mus 
tered  out  7  October,  1808. 
Phipps.  I>avi<l. 

Lieutenant.  2  Julv,  1798.     Discharged  15  April,  1801,  under  Peace  Egtablislimen 
Act. 
Phipps,  I>avi(l. 

Master,  1  J  line,  1801.     J^ied  in  Ai)ril,  1825. 

Phipps,  Franeis  II. 

Aeting  Ensign,  10  January,  1803.     Honorably  discharged  12  May,  18GG. 

Phipps,  Gardner  i\.. 

.Mate,  21  ])eeeml)er,  1802.     Resigned  24  November,  1803. 

Phipps,  John  A.,  Jr. 

Aeting  Ensign,  0  July,  1804.     Honorably  discharged  18  September,  18C5. 

Phyfl'e,  M'illiam. 

.Mate,  18  Oetoi^er,  1804.     Honorably  discharged  19  September,  18G5. 

Phythian,  Kohert  li. 

Acting  Midshii)nKin,  28  January,  1853.  Midshipman,  20  June,  1850.  Pnsse< 
Midshipman,  29  April,  1859.  Master,  5  September,  18.59.  Lieutenant,  25  Dc 
cember,  1800.  Lieutenaut-Commauder,  10  July,  18G2.  Comuiauder,  13  Jul\ 
1870. 

Pick,  .An(n>!«<n!«  T. 

Assiatunt  Siiige.)!!,  25  February,  1807.     Died  29  August,  1807. 

PIek,  John.  ,     ^.  ,  ^ 

Acting   Seennd    Assistant   Engineer,  27    February,    1802.      Resigned    (Sick.) 
August,  \s*\\. 
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Pickering,  Charles  W. 

Midshipman,    1   May,   1832.     Passed   Midshipman,  10  Jnne,  1833.     Lieutenant, 
8  December,  1838.     Commander,  14  September,  18o.j.     Captain,  16  July,  i8r)2. 
Retired  list,  1  February,  1SG7.     Commodore  on  Retired  list,  8  December,  1S07. 
Pickering.  Horace  F. 

3Iate,  1  February,  1805.     Resigned  24  June,  18G5. 
Pickering,  Marcellus  C 

Mate,  11  June,  1803.     Resigned  26  December,  1803. 
Pickering,  T.,  Jr. 

Midshipman,  IT  June,  1799.     Resigned  2  May,  1801. 
Pickering,  Tlionias. 

Acting  Master,  11    May,  1861.     Acting  Volunteer  Lieutenant,  22  August,  1803. 
Dismissed  8  .Tune,  1865. 

Pickett,  James  C. 

Midshipman,  4  June,  1812.     Entered  the  Army,  1813. 
Pickett,  Richard. 

Midshipman,  80  November,  1814.     Resigned  7  January,  1819. 
Picking,  Henry  F. 

Acting  Midshipman,  28  September,  1857.     Midshi))man,  1  June,  1801.     Acting 
Master,  3  June,  1 801.   Lieutenant,  10  July,  1802.   Lieutenant-Commander,  25  July, 
1800.     Commander,  25  January.  1875. 
Pickins,  Joseph. 

Boatswain,  21  April,  1819.     Last  appearance  on  Records  of  Navy  Department. 
Pickles,  Stanley  II. 

Mate,  10  May,  1864.     Honorably  dischargeJ  17  September,  1865. 
Pickrell,  Joseph  McC'all. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June,  1879. 
Pidgson,  John. 

Mate,  11  October,  1861.     Appointment  revoked  (Sick,)  26  February,  1862. 
Piepnieyer,  liouis  W. 

Midshipman,  22  September,  1871.     Graduated  20  June,  1870.     Ensign,  3  March, 
1879. 

Pierce,  Allen  W. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  23  Aj^ril,  IbGT. 

Pierce,  Charles. 

Midshipman,  1  August,  1827.     Resigned  30  May,  1834. 

Pierce,  Charles  J. 

Mate,  7  June,  1804.     Acting  Ensign,  8  May,  1805.     Resigned  23  June,  180G. 

Pierce,  George. 

Midshipman,  15  June,  1799.     Last  api^earance  on  Records  of  Navy  DejJartment. 

Pierce,  Granrille  T. 

Purser,  3  November,  1858.     Dismissed  4  Sei^tember,  1862. 
Pierce,  Henry  L.. 

Acting  Ensign,  22  September,  1864.     Honorably  discharged  27  June,  1865. 

Pierce,  Henry  M. 

Acting  Ensign,  19  August,  1802.     Acting  Master,  27  May,  1864.     Honorably  dis- 
charged 13  September,  1805. 
Pierce,  John,  Jr. 

Professor,  9  October,  1838.     Dropped  4  September,  1848. 

Pierce,  Joseph. 

Master,  22  May,  1813.     Resigned  21  February,  18l4. 
Pierce,  Saniiiel. 

Sailmaker,  28  April,  18G9.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Frigate  "  United  States.'''' 
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Plercy,  IVilliani  M. 

A(tiiii^ 'I'liiid  Assistant  Engineer,  17  May,  18(J4.     IIonoruMy  dist^hurfjed  2'J  S«i> 
tiiuljir,  1SG5. 
Pieroy,  Milliam  P. 

Miilsliipnuiii,  \'}  Marcli,  ISl."..    Lieutenant,  28  April,  182C.    ConwnandcT,  •2'J  Miinli, 
\^ll.     Died  14  .hily,  1S47. 
Pi<»ro.v,  Mill  lam  P. 

Midshiimiaii,  Hi  January,  1809.      Hesi^^ncd  r>  May,  ISKl. 
Pi€>rpoiif,  W.  <". 

Midsliipnian,  20  June,  180G.     Last  appearance  on  Records  of  Navy  Department, 
27  May,  1811.     Dead. 

Plcrruool,  Colso. 

Acting  Assistant  Surgeon,  10  September,  1861.     Resigned  5  June,  1803. 
PiorHon,  Ahraliaiii  l{. 

Acting  Muster,  28  December,  18G1.     Resigned  :$  May,  18(54. 
PierMon,  Kd^nrtl  A. 

Assistant  Surgeon,  24  January,  18G2.     Killed  in  action  22  May,  18GH. 
PierNoii,  Robert.  A. 

Acting  Third   Assistant   Engineer,  20  December,   1802.      Honorably  discharged 
18  Septeml)er,  Ibila. 
PierHoii,  William  II. 

Acting  Assistant  Surgeon,  18  August,  18G2.     Acting  Passed  Assistant  Surgeon, 
18  May,  18G5.     Honorably  discharged  13  January,  18C9. 
Piginaii,  George  1\. 

Midshipman,  28  September,  18G1.     Graduated  November,  1804.     Ensign,  1   No- 
vember, 18GG.     Master,  1  December,  18GG.     Lieutenant,  12  March,  1808.     Lieu- 
tenant-Commander, 28  October,  1809. 
Pike,  Hoax  F. 

Thiril  Assistant  Engineer,  8  December,  18G2.     Resigned  G  April,  1864. 
Pike,  C'harleM  A. 

Acting  Ensign,  24  June,  1803.     Honorably  discharged  12  November,  1865. 
Pike,  £.  ». 

Acting  Master,  28  April,  1804.     Resigned  0  May,  1805. 
Plteher,  LeMl^^  S. 

Assistant  Surgeon,   14   May,    1807.     Passed   Assistant   Surgeon,   24   June,    1870. 
Resigned  5  January,  1872. 

Pile,  Charles  II. 

Assistant  Surgeon,  9  May,  1801.     Died  23  December,  1862.  ' 
Pilkington,  IIukIi  I^owell. 

Third  Assistant  Engineer,  27  June,  1802,     Second  Assistant  Engineer,  21  Novem- 
ber, 18G3.     Resigneil  27  June,  1872. 
PillslMiry,  Joliii  E. 

Midsliipman,  22  September,  18G2.     Graduated  June,  18G7.     Ensign,  18  December. 
1808.     Master,  21  ^larcL,  1870.     Lieutenant,  1  January,  1872. 
Pilnhnry,  Miniate. 

Midshipman,  9  September,  1841.     Drowned  July,  1840. 
Piiiiblett,  Tiioiiias. 

Acting  Seci-nd  Assistant  Engineer,  4  November,  1801.     Deserted   February,   1803. 
PiiK'kney,  K(Hvar«l  €'. 

Midhhii'iiian,  21  NOvemlKr.  181.">.     Resigned  9  October,  1824. 
l*iii<-kiiey,  ICIcliard  K. 

.Mi(lslii|nnaii.  3  AuL'ust.  1S14.     Lietitcnant,  13  Januarv.  182.'5.     Commander,  8  Sep- 
teinl.er.  IMl.     Died  9  J  uly,  l.s.>l. 
Pln<lar,  Tlioina.H. 

Mate,  2U  February,  1804.     Honorably  discharged  22  April,  1807. 
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Pindoll.  William  X. 

Acting  Assistant  Surgeon,  19  February,  1S62.    Honorably  discharged  IG  Decem- 
ber. 1S65. 
Pindor.  Benjamin. 

3I:.sTer,  2-4  April.  ISl-:.     Dismissed  2  April.  1814. 
Pinder,  Thomas. 

Midshipman.  1  January.  ISIS.     Last  appearance  on  Records  of  Xaw  Department, 
20  February,  ISIS. 
Ping:ree.  John  A. 

Acting  Third  Assistant  Engineer.  17  June.  1862.     Resigned  IS  July.  1863. 
Pinkbam.  A.  B. 

Midshipman,  17  June,  1814.     Lieutenant,  13  June,  1825.     Commander,  8  Septem- 
ber, 1^41.     Died  23  July,  1S43. 
Pinkham.  R.  R. 

Midshipman,   1    January.    ISIS.     Lieutenant.  3  March,  1827.     Died  27  October, 
1S39. 
Pinkerton.  James. 

Gunner,  G  June.  iMio.     Dismissed  17  April,  1807. 
Pinknej-,  Henry. 

^lidshipman.   SO   Xovember.   ISIS.      Lieutenant,   3   March,    1S27.      Commander, 
25  February.  1S47.     Drowned  15  May.  1S4S. 

Pinkney,  Xinian. 

Assistant  Surgeon,  26  ^ilarch.  1S34.     Stirgeon,  27  October.  1S41.     Medical  Director, 
3  March,  ls71.     Died  15  December,  1877. 
Pinkney.  Robert  F. 

Midshipman.  1  December,  1827.     Passed  Midshipman,  10  June,  lS53r    Lieutenant. 
28  Februarv,   1838.     Commander,   14   September,   1S55.     Resigned   23   April, 
1861. 
Pinner.  Josiah  D. 

Carpenter.  11  December,  1S60.     Lost  in  the  -Oneida,"'  24  January,  1870. 

Pinney.  Martin. 

31:.::-.  14  May.  1S64.     Honorably  discharged  2  December,  1865. 

Pinney.  Peter. 

Midshipman.  4  July.  1805.     Resigned  14  September,  1807. 

Piper,  Charles  H. 

Midshipman.  7  Xovember.  1833.     Resigned  S  January.  1839. 
Piper.  Ferdinand. 

Midshipman,  1  Xovember,  1827.     Passed  Midshipman,  10  June,  1833.    Lieutenant. 
7  December,  1S39.     Drowned  28  October,  1844. 
Pishon,  Henry  M. 

Mate.  13  October.  1863.     Acting  Ensign.  26  Xovember,  1864.      Honorably  dis- 
charged 10  Xovember.  1865. 

Pitcher,  M.  S. 

Midshipman,   13   March,   1S29.      Passed   Midshipman.    3    July.    1SG5.     Resigned 
24  January,  1839. 
Pitkin,  Henry  S. 

Assistant  Su  geon.  18  July,  1S62.     Passed  Assistant  Surgeon,  30  October,  1S65. 
Su:::eon.  2 ?  December,  1872.     Died  23  June,  1S74. 

Pitman.  Henry. 

Acting  Mai-.c;.  12  August.  1S61.     Resigned  26  April,  1862. 

Pitman.  John  H. 

Mate.  4  October,  1861.     Resigned  23  August  1864. 

Pitt.  John 

Midshipman.  IS  May,  1809.     Resigned  17  June,  1810. 

Pittalnga,  L,onis. 

Acting  Third  Assistant  Engineer,  28  February,  1865.    Resigned  7  June,  1S65. 
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PittH,  Samuel. 

Midbhipmun.  10  Januarj',  1809.     Resigned  18  November,  1811. 
PittH,  Millium  G. 

.Vi  ting  Kr.sign,  12  July,  1SC4.     Honorably  dischargfd  28  October,  1865. 
Pluoe,  CliarlcH  W. 

Midsliipniun,    10   February-,   1SC8.     Pas.scd  Midshipman,  20  Mav,  1S44.     Master, 
7  April,  1.S52.     Lieutenant,  21  February.  lsrj;i.     Dit-d  J)  January,  IS.jQ. 
Place,  Edward  X.  K. 

Mute,  b  t?ipt(.iubcr,  IbO'.i.     Honorably  discharged  10  September,  1865. 
Place,  JoHliiia  R. 

Acting  Third  Assistant  Engineer,  13  November,  1862.     Acting  Second  Assistant 
Engineer,  8  September,  1804.     Honorably  discharged  31  Augtist,  1865. 
PlaiHted,  C  harlen  W. 

Acting    Third    Assistant    Engineer,  28   August,    1863.      Honorably  discbareed 
7  August,  1S65.  ^ 

Plaiider.  G.  E. 

M:ite,  22  June,  18CC.     Resigned  1  March,  18G7. 
PlaiMler,  John  E. 

Mule,  4  January,  1864.     Honorably  discharged  8  January,  1866. 
Plant,  Joseph  F. 

Acting  Third  .Vssistant  Engineer,  19  October,  1803.     Resigned  6  January,  1864, 
Plant,  William  T. 

As^ristant  Surgeon,  24  January,  1862.     Resigned  4  October,  1865. 
Piatt,  CliarleM  T. 

Midshipman,  18  June,  1812.     Lieutenant,  28  March,  1820.     Commander,  8  Sep- 
tember, 1841.     Reserved  list,  13  September,  18.55.    Died  12  December,  I'soO. 
Piatt,  George  W. 

Mate,  22  June,  lfc03.     Acting  Ensign,  21  November,  1863.     Dismisscil  1".  Novem- 
ber, l^CA. 
Piatt.  John  H. 

.\cting  Master,  1  April,  1862.     Honorably  discharged  1  November,  1865. 
Piatt,  Richard  S. 

Midshipman,  23  March,  1819.     Died  9  July,  1822. 
Piatt,  Robert. 

Acting  Master,  1  March,  1863.     Master,  not  in  line  of  promotion.  15  June   1878. 
Piatt,  ThomaM. 

Boatswain,  9  November,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Piatt,  IVilliam  X. 

Acting  Third  Assistant  Engineer,  24  March,  1865.     Honorably  discharged  3  June, 
1^09.      Second  Assistant  Engineer,  7  June,  1870.      Retired  list,  3  November 
1877. 
Plattenbnry,  Cyrns  R. 

Mate,  3  October,  18G3.  Acting  Ensign,  2  November,  1864.  Honorably  discharged 
5  August,  1805.  *• 

I*leaMonton,  John   II. 

Midshipman,  4  July,  1S17.     Died  7  September,  1825. 
PlottH,  Rezeau  R. 

Third  Assistant  Engineer,  1  July,  1801.  Second  Assistant  Engineer,  18  December. 
1802.  Retired  10  January,  1800.  First  Assistant  Engineer  on  Retired  list.  25 
July,  1800. 

Plumer,  ThomaM  II. 

Mate.  9  December,  ls»i3.     Resigned  29  March,  1865. 
Plumley,  John  I^. 

Third  Assistant  Engineer,  3  May,  1859.     Resigned  29  August,  1860. 
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Plunimcr,  Jojioj^   *V. 

Assistant  Surgeon,  20  June,  1829.     Surgeon,  20  February,  1838.     Died  20  August,, 
1859. 
Plnmnicr;  Naninel. 

Midshipman,  20  June,   1799.     Master,   18  August,   1800.      Discliarged   IS  June, 
1801,  luider  Peace  Establishment  Act. 
Pliinii^toad,  William. 

Assistant  Surgeon,  13  May,  1825.     Surgeon,   4  Decenil)er,   1828.     Died   17   April, 
1839. 
Pliiiikett,  Frank. 

Assistant  Paymaster,  25  September,  1875.  Passed  Assistant  Paymaster,  4  Decem- 
ber, 1879. 

Pluiikett,  George. 

Assistant  Paymaster,  10  October,  1801.  Paymaster,  0  Fel)ruary,  1862.  Resigned 
25  August,  1868.     Re-instated  2  April,  1872.     Died  24  October,  1874. 

Pliinkett,  James. 

Third  Assistant  Engineer,  3  May,  1859.     Resigned  C  February,  1861. 

Plnnkett,  James. 

Acting  Third  Assistant  Engineer,  21  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 4  April,  1864. 

Plnnkett,  J.  li. 

Mate,  13  May,  1860.  Acting  Master,  19  June,  1862.  Honorably  discharged 
17  November,  1865.  Mate,  26  January,  1867.  Mustered  out  8  September,  1868. 
Mate,  30  September,  1869.     Appointment  revoked  7  November,  1870. 

Plnnkett,  M.  II. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  21  Septem- 
ber, 1861.     Resigned  9  May,  1865. 

Plnnkett,  Thomas  S. 

Midshipman,  21  June,  1867.     Graduated  7  June,  1871.     Ensign,  14  July.  1873. 
Master,  9  September,  1876. 
Plnriglit,  William. 

Master,  23  July,  1813.     Resigned  10  April,  1815. 

Plympton,  O.  M. 

Third  Assistant  Engineer,  14  Seiatember,  1853.     Resigned  19  December,  1854. 

Plympton,  Henry  I.. 

*  Acting  Assistant  Surgeon,  25  March,   1863.     Assistant  Surgeon,  28  April,  1863. 
Died  25  September,  1863. 
Poindexter,  Carter  B. 

Midshipman,  16  November,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8  September,  1841.     Dismissed  18  Aj^ril,  1861. 

Poinsett,  Asa. 

Carpenter,  11  December,  1847.     Died  14  September,  1859. 

Polen,  George  B. 

Acting  Second  Assistant  Engineer,  6  June,  1864.     Honorably  discharged  20  June, 
1865. 
Polk,  Daniel. 

Midshipman,  16  March,  1799.     Resigned  24  January,  1804. 

Polk,  G.  W.  M.  R. 

Assistant  Surgeon,  30  October,  1800.     Resigned  8  December,  1800. 

Polk,  John. 

Midshipman,  5  December,  1799.     Lost  in  the  "  InsurgenV 

Polk.  William  W. 

]\Iaster,  18  July,  1814.     Resigned  27  July,  1825. 

Pollard,  James. 

Acting  Third  Assistant  Engineer,  27  May,  1861.  Acting  Second  Assistant  Engi- 
neer, 20  July,  1863.     Honorably  discharged  30  October,  1865. 
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Pollard,  R«>l>ort. 

MiildhipiiKiii,  ]')  Novoinber.  Ib09.     Resijj^ned  20  November,  1811. 
Pollard,  William. 

.MidshipiDuu,  8  ^lurch,  1814.     Resigned  8  January,  1824. 
Pollard,  IVilliaiii. 

Third  Assistant  Engineer,  17  February,  18(J0.     Appointment  revoked  24  January, 
18G2.     Re-appointed  in  original  position,  5  July,  lHt)2.     Second  Assistant  Engi- 
neer, 25  August,  isCi.     Dismissed  18  October,  1807. 
Pollard,  William  II. 

Acting  Third  Assistant  Engineer,  8  September,  1864.     Resigned  5  June,  ISOo. 
Policy,  JamoH  II. 

Master's  Mate,  3  May,  1843.     Boatswain,  27  February,  1840.     Deserted  September, 
1850. 
Policy,  JamoH  II. 

Boatswain,  2U  Juno,  1801.,     Died  13  April,  1866. 

PolloyH*  Woodbury  II. 

Acting  Master,  2'.)  October,  1861.     Resigned  21  April,  1864. 
Pollock,  AIcxaiKlcr. 

Acting  Third  Assistant  Eogineer,  27  3Iay,  1861.     Resigned -9  August,  1862. 
Pollock.  I>avid  J. 

Acting  Third  Assistant  Engineer,  10  September,   18G1.     Resigned  9  September, 
1802. 
Pollock,  John. 

Acting  Third   Assistant   Engineer,    13  I'ebruary,    1865.     Honorably    discharged 
1  August,  1SG5. 
Pollock,  Samuel  II. 

Mate,   19  June,  1S02.     Acting   Ensign,  22   August,  1803.     Honorably  discharged 
18  September,  1805. 
Pollock,  TliomaH. 

Master,  1  >;oveu»l>er,  1810.     Resigned  5  January,  1819. 
Pollock,  William  W. 

Mi<lshipinan,   30   June,    1837.      Passed    Midshipman,    29    June,    1843.     Dropped 
15  December,  1847. 
Pollock,  W.  Wiiidor. 

Midshipnian,  30  June.  1837.     Passed  Midshipman,  29  June,  1843.     Master,  5  No- 
vember, 1850.     Lieutenant,  15  July,  1851.     Dismissed  19  January,  1803. 
Pomcroy,  G.  P. 

Acting  Ensign,  26  September,  1802.     Acting  Master,  14  July,  1863.     Honorably 
discharged  10  November,  1805. 

Pomroy,  Armi^tcad. 

Boat*;wain,  13  September,  1852.     Dismissed  17  January,  1857.     Boatswain,  27  Feb- 
ruary, 1858. 

Pomroy,  Joseph  R. 

Third  Assistant  Ihigineer,  14  August,  1851.     Dropped  20  December,  1852. 
Pond,  CiiarlcM  F. 

Midshii)man,  12  June,  1872.     Graduated  20  June,  1876.     Ensign,  22  Julv,  1878. 
Pond.  C'ollis  T. 

Mate.     Resigned  11   March.  1862. 
Poiitc,  John. 

Male,  10  April,  1865.     Honorably  discharged  2  Ajjril,  1809. 
Pook,  Samuel  II. 

Assistant  Naval  Constructor.  17  M.iv.  18(50.     Naval  Constructor,  15  April,  1"-71. 
Pook,  Samuel  .M. 

Naval  Con.structur,  1    January,  lb4  1.      Retired  list.  15  August,  1806.     Di<d    2    D«'- 
cember,  1878. 
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Pook,  T^'illiam. 

Carpenter,  date  not  known.     Discharged  in  1820. 
Pool,  Addison. 

Acting  Assistant  Paymaster,  17  December,  18C1.     Ai^pointment  revoked  (Sick.) 
8  January,  1862.     Acting  Assistant  Paymaster,  27  January,  1862.     Honorably 
discharged  1  May,  18G5. 
Pool,  SylTeslcr. 

Acting  Ensign,  1  October,  1862.     Died  26  April,  1864. 
Poole,  Francis  H. 

Mate,  21  September,  1863. 

Poole,  Isaac. 

Acting  Assistant  Surgeon,  23  November,  1863.     Resigned  13  May,  1865. 

Poole,  Licmiiel  G. 

Acting  Third  Assistant  Engineer,  13  December,  1864.     Resigned  5  July,  1SG5. 
Poole,  L..  W. 

Mate,  30  November,  1867.     Mustered  out  2  October,  1868. 
Poole,  Samuel. 

Midshipman,  30  June,  1799.     Resigned  3  September,  1800. 
Poor,  Albert  B. 

Acting  Assistant  Paymaster,  26  August,  1861.     Mustered  out  4  ScjJtcmber,  1865. 
Poor,  Charles  H. 

Midshipman,  1   March,   1825.      Passed  Midshipman,  4  June,   1831.     Lieutenant, 
23  December,  1835.     Commander,  14  September,  1855.     Captain,  16  July,  1862. 
Commodore,  2  January,  1863.      Rear-Admiral,  20   September,  1868.     Retired 
list,  9  June,  1870. 
Poor,  Charles  H. 

Mate,  10  August,  1863.     Resigned  29  June,  1865. 
Pope,  Ezra  P. 

Mate,  28  September,  1864.     Resigned  14  July,  1865. 

Pope,  John. 

Midshipman,  30  May,  1816.  Lieutenant,  28  April,  1826.  Commander,  15  Feb- 
ruary, 1843.  Captain,  14  September,  1855.  Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  16  July,  1862.     Died  14  January,  1876. 

Pope,  liemnel. 

Mate,  26  June,  1862.  Acting  Ensign,  11  February,  1864.  Acting  Master,  18  July, 
1S65.     Honorably  discharged  28"February,  1866. 

Pope,  Robert  G. 

Acting  Second  Assistant  Engineer,  26  February,  1862.  Acting  First  Assistant 
Engineer,  9  June,  1864.     Honorably  discharged  20  November,  1865. 

Pope,  ^'illiani. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  4  June,  1836.  Resigned 
19  June,  1839. 

Popejoy,  Jan?es  P. 

Mate,  4  September,  1864.     Honorably  discharged  26  October,  1865. 

Poplar,  Charles. 

Acting  Carpenter,  4  January,  1863.     Appointment  revoked  (Sick,)  21  June,  1864. 

Poppleston,  J.  H. 

Midshipman,  25  April,  1831.     Resigned  19  September,  1832. 

Porcher,  Philip. 

Midshipman,  9  June,  1855.  Passed  Midshipman,  15  April,  1858.  Master,  4  No- 
vember, 1858.     Lieutenant,  27  April,  1860.     Resigned  2  February,  1861. 

Porteous,  James. 

Mate,  27  March,  1803.     Died  on  '' Niphon;'  11  September,  1863. 

Porter,  Abel  K. 

Acting  Third  Assistant  Engineer,  15  June,  1864.  Honorably  discharged  4  No- 
vember, 1865. 
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Porter,  Aloxnndor  F. 

Midshipiiifiii,  lit  iMurcli,  1811).     Dinl  11  iM-brimry,  1H27. 
i*4»rl(>r,  Itt'iijaiiiiii  If. 

Ailiiii,' .Miil^liij)iii;iii,  1  Dcrcinlicr,  isr,!).     p^nsii,'!!,  8  NuvciuIkt,  1R02.     I.iriiteniint, 
23  Fuliruury,  1804.     Killt-d  iix  uttmk  upon  Fort  Fislar,  ir>  .Inmiury,  lSO.i. 
Porter,  Carllwlo  P. 

Acting  Mi(l.sliij)iii;in,  27  September,  ISfil.     Resigned  IS  Junuiiry,  lbC4. 
Porter,  C'liarlen. 

iMati',  28  ]SovLnil)cr,  1803.     Disclmrgcd  21)  Atigust,  1804. 
Porter,  <'.vru«   K. 

Acting  Kii.-.iL;n,  22  February,  1804.     ironoral)ly  discharged  20  October,  1805. 
Porter,  ]>aiiiel  G. 

:M:itc,  21  .M;iy,  1804.     Honorably  discluirgcd  12  ()(;tober,  180.'). 
Porter,  Darld. 

Midsliipnian,    10   April,  1798.      Lieutenant,   8   October,    1709.      Commander,  22 
April,  1M)0.     Captain,  2  July,  1812.     Resigned  18  August,  1820. 
Porter,  David,  Jr. 

Muster,  3  yci)tcinber,  1807.     Last  appearance  on  Records  of  Navy  Department 
1  Miircli,  lb08. 

Porter    David  D. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  3  July,  IS:],!.     Lieutenant, 
27  February,  1841.     Commander,  22  A])rii,  isill.     Kear-Admiral,  4  July,   180u. 
Vice-Admiral,  25  July,  1800.     Admiral,  l~>  August,  1870. 
Porter,  David  II. 

Midshipman,  4  August,  1814.     Lieutenant,  13  January,  1825.     Resigned  20  July 
1S20. 
Porter,  David  TV. 

Mate,  19  November,  1803.     Died  29  December,  1803. 
Porter,  Edwarcl  E. 

Acting  Third  Assistant  Engineer,  21  November,  1803.     Honorably  discharged 
20  July,  ISO.-). 

Porter,  Frederiek  E. 

Acting  Second  Assistant  Engineer,  25  September,  1803.     Acting  First  Assistant 
Engineer,  28  October,  1804.     Honorably  discharged  30  July,  1805. 
Porter,  ITainiltoii  F. 

Midshipman,  12  April,  1830.     Passed  Midshipman,  1  July,  1842.     Died  10  August 
IS  14.  °      ' 

I»orter,  Denry  D. 

Acting  blaster,  24  April,  1802.     Resigned  30  Sojitomber,  1803.     Acting  Master. 
5  August,  1804.     Honorably  discharged  15  August,  1805. 
Porter,  Dehry  O. 

Midshipman,  3  November,  1840.     Resigned  10  August,  1847, 
Porter,  JaiiieM. 

Gunner,  tlalc  not  known.     Last  appearance  on  R.'cords  of  Navy  Department. 
Porter,  James  II. 

Mate,  23   January,   1802.      Acting   Ensign.   23   A\igiist,   1802.      Acting   Master. 
9  November,  1m".4.     Honorably  discharged  28  February,  1809. 
I'orter,  J.  ]ilaiiip«leii. 

Acting  Assistant  Surgeon,  17  October,  1861.     Resigned  25  June,  1802. 
Porter,  Jolin. 

Midshipman,  20  June,  1800.     Lieutenant,  27  May,  1812.     Commander,  28  March. 
1820.     Died  2  September,  1831. 
Porter,  Joliii  F. 

M  lie,  7  March,  1^04.     Honorably  discharged  21  December,  1805. 
I'orter,  Maitlaiid. 

Mate,  7  June,  ls02.     Dismissed  20  November,  18C2. 
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Porter,  Mortimer  S. 

Acting  Ensign,  1  March,  18C4.     Honorably  discharged  21  October,  1865. 

Porter,  Piiikiiey  J. 

Midshipman,  6  March,  1848.     Resigned  4  June,  1849. 

Porter,  Sidney. 

Cari^enter,  29  August,  1837.     Resigned  29  December,  1837. 

Porter,  Tlieodoric. 

Midshipman,  20  September,  1865.  Graduated  7  June,  1870.  Ensign,  13  July, 
1870.     Master,  11  February,  1873.     Lieutenant,  22  August,  1876. 

Porter,  Tlionias  K. 

Acting  Midshipman,  20  May,  1852.  Midshipman,  20  June,  1856.  Passed  Midship- 
man, 29  Ai)ril,  1859.  Master,  5  September,  1859.  Lieutenant,  24  January,  1861. 
DismissedlS  July,  1861. 

Porter,  Warren. 

Acting  Ensign,  23  October,  1863.     Acting  Master,  8  November,  1864.     Honorably 
discharged  23  August,  1865. 
Porter,  William  €.  B.  S. 

Midshipman,   29    July,   1835.      Passed    Midshipman,   22    June,   1841.      Master, 
17  June,  1848.     Lieutenant,  25  March,  1849.     Lost  in  ''•Levant,''''  18  September, 
1860. 
Porter,  William  D. 

Midshipman,  1  January,  1823.  Passed  Midshipman,  39  March,  1829.  Lieutenant, 
31  December,  1833.  Reserved  list,  13  September,  1855.  Commander  on  Active 
list,  14  September,  1855.     Commodore,  16  July,  1862.     Died  1  May,  1864. 

Post,  A.  S. 

Mate,  1  October,  1862.     Resigned  24  February,  1864. 

Post,  Charles  H. 

Mate,  13  December,  1861.     Resigned  27  February,  1863. 

Post,  George  W. 

Mate,  29  June,  1864.     Honorably  discharged  20  February,  1866. 

Post,  Joel  A. 

Midshipman,  23  July,  1866.     Graduated  7  June,  1870.     Resigned  22  Noveml)er, 

1872. 

Post,  .Tndson  S. 

Assistant  Paymaster,  9  September,  1861.  Assistant  Paymaster,  6  February,  1862. 
Paymaster,  16  October,  1864.     Dismissed  15  September,  1868. 

Post,  William  M. 

Acting  Master,  23  November,  1861.     Resigned  30  June,  1864. 

Postell,  William  B. 

Midshipman,  31  December,  1831.  Passed  Midshipman,  15  June,  1837.  Resigned 
14  June,  1839. 

Postell,  Edward. 

Midshipman,  30  November,  1814.     Resigned  30  June,  1817. 

Postlethwait,  George  W. 

Acting  Third  Assistant  Engineer,  23  November,  1864.     Resigned  15  June,  ISr,.". 

Potter,  Charles. 

Acting  Master,  14  August,  1861.     Resigned  (Sick,)  30  March,  1865. 

Potter,  Charles  H. 

Mate,  23  December,  1862.     Dismissed  19  March,  1863. 

Potter,  DaTid  T. 

Mate,  17  February,  1862.     Dismissed  16  July,  1862. 

Potter,  Edward  E. 

Midshipman,  5  February,  1850.  Passed  Midshipman,  20  June,  1856.  Master, 
22  January,  1858.  Lieutenant,  9  July,  1858.  Lieutenant-Commander,  16  July, 
1862.     Commander,  3  June,  1869.     Captain,  11  July,  1880. 
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Poller,  I'roilorlok  T). 

Assif  taut  Surgeon,  30  J  111  V.   Ibtii.     Surgeon,  2.1  Murch,  18C(5.     Kcsifjncd   1    April, 
1875. 
Poller,  George. 

Actiiit;  Tliini    Assistant  Engineer,  ;{()  May,  18G5.     Honorably  diBcbarged  20  Bcp- 
teniber,  lt>(i5. 
Poller,  II<'nry. 

Mi<lshii)iii:iii,  10  May,  1820.     Uesigncl  -JT  May,  1824. 
Poller,  JoHepli. 

Mate,  8  November,  ISfiO.     Resigned  1  June,  1872. 
Poller,  Joseph. 

Acting  Gunner,  21  October,  18G2.     Dismissed  29  June,  1868. 
Poller,  Riehard  M. 

Midshiijman,  1  January,  1812.     Lieutenant,!  April,  1818.     Died  11  August,  1823. 
Poller,  Roberl. 

Midshipman,  2  March,  18-ir>.     Resigned  26  Marcli,  1821. 
Poller,  Seyuionr. 

Lieutenant,  15  August,  1800.     Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 
Poller,  Tlioiiins  M. 

Assistant   Sur<:eon,  17  October,  1839.     Surgeon,   17  September,   1854.     Medical 
Director,  3  March,  1871.     Retired  list,  12  August,  1876. 
Potter,  William  II. 

Acting  Eusigti,  30  December,  1803.     Honorably  discharged  2  August,  1865. 
Potter,  William  II. 

Miilshipman,  G  December,  1814.     Resigned  8  June,  1819. 
Poller,  William  P. 

Midshipman,  20  Sei)tember,  18G5.     Graduated  June,  18G9.     Ensign,  12  July,  1870. 
Master,  12  July,  1871.     Lieutenant,  9  August,  1874. 
Pottenger,  CliarleH  IJ. 

Mate,  21  October,  1»G1.     Resigned  12  August,  1802. 
Pollinger,  TliomaH. 

^Midsliipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department. 
Potlinf^er,  Koberl. 

Purser,  10  July,  lb25.     Lost  in  the  "ZTbrTi^,"  10  September,  1829. 
Pot  linger,  William. 

Midshipman,  1  September,  1811.     Lieutenant,  5  March,  1817.     Died  5  February, 
1833. 
PotlH,  Howard  D. 

Third  Assistant  Engineer,  10  November,  1861.     Second  Assistant  Engineer,  25 
August,  18G3.     Retired  26  October,  1874. 
PoIIh,  Janie^. 

Boatswain,  3  July,  1799.     Last  appearance  on  Records  of  Navy  Department. 
PollH,  JaiiieH  It. 

Master,  24  July,  1812.     Died  8  May,  1839. 
PollH,  Jeremiab. 

Mate,  4   April,    18G2.     Acting   Ensign,   28   May,    1863.      Honorably   discharged 
17  November,  18G7. 
PollH,  JoHepli  II. 

Acting  S((()ihI  .Assistant  Engineer,  G   April,  18G4.     Appointment  revoked  (Sick. 
20  March,  l>ti.j. 

PollH,  Kiebard  €. 

Thir<i  Assistant  Engineer,  15  November,  1847.  Second  Assistant  Engineer,  2<> 
February,  1851.  First  Assistant  Engineer,  9  May,  1557.  Name  stricken  £rou» 
the  Rolls  15  June,  1U61. 
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Potts,  Robert. 

Third  Assistant  Engineer,  17  February,  1S60.      Second  Assistant  Engineer,  27 
June,  18fi2.     First  Assistant  Engineer,  1  March,  1865.     Chief  Engineer,  23  Jan- 
uary, 1873. 
Potts,  Stacy. 

Cadet  Engineer,  Naval  Academy,   1    October,  1872.     Graduated  30   May,  1874. 
Assistant  Engineer,  26  February,  1875. 
Potts,  Teiiiplin  M. 

Midshiijuuui,  G  June,  1872.     Graduated  20  June,  1876.     Ensign,  25  November, 
1877. 
Potts,  TVilliaiu   P. 

Midshii^man,  9  June,  1811.     Resigned  2  March,  1814. 
Potigiict,  Andrew. 

Master's  Mate,  date  not  known.     Resigned  in  1820. 
Ponlson,  William  H. 

Acting  Third  Assistant  Engineer,' 23  July,  1864.    Honorably  discharged  6  August, 
1865. 
Powell,  Eli. 

Acting  Third  Assistant  Engineer,  22  June,  1863.     Honorably  discharged  4  No- 
vember, 1865. 
Powell,  John, 

Mate,  1  October,  1862.     Acting  Ensi.Ln  ,  'J2  April,  1863.     Acting  Master,  18  Janu- 
ary, 1864.     Honorably  discharged  15  Novem'ber,  1865. 
Powell,  John  B. 

Acting  Gunner,  1  September,  1864.     Honorably  discharged  31  December,  1865. 
Powell,  L.evin  M, 

Midshipman,  1  March,  1817.  Lieutenant,  28  April,  1826.  Commander,  24  June, 
1843.  Captain,  14  September,  1855.  Retired  list,  21  December,  1861.  Com- 
modore on  Retired  list,  16  July,  1862.  Rear-Admiral,  Retired  list,  13  May, 
1869. 

Powell,  William  J. 

Assistant  Surgeon,  8  February,  1832.     Surgeon,  8  November,  1836.     Died  7  Feb- 
ruary, 1848. 
Powell,  William  li. 

Midshipman,  20  September,  1841.    Passed  Midshipman,  10  August,  1847.    Master, 
10  July,  1855.     Lieutenant,  14  September,  1855.    Dismissed  20  April,  1861. 
Power,  Alexander  W. 

Acting  Third  Assistant  Engineer,  29  December,  1864.      Honorably  discharged 
15  May,  1866. 
Power,  DaTid  T. 

Acting  Assistant  Paymaster,  5  November,  1863.     Mustered  out  8  December,  1865. 

Power,  Edward  B. 

Acting  Ensign,  22  June,  1864,     Honorably  discharged  20  July,  1865. 

Power,  James  T. 

Master's  Mate,  19  July,  1842.     Died  20  August,  1853. 

Power,  Thomas. 

Mate,  28  September,  1863.     Appointment  revoked  (Sick,)  7  October,  1864. 

Power,  William  T. 

Acting  Ensign,  1  October,  1863.  Acting  Master,  12  November,  1863.  Honorably 
discharged  8  December,  1865. 

Powers,  Frank  A. 

Mate,  18  October,  1864.     Resigned  23  May,  1865. 

Powers,  Henry  P. 

Acting  Second  Assistant  Engineer,  17  October,  1861.  Honorably  discharged 
15  November,  1865. 
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PonerH,  JaiiiOM  F. 

Acting  Third  Assistant  Engineer,  Ti  August,  ISCl.     Acting  Second  Assistant  Kn 
giiuer,  5  September,  18G2.     Honorably  discharged  10  December,  1805. 
PowerH,  John. 

Acting   Second    Assistant   Engineer,   b   January,    18G4.      Honorably   dischurgc*! 
2-lJuly,  18G13. 

PowerH,  Mundcvillc  P. 

Acting  Ensign,  14  December,  18G4.     Honorably  discharged  2  December.  1807 
Powers,  Ilobert. 

J5outs\v!iiii,  7  .liinc,  1852.     Resigned  IG  December,  1852. 
Powers,  IVilliaiii  Aiikiih(iin. 

Third  Assistant  Engineer,  ;{  May.  18G2.     Resigned  'A  March,  1860. 
I'owers.  ^Villiani  J. 

Acting  Master,  5  Septeml)er,  18G1.     Appointment  revoked  (Sick,)  23  Mav   1802. 

l>owliiiK.  II.  I>elV. 

A^si>tant  Surgeon,  4  April,  1831.     Resigned  1  December,  1834 
l*raft.  AiKlrew. 

Mate.  IS  .laiiuary,  1870.     Deserted  28  January,  1871. 
Pratt.  Ciiarles  IV. 

•Vctiiig  .Master,  ol  March,  ISC.'J.     Honorably  discharged  5  November,  1805. 
Pratt,  Kdwin  B. 

Mate,  2   August,  1802.     Acting   Ensign.  27  May,    18GI!.      lloiioraliiy  dischargei! 
29  January,  ISGG. 
I*ratt,  (jJeorge  W. 

Mate,  22  October,  18G2.     Mustered  out  1  May.  18G9. 
Pratt.  Henry  €. 

As^istallt  Surgeon,  9  August,  182G.     Died  10  .Alareh,  1828. 
I'ratt.  John  B. 

Mate,  13    February,  18G4.      Acting  Ensign.  31    October,   1804.     Honorably    <lis 
charged  31  October,  18G5. 
Pratt,  John  J. 

Acting  Assistant  Paymaster,  G  August,  1801.     Honorably  discharged  30  October. 
18G5. 
Pratt,  I.ieonard. 

Acting  Third  Assistant  Engineer,  4  January,  1804.     Honorably  discharged  28  Oc- 
tober, 1805. 
Pratt,  Maxwell. 

Acting  Third  Assistant  Engineer,  3  March,  1803.     Appointment  revoked  5  August, 
18G-1. 
Pratt,  >'iehols. 

Mate,  23  August,  1862.      Acting  Ensign,  2   November,  1803.      Acting  Master, 
25  April,  1805.     Honorably  discharged  8  April,  1807. 
Pratt,  Osear  II. 

Acting  :Master,  1  October,  1802.     Died  13  December,  1803. 
Pratt,  Shnbael. 

Midsliipuiaii,  18  June,  1812.    Last  appearance  on  Records  of  Navy  Department, 
isl.").     Frigate  "  Constitution.'''' 

Pratt,  Speneer. 

Acting  Master,  1  November,  1801.     Resigned  12  March,  1862. 
Pratt.  M'illiam  Fennell. 

Third  Assistant  Engineer,  25  August,  1802.     Second  Assistant  Engineer,  20  Feb- 
ruary, 1804.     Resigned  29  July,  1805. 
Pratt,  IVilliam  F. 

Acting  Master,  20  May,  1802.     Honorably  discharged  31  March,  1869. 
Pratt.   Milliam  S. 

Acting  Second  Assistant  Engineer,  20  July,  1804.     Resigned  20  June,  1865. 
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Pray,  Charles  B. 

Acting  Ensign,  31  December,  1863.     Honorably  discliarged  16  December,  1865. 
Praj,  Kzra. 

Acting  Assistant  Surgeon,  21  October,  18G1.     Acting  Passed  Assistant  Surgeon, 
4  August,  1865.     Honorably  discharged  1  March,  1866, 
Pray,  John  H. 

Mate,  26  February,  1864.     Resigned  24  June,  1865. 
Pray,  Riiel  B. 

Mate,  3  March,  1864.     Acting  Ensign,  31  March,  1864.     Resigned  7  June,  1865. 
Pray,  Thomas  J. 

Mate,  16  May,  1863.     Resigned  39  June,  1864. 
Preble,  Edward. 

Lieutenant,  9  February,  1798.     Captain,  15  May,  1799.     Died  25  August,  1807. 
Preble,  Edward. 

Midshipman,  1  January,  1817.     Drowned  30  March,  1833. 

Preble,  Edward  E. 

Acting  Midshipman,  29  November,  1859.  Ensign,  9  August,  1864.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Resigned  21  Janu- 
ary, 1871. 

Preble,  George  H. 

Lieutenant,  5  February,  1848.  Commander,  16  July,  1862.  Dismissed  20  Septem- 
ber, 1863.  Commissioned  Commander,  11  April,  1863,  from  16  July,  1863. 
Captain,  29  January,  1867.     Commodore,  2   November,  1871.      Rear-Admiral, 

30  September,  1876.     Retired  list,  25  February,  1878. 

Preble,  George  H. 

Midshipman,  10  October,   1835.      Passed   Midshipman,  22  June,  1841.     Master, 

15  July,  1847.  Lieutenant,  5  February,  1848.  Commander,  16  July,  1862.  Cap- 
tain, 29  January,  1867.  Commodore,  2  November,  1871.  Rear-Admiral,  30  Sep- 
tember, 1876.     Retired  list,  25  February,  1878. 

Prentiss,  George  A. 

Midshipman,  1  March,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
9  February,  1837.  Commander,  14  September,  1855.  Retired  list,  24  October, 
1864.     Commodore,  Retired  list.     Died  8  April,  1868. 

Prentiss,  Jabez. 

Master,  4  January,  1809.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Norfolk. 

Prentiss,  John,  Jr. 

Midshipman,  11  June,  1799.     Resigned  27  January,  1800. 

Prentiss,  John  E. 

Midshipman,  9  November,  1813.  Lieutenant,  13  January,  1835.  Died  5  July, 
1840. 

Prentiss,  John  E. 

Midshipman,  19  October,  1841.     Died  31  December,  1843. 

Prentiss,  JVathaniel. 

Master,  22  January,  1823.     Died  30  April,  1853. 

Prentiss,  ]\athaniel  A. 

Midshipman,  18  June,  1813.  Last  appearance  on  Records  of  Navy  Department, 
1813.     Brig  "  Prometheus^ 

Prentiss,  Roderick. 

Acting  Midshipman,  31  September,  1854.    Midshipman,  9  June,  1859.    Lieutenant, 

31  August,  1861.     Died  from  wounds,  6  August,  1864. 
Prentiss,  William  M. 

Acting  Third  Assistant  Engineer,  34   February,  1863.      Honorably  discharged 

16  October,  1865. 
Prescott,  Charles  M. 

Acting  Third  Assistant  Engineer.     Resigned  (Sick,)  6  August,  1864 


GENEI5AI.  N.VVV    KKCJlSlKlt.  Ml 

Prcsoolt,  GoorRC. 

Acting  Chiif  Kiijjjinct'r.  Hi  M.inli,  Hr,|.      Ui.'Hii,'iii-.l  -JO  OctolitT,  l«til. 

l*roN<'otl,  4>c>orKO  II. 

.Mate,  y  August,  1801.     Ilonorubly  dischurgeil  11  August,  180W. 
I'reMOolf,  Saiiinol. 

MidsliipMuin,  W  June,  1799.     Itcsigiiud  3  Scpteinbcr,  1800. 
l*roM(>otl,  William  A. 

.Male,  '~G  Siptcaibcr,  18(52.     llouonildy  discharged  7  November,  IHCI. 
PrcMt,  Ebenozer. 

Acting   Tliird   Assistant   Kngineer,   .■>   November,    18(!:J.     Ilonorubly    discliurgcd 
9  Octoln-r,  ISOo. 

I'roMtoii,  Samuel  IV. 

Acting  Midshipniau,  4   October,   ISis.     Acting   Master,  4    (JctoluT,  1801,     Lieu- 
tenant, 1  August,  186.2.     Killed  in  attack  on  Fort  Fisher,  15  Juuuury,  186.'>. 
ProMtoii,  William  M. 

Assistant  Paymaster,  4  November,   18<J9.     Passed   Assistant   Paymaster,   1   July, 

187.). 

I*rovost,  AiiKHi^diM  W. 

Mieishipinan,    1    November,    1828.     Passed    .Midshipman,    II    .lune,    1n:;I.     Died 
22  February,  1837. 
Provont,  It.  11. 

Miil^-iiipnian,  30  July,  1799.     Discharged  0  August,  1801,  under   Peace  Establish- 
niLiit  Act. 
l*i'evoNt,  Jaiiios  F. 

Midsiiipmau,  12  November,  1819.     Died  in  1829. 
Prit'c,  Abel  F. 

Assistant  Surgeon,  10  November,  18GS.     Passe<l    .Vssistant  Surgeon,  27  ^larch, 
1873.     Surgeon,  14  August,  1878. 
Prieo,  Aloxainlor  II. 

Tliird  Assistant  Engineer,  8  October,  18G1.     Second  Assistant  Engineer,  3  August, 
18G3.     Retired  list,  26  October,  1872. 
Price,  Ardiiir. 

Third  Assistant  Engineer,  10  June,  1802.     Second  Assistant  Engineer,  21  Novem- 
ber, 18G3.     First  Assistant  Eugiueer,  1  January,  18G8. 
Price*  Ren  jam  ill  li. 

Midshipuiau,  4  July,  1805.     Dismissed  16  September,  1805. 

Price,  Itenjaiuiii  S. 

Acting  A»M.->tauL  Paymaster,  9  December,  18G1.     Resigned  10  December,  1802. 

Price,  C'harlcH  J. 

Actiu-    Third  Assistant  Eugiueer,  2   November,   18G4.      Honorably   discharged 
IGjuIy,  ISGG. 
Price,  Cicero. 

Midshipman,  1  February,  1820.     Passed  Midshipman,  28  Ai)ril,  1832.     Lieutenant, 
6  September,  1837.     Commander,  14  September,  18.">5.     Captain,  IG  July,  18G2. 
Connnodure,  29  December,  18G6.     Retired  list,  2  December,  18G7. 
Price,  F<hvar(l. 

MidshipnuM,  0  April,  1813.     Resigned  31  July,  1823. 
Price,  i«e<M'Re. 

Lieutenant,  19  July,  1799.      Last  appearance  on   Records  of  Navy  Pcpartnjent, 
20  September,  1799,     Dead 

Price,  <r««»orge. 

Acting  (.iuiuicr,  4  November,  18G2.     Honorably  discharged  IG  November,  18C5. 

Price,  .loll II. 

Acting  Master  and  Pilot,  1  October,  18G4.     Honorably  discharged  8  October,  1868. 

Price,  JoH.  P. 

Midshipman,  13  June,  1799.     Discharged  21  .Vprii,  IbOl,  und.  r  Peace  Establish- 
muut  Act. 
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Price,  Jos.  P. 

Master,  20  January,  1809.     Resigned  2  July,  1812. 
Price,  Richard  J.  I>. 

Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847,    Died 
20  June,  1853. 
Price,  Robert. 

Mate,  31  December,  1863.    Acting  Ensign,  8  June,  1864.     Appointment  reyoked 
26  September,  1866. 
Price,  Rodiuaii  M. 

Purser,  5  November,  1840.     Resigned  16  December,  1850. 
Price,  Tliomas  I>. 

Assistant  Surgeon,  1  April,  1800.     Discharged  4  August,  1801. 
Price,  TVilliaiii  C. 

Master,  21  April,  1809.     Dismissed  1  March,  1810. 
Price,  Williaui  I>. 

Acting  Ensign,  21  March,  1864.     Resigned  28  April,  1865. 
Price,  William  S. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  Engi- 
neer, 4  February,  1863.     Dismissed  23  April,"! 863. 
Price,  William  ^, 

Acting  Ensign,  27  January,  1863.     Acting  Master,  recommendation  of  Command- 
ing Officer,  2  May,  1864.     Died  7  April,  1866. 

Pricketf,  Natlianiel  P. 

Midshipman,  10  June,  1848.     Died  23  March,  1850. 

Priest,  Joshua. 

Acting  Third  Assistant  Engineer,   6   September,  1864,     Honorably   discharged 
4  September,  1865. 

Prime,  Ebenezer  S. 

Midshipman,  23  September,  1863.     Graduated  June,  1868.     Master,  12  July,  1870. 
Lieutenant,  5  J  une,  1874. 
Prime,  William. 

Gunner,  18  April,  1804.     Dismissed  31  January,  1806. 

Prince,  A.  B. 

Acting  Ensign,  27  July,  1863.     Honorably  discharged  26  October,  1867. 

Prince,  Benjamin  C. 

Master,  1  July,  1805.     Resigned  15  September,  1807. 

Prindle,  Franklin  €. 

Third  Assistant  Engineer,  3  August,  1861.     Second  Assistant  Engineer,  21   April, 
1863.     Resigned  11  September,  1865. 

Prindle,  F.  €. 

Civil  Engineer,  17  April,  1869.     Resigned  1  j'anuary,  1876. 

Prindle,  George  M.  * 

Acting  Ensign,  20  January,  1863.     Honorably  discharged  18  January,  1867. 

Prfindle,  Gilbert  H. 

Mate,  27  January,  1865.     Honorably  discharged  02  June,  1867. 

Pringle,  John  J. 

Midshipman,  23  September,  1840.    Passed  Midshipman,  11  July,  1846.    Resigned 
8  June,  1849. 
Prior,  Francis  G. 

Mate,  23  January,  1862.    Acting  Master,  21  August,  1863.     Appointment  revoked 
(Sick,)  29  December,  1863, 

Prior,  Gilbert  S. 

Acting  Third  Assistant  Engineer,  12  October,  1863.     Resigned  26  January,  1865. 

Pritchard,  Arthnr  .1. 

Assistant  Paymaster,  7  October,  1861.     Paymaster,  9  November,  1804. 
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I'ritoliett,  JniiiOH  M. 

Acting  Midshipinaii,  27  May,  18r»2.  Miflshipmjiii,  10  Juno.  IS.")".  Passo«l  Mid- 
eliipmaii,  5  September,  l>ir,\}.  :Mast(r,  i-Tj  June,  1800.  I.ieutenant,  3  April,  IbOl. 
hieuteuuut-Coinmunder,  2  January,  ISO'S.     Died  24  October,  1871. 

I'roc'for,  Alexander. 

Mate,  0  June,  ISOLJ.     Honorably  discliargcd  1  December,  1805. 

I'roefor,  Ilonry  O. 

Mate,  15  Septeinlier,  18G2.  Acting  Ensign,  11)  July,  1801.  Honorably  dischargefl 
4  January,  1800. 

Frootor,  Sloplion. 

.Midsliipuian.  ".»  .May,  1800.     Resigned  27  April,  180:;. 

I'rotlierM,   John. 

Acting  Third  Assistant  Engineer.  20  September.  1802.  Appointment  revoked 
(Sick,)  21  May,  1803. 

ProiHlflt,  John  McI.. 

Mi.lsliipman,  24  Sc])tember,  1872.     Graduated  20  June,  1870.     Ensign,  24  Septcm- 
l)cr,  1S72.     Died  15  December,  187». 
l*ron<ini,  ISaiiMOin  ^i. 

.M:ii(,  0  M:i\,  is(i;j.  Acting  Ensign,  3  March,  1805.  llonitrahly  di-chai'^'cd 
23  August^  1800. 

l*rovanx,  John. 

.Midshipman,  15  January,  1801.     Discharged  12  October.  isOl.  imdir  Peace  Estab- 
lishment Act. 
Provost,  \olHon. 

Acting  Master,  20  August,  1801.     Honorably  clischargcrl  25  February.  ISCC). 

Prn<l.v.  John,  Jr. 

Third   Assistant    Engineer,   21    November,    1857.       Second   Assistant   Engineer, 
2   August,    185f».      First   Assistant   Engineer,    19    February,    1803.      Kesigned 
30  January,  1^73. 
I*r.vor,  C'in(*innatnK. 

'Midshipman,  1  .lanuary,  1828.     Dismissed  10  May,  1832. 
Prjor,  K<lMard. 

Mate,  IS  .Marcii,  1865.     Appointment  revoked  12  December,  1865. 
Pry  or.  M'illiain. 

Midsliipman,  1 1  February,  1832.     Murdered  in  April,  1833. 

Pnoked,  John  II. 

Actiiii,'  Ensign  and  Pilot,  9  September,  1864.     Picsigncd  8  March,  1865. 

Pngh.  Robert  C. 

Mid>liil.n.an,  21  May.  1798.     Left  the  service,  24  December,  1798. 

Pngsle.v,  Isaae  P. 

Acting  Assistant  Paymaster,  24  August,  1804.  Honorably  discharged  15  Sep- 
tember, 1805. 

Pnlnian.  I>avi«1. 

Mate,  Jl   .lanuary,  1S03.     Acting  Ensign,  22  June,  1864.     nonorably  discharged 
14  Novcmijor,  1805. 
PnlNipher.  G.  ]*I. 

Acting  Ensign.  1^  December,  1802.     Honorably  discharged  23  November.  1865. 

Pnlfy..  Xorinan  S. 

Mate,  10  November,  1863.     Resigned  12  May,  1865. 
Pnneh,  John  S. 

Purser,  2:!  .May.  18;12.     Dismissed  by  Court-Martial  2  July.  1831. 

Pnneh    Riehard  I>. 

Mate.  23  Nnveiiibrr.  180:'..     Honorably  di.<«charged  2  October,  1865. 

Pnreell.  diregory. 

Midshipman,  1  March,  182:5.      Died  in  June,  1824. 
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Pnrdic,  Charles  F. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October,. 
18G().  Third  Assistant  Engineer,  2  June,  1868.  Second  Assistant  Engineer, 
2  June,  1869.     Resigned  23  January,  1875 

Pur<lie,  William  A. 

Mate,   26   December,  1862.     Acting  Ensign,  20  August,   1863.     Honorably  dis- 
charged 21  June,  1865. 
Purdy,  Henry  B. 

Mate,  19  December,  1863.     Resigned  3  June,  1864. 
Piirdy,  William  B. 

Acting  Assistant  Paymaster,  5  November,  1862.     Mu.,tered  out   15   November 
1865. 
Purket,  Jolin. 

Master,  23  January,  1799.     Resigned  25  July,  1799. 

Purnell,  Henry. 

Midshipman,  1  January,  1808.     Resigned  18  August,  1809. 
Pnrrington,  Charles  F. 

Mate,  29  January,  1864.     Mustered  out  1867. 
Purse,  W^illiam  A. 

Acting  Assistant  Paymaster,  28  August,  1863.     Resigned  9  November,  1864. 
Purse,  Wilson  K. 

Third  Assistant  Engineer,  12  August,  1858.     Second  Assistant   Engineer,  21  Sep- 
tember, 1861.     First  Assistant  Engineer,  11  March,  1863.     Retired  list,  16  June, 
1874. 
Pursell,  Francis. 

Beatswain,  27  May,  1857.     Resigned  31  August,  1857. 

Pursell,  P.  H. 

Acting  Assistant  Surgeon,  2  February,  1864.     Resigned  28  April,  1865. 

PurTiance,  Hugh  Y. 

Midshipman,  3  November,  1818.  Lieutenant,  3  March,  1827.  Commander, 
7  March,  1849.  Captain,  28  January,  1856.  Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  16  July,  1862. 

PurTiance,  W.  C. 

Midshipman,  6  November,  1817.     Died  26  July,  1822. 
Purvis,  Andrew. 

Gunner,  25  November,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Purvis,  William. 

Sailmaker,  15  January,  1800.     Warrant  returned  26  January,  1800. 
Putnam,  Charles. 

Mate,  8  September,  1862.     Acting  Ensign,  3  December,  1863.     Honorably  dis- 
charged 21  October,  1865. 
Putnam,  Charles  F. 

]MidF,hipman,  24  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  July,  1874. 
Master,  12  March,  1880. 
Putnam,  Charles  O. 

Acting  Third  Assistant  Engineer,  18  June,  1864.  Honorably  discharged  28  No- 
vember, 1865. 

Putnam,  Fdwin. 

Assistant  Paymaster,  20  September,  1862.     Paymaster,  4  May,  1866. 

Putnam,  W^  O. 

Acting  Ensign,  12  August,  1862.     Acting  Master,  recommendation  of  Command- 
ing Officer,  22  April,  1864.     Honorably^discharged  20  September,  1865. 
Putnam,  William  !S. 

Mate,  19  November,  1862,     Resigned  31  October,  1862. 

Pybns,  John. 

Mate,  11  June,  1863.     Resigned  (Sick,)  7  March,  1865. 
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Pye,  Jnnios. 

Mitlfliipman,  IS  .Tunc,  isi'j.     Discharfjed  fi  July,  1813. 

Pynelion,  JoMopli  II. 

Acting'  Assistant  Paymaster,  14    November,  1802.     Honorably  dischar^'od  20  De- 
cember, 1805. 
Pynolioii,  W,  1j. 

Aitiuj;  Assistant  Paymaster,  28  January,  1802.     Mustered  out  'JO  December,  180.'5. 

Pyko,  David. 

Acting?  Second  Assistant  Engineer,  It  November,  1801.  Resigned  i:j  January. 
1803. 

Pyle,  GoorRC  W. 

Actiii!^  Third  Assistant  Engineer,  25  April,  1804.     Honorably  discharged  10  ApriU 
1SG«. 
Pyiie,  Charles  IS. 

Acting  Ensign,  7  January,  1805.     Honorably  discharged  14  July.  1805. 

Pyiiiio,  OeorRC  A. 

Mute,  2  April,  1804.     Appointment  revoked  27  December,  I^C" 

QnaokoiiboM,  Poter. 

Midshipnum,  20  .liiiie,  1800.     Resigned  27  July,  1807. 

QuaokoiiboKH,  G.  C. 

Assistant  Surgeon,  10  September,  1805.  Last  appearance  on  Records  of  Navy 
Department,  0  August,  1806.     Resigned. 

QuaokoiibiiMli,  John  N. 

Midshipman,  24  Sei)tember,  1847.    Dismissed  3  January,  1854.    Acting  Lieutenant,. 
10  July,  1862.     Lieutenant-Commander,  10  July,    1802.     Retire<l  list,   17  July, 
1808.     Lieutenant-Commander  on  Active  list,  from  29  September,  1802.     Com- 
mander, 25  May,  1S71. 
Quaokoiibimh,  Stephen  P. 

Midsiiipinau.  15  February,  1810.  Passed  Midshipman,  11  July,  181(5.  Master. 
1  March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  10 
Julv.  1802.  Commander,  25  July,  1800.  Captain,  25  July,  1871.  Commodore, 
1:5  March,  1880. 

Uuadlin)?,  Fd^vard  II. 

Acting  Ensign,  0  June,  1803.     Honorably  discharged  17  September,  1865. 

Qnaltrong;h,  Edward  F. 

Midshipman,  21  September,  1807.  C-aduated  0  June.  1871.  Ensign,  14  July, 
1872.     Master,  1  July,  1870. 

Qnayle,  ThoniaH  F. 

Mate,  20  November,  1801.     Resigned  27  April,  1805. 

Queen,  Walter  W. 

Midshii)man,  7  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master,  15 
September,  1855.     Lieutenant,  10  September,  1855.     Lieutenant-Commander,  16 
July,  1862.     Commander,  25  July,  1866.     Captain,  4  June.  1874. 
Uueon,  IVilliani  C. 

Mate,  13  September,  1865.     Deserted  24  May,  1867. 

<lneve<lo,  John. 

Mate,  -i  December,  1801.  Resigned  19  November,  1803.  Acting  Gunner,  10  Feb- 
ruary, 1805.  Honorably  flischurged  24  January,  1800.  Mate,  13  Februarj-,  1806. 
Mustered  out  30  September,  1808. 

QniK,  Henry  M. 

Third  Assistant  Engineer,  8  October,  1861.     Second  Assistant  Engineer,  "3  August 
1803.     Resigned  20  November,  1809. 
Qaieley,  James  I.. 

Acting  Ensign,  27  May,  1803.     Honorably  discharged  9  November,  1868. 
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Qnillin,  John. 

Boatswain,  30  July,  1807.     Last  appearance  on  Records  of  Navy  Department, 
31  July,  1807. 

Qiiimby,  Sanmel  F. 

Acting  Assistant  Surgeon,  19  February,  1862.     Dismissed  15  August,  1863. 

Qiiiii,  James  X. 

Acting  Third  Assistant  Engineer,  16  March,  1864.     Honorably  discharged  12  Oc- 
tober, 1805. 

Quill,  John. 

Master,  1  November,  1816.     Reserved  list,  14  September,  1855.     Died  21  Septem- 
ber, 1858. 

<inin,  Rioharrt  B. 

Third  Assistant  Engineer,  21  May,  1853.      Second  Assistant  Engineer.  27  July, 
1855.     Resigned  1  September,  1856. 

Qnin.  Thomas  A. 

Mate,  25  March,  1863.      Acting  Ensign,  23  July,  1863.     Honorably  discharged 
27  September,  1865. 

Qninby,  John  G. 

Cadet  Midshipman,  12  June,  1874.     Graduated  4  June,  1880. 

Quinn,  James. 

Acting  Third  Assistant  Engineer,  24  October.  1864.  Honorably  discharged 
23  May,  1869. 

Qninn,  John. 

Actin"'  Third  Assistant  Engineer,  14  July,  1863.    Honorably  discharged  14  August, 

1865. 

Qninn.  John. 

Boatswain,  15  September,  1873.     Dismissed  8  January,  1875. 

i|uinn,  John. 

Midshipman,  30  May,  1803.     Resigned  28  November,  1803. 

Q,ninn,  John  Paul. 

Assistant  Surgeon,  9  May,  1861.  Passed  Assistant  Surgeon,  26  October,  1863. 
Surgeon,  30  December,  1864.     Died  6  June,  1869. 

4iuinn,  Michael. 

Second  Assistant  Engineer,  15  November,  1847.  First  Assistant  Engineer,  6  No- 
vember, 1849.  Chief  Engineer,  15  December,  1853.  Name  stricken  from  the 
Rolls  18  May,  1861. 

Q,uinn,  William  E. 

Acting  Third  Assistant  Engineer,  28  April,  1863.  Resigned  22  August,  1863. 
Actino-  Third  Assistant  Engineer,  2  October,  1863.  Appointment  revoked 
(Sick,)  25  January,  1864.  Acting  Third  Assistant  Engineer,  7  March,  1865. 
Honorably  discharged  7  January,  1866. 

Quintard,  Ferris  J. 

Acting  Assistant  Paymaster,  4  November,  1862.     Resigned  22  June,  1863. 

Rabadan,  Raymond. 

Mate,  21  October,  1861.  Acting  Ensign,  8  December,  1862.  Honorably  dis- 
charged 5  September,  1865. 

Race,  Carlton  W. 

Mate,  4  February,  1864.     Honorably  discharged  28  June,  1866. 

Rack,  George. 

Acting  Assistant  Paymaster,  14  November,  1864.  Honorably  discharged  13  Sep- 
tember, 1865. 

Rack,  Thomas  W. 

Mate,  30  January,  1863.  _  Resigned  (Sick,)  20  April,  1865. 
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IC:i<-oo.  Frodorii'k  W. 

Actiiif;  TliinI   As>;ist;iiit  Enjiinccr,   10  Fel>ni:iry,  18(54.     Artiiif^  Second  As.si>tii]' 
Engineer,  '29  July,  iNfi.'j.     HonoruMy  <lischurg(.Ml  23  Auj^ust,  1805. 
Kadal»nn{;li,  Goori;o. 

Actiiiij  First   Assistant    Engineer,    12    Dercmber,    \x(\'2.     Honorably   diBchurj^cd 

'jy  C)<'t()l)or,  18G"». 

Kadeliiro,  .41o\aii<lor  D. 

Acting  Third  Assistiint  Knginccr,  27  March,  1S(55.     Hononibly  dischargcil  22  Sep 
tember,  1^(>9. 
Radolifre.  John  II. 

Acting  Third  Assistant  Engineer,  24  August,  18G4.     Honorably  discharged  5  July, 
ISO.'*. 
Radford,  Steplioii  K. 

Assistant  Paymaster,  0  July,  1S78.     Resigned  28  January.  1879. 
Kadford,  IVilliain. 

Midsliipman,   1   March,  182.">.     Passed  Midshipman.  4   June,    1831.     Lieutenant, 
9  February,  1837.     Cnnunander,   14  September,   IH~}~>.     Captain,  IG  July,  18(»2. 
Commodore,  24  April,  18(;:{.     Rear-Admiral,  2.'j  J  uly,  18r)r..     Retired  list,  IMarch, 
1870. 
Rae,  CharloM  W. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,   10  October, 
18(i»].     Third  Assistant  Engineer.  2  June,  1SG8.     Second  Assistant  Engineer, 
2  June,  1809.     Passed  Assistant  Engineer,  28  December,  1875. 
Rae,  Tlioina»  Whiteside. 

Third  Assistant  Engineer.  30  July,  1801.     Second  Assistant  Engineer,  21  Ai)ril. 
1SG3.     First  Assistant  Engineer,  11   October,  1806.     Resigned   1  October,  1N77. 
Raebel,  Ilornian  C. 

Midshipman,  23  September.  1801.     Graduated  November,  1804.     Ensign,  1   No- 
vember, 1860.     Master,  1    December,  1800.     Lieutenant,  12  March,  1868.     Die<l 
2.5  June,  1869. 
Raefle.  Mux  G. 

Acting  Assistant  Surgeon,  20  February,  1862.     Resigned  18  May,  1805. 
Rafierfy,  Hugh. 

Acting   Second    Assistant   Engineer.   27   August,    1801.      Honorably   discharged 
9  August,  1805. 
Ra^T^idale.  James  K.  P. 

Acting  Miilsliii)man,  21  September.  1860.     Graduated  September,  1865.     Ensign, 
1  Deccml^er,  1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869.     Died 
20  May,  1874. 
Rainhou*.  John. 

Carpentir.  10  June,  1837.     Died  18  September,  1868. 
Raiiier,  Amos. 

Acting  blaster  and  Pilot,  1  October,  1804.     Honorably  discharged  1  August,  180.".. 
Rainer,  IVilliani  S. 

Acting   Tliird    Assistant    Engineer,  2.">  March,   1804.     Honorably  disrharL'cd   22 
August,  isi;."). 

Rainey,  John  D. 

Midshipman.  19  March,  1840.     Passed  Midshipman,  10  June,  18.53.     Master,  15 
September,  1S55.     Lieutenant,  16  September,  1855.     Resigned  29  July,  1S57. 
Rainier,  Ciiarles  E. 

Acting  Third  Assistant  Engineer,  11   December,  1801.     Acting  Second  Assistant 
Engineer,  19  September,  1864.     Honorably  discharged  30  November,  1865. 
Ralpii,  Joseph  P. 

Mate,  28  September,  1863.     Deserted  January,  1864. 
RamaKe,  James. 

Master,  1   June,   1S13.     Lieutenant,  9  December,   1814.     Commander,   11    March, 
1829.     Cashiered  24  September,  1831. 
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Ramsay,  Francis  M. 

Acting  Midshipman,  5  October,  1850.    Midshipman,  21  April,  1855.    Passed  Mid- 
shipman, 20  June,  1856.     Master,  22  Januaiy,  1858.     Lieutenant,' 23  January, 
1858.      Lieutenant-Commander,  16   July,  1862.      Commander,  25   July,  1866. 
Captain,  1  December,  1877. 
Ramsay,  Henry  A. 

Third  Assistant  Engineer,  21  May,  1853.     Second  Assistant  Engineer,  26  June,. 
1856.     First  Assistant   Engineer,  2  August,    1859.      Name  stricken   from   the 
Rolls,  6  May,  1861. 
Ramsay,  John  S. 

Acting  Assistant  Surgeon,  15  March,  1864.     Assistant  Surgeon,   1    April,   1861. 
Resigned  31  December,  1867. 
Ramsay,  Sterrett. 

Purser,  18  November,  1830.     Pay  Director,  Retired  list.     Died  23  July,  1873. 
Ramsay,  William. 

Midshipman,    1    Sepcember,    1811.      Lieutenant,   5    March,    1817.      Commander, 
3  February,  1837.     Captain,  27  February,  1847.     Died  10  August,  1866. 
Ramsdell,  John. 

Mate,  22  December,  1863.     Died  22  October,  1866. 
Ramsden,  Frederick  Thomas  Unlly. 

Third  Assistant  Engineer,  25  August,  1862.     Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.     Resigned  14  April,  1869. 

Ramsey,  Daniel  B. 

Midshipman,  C  July,  1803.     Resigned  12  December,  1808. 
Ramsey,  James. 

Acting  Second  Assistant  Engineer,  12  December,  1863.     Resigned  27  February, 
1864. 
Ramsey,  J.  R. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  5  Sep- 
tember, 1865. 
Rand,  George  R. 

Acting  Assistant  Paymaster,  4  December,  1862.     Assistant  Paymaster,  30  June, 
1864.     Resigned  22  December,  1865. 
Rand,  Homer  F. 

Acting  Assistant  Paymaster,  22  April,  1864.     Mustered  out  24  September,  1865. 
Rand,  Isaac  H. 

Midshipman,  23  January,  1815.    Last  appearance  on  Records  of  Naw  Department, 
1822.     Dead. 
Rand,  James. 

Purser,  12  March,  1800.     Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 

Rand,  Stephen. 

Acting  Third  Assistant  Engineer,    17  December,    1864.     Honorably  discharc'-d 
8  August,  1869.     Assistant  Paymaster,  12  August,  1869.     Passed  Assistant  I'ay- 
master,  30  April,  1874. 
Randall,  Andrew  A. 

Gunner,  29  August,  1843.     Resigned  27  November,  1854.     Mate.     Died   18  Janu- 
ary, 1865. 

Randall,  Benjamin  TV. 

Acting  Third  Assistant  Engineer,  10   March,    1864.     Honorably  discharged   15 
July,  1865. 
Randall,  George  G. 

Acting  Ensign,  7  December,  1804.     Honorably  discharged  7  November,  1S65. 
Randall,  Henry  K. 

Midshipman,  18  June,  1812.     Resigned  1815. 
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ICaiKlall,  .loHO|»li   l>. 

Ailiiii,'  i:iisii,Ni,  C.  May,  ISd;?.  Acliiii,'  MiisttT,  111  Dici-inljcr,  \HM.  Uvsi'^in-il 
ir,  Deccinljcr,  ISCJ. 

KaiKlall,  Milton  P. 

Aitiiii;  Tliinl  Assistiint  Knirinoor,  I?  Jiiiif.  lS(il.  Arfinj^  Second  AssisUint  Enyi- 
lucT,  H)  .Inly,  18t>:{.     IIoiKirably  cliMclmrfjcd  'J  I  Di!ceinl)cr,  lyOO. 

ICuiMlall.  l*liili|». 

M;itc.  :!  July,  IsdCi.     Resigned  7  N'ovmilKT.  IMdS. 

Itaiidall,  Saiiiiiol  A. 

Acting  First  Assistant  Enginorr,  1<>  .Inly.  ]Hi'<\.    irnnor:il)ly  discharged  11  Nnvrm- 
bcr,  1«('.5. 
Kaiidall,  San  ford. 

U.av,  1!)  ])eccnil)cr,  1801.     l{csigiicd  2r,  OcIoIkt,  iy02. 
Kan«lall,  TlioinaM. 

.Midsliipiium,  2.i  Sii»tcinl)cr,  ITlHt.  Discharged  '^2  June,  I.SOI,  under  Peace  Estah- 
lishnient  Act. 

Kandall,  IVoMloy. 

Acting  Second  Assistant  Engineer,  18  June.  180-1.     Honorably  discliargfxl  27  Sep- 
tember, 18G5. 
Knndall,  TY'illiam  I*. 

Acting  ]^Iaster,  24  July,  18(il.  Acting  Volunteer  I.icntenant,  28  May,  1862.  Acting 
Volunteer  Lieutcnunt-Commander,  'J  March,  1805.  Honorably  discharge. I 
19  December,  180.i.  Acting  Master,  7  December,  1800.  Ensiijn,  12  March, 
1808.     Master,  18  December,  18G8.     Lieutenant,  21  i\Iarch,  1870. 

Randolph,  lt(>vorly. 

Midshipman,  2:i  July,  18:]fl.     Passed  Midshipman,  2   July,   1845.     Acting  Master, 
17  December,  1847.     Resigned  18  May,  is.-.o 
Randolph,  R.  S. 

Midshi]Mnan.  2  February,  1815.     Resigned  5  September.  1817. 
Randolph,  I>.  Ti. 

Midshipman,  1  May,  1822.     Resigned  0  February,  18:?0. 

ICandolph,  Edward. 

Midshipman,  20  August,  1.800.     Discharged  14  April,  1801. 
Randolph,  <iieor}<;<'  IV. 

Midshipman.  lil    March,   18;il.     Passed  Midshipman.    15  June,   1837.     Resigned 
22  July,  18.30. 
Randolph,  John  R. 

Midshipman,  11  June,  18:]:?.     Passed  Midshipman,  8  July,  1839.     Lieutenant,  29 
May,  1840.     Died  20  July,  18.54. 
Randolph,  J.  F. 

Cajitain  (to  command  Galley,)  13  September,  1798.     Last  appearance  on   Records 
of  ><'avy  Department,  23  March,  1799. 
Randolph,  P.  R. 

Midshipman.  1  .lanuary,  1817.     Last  appearance  on  Records  of  Navy  Department, 
1819.     Died  at  Sea.  " 
Randolph,  Pojtoii  H. 

.\cting  Kiisign,  11  Novendjcr,  1803.     Honorably  discharged  21  Octoljer,  1805. 

Randolph,  R.  C'. 

Assistant  Surgeon,   1    Mav,  1810.     Surgeon,  15  April,   1814.     Resigned  24  May. 
1824. 
Randolph,  Riohard  R. 

Miilshipman,  18  Junt',  1799.     Lost  in  the  "Insurgent.^'' 
Randolph,  Rohort  It. 

Midshipman,  15  August,  1810.  Lieutenant,  27  April,  1810.  Dismissed  10  April, 
1833. 
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Randolph,  T.  M. 

Midshipman,  30  ]\Iay,  1810.     Resigned  28  May,  1832. 
Randolph,  Tietor  91. 

Midshipman,  11   June,  1814.     Lieutenant,  13  January,  1825.     Commander,  8  Sep- 
tember, 1841.     Captain,  14  Se^Jtember,  1855.     Resigned  14  January,  1861. 
Randolph,  W.  B. 

Midshipman,  1  January,  1812.     Lost  in  the  "  Was])'"  in  1815. 

Randi'iip,  <U.  E. 

Acting  Ensign,  17  February,  18G5.     Honorably  discharged  15  September,  18G5. 

Rank,  I2ra!Stns  P. 

Third  Assistant  Engineer,  8  December,  1862.     Resigned  9  March,  1860. 

Rankin,  Alexander  M. 

Acting  Third  Assistant  Engineer,  2  October,  1862.     Resigned  29  August,  1863. 

Rankin,  Darid. 

Gunner,  19  March,  1844.     Dismissed  30  May,  1851. 
Rankin,  William  B. 

Acting  Ensign^  81  July,  1863.    Honorably  discharged  3  November,  1865. 
Ransom,  George  B. 

Cadet  Engineer,  Naval  Academy,  1  October,  1871.     Graduated  30  May,  1874. 
Assistant  Engineer,  26  February,  1875.    In  service.    Passed  Assistant  Engineer, 
4  July,  1880. 
Ransom,  George  M. 

Midshipman,  25  July,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  28  June, 
1853.  Lieutenant,  21  February,  1854.  Lieutenant-Commander,  16  July,  1862. 
Commander,  2  January,  1863  Captain,  2  March,  1870.  Commodore,  28  March, 
1877. 

Ransom,  Harvey  li. 

INIate,  17  September,  1862.     Acting  Ensign,  14  September,  1863.     Died   14  Janu- 
ary, 1864. 
Ransom,  T.  B. 

Professor  of  Mathematics,  2  October,  1835.    Last  appearance  on  Records  of  Navy 
Department,  1837.     Frigate  "  Constellation.^* 
Ransom,  Theodore  1^. 

Mate,  14  February,  1863.    Resigned  4  October,  1864. 
Ranten,  Henry  H. 

Midshipman,  2  April,  1804.     Resigned  26  August,  1811. 
Rapalje,  Stephen. 

Surgeon,  4  December,  1828.    Died  11  September,  1856. 
Rapp,  Henry  B. 

Midshipman,  15  November,  1809.     Lieutenant,  24  July,  1813.     Resigned  10  Febru- 
ary, 1817. 
Rappell,  George  W. 

Mate.     Resigned  15  October,  1863. 
Ratchford,  Richard. 

Acting  Carpenter,  18  April,  1863.     Honorably  discharged  17  September,  1865. 
Ratclifie,  Quinton. 

Midshipman,  1  February,  1823.     Died  1  October,  1828. 
Rath  bone,  Clarence. 

Midshipman,  28  September,  1861.  Acting  Ensign,  10  June,  1844.  Resigned 
23  December.  1865. 

Rathbone,  J.  B. 

Midshipman,  3  March,  1841.     Resigned  20  September,  1845. 

Rathborne,  Samuel  T. 

Acting  Master,  26  April,  1862.     Resigned  22  January,  1863. 
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Rutlibiiriie,  X.  W, 

Actiiii;  KiisiL,'!!,  8  Octobor,  1802.     Uesigncd  'j:i  August,  1804. 
Rut  (iK»  II,  Mi  Ilium  i:. 

Mate,  21  Novcmljur,  18G7.     Uesigncd  U  December,  1872. 

liUMliiiKH,  John. 

Midsliipinan,  25  March,  1800.     Discharged  14  July,  1801,  under   Peace  EstobliBh- 
ment  Act. 

Rawliimoii,  Frnnolm. 

Aitini,'  ^eeoiitl  .Vs.sistant  Engineer,  0  June,  1804.     Ilonorubly  discharged  8  Augu»t 

iyti,->. 

RuwHoii,  K(lMar<l  K. 

C'hapliiin,  21  January,  1871. 
Ray,  CharU^  M. 

Assistant  Paymaster,  8  March,  1879. 
Ray,  Ilydo. 

Assistant  Surgeon,  20  July,  1809.     Surgeon,  24   July,  1813.     Died  7  September, 
1835. 
Ray,  J.  W.  II. 

Midshipiiiaii.  1   September,  1811.     Lieutenant,  5  March,  1817.     Died   Hi  Novem- 
ber, 1821. 
Ray,  RolMTt  C. 

Miilshipman,  1  October,  1872.     Graduated  20  June,  187().     Ensign, 4  June,  1878. 
Ray,  IVhitiiiiil  P. 

Midshipman,  27  September,  1800.      Graduated   7  June,   1870.      Ensii^'ii,  13  July. 
1871.     Master,  4  August,  1874. 

Ray,  IVilliaiii. 

Boatswain,  15  January,  1855.     Resigned  20  Oetolier,  18.").*). 
Ray,  M'illiani. 

Acting  Boatswain.  10  May,  1803.     Apjwintment  revoked  25  ^larch,  1804. 
Ray,  fl'illiam. 

Acting  Second  Assistant   Engineer,  10  November,  1804.     Honorably  discharged 
28  October,  1805. 
Raymond,  II.  C. 

Acting  Ensign,  11  June,  1803.     Resigned  81  May,  1805. 
Raymoiifl,  JamcH  II. 

Mate,  15  October,  1801.     Resigned  10  July,  1802. 
Rayiial,  I^o^is  F. 

Purser,  30  May,  1800.     Last  appearance  on  Records  ot'  Navy  Department. 
Raynolds,  W.  F.,  Jr. 

Mati,  28  ^March,  1802.     Acting  Ensign,  13  July,  1803.     Resigned   13  November 
1804. 
Rayiior,  JaniO!4  It. 

Male,  22  November,  1804.     Honorably  discharged  4  October,  1808. 
Ray  nor,  William. 

Acting  Third  Assistant   Engineer,    5    January,    1804.      Honorably    dischar-'eil 
7  September,  lb05. 

Read,  Abu  or. 

Midsliipman,  2  March,  1839.     Passed  Midshipman,  2  July,  18-15.     Master,  12  April. 
1853.     Lieutenant,  0  Fel)ruary,  1854.     Lieutenant-Commander,  10  July,  is«2.' 
Commander,   13   September,   1802.      Died    from   wounds    received    in   action 
12  July,  1803. 
Read,  Cliarle«t. 

Midshipman,  12  December,  1799.     Resigned  5  May,  1800. 
Read,  CliarlOM  W. 

Acting  .Midsliipman,  20  September,  1850.     Midshipman,  15  June,  1800.     Resigned 
4  February,  1801. 
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Read,  Sdniund  G. 

Acting  Midshipman,  25  September,  1855.     Midshipman,  15  June,  18G0.     Dismissed 

I  May,  1801. 

Read,  Frederick. 

Acting  Master,  5  March,  1864.     Honorably  discharged  10  September,  1805. 

Read,  George  C. 

Midshipman,  2  April,  1804.  Lieutenant.  25  April,  1810.  Commander,  27  April, 
1816.  Captain,  3  March,  1825.  Reserved  list,  13  September,  1855.  Rear- 
Admiral  on  Retired  list,  16  July,  1862.     Died  22  August,  1862. 

Read,  George  II. 

Acting  Assistant  Paymaster,  14  January,  1865.  Mustered  out  15  August,  1865. 
Assistant  Paymaster,  21  February,  1867.  Passed  Assistant  Paymaster,  12  March, 
1869. 

Read,  James. 

Midshipman,  30  May,  1833.  Passed  Midshipman,  8  July,  1839.  Lieutenant, 
29  October,  1844.     Resigned  22  June,  1847. 

Read,  James. 

Acting  Gunner,  26  December,  1863.     Appointment  revoked  29  April,  1865. 

Read,  Joliii. 

Acting  Assistant  Paymaster,  6  November,  1862.     Resigned  20  March,  1865. 

Read,  Jolm  D. 

Mate,  20  December,  1862.     Resigned  22  May,  1865. 

Read,  John  I>. 

Midshipman,  16  October,  1837.  Passed  Midshipman,  29  June,  1843.  Master, 
17  Sejitember,  1850.     Lieutenant,  8  April,  1851.     Died  8  July,  1858. 

Read,  John  J. 

Acting  Midshipman,  21  September,  1858.  Ensign,  25  November,  1802.  Lieuten- 
ant, 22  February,  1864.     Lieutenant-Commander,  25  July,  1866.     Commander, 

II  December,  1877. 

Read,  John  W. 

Acting  Second  Assistant  Engineer,  4  June,  1864.  Appointment  revoked  (Sick,) 
19  January,  1865. 

Read,  Robert  R, 

Mate,  11  March,  1864.     Resigned  31  March,  1864. 

Read,  William,  Jr. 

Mate,  26  August,  1864.     Honorably  discharged  27  July,  1865. 

Read,  William  H. 

Acting  Ensign,  13  August,  1863.     Appointment  revoked  (Sick,)  6  June,  1864. 

Reagan,  John  J. 

Acting  Ensign,  23  February,  1863.     Honorably  discharged  6  November,  1865. 

Reamey,  liazarus  li. 

Midshipman,  ?.5  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  23  July,  1874. 

Reaney,  Henry. 

Mate  18  J  une,  1861.  Acting  Ensign,  8  October,  1862.  Acting  Master,  17  Novem- 
ber, 1863.     Honorably  discharged  6  June,  1868. 

Reaney,  Thomas  J. 

Acting  Third  Assistant  Engineer,  22  August,  1864.     Honorably  discharged   26 
July,  1865. 
Reardon,  William  J. 

Mate,  24  February,  1870.     Appointment  revoked  31  August,  1871. 

Reariek,  Peter  A. 

hird  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  22 
July,  1862.  First  Assistant  Engineer,  1  March,  1864.  Chief  Engineer,  25 
March,  1874. 
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IScbor,  IVilliaiii  M. 

Aotin:;  Assistmit  Sinfjoon,  0  April,  ISO!}.  Assistant  Surgeon,  22  September,  18(5:5. 
I{isii,Mu'(l  I'J  Dc'cen»l)er,  LSIkS. 

ICoddiiiK*  JaiiioH. 

Acting  Mastrr  and  Pilot,    1   October,   1SG4.      Honorably  discharged  20  October. 

lMi."i. 

K4><l4liiitf.  IVilliam  1\ 

ActiiiL' Knsign,  111  Aii^'ust,  1S«2.  Acting  Master,  8  February,  18G4.  Honorably 
(liscliargiMl  10  November,  ISO"). 

ISo4l«lisli,  Josopli  S. 

Mate,  'Jo  .laiiuary,  iMil.     Appoiiitincnt  revoked  (Sick,)  1  September,  1804. 
l^o«li<'li.  Diivid. 

.Miil>liil)!iian,  20  June,  180(5.     Dismissed  l  April,  1808. 
ICodfirld,  ^jioorgo  S. 

.\i  ting  Assistant  Payuiastcr,  :?  Angnst,  18(51.     Resigned  U  ^larcli,  18(51. 
Koilfield,  J.  Itayard. 

Acting  Assistant  rayniastor,  10  January,  18(55.     Honorably  discharged  23  Novem- 
ber,  !.'>■.■).      Assistant  Paymaster,  21    February,  1807.     Passed  Assistant  Pay- 
master, 1 1  June,  1808. 
ISodnold,  Jndd  F. 

Mate,  2  :May,  1SG8.     Mustered  out  0  February,  18(59. 
Ke<lineloii,  Robert, 

Assistant  Surgeon,  29  May,  ISGG.     Resigned  20  October,  1808. 
Itodiiiaii,  Curtis. 

Acting  blaster,  4  November,  1801.     Honorably  discharged  17  September,  ISO.'}. 
Kodiiiaii,  IVallacc  Si.  C 

Acting  Third  Asf-i>tant  Engineer,  18  June,  18G3.     Acting  Second  Assistant  Kntri- 
neer,  23  Novenil)er,  18(1:!.       Acting   First   Assistant    Engineer,   IT    May,   1801. 
Honorably  discharged  31  December,  1808. 
Ifiedniond,  Andrew  J. 

Acting  Third  Assistant  Engineer,  21    May,  18G3.     Honorably  discharged   12  No- 
vember, 180^. 
Redstone,  IVllIiain. 

Sailinaker,  IT  January,  1870. 
Reed,  Allen  V. 

Acting  Mi. Ishipman,  20  September,  1854.  Mid.shipman,  11  June,  1858.  Passed 
Midshipman,  28  J.inuary,  1801.  Master,  28  Fel)ruary,  1801.  Lieutenant, 
18  April,  1801.     Lieutenant-Commander,  3  March,  18G5.     Commander,  1  April, 

1ST2. 

Reed,  Renjaniin  S. 

Mate,  l»  Novcn.l.cr,  1801.     Honorably  discharged  30  June,  1805. 
ISeed,  RratlTord  ]>. 

Mate,  31  OctnhcT,  ISOl.     .Vcting  Ensign,  0  Mav,  1S03.     Honorably  discharged 
e  Marcli,  lti(;(5. 
Reed.  C'liarleM  II. 

.Vcting  Ensign,  18  April,  1803.     Honorably  discharged  5  December,  1805. 
Reed.  I>avi«l. 

.Vctitiir  Tliird  Assistant  Engineer,  28  May,  1803.     Honorably  discharged  10  Octo- 
ber, I8(;."i, 
Reed,  Kdward  W\ 

Mate,  20  June,  18.52.     Dropped  13  October,  1802. 
Reed,  K/.ra,  Jr. 

-Midshipman,  1  April,  1828.     Resigned  28  June,  1830. 
iC<*e<l,  Frederleii- 

Acting  Ensign,  24  December,  1802.     Honorably  discharged  10  September,  1865. 

23 
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Reed,  George  fS. 

Acting  Third  Assistant  Engineer,  9  June,  1863.     Resigned  3  November,  1863. 

Reed,  George  W. 

Midshipman,  13  January,  1799.     Lieutenant,   10  March,   1803.     Died  4  January, 
1813. 

Reed,  Hetlicote  J. 

Midshipman,  31  December,  1798.     Lieutenant,  16  March,  1807.     Died  27  August,. 
1812. 

Reed,  Isaae. 

Acting  Tliird  Assistant  Engineer,  9  August,  1864.     Appointment  revoked  (Sick,). 
19  September,  1864. 

Reed,  John,  Jr. 

Midshipman,  30  November,  1814.     Died  29  August,  1823. 

Reed,  John. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  4  No- 
vember, 1865. 

Reed,  J.  Frank. 

Actinff  Ensign,  5  September,  1862.     Acting  Master,   11  June,  1863.     Honorably 
discharged  30  November,  1865. 

Reed,  John  II. 

Actino-  Midshipman,  28  September,  1859.     Ensign,  25  November,  1862.     Lieuten- 
ant, 22   February,  1864.      Lieutenant-Commander,  25   July,  1866.      Drowned 
11  January,  1868. 
Reed,  John  K.,  Jr. 

Surgeon,  5  February,  1799.     Died  28  February,  1805. 

Reed,  John  W. 

Acting  Third  Assistant  Engineer,   22   November,   1862.      Resigned   7   August, 
1863. 
Reed,  Robert  R. 

Mate,  14  August,  1862.     Resigned  11  March,  1864. 

Reed,  Sherwood  R. 

Mate,  26  April,  1864.    Honorably  discharged  12  October,  1865. 

Reed,  Thomas. 

Acting  Third  Assistant  Engineer,  23   November,  1863.     Honorably   discharged 
25  November,  1865. 

Reed,  Thomas  R. 

Acting  Assistant  Paymaster,  19  April,  1864.    Honorably  discharged  4  November, 
1865. 

Reed,  Thomas  J. 

Acting  Second  Assistant  Engineer,  12  June,  1863.     Resigned  31  May,  1864. 

Reed,  Thomas  J. 

Acting  Assistant  Surgeon,  15  March,  1864.     Resigned  21  November,  1864. 

Reed,  Wallace  W. 

Mate,  10  September,  1861.     Resigned  (Sick,)  9  November,  1864. 

Reed,  William. 

Surgeon,  9  March,  1798.     Died  26  September,  1798. 

Reed,  William. 

Acting  Master  and  Pilot,  14  November,  1864.     Resigned  17  January,  1865. 

Reed,  William  H. 

Acting  Ensign,  11  February,  1805.     Honorably  discharged  18  September,  18G5. 

Reede,  William,  Jr 

Midshipman,  28  June,  1804.     Last  appearance  on  Records  of  Navy  Department, 
10  April,  1805.     Broke  by  Court-MartiaL 

Reeder,  Nathaniel. 

Midshipman,  1  November,  1828.     Dismissed  6  June,  1836. 
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K4H><lor,  ll4»bort   !>. 

.Mi.lsIii].m!iii.'J  April,  ISOl.      lii'signrd  1  April,  ISO.*;. 
ICocdor,  S.  AiKlroMM. 

Aitiii-,'  Assistant  Suij^eitii,  17  DtH-i-mbi-r,  1802.     lU-signod  7  October,  1864. 
Kecdor,  M  illiam  II. 

Midsliipinaii,  20  Scptcmhrr,  IHOS.     Graduated  Juno,  1807.     Ensign,  18  Deccniur 
180y.     Master,  21  Manii,  1M71.     Litutonant,  ill  .lanuury,  1872. 
ICooiiNlJoriia,  liUrN  ill. 

Alt iiiLj 'I'liird  Assistant  EngiuftT,  11   March,  1804.     Honorably  discharged   10  d 
tobcr   1808. 
Kc<'N,  CInyton  T. 

Mate,  19  September,  1864.     Resigned  0  June,  1865. 
KeeM,  Corwin  I*. 

Midshipnian,  ;n   July,  1800.      Graduated  7  June,  1870.      Ensign,  13    July,  1871. 
Master,  21  May,  1874.     Lieutenant,  1 1  October,  1880. 
KoeHO,  C.  M. 

Surgeon,  27  April,  1810.     Resigned  21)  March,  1824. 
ICooHO,  KliaH. 

Acting  Master,  1  October,  1802.     Resigned  17  October,  1804. 

Acting  Assistant  Surgeon,  1  October,  1802.     Died  1  September,  1804. 
Recite,  Tlionintii. 

Acting  Gunner,  27  July,  1803.     Honorably  discharged  15  November,  1865. 
Reeves,  Charles  P. 

Acting  Assistant  Paymaster,  17  September,  1804.     Mustered  out  1    October,  18C5. 
Reeves,  Isaae  S.  K. 

Assistant  Engineer,  30  June,  1875. 
Reeves,  James  F. 

Acting  Assistant  Paymaster,  3  January,  1805.     Mustered  out  9  October,  1805. 
Reeves,  Saninel  T. 

Acting  Second  Assistant  Engineer,  31  August,  1863.     Ilonorably  discharged  9  Oc- 
tober, 1805. 
Reg:aii,  Jeremiah. 

Mate,  25  October,  1802.     Deserted  8  November,  1862. 
Rehder,  Henry. 

Acting  Master  and  Pilot,  1  October,  1804.     Honorably  discharged  25  October,  1865. 
Reich,  Henry  F. 

Midsliipnum,  28  September,  1870.     Graduated  1   June,  1874.     Ensign,   17  July. 
1875. 
Reieheubaeh,  W.  C.  F. 

Third  Assistant  Engineer,  8  September,  1863.     Resigned  27  November,  1866. 

Reid,  Renjamin  F. 

MidshipuKin,  13  July,  1799.    Lieutenant,  23  January,  1807.    Died  6  January,  1812. 

ICeid,  James. 

Mate,  31  May,  1804.     Honorably  discharged  25  October,  1865. 

Reid,  James  Jj. 

Acting  Ensign,  22  June,  1803.     Honorably  di.scharged  1  December,  1865. 

Reid,  John  n. 

.Vcting  Ensign,  10  .Vpril,  1803.     Ilonorably  discharged  13  September,  1865. 

Reid,  Josepli. 

.Mate,  27   February,  1863.     Acting  Ensign,  10  July,  18(55.     Dismissed  22  SepttT 
her,  180f,.     Mate,  24  January,  1870. 

Reid,  J.  M.  K. 

Midshipman.  2(5  September,  1831.     Passed  Midshipman,  15  June,  1837.     L^st  .■ 
the  E.xploring  E.xpedition  in  May,  1839. 
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Rei<I,  Peter. 

Mate,  29  Sci)teml)er,  1862.     Dismissed  28  November,  1862. 

Reid,  Robert  I. 

Cadet  EiiLjinecr,  Naval  Academy,  1  October,  1873.  Graduated  21  June,  1875. 
Assistant  Engineer,  1  July,  1878. 

Reid,  Saiimel  C 

Master,  not  in  line  of  promotion,  3  July,  1848.     Reserved  list,  14  September,  IS.in. 
Died  28  January,  1801. 
Reid,  Wasliington. 

Midshipman,  22  December,  1831.     Passed  Midshipman,  23  June,  1838.     Lieuten- 
ant, 10  December,  1843.     Died  19  February,  1850. 
Reid,  William. 

Acting  Carpenter,  22  September,  1863.     Honorably  discharged  1  March,  1866. 
Reid,  William  IrTing. 

Third  Assistant  Engineer,  2  December,  1861.  Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     Resigned  29  January,  1867. 

Reiley,  Peter  C. 

Third  Assistant  Engineer,  17  March,  1863.     Resigned  20  October,  1863. 

Reill,  Robert  B. 

Midshipman,  2  September,  1835.  Passed  Midshipman,  22  June,  1841.  Master, 
17  July,  1847.  Reserved  list,  13  September,  1855.  Lieutenant  on  Active  list 
from  14  March,  1848.  Retired  list,  29  Seistember,  1864.  Captain  on  Retired  list, 
4  April,  1867.     Died  5  February,  1869. 

Reilly,  £dward  A. 

Acting  Third  Assistant  Engineer,  8  August,  1863.  Honorably  discharged  9  No- 
vember, 1868. 

Reilly,  James. 

Midshipman,  1  January,  1808.  Lieutenant,  24  July,  1813.  Lost  in  the  "  IFfls/y," 
1815. 

Reilly,  John. 

Acting  Third  Assistant  Engineer,  9   October,  1866.      Mustered  out  27  August, 

1868. 

Reilly,  Jobn. 

Acting  Third  Assistant  Engineer,  19  February,  1864.  Honorably  discharged 
20  October,  1865. 

Reilly,  Robert. 

Acting  Third  Assistant  Engineer,  5  January,  1864.  Honorably  discharged  13  Jan- 
uary, 1866. 

Reily,  James. 

Acting  Third  Assistant  Engineer,  13  August,  1864.  Appointment  revoked  4  Janu- 
ary, 1865. 

Reily,  William. 

Midshipman,  9  February,  1841.  Passed  Midshipman,  10  August,  1847.  Acting 
Master,  11  December,  1852.     Lost  in  '^Porpoise,"  21  September,  1854. 

Reinbiirg,  liOuis. 

Mate,  28  November,  1863.     Honorably  discharged  8  February,  1866. 

Reiiihardt,  Augustus. 

Acting  Third  Assistant  Engineer,  20  August,  1864.     Honorably  discharged  2  June, 
1865. 
Reisinger,  William  W. 

Midshipman,  21  April,  1862.  Graduated  12  June,  1866.  Ensign,  12  March,  18G8 
Master,  26  March,  18G9.     Lieutenant,  21  March,  1870. 

Reiter,  George  C. 

Midshipman,  20  September,  1861.  Graduated  September,  1865.  Ensign,  1  De 
cember,  1866.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 
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Itenioy,  lOduard  W  . 

Midshipniuii,  27  tSe[)tnnl)cr,  l.S(»2.     Grii(liiiito<l  June,  18<17.     Ensij^n,  18  I)c'<  i  lulMr, 
lyc.H.     Master,  21  Murdi,  1870.     Lieiittnuiit,  9  l)cctinl»er,  1H71. 

ICoiiioy,  <»oor>fO  <\ 

ArtiiiL,'  Mitlsliijimun,20  St'ptcnibcr,  1H5.'5.    MidHhipnmn.O  June,  1S59.    Licutonant, 
III  Aiii,Mi.st,  lytjl.     Licutcniint-Coiniiiaiulcr,  2")  J  iiiu',  IHCiri.     Comiimrnlur,  2.'*  N- 
veml)ui",  lb72. 
Iteiniik,  IVilliani  €. 

Actinj,' Tliiiil  Assistant  Engineer,  11  Ajjril,  1S(JJ.     Ilonoraliiy  discharged    11    N 
vcniber,  Ibti."). 

lloiiiiiiKton,  I'dfrard  C. 

Actini^  Knsigii,  1  Fihniary,  ISi;.").     II()n()ral)ly  disclmrged  4  September,  1865. 
KeiiiiiioiKiM,  C'liarloM  T. 

Mute,  21)  October,  isij:].     Iloiionibly  discharged   i:J  July,  1^07. 

IleiiiHoii,  IVilliaiii. 

Midshipman,  20  July,  180<).     Graduated   7  June,  1870.     Resigned  0  September, 
187;?. 

Reiiiicll,  XiiKoiif  T. 

Aetiiig  Ensign,  1  October,  18C2.     Honorably  discharged  28  November,  1805. 

ItoiinollN,  Fariiuiii  J. 

Acting  Ensign,  27  May,  18G1.     Honorably  discharged  8  August,  1805. 

Homier,  ^Vllliani  F. 

Mate,  21  Jaiiii;ii y,  IbO:}.     Honorably  discharged  26  November,  1805. 

ISeiiiK'.v,  William  £. 

Acting  Tliir.l  Assistant  Engineer,  Ifl  August,  1864.     Honorably  discharged  5  Sep- 
tember,  l^Ci.'j. 
KeiiiioldA,  Ilonry  S. 

Surgeon,  8  September,  1841.     Retired  list,  29  May,  1861.     Died  27  September, 

IMOit. 

ICiMio.  liieoi'Ke  K. 

A(tiii_'    I'liird  Assistant   F^ugineer,   13  September,  1804.     Honorably  discharged 
y  .\u';nst,  1SG5. 
KonHford,  CliarleH  C 

Acting  Third  Assistant  Engineer,  1  October,  18(52.     Resigned  2S  February,  1863. 
.\cting  Third  Assistant  Engineer,  6  June,  1804.     Honorably  discharge*!  81  Oc- 

t4jber,'lSG5. 

Ken»lia^*  Alexander  D. 

Acting  Third  Assistant  Engineer,  14  January,  1863.     Honorably  discharged  8  N 
vemljer,  lyOO.  ^ 

RenKlia\r,  C  N. 

Midsliipman,  1    January,   1825.      Passed   ■Midsliipm:!!!,    1   June.    1S:?1.      Resigned 
11  February,  1832. 

Kennhnw,  Edi^ard. 

Mi(Uhi))man.  4   November,  IS  11.    Passed  Mid.shipman,  10  Auirust,  1S47.    Master. 
14  September,  ls.i5.      Lieutenant,  15   Septemlnr,  'S55.      Died  23  Noveuilx  r. 
1857. 
KeiiHlin'^-,  FranoiM  R. 

Mid>liii"p:iii.  1  November,  182«.     Passed  Midshipman,  3  July,  1835.     Licutcnai. 
8  Septenibci,  1841.     Resigned  22  January,  1»01. 
RenHliaM',  JaiiieH. 

Tliird  .\ssi.stant  Engineer,  17  February,  1860.     Second  Assistant  Engineer,  8  1' 
cember,  1862.     First  Assistant  Engineer,  1   March,  1804.     Resigned   14  3Ia 
is(;7. 
RoiiHliaw,  JaiiieM. 

Midshipman.  7  July,  1^00.     Lieutenant,  25   February.  1 '^07.     Commander,  10  1). 
cember,  1814.     Captain,  3  March,  1825.     Died  21)  May,  1840. 
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Kenslian-,  Richard  T. 

Midshipman,  26  January,  1838.      Passed   Midshipman,  20  May,  1844.      Acting 
Master,  10  September,  1851.      Resigned  29  June,  1S52.      Acting  Lieutenant, 
13  May,  1861.     Commander,  22  September,  1862.     Captain-,  20  September,  1868. 
Retii-ed  list,  10  December,  1874.     Died  22  March,  1879. 
Rensliaw,  Samuel. 

Midshijjman,  4  July,  1805.    Died  11  October,  1826. 
Rensbaw,  William  B. 

Midshipman,  17  November,  1831.     Passed  Midshipman,  15  June,  1837.     Lieuten- 
ant, 8  September,  1841.     Commander,  26  April,  1861.     Killed  in  Battle  1  Janu- 
ary, 1863. 
Rensch,  John. 

Acting    TJiird  Assistant    Engineer,   18  February,   1865.      Died   13   September, 
1867. 
Resell,  John. 

Mate,  1  October,    1862.     Promoted  Acting  Ensign,  8  May,  1863.     Resigned  17 
February,  1865. 
Revere,  Joseph  TV. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  4  June,  1834.  Lieutenant,  25 
February,  1841.     Resigned  20  September,  1850. 

ReTille,  John  M.  C. 

Mate,  28  March,  1862.     Actirvg  Ensign,  5  March,  1863.     Resigned  29  May,  1865. 

Rex,  George  A. 

Acting  Tliird  Assistant  Engineer,  16  February,  1865.  Honorably  discharged  17 
July,  1865. 

Rexford,  George  H. 

Mate,  7  November,  1863.     Acting  Ensign,   11   November,  1864.     Honorably  dis- 
charged 27  August,  1865. 
Reyner,  Ehenezer. 

Midshipman,  1  May,  1822.     Died  28  June,  1824. 
Reynolds,  A.  H. 

Mate,  2  December,  1861.     Acting  Ensign,  30  July,  1862.     Died  27  February, 
1865. 
Reynolds,  Albert  W. 

Acting  First  Assistant  Engineer,  17  May,  1861.     Resigned  1  July,  1861.     Acting 
First  Assistant  Engineer,  8  September,  1864.     Honorably  discharged  16  August, 
1865. 
Reynolds,  Alfred. 

Midshipman,  22  September,  1869.  Graduated  31  May,  1873.  Ensign,  16  Julv, 
1874.  ■    * 

Reynolds,  Charles  W. 

Acting  Second  Assistant  Engineer,  21  June,  1862.     Honorably  discharged  2  Sep- 
tember, 1865. 
Reynolds,  Charles  W. 

Acting  First  Assistant  Engineer,  1  July,  1864.    Honorably  discharged  2  Novem- 
ber, 1865. 
Reynolds,  Edward. 

Caipeuter,  15  January,  1800.     Warrant  Returned  11  September,  1800. 
Reynolds,  Fdward  I>. 

Purser,  17  October,  1846.     Resigned  7  July,  1857. 
Reynolds,  Edwin  Ij. 

Midshipman,  22  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 

Reynolds,  Ezekiel  F. 

Acting  Second  Assistant  Engineer,  1  Oc-tober,  1862.  Acting  Second  Assistant 
Engineer,  24  December,  1862.  Acting  First  Assistant  Engineer,  15  October, 
1863.     Honorably  discharged  19  November,  1865. 
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Iteynol<lH,  <aOor)(c  ('. 

Acting  Assistant  Surgeon,   19  April,  18fi4.     IIononiMy  discharged  7  DfccniluT, 
18Gb. 
Kcyiioldn,  Ilonrj'  C 

Acting  Thiicl   Assistant  Engineer,  28  September,    180-i.     Honorably  discburged 
21  August,  1805. 
KeynoldH,  Joint. 

Assistant  Surgeon,  2  May,  1809.     Resigned  15  Novcnibor,  1811. 

UoynoldH,  Jiilioii  S. 

'iM;ito,  4  Scptcinlur,  1802.     Resigned  20  June,  180(5. 

Ileyiiolds,  I..ovcIl  K. 

Miilshipman,  5  June,  1871.     Graduated  20  June,  187<5.     Ensign,  28  December, 
1878. 
Rcynoldn,  Illuffliow  €i. 

Midsliipni.in,  22  September,   1870.     Graduated   1  June,   1874.     Ensign,   IT.Inlv. 
1875.     Resigned  liO  November,  1877. 
KoyiioIdH,  Rioliard. 

Saihnuker,  22  November,  1826.     Resigned  s  June,  1827. 
Reynolds,  Silas. 

Acting  Master,  23  May,  1861.     Honorably  discharged  31   October,  1805.     Acting 
blaster,  9  October,  1800.     Mustered  out  8  October,  1808. 
Reynolds,  Theodore  O. 

Acting  Third  Assistant  Engineer,  24  September,  1862.     Acting  Second  Assistant 
Engineer,  0  October,  1803.     Appointment  revoked  (Sick,)  2  December,  1804. 
Reynol<ls,  Tlioinns. 

Surgeon,  10  September,  1798.     Died  11  July,  1800. 
Reynolds,  William. 

Midsliipman,  17  November,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8  September,  is}!.  Reserved  list,  (Sick,)  2t  September,  1855.  Naval 
Store-keeper  at  Honolulu,  23  February,  1857.  Active  list,  25  April,  1801.  Com- 
mander, 9  June,  1802.  Captain,  25  July,  1860.  Commodore,  10  June,  1870. 
Rear  Admiral,  12  December,  1873.  Retired  list,  10  December,  1877.  Died 
5  November,  1879. 
Reynolds.  IV.  I.. 

IJoatswain,  14  June,  1822.     Died  21  May,  1823. 
Rliind,  Alexander  C. 

Midshipman,  ;j    September,   18:18.     Passed  Midshipman,  2  July,  1845.     Master, 
30   Ai)ril,    1853.       Lieutenant,    17    February,   1854.       Lieutenant-Commander, 
10  July,  1802.     Commander,  2  January,  1803.     Captain,  2  March,  1870.     Com- 
modore, 30  September,  1870. 
Rboades,  Areliibald  C 

Assistant  SurL^ei.n,  :5()  July,  1861.     Passed  Assistant  Surgeon,  23  June,  1804.     Sur- 
geon, 19  March,  1805. 
Rboades,  Henry  T,. 

Acting  First  Assistant  Engineer,  10  June,  1802.  Dismissed  25  July,  1803.  Act- 
ing Third  Assistant  Engineer,  11  February,  1805.  Honorab  y  discharged  3  Oc- 
tober, 1805.  Acting  Third  Assistant  Engineer,  19  December,  1800.  Clustered 
out  23  April,  1809.     Second  Assistant  Engineer,  8  March,  1871.     Retired  list, 

30  December,  1874. 

Rboades,  Josepb  Ij. 

Acting  Third   Assistant  Engineer,   16   February,  1804.     Honorably   discharged 

31  August,  1805. 
Rboa4les.  Saninel. 

Sailm  iker,  2  .\iigust,  1845.     Resigned  19  February,  1847. 

Rboades,  Stephen  M%'. 

Acting  KiiMu'ii,  21  August,  1802.  Acting  Master,  19  June.  1863.  Honornbly 
discharged  18  ^Marcii,  1808. 
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Rhoade^,  IVillinni  W. 

Acting  Ensign,  It)  August,  1804.     Acting  Master,  2  April,  ISfiR.     Ensign,  12  March, 
1808.     Muster,  13  Decaniber,  18G8.     Lioutununt,  21  ]\I;ircJi,  1870. 

Rbo«lo$!i,  Henry  Tj. 

Acting  Third  Assistant  Engineer,  19  December,  1866.     Mustered  out  23  April, 
1869. 

Rbodes,  Hillary  H. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1828.     Dropped  13  September, 
1855. 

Rhodes,  Robert. 

Mate,  11   October,  1861.     Acting  Master,  27  Januaiy,  1862.     Killed  in  action  on 
"  Clifton,''''  8  September,  1863. 
Rbodes,  William,  Jr. 

Midshipman,  28  February,  1799.     Discharged  10  July,  1801,  under  Peace  Estab- 
lishment Act. 
Rbode«»,  Zaehariab. 

Lieutenant,  3  October,  1798.     Discharged  13  May,  1801,  under  Peace  Establish- 
ment Act. 
Riber,  Cbarles  Li. 

Acting  Third  Assistant  Engineer,  26  March,  1863.     Resigned  7  November,  1863. 

Riblett,  John. 

Acting  Gunner,  22  September,  1862.     Resigned  18  February,  1865. 

Riblett,  John  F. 

Acting  Gunner,  1  October,  1862.     Resigned  18  February,  1868. 

Rieand,  Richard. 

Master,  date  not  known.     Chesapeake  Flotilla.     Discharged  15  April,  1815. 

Ricard,  James. 

Sailmaker,  11  September,  1799.    Last  apijearance  on  Records  of  Navy  Department. 

Rice,  Albert  R. 

Acting  Assistant  Surgeon,  27  January,  1864.    Honorably  discharged  20  September, 
1865. 
Rice,  Alexander  J. 

Assistant  Surgeon,  5  March,  1847.     Died  20  April,  1851. 

Rice,  Rernard. 

Acting    Third  Assistant    Engineer,    11    October,   1864.      Honorably   discharged 
8  August,  1865. 

Rice,  C.  C. 

Purser,  17  October,  1839.     Died  5  March,  1846. 

Rice,  Charles  H. 

Acting  Ensign,  23  December,  1862.     Resigned  4  April,  1863.     Acting  Ensign. 
26  Septemi»er,  1863.     Appointment  revoked  (Sick,)  29  February,  1864. 

Rice,  George  H. 

Mate,  11   June,  1861.      Acting  Ensign,   30   May,  1865.      Honorably  discharged 
12  February,  1808. 

Rice,  George  R. 

Midshipman,  4  July,  1805.     Dismissed  21  April,  1807. 

Rice,  James. 

Mate,  13  August,  1864.     Deserted  17  October,  1865, 

Rice,  James  R. 

Acting  Third  Assistant  Engineer,  23  June,  1863.     Honorably  discharged  29  July, 
1865. 
Rice,  J.  I>. 

Acting  First  Assistant  Engineer.     Resigned  27  December,  1863. 

Rice,  John  H. 

Acting   Ensign,  80  December,  1862.     Acting  Master,  20  July,  1864.     Honoral)ly 
discharged  26  Octdhcr,  1865. 
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Itice,  John   M, 

Assistant  Surgeon,  28  April,  1«(j3.     Died  13  .Inly,  1808. 
ICi(<s  John  .11. 

rrot'c>M)r,  2(')  .March,  187;i. 
ICico,  I.iiwHoii  Vj. 

Acting  Assistant  Paymaster,  9  October,  1803.     lU-sigm-d  1  August,  1866. 
IticiS  M. 

Assistant  Surgeon,  13  May,  ISOO.     f.ast  appearance  on  Uecortls  of  Navy  Depart- 
ment. 
Uicc  Tlioinus. 

.V(  tiiiLj  .Vssistant  Surgeon,  1  October,  181)'^.     Drowned  7  November,  1^04. 
Ki40.  ^Varren  K. 

Aitiiii,'   .\ssistaut  Paymaster,   2   Decenilier,   l.sijl.      Miislere<l   out    2!)   Septcndj  . 
1M17. 

ICioo,  IVilliiiin. 

.Midsliipniaii,  !t  November,  1813.     I^ost  at  Sea,  1  Fel)rMary,  1824. 
Kicli,  .ibraliaiii. 

Acting  Ensign,  28  September,  1803.     Acting  Master,  lO   .lanuary,  180.'».     Honora- 
bly di.scharged  2(5  Scpteml>er,  1803. 
Rich,  Albert  F. 

Mate,  1<J  January,  1803.     Resigned  30  March,  1805. 
Rich,  .in drew  J. 

Acting  Ensign,  0  March,  1803.     Died  at  Chelsea,  .Mass.,  20  September,  1803. 
ICioli,  Cliarlos  K. 

.Mate,  7  January,  1862.     Acting   Ensign,  23  April,   1803.     Honorably  discharged 
23  October,  1800.     Boatswain,  11  August,  1873.     Died  3  May,  188U. 
Rioh,  VMsiH  R. 

.Mate,  I'J  January,  ISO.!.     Honorably  discharged  10  November.  1805 
Rich,  Alkanah,  Jr. 

Acting  Ensign,  2  Jidy,  1803.     Resigned  30  April,  1804. 
Rich,  CiJoorsrc  W. 

Mate,  7  May,  1803.     Resigned  18  October,  1804. 
Rich,  Joiin  .1. 

.Mate.  1  April,  1805.     Resigned  17  May,  1865. 
Rich,  J4»hn   C 

Midsliipinan,  23  September,   1802.     Graduated  June,  1806.     Ensign.    12   .March. 
1^508.     .blaster,  20  March,  1809.     Lieutenant,  21  March,  1870 
Ricli,  Ronhon. 

Mate,  24  April,  1862.     Acting  Ensign,  19  March,  1800.     Honorul<lv  discharged 
1  May,  1808. 
Rich,  IVilliam  A. 

Acting  Ensign,  1  June,  1864.     Honorably  discharged  25  September,  1866. 
RiciiardN,  Rcnjaiiiin  S. 

Midsliipman,  22  October.  1861.     Graduated  .lime,  1800.     Ensign.  12  March,  is.,- 
Master,  26  March,  13J9.     Retired  as  Ensign,  17  June,  1809.     Master  on  Activt- 
list,  20  March,  1809.     Lieutenant,  21  March,  1871. 
RicharolH,  Ilcnry  H.  II. 

Mi(lsiii|)man,20  luly,  1805.     Graduated  June,  1809.     Ensign,  12  July,  1870.     .Ma- 
ter, 12. Inly,  1871.     Resigned  31  December,  1874. 
RichardH,  Janicn  W. 

Mate,  29  June,  1803.     Acting  Ensign,  1    January,  1804.     Honorably  discharged 
15  November,  1805. 
Richards.  John  II. 

Acting  Assistant   Surgeon,  19  .\pril,  1804.      Honorably   discharged    9   October, 
1805. 
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Richard^^,  John  M. 

Mate,  20  December,  1861.     Acting  Ensign,  14  November,  1862.     Resigned  31  De- 
cember, 1864. 

Richards,  liOiiis. 

Mate,  30  July,  1862.     Resigned  15  June,  1863. 

Richards,  Robert  G. 

Mate,  11  April,  1862.     Resigned  30  September,  1863. 

Richards,  Robert  J. 

Acting  Assistant  Surgeon,  8  February,  1865.     Honorably  discharged  9  January, 
1806. 
Richards,  Walter. 

Midshipman,  15  November,  1809.     Resigned  23  May,  1811. 

Richardson,  Charles. 

Midshipman,  19  May,  1832.     Resigned  16  February,  1838. 
Richardson,  Charles  W. 

Acting  Ensign,  12  January,  1865.     Honorably  discharged  27  February,  1866. 
Richardson,  £dwin  H. 

Mate,  25  November,  1864.     Honorably  discharged  28  November,  1860. 
Richardson,  £dwin  P. 

Acting  Third  Assistant  Engineer,  12  January,  1863.     Resigned  (Sick,)  12  April, 
1863. 
Richardson,  H.  A. 

Acting  Assistant  Surgeon,  6  August,  1861.     Resigned  5  June,  1862. 
Richardson,  Henry. 

Acting  Assistant  Surgeon,  8  March,  1865.     Honorably  discharged  10  October,  1865. 
Richardson,   James  F. 

Acting  Master,  1  October,  1862.     Acting   Volunteer  Lieutenant,  10  October,  1862. 
Resigned  31  May,  1864. 
Richardson,  J.  C. 

Assistant  Surgeon,  17  May,  1814.    Resigned  16  July,  1819. 
Richardson,  J.  C. 

Midshipman,  25  June,  1838.     Died  29  September,  1841. 
Richardson,  Jos. 

Midshipman,  16  May,  1799.     Dismissed  17  May,  1803. 
Richardson,  Jos. 

Boatswain,  8  June,   1822.     Last  appearance  on  Records  of  Navy  Department. 
Discharged. 
Richardson,  Jos. 

Purser,  3  August,  1793.     (See  Midshipmen.) 
Richardson,  Joseph. 

Mate,  23  December,  1862.     Acting  Ensign,  19  July,  1864.     Honorably  discharged 
9  March,  1868. 
Riohardson,  John  H. 

Acting  Master,  24  May,  1862.     Honorably  discharged  2  June,  1866. 

Richardson,  John   R. 

Acting  Assistant  Surgeon,  22  July,  1864.     Resigned  30  March,  1865. 

Richardson,  R.  Julins. 

Assistant  Paymaster,  6  September,  1861.    Paymaster,  3  September,  1862.    Resigned 
17  October,  1864. 
Richardson,  N.  R. 

Midshipman,  14  May,  1819.     Died  26  July,  1822. 

Richardson,  P.  W. 

Gunner,  14  May,  1842.     Resigned  26  August,  1843. 

Richardson ,  Wentworth  R. 

Assistant  Surgeon,  30  July,  1861.     Died  20  July,  1864. 
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KicliartlNoii.  William. 

Actiii"   Third    Assistant    KnyineiT,    !">    November,    1801.     Rc8i-,'nc<l   '21  .Ininiaix, 
lb63. 
KioliardHon,  Tl'illiani. 

Acting' Master.  2;{  .M:ty,  1S(!2.     Acting   Master    iind  Pilot.  1   October,  18C4.     Died 
17  Ainil.  istl.'i. 
KioiiardHoii.  M'illiaiii  W. 
C;;u|>i'nt(r,  :!1  Murcli,  IM:?. 

ItioiiardMOii.  W.  X. 

Assistant  Surgeon,  10  Deceml)er.  ISII.      Resigned  2  May,  \^\r,. 

liichardt,  S.,  Jr. 

Master,  27  Fel)ruarv,   1809.     Last  appearance  on   Records  of  Navy  Department, 
20  July,  1.S14.     Dead. 
Rielidalo,  Iffoiiry  M. 

Mate,  27  May.  IM'.I.     Acting.Ensign,  17  December,  1804.     Honorably  discharged 

11)  November,  1805. 

Kichoy,  Oliver  G. 

Acting  Third  Assistant  P^ngineer,  1  October,  1802.     Acting  Second  Assistant  En- 
gineer, 1    Deceini>er,   18(52.     Acting   First  Assistant  P^ngineer,  22  June,    180:}. 
Honorably  diseli.irged  1!(  November,  18()r». 
Riclicy,  IViiliam  R. 

Acting  Third  Assistant  Engineer,  22  April,  1803.     Honorably  discharged  20  Feb- 
ruary, 1800. 
Rioliiiiaii,  Clayton  S. 

Midshipman,  21  July,   1805.     Graduated   7  June,   1870.     Ensign,   12  July,   1871. 
Master,  2  August,  1873.     Lieutenant,  20  February,  1878. 
Kioliniond,  Gilbert. 

.Vt  ting  Master,  "J'.i  October,  1801.     Appointment  revoked  1  April,  1865. 

Kioliiiiond,  Jonathan. 

Mate.     Dismissed  :iU  December,  1802. 
ICioliniond,  IVilliani  II. 

-Mate,  15  September,  isO:',.     Resigned  22  January,  1800. 
KickardH.  William  II. 

Carpenter,  7  ,May,  1m;<i.      Died  14  December,  1874. 
Ricker,  Charles  C 

Acting  Ensign.  1»  September,  1802.     Acting  Master,  25  November,   1803.     Acting 
Volunteer    Lieutenant,   25    May,    1S05.      Honorably    discharged    30    August, 
1808. 
Riekor,  George  P. 

Midshipman,  1  September,  1828.     Resigned  17  February,  1829. 

RicketHon,  A. 

Acting  Assistant  Surgeon,  13  July.  1801.     Resigned  9  December,  1863. 
Rieketts,  David  F. 

Assistant  Surgeon,  24  January,  1802.     Died  8  January.  1800. 
Riddel  1,  John  W. 

Midshipman,  12  October,  1848.     Resigned  10  Septemlx  r.  1^49. 
Riddle,  Daniel  W. 

Acting  Assistant  Paymaster,  2  July,  1863.     Mustered  out  s  December,  1865. 
Riddle,  Girard  F. 

Acting  Third  Assistant  Engineer,  29  Septen.ber,  1862.     Acting  Second  Assiitant 
Engineer,  15  June,  1868.     Honorably  disch  rged  7  September,  1805. 
Riddle,  Jame<t,  Jr. 

MiiUhipinaii,  ::i  May,  1833.     Dismissed  2.".  July.  1840. 
Riddle,  Robert  It. 

Second  Lieutenant,  24  April,  1810.     Died  in  Sejjtember,  1811. 
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]I2f(1<I1o,  Thomas. 

:Midshipman,  18  June,  1812.     Dismissed  1  Marcli,  1813. 
Ridgate,  Thomas. 

iVIate,  3  August,  1866.     Resigned  7  February,  18G7. 
Kidgeley,  C.  G. 

Midshipman,  19   October,   1799.      Lieutenant.  2   February,  1807.      Commander. 
24  July,  1813.     Captain,  28  February,  1815.     Died  8  February,  1848. 
IJidgeley,  G.  W, 

Midshipman,  5  December,  1799.     Lost  in  the  '■'■Insurgent.'" 
Ifiidgely,  Daniel   B. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
10  September,  1840.     Commander,  14  September,  1855.     Captain,  16  November, 
1862.     Commodore,  25  July,  1866.     Died  5  May,  1868. 
Ridgely,  G.  W. 

Chaplain,  24  April,  1828.     Resigned  2  September,  1830. 
Ridgely,  James  S. 

Midshipman,  11  SeiDtember,  1835.     Passed  Midshipman,  22  June,  1841.     Lieuten- 
ant, 31  October,  1848.     Died  8  April,  1851. 
Ridgely,  John. 

Surgeon,  3  July,  1803.     Resigned  26  August,  1808. 
Ridgely,  Thomas  G. 

Acting  Second  Assistant  Engineer,  20  July,  1864.     Honorably  discharged  17  Sep- 
tember, 1865. 
Ridgeway,  Charles  M. 

Acting  Third  Assistant  Engineer,  26  March,  1863.     Resigned  5  August,  1863. 
Ridgley,  Charles  W. 

Acting  Third   Assistant   Engineer,   1    October,    1862.     Discharged   24   January, 
1863. 
Ridgly,  Charles  8. 

Midshipman,  1  November,  1826.     Passed  Midshipman,  10  June,  1833.    Lieutenant, 
22  December,  1838.     Died  14  October,  1839. 
Ridgway,  !Eben. 

Midshipman,  1  January,  1812.     Lieutenant,  5  March,  1817.     Commander.  28  Feb- 
ruary, 1838.     Died  31  October,  1841. 
Ridgway,  Joseph  T. 

Mate,  25  June,  1862.      Acting  Ensign,  23  August,  1864.      Resigned  21    March, 
1865. 
Ridoux,  lieon. 

Acting  Carpenter,  11  February,  1876.     Resigned  1  July,  1877.     Acting  Carpenter, 
22  October,  1878.     Appointment  revoked  2  September,  1879. 
Rigby,  Henry. 

Carpenter,  7  December,  1878. 
Rigg,  John. 

Mate,  3  February,  1863.     Appointment  revoked  (Sick,)  7  November,  1864. 
Riggs,  Riehard. 

Acting  Master  and  Pilot,  1   October,  1864.     Honorably   discharged   12  August, 
1866. 

Riggs,  William  J. 

Assistant  Surgeon,  19  December,  1873.     Resigned  24  July,  1870. 

Riley,  Rennet  J. 

Acting  Midshipman,  27  December,  1850.     Midshipman,   14   July,   1852.     Lost  in 
the  '■^Albany,'"  28  September,  1854. 
Riley,  George. 

Mate,    27    January,    1863.      Acting    Ensign,    25    November,    1803.      Dismissed 
5  August,  1864. 
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ICiloy,  C-eorjto  11. 

Tliinl  Assistant  Engineer,  21  July,  ISr.S.  Second  Atwistant  Engineer,  1  July,  18H1. 
Hosij^nied  17  October,  IHC.ri. 

ICiloy,  .luliu  F. 

Acting:  First  Assistant  Engineer,  19  September,  18fi2.  Resigned  17  September. 
l!S<;:'.  Acting  First  Assistant  Engineer,  21  Deceniber,  lS(5;i.  Acting  Chief  En- 
giuccr,  1<>  .lime,  18G4.     Hononibly  discliurgc<l  1(>  Oetober,  ISC'). 

ICiloy,  John. 

A(  ting  (.iunner,  20  November,  1873.     Resigned  20  June,  1874. 

ICiloy.   ]{<>iil>oii. 

.\ctiiig  'riiinl  .\ssistant  Engineer,  29  August,  1SG3.  Artir.^  Second  Assistant  En- 
gineer, IS  November,  18(Jl.     Honorably  dischurged  20  August,  1805. 

Kiloy,  Ilobort  K. 

.Vcting  Volunteer  Lieutenant,  1  October,  1HG2.     Resigned  10  February,  1803. 

Kind,  S.  Z.  K. 

Tliird  Assistant  Engineer,  7  September,  1855.     Resigned  10  November,  1858. 

iCiiK'liarl,  Itenjniiiin  F. 

Mi.Uiiipman,  20  September.  1808.  Graduated  1  June,  1872.  Ensign,  15  July 
is?:!.     Master,  1  December,  1877. 

ISiiiK,  Jnines  A. 

Assistant  Paymaster,  24  January,  1870.     Passed  Assistant  Paymaster,  23  February, 

1877. 

Itin^r*  Jobn  Li. 

Slidshipman,  1   April,  1828.     Passed  ISIidshipmnn.  14   June,  1834.     Lieutenant, 
10  September,  1810.     Dropped  13  September,  1855. 
Kin};,  Tlionia.H. 

Boatswain,  1  July,  1825.     Died  25  September,  1835. 

KingKoldf  Cadivalador. 

Midshipman,  4  March,  1810.     Lieutenant,  17  May,  1828.     Commander,  16  July, 
1849.     Reserved  list,  13  September,  1S55.     Captain  on  Active  list,  2  Ai)ril,  lN5't;. 
Commodore,  16  July,  18G2.     Reur-Admiral,  Retired  list,  25  July,  180(1.     Died  2W 
April,  1807. 
Riueold,  \%\  S. 

Passed  Midshipman,  9  December,  1841.     Resigned  25  April,  1843. 
Kiii);old,  \%',  S. 

.Miilshijjman,  1  November,  1828.     Passed  Midshipman,  14  June,  1834.     Cashiered 
4  August,  1840. 
Kiiisof.  C'liarloM. 

Acting  Ensign,  14  October,  18G2.     Killed   in  action  on  "/SAotrMwn,"  7  May,  l8t»4. 

K inker,  John  Itl. 

Midshipman,  1  January,  1818.     Lieutenant,  3  March,  1827.     Died  30  May,  1833. 

Kinker,  Samnel. 

Master,  3  September,  1813.     Died  10  July,  1823. 

Kion,  Pierre  €. 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Navy  Department, 
1821.     New  Orleans. 
Ripley,  Henry  E. 

Mate,  13  April,  1SG2.     Discharged  15  February,  1805. 

ICipley.  James  W. 

Midsliiinnan,  5  October,  1830.     Passed  Midshii)man,  1   July,  1842.     Dismissed  l'.» 
November,  lSi4. 

ICiHhell,  ThomaH  T. 

.\<ting    Tliird   Assistant     Engineer,    12    April,     ISGl.       Honorably    discharged 
28  Augu^-t,  1805. 

Kitehie.  I'harlen  O. 

Midshipuiau,  18  January,  1837.     Dismissed  9  May,  1839. 
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Ritchie,  George  H. 

Purser,  1  April,  1853.     Dismissed  29  April,  1861. 

Ritcbie,  Jebn  T. 

Midshipman,  17  December,  1810.  Lieutenant,  27  April,  1816.  Died  26  June, 
1831. 

Ritchie,  Robert. 

Midshipman,  1  February,  1814.  Lieutenant,  18  January,  1825.  Commander, 
8  September,  1841.  Reserved  list,  13  September,  1855.  Captain  on  Active  list, 
14  September,  1855.  Retired  list,  21  December,  1861.  Commodore  on  Retired 
list,  4  April,  1867.    Died  6  July,  1870. 

Riter,  I>.  Clinton. 

Acting  First  Assistant  Engineer,  27  July,  1863.  Acting  Chief  Engineer,  9  May, 
1864.     Honorably  discharged  5  April,  1866. 

Rittenhonse,  B.  F. 

Midshipman,  2  January,  1804.     Died  2  September,  1804. 

Rittenhonse,  Hawley  O. 

Midshipman,  27  July,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,   1871. 
Master,  10  September,  1873.     Lieutenant,  5  June,  1878. 
Rittenhonse,  John  B. 

Purser,  21  July,  1840.     Pay  Director,  3  March,  1871.     Retired  list,  13  October, 
1871.    Died  22  January,  1874. 
Rittenhonse,  William  M. 

Midshipman,  30  November,  1814.     Died  in  1823r 
Bitter,  Benjamin  F. 

Mate,  13  May,  1862.  Acting  Gunner,  20  December,  1862.  Dismissed  28  Novem- 
ber, 1863.     Mate,  20  May,  1864.     Dismissed  24  May,  1866. 

Bitter,  John  C. 

Gunner,  18  September,  1845.     Retired  list,  9  March,  1877. 

Rivers,  Alonzo  M. 

Mate,  18  January,  1864.     Discharged  13  September,  1867. 

Rivers,  Charles  W. 

Midshipman,  2  April,  1804.     Left  the  service  April,  1805. 

BiTcrs,  Frank. 

Acting  Third  Assistant  Engineer,  1  November,  1864.  Honorably  discharged 
8  July,  1865. 

Rivers,  James  H. 

Mate,  1  October,  1862.  Acting  Ensign,  25  June,  1863.  Honorably  diseliari^'ed 
28  October,  1865. 

BiTCS,  Oran  A. 

Acting  Assistant  Surgeon,  12  July,  1864.     Honorably  discharged  18  May,  1867. 

Bixey,  Presley  M. 

Assistant  Surgeon,  28  January,  1874.     Passed  Assistant  Surgeon,  18  April,  1877. 

Roach,  James. 

Midshipman,  26  April,  1802.  Last  appearance  on  Records  of  Navy  Department, 
November,  1805.     Dead. 

Roach,  John. 

Acting  Third  Assistant  Engineer,  13  June,  1864.     Honorably  discharged  24  June, 

1866. 

Roach,  John  B. 

Acting  Second  Assistant  Engineer,  4  March,  1864.  Honorably  discharged  10  De- 
cember, 1865. 

Roach,  Thomas. 

Mate,  26  September,  1863.     Honorably  discharged  18  November,  1865, 

Roache*  James. 

Midshipman,  5  December,  1798.  Discharged  12  October,  1801,  under  Peace  Es- 
tablishment Act. 
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Boake,  John  I<. 

Acting  Tliird  Assistant  Engineer,  29  August,  1803.    Appointment  revoked  (Sick,) 
31  July,  INGI, 
Roane,  Alexander  II. 

Tliird  Assistant  Kn-^infur,  27  January,  1848.     Resigned  11  February,  1850. 
Koane,  Naniuel  R. 

Acting  Third  Assistant  Engineer,  30  May,  1804.     llonorably  dis(hiir<,'e«l  4  Feb- 
ruary, IbCiX. 
Roane,  IVillinm. 

-M  id>lii[)maii,  :!0  November,  1814.     Resigned  25  June,  1818. 
ICoatli,  Marrington  P. 

Acting  Master.  20  September,  1861.    Acting  Volanteer  Lieutenant,  7  July,  1803. 
Resigned  7  March,  18G5. 
Kobb.  Robert  H. 

.Mi(lslii|iiiian,  (J  Septeniijer,  1821.    Passed  Midshipman,  24  May,  Inj^.     I.ieiiti  ii.,(ii. 
27  May,  i830.     Commander,  2  November,  1852.     Dismissed  18  April,  1801. 
RobbinM,  C.  A. 

Acting  Assistant  Paymaster,  25  June,  18G4.   Honorably  discharged  31  October,  186.'5. 
Robbing,  Eugene  P. 

Acting  Assistant  Surgeon,  6  February,  1863.     Resigned  23  July,  1863. 
Kobbins,  !Ezra  !L. 

Mate,  24  October,  18G1.  Resigned  4  March,  1802.  Mate,  13  January,  1803. 
Acting  Ensign,  29  October,  1863.  Acting  Master,  21  November,  1H«4.  Hon 
orably  discharged  19  February,  1866. 

Robbing,  lievi. 

Acting  Third  Assistant  Engineer,  5  August,  18G4.     Honorably  discharged  1    No 
vember,  1805. 
Robbing,  OctaTius  If. 

Mate,  22  December,  1803.     Resigned  9  August,  1864. 
Robbins,  William  91. 

Muster,  18  June,  1812.     Lieutenant,  27  April,  1810.     Died  18  May,  1828. 
Roben,  Douglas. 

Midshipman,  23  September,  1802.  Graduated  June,  1800.  Ensign,  12  March, 
1808.  Master,  20  March,  1809.  Lieutenant,  21  March,  1870.  Retired  list. 
20  October,  1872. 

Roberts,  Arthur  O. 

Mate,  4  Nuvemlter,  1801.     Resigned  5  May,  1862. 
Roberts,  Renjauiin. 

Gunner,  25  July,  1801.     Resigned  18  June,  1803. 
Roberts,  David. 

Boatswain,  date  not  known.  Last  appearance  on  Records  of  Navy  Department 
Ship  "  Gerund  Greene."' 

Roberts.  David  S. 

Actint,'    First    Assistant    Engineer,   3    October,    1803.       Honorably    discharged 
11  August,  1800. 
Roberts,  Edward. 

Acting  First  Assistant  Engineer,  13  August,  1803.     Died  on  "  liattler,''''  22  Septeui 

ber^  1801. 

Roberts,  KdwartI  K. 

Tliird   Assistant   Enuineer,   21    September,    1801.       Secontl    Assistant    Engineer. 
30  July,  lNr)3.     Resigned  19  June,  1805. 
Roberts,  Edward  II. 

.Vcting  Assistant  Paymaster.  1  August,  1861,     Mustered  out  22  March,  ISGO. 
Koberts,  James. 

Midshipmiin.  1  September,  1811.  Last  api)earanc(;  on  Records  of  Navy  Depart 
nieiit,  IMS.     Furloughed. 
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iSol>ei't>«,  James  S. ' 

Acting  Ensign,  16  AjDril,  ISfio.     Honorably  discharged  15  November.  ISfiS. 

ESoberts,  J.  G. 

Assistant  Surgeon,  4  March,  1811.  Surgeon,  15  April,  1814.  Resigned  ?>0  May, 
1815. 

Robert^;,  Jobn. 

j\Iatc,  11  December,  1802.  Acting  Gunner,  27  November,  1863.  Honorably  dis- 
charged 12  October,  1866. 

Roberts,  John. 

Acting  Gunner,  27  November,  1863.     Honorably  discharged  12  October,  1866. 

Roberts,  John  H. 

Midshipman,  1  March,  1827.     Resigned  21  June,  1834. 

Roberts,  Jos. 

Purser,  date  not  known.  Discharged  10  September,  1801,  under  Peace  Establish- 
ment Act. 

Roberts,  li.  Q.  €. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Charleston,  South  Carolina. 

Roberts,  Miehael. 

Boatswain,  15  November,  1810.     Dismissed  24  April,  1813. 

Roberts,  Milton  F. 

Acting  Carpenter,  13  December,  1879. 

Roberts,  M.  M. 

Boatswain,  18  November,  1814.     Dismissed  16  August,  1819. 

Roberts,  Orlando  8. 

Mate,    15   October,    1861.      Acting  Ensign,   23   August,    1862.     Acting   Ensign, 
27  April,  1866.     Resigned  23  September,  1867. 
Roberts,  Thomas  F. 

Mate,  19  April,  1864.     Honorably  discharged  2  August,  1865. 

Roberts,  Thomas  W 

Acting  Ensign,  25  June,  1864.     Died  on  "  Ozarh,''  17  August,  1864. 

Roberts,  W.  H. 

Mate,  24  November,  1864.     Honorably  discharged  13  August,  1865. 

Roberts,  William. 

Third  Assistant  Engineer,  2  August,  1855.  Second  Assistant  Engineer,  21  July, 
1858.  First  Assistant  Engineer,  3  August,  1859.  Resigned  34  August,  ]sr)t(. 
First  Assistant  Engineer,  34  April,  1861.  Chief  Engineer,  21  April,  lS(i3. 
Resigned  18  March,  1869. 

Roberts,  William. 

Mate,  28  July,  1863.     Died  15  April,  1864. 
Roberts,  William  R. 

Mate,   8  May,   1863.      Acting  Ensign,   20   April,   1863.      Appointment   revokerl 
23  February,  1864. 
Roberts,  William  J. 

Mate,  30  January,  1803.     Resigned  33  June,  1863. 

Roberts,  William  W. 

Midshipman,    3    March,   1839.      Passed    Midshipman,    3    July,  1845.      Mastei 
1  August,  1853.     Lieutenant,  1  March,  1854.     Resigned  19  May,  1860. 
Robertson,  George  W. 

Acting  Assistant  Paymaster,  9  May,  1864.    Honorably  discharged  7  February,  1866. 

Robertson,  Gilbert  A. 

Acting  Assistant   Paymaster,   14   October,    1861.      Passed    Assistant  Paymaster, 
23  July,  1866.     Resigned  6  November,  1866. 
Robertson,  Henry  P. 

Midshipman,  28  June,  1833.  Passed  Midshipman,  8  July,  1839.  Lieutenant, 
14  August,  1846.     Died  4  November,  1850. 


GENKHAL  NAVY    liEOiSTEK.  (;u'.i 

KobertHon,  Juiiioh  1*. 

Acting  MiilsIii|)iiiaii,2S  SiptcinluT,  18."i7.     fJra'liiatcd  1801.     Lioiitonant,  1  August, 
lb02.     JJeuteuant-CouiiuuiHlcr,  25  July,  is(i(5.     Died  lU  July,  lb75. 

Kobortnon,  John. 

Master,  24  Fcl.ruary,  1809.     Dismissed  2  April,  1814. 

KoborlMon,  John  I>. 

Aeling  Master,  27  August,  18G1.     Kesigned  1  June,  1804. 

KobertNon,  Saninol. 

I'ujser,  25  April,  1«12.     Died  1 1  August,  1820. 

KobertHon,  ThoniiiH. 

Mi<lsliipuiaii,   11  S(i>tomber,  1701).     Last  appearance  on  Records  of  Navy  Dcpart- 
nieut,  2t  October,  17'J'J.     Resigned. 

UoberlHon,  W.  J.  II. 

Midsliipnian,  1  November,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 

24  May,  1N38.     Diod  18  December,  1843. 
IlobeHon,  Ilonry  It. 

Acting  Miiisliipman,  25  SeptemiuT,  ISoC.     ^Midshipman,  15  June,  1800.     Master, 
19   September,   1801.      Lieutenant,    Ki    July,    1802.      Licutenunt-Commuuder, 

25  July,  18GG.     Commander,  12  February,  1874. 

Robeson.  John. 

Boatswain,  1  January,  1817.     Died  in  October,  1820. 

Robio,  Edward  D. 

Third   Assistant   Engineer,    10    February,    1852.      Second    Assistant    Enginoer, 
27   July,   1855.     First   Assistant   Engineer,   21    July,    1858.     Chief   Engineer, 
30  July,  1801. 
Robio,  Henry  W. 

Third   Assistant  Engineer,  3  May,  1859.     Second    .\ssistant  Engineer,   0  April, 
1802.     First  Assistant  Engineer,  20  May,  1S(13.     Resigned  25  May,  1808 
Robinett,  David. 

Carpenter,  28  October,  1858.     Died  15  November,  1880. 
Robtnett,  Richard. 

Midshipman,  20  August,  1814.     Resigned  7  June,  1815. 

Robins,  D.  W. 

Mate,  12  November,  1804.     Appointment  revoked  16  January.  1866. 

Robins,  John  Ij, 

Mate,  9  May,  1802.     Resigned  27  April,  1805. 

Robins,  Robert  W. 

Mate,  24  Sejjteuiher,  1SG3.     Resigned  13  April,  1804.     Mate,  12  November,  1864. 
Appointment  revoked  10  January,  1800. 

Robins,  Tiioinas. 

Midshipman,  9  August,  1798.     Died  8  September,  1798. 

Robins,  William  C. 

Acting  Assistant  Paymaster,  3  February,  1804.     Mustered  out  5  March,  1866. 
Robinson,  .41exander. 

Assistant  Surgeon,  20  .\pril,  1847.     Died  11  March,  1849. 
Kobinson,  .41exan<ier  A. 

Acting  Ensign,  IM  October,  1804.     Dismissed  23  Deceini)er.  1804. 
Itobinson,  Alexander  It. 

Acting  Assistant  Paymaster,  11  April,  1863.    Honorably  discharged  21  Novembei; 
1805. 
Robinson,  Andrew  .1. 

Boatswain,  27  Nov.  :,.  nr,  1800.     Deserted  22  July,  1801. 
Robinson,  Itenjainin  F. 

Mate,  21  January,  1SG4.     Honorably  discharged  10  August.  1805. 
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Robinson,  Cbarles. 

Mi(lshi])inaii,    1    May,    1832.      Passed   Midshipman,   23   June,   1838.     Dismissed 
11  February,  1840. 
Ilobins^on,  Cbarles. 

Acting  Third  Assistant  Engineer,  13  August,  1862.     Honorably  discharged.  11  Oc- 
tober, 1805. 
Robinson,  Cliarlos. 

Midshipman,  31  July,  1800.     Resigned  23  April,  1807. 
Robinson,  Edward  A. 

Acting  Third  Assistant  Engineer,  18  June,  1804.     Honorably  discharged  30  April, 
1808. 
Robinson,  Edward  W. 

Mate,  23  July,  1863.     Honorably  discharged  27  November,  1865. 
Robinson,  Frederick  W. 

Midshipman,  14  August,  1846.     Appointment  revoked  13  June,  1849. 
Robinson,  G.  H. 

Mate,  4  December,  1867.     Appointment  revoked  29  February,  1872. 
Robinson,  George  M . 

Acting  Third  Assistant  Engineer,  4  March,  :1864.    Honorably  discharged  8  August, 
1865. 
Robinson,  H.  B. 

Midshipman,  1  January,  1828.     Resigned  4  June,  1838. 
Robinson,  Henry  €. 

Mate,  15  September,  1868.    Acting  Ensign,  5  August,  1864.    Honorably  discharged 
29  July,  1865. 
Robinson,  H.  !E.  T. 

Midshipman,  4  March,  1823,    Passed  Midshipman,  23  March,  1829.     Lieutenant, 
3  March,  1831.    Lost  in  the  ''Sylph,''  August,  1831. 
Robinson,  Horatio  G. 

Mate,  12  November,  1863.     Honorably  discharged  21  June,  1868. 
Robinson,  Horace. 

Gunner,  11  November,  1850.     Resigned  IS  July,  1851. 
Robinson,  H.  S. 

Acting  Third  Assistant  Engineer,  17  September,  1861.      ApiDointment  revoked 
23  May,  1863. 
Robinson,  James  B. 

Acting  Ensign,  1  September,  1864.     Honorably  discharged  10  August,  1865. 
Robinson,  James  W. 

Mate,  11  June,  1863.    Appointment  revoked  (Sick,)  39  July,  1864. 
Robinson,  J.  Marshall. 

Midshipman,  25  June,  1869.     Graduated  31  May,  1873.     Ensign,  16  July,  1874. 
Robinson,  John. 

Master,  27  November,  1815.    Reserved  list,  13  September,  1855.     Died  17  March, 
1868. 
Robinson,  John. 

Acting  Master  and  Pilot,  1  October,  1864.    Honorably  discharged  19  December, 
1865. 
Robinson,  John. 

Mate,  13  December,  1863.    Dismissed  23  April,  1863, 
Robinson,  John  B. 

Midshii^man,  30  July,  1864.      Graduated   June,  1868.      Ensign,  13  July,  1870. 
Resigned  31  December,  1874. 
Robinson,  Jolin  C 

Mate,  15  November,  1861.    Resigned  34  April,  1862. 
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ICoIhiihoii.  Jolini   F.  I>. 

Aciiii.,'  Master,  12  ,Al,iri-h,  lHfi2.      Dismissed  21  Novcinln-r,  \WA. 
l{obiiiM<»ii,  JoHopli  K. 

Aciiiij^  Third  Assistunt  Engineer,  5  November,  18G2.     Kesij^ned  24  November,  18('i 
ItobiiiHOii,  Ti.  R. 

Midsliii.iaiui,  li.Marcli,  IS-tO.     Krsij^nud  IJ  March,  1845. 

IlobiiiMoii,  liCwiH  W. 

'I'liird    Assistant   Kni^incer,   21     Sopt(MnV>fr,    1861.      Second    Assistunt    Engini<  : 
;K>  .luly,  l.S(i:{.     First  Assistant  iingineer,  11  Oiitober,  IHOG. 
Itoblusoii,  Peter  It. 

Acting  Tliird  Assistant  En;^inecr,  10  September,  1801.     Acting  Second  ABsiutuiii 
Engineer,  12  November,  18ti3.     Resigned  2  June,  1865. 
KobinHon,  Riehard  P. 

Master's  Mate,  I'J  July,  1842.     Deserted  6  December,  1850. 
ItobinHon,  Robert. 

Mate,  23  December,  1862. 
Robiimon,  Saiiinel. 

Acting  Third  Assistant  Engineer,  28  January,  1802.     Deserted  30  June,  1863. 
Robinson,  Haninel. 

Assistant  Surgeon,  8  February,  1802.     Resigned  12  December,  1803. 
Robinson,  Somerset. 

Assistant  Surgeon,  9  ^lay,  1801.     Passed  Assistant  Surgeon,  26  October,  1863. 
Surgeon,  18  December,  1864.     Medical  Inspector,  1  May,  1870. 
Robinson,  Thomas- 
Gunner,  8  November,  1835.     Retired  list,  22  May,  1863. 
Robinson,  Thomas. 

Captain,  24  September,   1799.      Discharged   26   September,   1801,   under  Peace 
Establishment*  Act. 
Robinson,  Tlionias,  Jr. 

Midshipman,  30  November,  1798.    Lieutenant,  12  July,  1799.     Commander,  10  Sep- 
tember, 1804.     Resigned  20  December,  1809. 
Robinson,  Thomas  J. 

Professor,  27  January,  1800.     Dismissed  15  August,  1861. 
Robinson,  William. 

Chaplain,  17  April,  1809.     Dismissed  29  May,  1809. 
Robinson;  William. 

Acting  Ensign,  28  October,  1802.     Honorably   discl)arged  7  July,  1865.     Acting 
Ensign,  19  November,  IS'JO.     Mustered  out  2  July,  1808. 
Robinson,  William  H. 

Mate,  3  August,  1800.     Mustered  out  29  July.  1809. 
RobMon,  Clinton. 

Mate,  29  June,  1S03.     Resigned  9  December,  1803. 

Rob) ,  John. 

Mate,  10  December,  1861.     Appointment  revoked  23  September,  1802. 

Roolie,  George  Walter. 

Third  Assistant  Engineer,  28  October,  1802.     Second  Assistant  Engineer,  15  March, 
1«04.     First  Assistant  Engineer,  1  January,  1808. 
Roehe,  James  R. 

Mi.lshipuKin,  'M  May,  1850.     Resigned  12  October,  1855. 
Roelie,  Martin. 

Professor,  I'J  December,  1835.     Dropped  4  September,  1848. 
Roelielle,  James  II. 

Mi<lsliii)nian,  9  September,  1841.  Passed  Midshipman,  10  August,  1847. 
Master,  14  Scptemb  t,  1S55.  Lieutenant,  15  September,  1855.  DismisseiJ 
17  April,  1801. 
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Roekereller,  Abram  T. 

Acting  Third  Assistant  Engineer,  4  January,  18G2.  Acting  Second  Assistant  En- 
o-ineer,  8  April,  1865.     Honorably  discharged  30  November,  1865. 

Rocliofoller,  Alfred. 

Acting  First  Assistant  Engineer,  11  August,  1864.     Resigned  19  June,  ISO."). 

Rockefellow,  Simon. 

Acting  Third  Assistant  Engineer,  25  November,  1861.  Acting  Second  Assistant 
Entrineer,  12  November,  1863.     Honorably  discharged  25  October,  1865. 

Rockwell,  Charles  H. 

Acting  Master,  5  July,  1862.  Acting  Volunteer  Lieutenant,  16  December,  186:1. 
Acting  Volunteer  Lieutenant-Commander,  29  April,  1865.  Honorably  dis- 
charged 8  December,  1865.  Acting  Master,  19  November,  1866.  Master, 
12  March,  1868.  Lieutenant,  18  December,  1868.  Lieutenant-Commander, 
26  February,  1878. 

Rockwell,  George  li. 

Acting  Third  Assistant  Engineer,  29  July,  186'4.  Honorably  discharged  12  June, 
1865. 

Rockwell,  John  £. 

Acting  Master,  10  June,  1861.     Honorably  discharged  2  October,  1865. 

Rockwood,  Henry. 

Acting  Assistant  Surgeon,  6  October,  1863.  Appointment  revoked  16  August, 
1865. 

Roddy,  John. 

Sailmaker,  27  Apni,  ±872. 
Roderick,  Edmund  A. 

Acting  Ensign,  2  March,  1863.  Acting  Master,  15  December,  1864.  Honorably 
discharged  31  March,  1869. 

Rodes,  Henry  E. 

Acting  Third  Assistant  Engineer,   11   February,  1865.     Honorably   discharged 

3  October,  1865.   • 

Rodes,  William  M. 

Acting  Third  Assistant  Engineer,  15  September,  1862.  Acting  First  Assistant 
Engineer,  23  October,  1862.    Honorably  discharged  6  May,  1870. 

Rodgers,  C.  R.  Perry. 

Midshipman,  5  October,  1833.    Passed  Midshipman,  8  July,  1839.     Lieutenant, 

4  September,  1844.    Commander,  15  November,  1861.    Captain,  25  July,  1866. 
Commodore,  28  August,  1870.     Rear-Admiral,  14  June,  1874. 

Rodgers,  Frederick. 

Midshipman,  4  March,  1823.     Died  5  April,  1828. 

Rodgers,  Frederick. 

Acting  Midshipman,  25  September,  1857.  Midshipman,  1  June,  1861.  Acting 
Master,  10  June,  1861.     Lieutenant,  16  July,  1862.     Lieutenant-Commander, 

25  July,  1866.     Commander,  4  February,  1875. 

Rodgers,  George  W. 

Midshipman,  14  October,  1839.  Passed  Midshipman,  2  July,  1845.  Acting 
Master,  4  November,  1846.  Lieutenant,  4  June,  1850.  Commander,  16  July, 
1862.     Killed  in  attack  on  Fort  Sumter,  17  August,  1873. 

Rodgers,  George  W. 

Midshipman,  2  April,  1804.  Lieutenant,  24  April,  1810.  Commander.  27  Ajnil, 
1816.     Captain,  3  March,  1825.     Died  21  May,  1832. 

Rodgers,  Henry. 

Midshipman,  11  March,  1837.  Passed  Midshipman,  29  June,  1843.  Master, 
7  August,  1850.  Lieutenant,  26  March,  1851.  Lost  in  the  "  Albany,''  28  Septem 
ber,  f854. 

Rodgers,  Jacob  D. 

Acting  Third  Assistant  Engineer,  14  November,  1861.     Honorably  dischar^;e.: 

26  June,  1866. 
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Kod^orH,  Jcliii. 

Midshipnmn,  18  April,  1828.  Passed  Midshipman,  14  Jnno,  1834.  I.ifutcnunt, 
28  Jiiiiuary,  1810.  CommandiT,  11  Si-pteinber,  l«r>.'>.  (;ai)t:iin,  HI  July,  1»02. 
ComiiuKlure,  17  June,  18G3.     Uear-.Vdiuirul,  31  December,  IbGU. 

IlotlKorH,  John. 

Lieutenant,  "J  March,   1798.     Ciii)tain,  5   March,  1799.     Discharged   23  Octobe-, 
IbOl,  under  Peace  Establishment  Act. 
Itodf^orN,  Joliii. 

Captain,  28  August,  1802.     Died  1  August,  1838. 
llodKors,  John  A. 

Midshipman,   ;tO  July,  1803.      Graduated   June,  1868.      Master,   12   July,    1870. 
Lieutenant,  2  February,  1874. 
Ko(lj9orM,  John  €1. 

Midshipman,  4  July,  1817.    Lieutenant,  17  May,  1828.    Resigned  10  February,  1834. 
Itodi^^orN,  ]VIatfho^v. 

Gunner,  17  August,  1812.     Cashiered  20  October,  1818. 
KodgerN,  Ka}'iuon<l  I*. 

Midshipman,  2r>  July,   1804.      Graduated  June,   IHOS.      Ensign,   10  April.   180'J. 
Master,  12  July,  1870.     Lieutenant,  10  October,  1872. 
Kod(;orH,  Saninol. 

Midshipman,  U  November,  1813.  Last  appearance  on  Records  of  Navy  Dep  i^f 
ment,  1824. 

Rodders,  Sanmel  R. 

Carpenter,   17  Feliruary,  1809.      Last  appearance  on  Records   of  Navy    Depart 
ment,  1815.     Frigate' President. 
Rodf^orH,  Thoniaf^  S. 

Cadet  Midshipman,  24  September,  1874.     Graduated  4  June,  1880. 
Rod{;orH,  IValter. 

Midshii)mau,  10  May,  1811.     Resigned  5  October.  1812. 
RodeorN,  William  Li. 

Cadtt  Midshiijmaii,  11  June,  1874.     Graduated  4  June,  1880. 
RodeorH,  11  illiam  T. 

Midshii)man,   9   November,    1813.       Lieutenant,    13    January,    1825.      Resigne<l 
21  April,  1827. 
Rodf^oriit,  IV.  Jj. 

Midshiimiaii,  9  June,  1811.     Dismissed  9  March,  1813. 
Rodio,  Rohort. 

Acting  Third  Assistant  Engineer,  20  October,  1801.    Resigned  28  November,  1802. 
oduian,      Robert  C 

yaihnaker,  28  April,  1840.     Died  19  September,  1855. 
Rodman,  Saninol. 

Master,  date  not  known.     Discharged  15  April,  1815. 
Rodney,  Rohort  It. 

Actini,'    .Vssistant    l'ayma.<^ter,    24    October,    1802.     Passed    As-istant    Paymaster, 
23  J  Illy,  1800.     Payniaster,  30  June,  1809.     Retired  list,  2  September,  1871. 
Rodooanichi.  T^ooiiidaH  I>. 

Mati',  21  August,  1803.     Honorably  discharged  22  May,  1867. 
RodriqnoM.  E*.  J. 

Master,  4  .Vugust,  1827.     Professor  Mathematics,  date  not  known.     Died  14  Octo- 
ber, is:{,s. 
Roe,  I>avid  A. 

Gunnir,  9  Juiy,  1801. 
Roe,  FraneiH  \. 

Midshipman,  19  October,  1811.  Passed  Midshipman,  10  August.  18-17.  Jla^trr. 
8  .\n<,Mist.  IS,-*.").  J.,iiMitenant,  14  September.  ls:.r».  LieutenantCommonder, 
10  July,  1802.     Commander,  25  July,  l^'^•.0.     Cnjitain,  1  April.  1S72. 
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Roebnok,  C  barles  P. 

Acting  First  Assistant  Engineer,  5  October,  1863.     Honorably  discharged  27  Xo 
Tember,  lS6o. 
Roelker,  Charles  R. 

Third  Assistant  Engineer.  8  December,  1862.     Second  Assistant  Engineer.  S  April, 
1S'>4.    First  Assistant  Engineer,  1  January,  1868. 
Rofienberg,  I^wis  M. 

Acting  First  Assistant  Engineer,  3  October,  1864.     Honorably  discharged  29  June. 
lS6o. 
Ro^er^,  Allen  G. 

C^iet  Midshiynian.  12  June,  1S74.     Graduated  4  June,  ISSO. 
Rogers,  Benjamin  F. 

Assistant  Surgeon,  21  March,  1ST2.     Passed  Assistant  Surgeon,  20  June,  1876. 
Rogers,  Cbarles  A. 

Acting  Ti:ird  Assistant  Engineer,  19  July.  1S64.     Resigned  7  July,  1S65 
Rogers,  Charles  C. 

Midshipman.  7  June,  1S72.     Graduated  20  June,  1876.     Ensign,  26  April.  187s. 
Rogers,  Charles  J. 

Mate,   6   June,   1S61.      Acting    Ensign.   6    May,   1863.      Honorably   discharged 
22  December,  1S65. 
Rogers,  Charles  W. 

Acting  Ensign.  23  September,  1863.     Acting  Master,  recommendation  of  Admiral 
Lee.  IS  August.  1S64.     Honorably  discharged  11  Xovember.  1865. 
Rogers,  Clement. 

Midshipman  16  April,  1814.     Last  appearance  on  Records  of  Navy  Department 
1S16.    Resigned. 
Rogers,  Edward. 

Mite,  15  November,  1861.     Acting  Ensign,  30  May,  1863.     Deserted  3  May,  186.x 

Rogers,  £ngene. 

Midshipman,  25  NoTember,  1834.     Resigned  12  September,  1839. 

Rogers.  £nstaoe  B. 

Assistant  Paymaster.  3  3Iarch.  1S79. 

Rogers.  Frank. 

Acting  Third  Assistant  Engineer,  2  March,  1S64.     Honorably  discharged  20  No- 
vember. ISoo. 

Rogers,  George. 

Mate,  15  September,  1864.     Deserted  24  March,  1867. 

Rogers,  CJeorge  B. 

Acting  Third   Assistant  Engineer,   1   September,   1863.     Honorably  discharged 

IS  October.  1S65. 

Rogers.  George  C. 

Acting  Third  Assistant  Engineer,  7  Julv,  1863.     Honorably  discharged  17  October, 
1S<>5. 
Rogers.  George  TV. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  29  October. 

:  ^ol.     Resigned  23  Jtme,  1865. 

Rogers,  George  W. 

Acting  Ensign.  1  October,  1962.     Acting  Master.  16  April,  1S63.     Acting  Volun- 
teer Lieutenant,  9  July,  1S4>4.     Honorably  discharged  15  December,  1868. 
Rogers,  Henry. 

3Ij.te,  15  September,  186-3.    Resigned  26  June,  1866. 
Rogers,  Henry  A. 

>:  .-.r.  14  March.  18^.     Honorably  discharged  29  December,  1866. 

Rogers,  Henry  J. 

Acting  Mu.oter.  1  August,  1862.     Hoaaorably  discharged  13  December,  1S65. 
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KoK'TM,  Ilonry  M. 

A(  tifjg  A.HHiBtant  Paymaster,  6  Norember,  1862.    MoAt^red  oat  2.'i  NovemJ^cr.  18W. 
KoK<'rM.  II.  T. 

A'  ting  Ktjsign,  18  April,  1863.     Resigned  (8ick,)  28  Aaguiit.  1863, 
ICo(;«*n«,  JamcM. 

MirJuhiimiaij,  12  January,  1800.    Discharged  13  June,  1801,  under  Peace  Eittbli«tj 
mcot  Act. 

KofcerM,  JameM. 

Mi'lshipriiari,  1.0  NoTember,  1809.     Last  appearance  on  Records  of  Nary  Depart- 
ment, 1*115. 

lloKcrM,  JameM. 

Master,  6  April,   1810.     I^ast   appearance  on  Records  of  Navy  Department,  ISIS. 
Furloughed. 
KofcerM,  JameM  II. 

Arting  -MiiHter,  2C  August,  1861.     Resigned  26  April,  1864. 
Ito^erH,  JameM  H. 

Mat',-,  2'J  D'cenheT,  1862.     Acting   Ensign,  12  December,   1863.     Honorably  dis- 
<Jjargf-d  10  May,  186.5. 
ItofcerM,  Jerome  B. 

Acting  Master,  22  October,  1861.     Honorably  discharged  29  Norember.  1865. 
KogerM,  John. 

Mi'lshiprnan,  9  June,  1811.     Resigned   l.*}  June,  1812. 
lio^erM,  John. 

Acting  Second  Assistant  Engineer,  10  Marf;h,  1864.     Acting  First  Assistant  Eri<;i 
neer,  l-"}  July,  ItiCjU.     Honorably  discharged  4  December,  18C'5. 
Ro^erM,  John. 

Acting  Ensign,  30  October,  1862.     Acting  Master,  21    August,  1863.      Acting 
Volunteer  Lietitenant.   16  July,  1864.     Honorably  discharged  21    September, 
ISC'}. 
RogerM,  John. 

Gunner,  27  .September,  1861.     Died  1  May,  1874. 
RogerH,  John  A. 

.\Ming  .M  liter,  27  August,  1861.     Dismissed  3  December,  1862. 
ICogerH,  John  J. 

.\  cling  il'-xbter,  11  NoTemb'"-  l^f'-i      Resigned  2.5  February,  1865. 
RogerM,  JoMeph. 

.Mate,  2>5  July,  1866. 
RoKorM,  I^ewlM. 

-tilmaktr,  12  June,  1848.     Died  17  September,  1862. 
RoeerM,  L.loyd. 

\\:xU:,  21  Aijyu.st,  1862.     Dismissed  13  January,  1863. 
•toKern,  Mfohael  F. 

.\f;ting  Second  Assistant  Engineer,  16  December,  1864.     Resigned  20  April,  l^'JO 
ICogerM,  Mi  I  ford. 

A'  ting  .Master,  2^  October,  1861.     Honorably  discharged  8  December,  1865. 
R<>i;erM,  Richard. 

M  id.%biprn  m,  15  November,  1809.     Killerl  in  a  duel,  16  October,  1810. 
RogerM,  Robert  C 

.Mi'Ubipman,  14  OctolKrr,  1839.     Pajwed  >'  an,  2  July,  1845.     Acting  Mas- 

ter, .'il  August,  18.52.     Rcfiigned  31  Jan  ,L 

RocerH,  Robert  W. 

.M  it. ,  .';0  (j<  to\><:r,  l><'r».     Honorably  discharged  20  October,  1865. 
RotferM,  ThoniaM  yi. 

.Midshij.i-,  111,  ■.'.]  UctoUr,  1799.     Dincharged  10  July.  1801,  under  Peace  Establinh 
meat  Act. 
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Rogers,  Thomas. 

Master,  31  October,  1799.     Discharged  8  June,  1801. 
Rogers,  Thomas. 

Mate,  18  November,  1863.     Honorably  discharged  2  August,  1865. 

Rogers,  William. 

Gunner,  11  May,  1798.     Last  appearance  on  Records  of  Navy  Department,  19  At)ril. 
1803.  'It 

Rogers,  William. 

Assistant  Surgeon,  8  February,  1803.     Resigned  24  May,  1803. 
Rogers,  William. 

Surgeon,  27  November,  1804.     Dismissed  11  August,  1807. 
Rogers,  William. 

Mate,  11  October,  1862.     Acting  Ensign,  13  July,  1863.     Honorably  discharged 
16  September,  1865. 
Rogers,  William. 

Acting  Chief  Engineer,  25  March,  1864.      Honorably  discharged  20  December, 
1865. 
Rogers,  William. 

Sailmaker,  17  October,  1857.     Retired  list,  2  December,  1876. 
Rogers,  William. 

Acting  Master,  26  August,  1861.     Honorably  discharged  23  December,  1865. 
Rogers,  William  €. 

Acting  Volunteer  Lieutenant,  12  August,  1861.     Acting  Volunteer  Lieutenant- 
Commander,  24  October,  1864.     Honorably  discharged  18  July,  1866. 
Rogers,  William  P. 

Acting  Master,  16  December,  1861.     Acting  Volunteer  Lieutenant,  8  June,  1864. 
Honorably  discharged  26  October,  1865. 
Rogers,  William  S. 

Purser,  26  February,  1813.     Resigned  17  February,  1834. 
Rogers,  Wilmot  F. 

Assistant  Surgeon,  24  July,  1813.     Died  August,  1824. 
Rogersoii,  Rohert. 

Midshipman,  1  January,  1812.     Drowned  30  June,  1814. 
Roger  son,  Thomas. 

Assistant  Surgeon,  25  October,  1813.     Lost  in  the  "  Wasp''''  in  1815. 
Roget,  Edward  A. 

Professor,  21  May,  1864.     Retired  list,  1864. 
Roher,  John  W. 

Acting  First  Assistant  Engineer,  31  March,  1863.     Dismissed  31  October,  1863. 
Rohrer,  Karl. 

Midshipman,  20  July,  1865.     Graduated  June,  1869.    Ensign,  12  July,  1870.    Mas- 
ter, 10  November,  1872.     Lieutenant,  26  April,  1876. 
Roland,  Benjamin  C. 

Mate,  5  June,  1862.     Dismissed  25  August,  1862. 
Rolando,  Henry. 

Midshipman,  28  December,  1836.     Passed   Midshipman,  1  July,  1842.     Master, 
12  May,  1849.     Lieutenant,  18  January,  1850.      Reserved  list,  28  September, 
1855.     Couimander  on  Active  list,  16  July,  1862.     Retired  list,  8  June,  1867. 
Died  20  March,  1869. 
Roller,  John  £. 

Midshipman,  26  June,  1867.     Graduated  6  June,  1871.     Ensign,   14  July,  1872. 
Master,  24  May,  1875. 
Rollings,  John  II. 

Acting  Third  Assistant  Engineer,  26  May,  1863.      Resigned   (Sick,)   13   April, 
1865. 
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ICoIliiiH^  .inflioiiy  \. 

Midsliipinan,    10  .June,    1872.      Oraduutccl   20  .Tuik-,    ISTii.      Di'^l    10   Xovemix  ; 
1878. 
KolliiiN,  Iloiiry  S.  I*. 

Mate,  4  Dcctiiil)!  r.  IS!)-'.     Acting  Ensign,  28  April,  ISOo.     llDimraMy  cliwhurged 
28  October,  IbiJ-l. 
KoIliiiM,  l.oiilM  ]V. 

Acting  KiisiLTii,  i:n)('fcmber,  1864.     Honorably  dJBchurg(< I  IJ  October,  1805. 
KolliiiM,  TlioiiiiiM  J. 

Acting  Ensign,  ;U  December,  1803.     Honorably  discburgc< I  (>  October.  ISO."). 

Itoiiiiiiiio,  Henry. 

Acting  Third  Assistant  Engineer,  4  August,  1804.     Hononibly  discharged  19  Jtilv 
1865. 

Koinaiiio,  William  II. 

Acting  Assistant  ravniaster,  28  August,  180.'3.     Dead. 
Iloiiiiiio,  M'illiaiii  S. 

Acting  Ensign,  U  November,  1863.     Honorably  discharged  18  November.  180.';. 
KonokoiKlorfi',  M' ill  lain. 

Midshii)man,  17   Fcljruary,   1832.     Passed  Midshipman,  23  .Iniie,  183^.     Lieuteii 
ant,  28  Jnnc,  1843.     Commander,  29  .hine,  1801.     Captain,  27  September,  186I".. 
Commodore,  12  Feliruary,  1874.     Retired  list,  9  November,  1874. 
Itoiiey.  JaiiioM. 

Midshipman,  24  .Fuly,  1807.     Last  appearance  on  Records  of  Navy   Dcpartmeir 
1815.     New  Orleans. 
IConoy,  ThoinaH. 

Midshipman,  3    March,   1841.      Passed  ^lidshipman,   10  August,    1847.     Master, 
2  Marcii,  1855.     Lieutenant,  14  September,  1855.     Died  20  April,  1800. 

Kooiioy.  William  K.  A. 

Midshipman,  29  September,   1870.     Graduated   1   June,  1874.     Ensign,   17  .Jul.. 
1875. 
Koop,  John. 

Third  .Vssistant  Engineer,  3  May,  1859.     Second  Assistant  Engineer,  17  Decemb. 
l.st;i.     First  Assistant  Engineer,  20  May,  1863.     Resigned  15  October,  1872. 
KooMO,  William  C. 

Acting  Third  Assistant  Engineer,  3  July,   1863.     Appointment  revoked   (Sick.' 
28  October,  1863. 
llooHovolt,  C.  yi. 

^liilshipman,  15  November,  1809.     Resigned  5  March,  1810. 
KooNCVolf.  Xi<'lioIas  r. 

Miilsliipnian,  27  Se])teml)er,  1804.     Graduated  June,  1808.     Master,  12  July,  1870. 
Lieutenant,  3  August,  1873.     Resigned  1  February,  1874. 

Koot,  Frank  P. 

Acting  Second  Assistant  Engineer,  10  December,  1801.     Acting  First  Assistant 
Engineer,  3  October,  1863.  "Died  16  April,  1864. 
Root,  Oliver  I>. 

Acting  Assistant  Surgeon,  30  November,  1861.     Died  30  October,  1863. 
Itooto,  Cliarlos. 

Mi.l.^^hipman,  1  April,  1828.     Died  8  December,  1828. 
Iloolen,  Thomas  IC. 

.Midsliipinan.    1    .March,  1827.     Passed  Midshipman,   10  June,  1833.     Lieutcnni.' 
28  February,   1838.      Commander,  14   September,   1855.     Dismissccl    19  April. 
1861. 

Kopor,  JoMMC  M. 

Midshipniin.  23  June.  180S.     Graduated  1  June,  1872.     Ensign,  15  July,  1873. 
Master,  25  November,  1877. 
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Rose.  Alexander  R. 

Midsliipman,  25  September,  1834.     Cashiered  20  May,  1836. 

Rose,  £dward  S. 

Mate,  1  March,  1862.     Died  6  November,  1863. 

Rose,  Frank  B. 

Chaplain,  3  February,  1870. 

Rose,  Jacob  H. 

Acting  First  Assistant  Engineer,  17  May,  1861.     Died  12  September,  1862. 

Rose,  John  G. 

Mate,  11  October,  1862.     Discharged  23  October,  1864. 

Rose,  Robert  M. 

Midshipman,  18  May,  1809.     Lieutenant,  24  July,  1813.     Commander,  24  April, 
1828.     Died  27  August,  1830. 
Rose.  Waldemar  1>. 

Midshipman,  5  June,  1872.     Graduated  20  June,  1876.     Ensign,  12  July,  1878. 

Rosebnsb,  Olirer. 

Actinfj-  Third  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  20  Feb- 
ruary, 1866. 
Rosenmiller,  I>.  P.,  Jr. 

Acting  Ensign,  1  October,  1862.  Acting  Master,  25  August,  1863.  Honorably 
discharged  5  November,  1865. 

Rosier,  John. 

Sailmaker,  12  November,  1833.     Dismissed  16  May,  1835. 

Rosling,  John. 

Mate,  12  September,  1862.     Honorably  discharged  11  June,  1867. 

Rosmond,  John. 

Acting  Second  Assistant  Engineer,  27  September,  1861.  Honorably  discharged 
26  October,  1865. 

Ross,  Albert. 

Midshipman,  24  July,  1863.  Graduated  June,  1867.  Ensign,  18  December,  1868. 
Master,  21  March,  1870.  Retired  21  December,  1871.  Lieutenant  on  Active 
list,  21  March,  1871. 

Ross,  DaTid. 

Lieutenant,  9  March,  1798.  Last  appearance  on  Records  of  Navy  Department, 
30  November,  1799. 

Ross,  David. 

Acting  Second  Assistant  Engineer,  24  May,  1 864.     Honorably  discharged  7  August, 
1865. 
Ross,  Edwin. 

Gunner,  26  July,  1847.     Died  September,  1849. 

Ross,  Elijah. 

Acting  Master,  28  December,  1861.     Resigned  11  August,  1864. 

Ross,  H.  Schuyler. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer, 
23  March,  1864.     First  Assistant  Engineer,  1  January,  1868. 

Ross,  James. 

Midshipman,  2  March,  1799.     Resigned  8  October,  1800. 

Ross,  James. 

Mate,  18  April,  1863.     Dismissed  17  July,  1863. 

Ross,  James  H. 

Acting  Thud  Assistant  Engineer,  27  July,  1863.     Resigned  15  October,  1863. 

Ross,  John. 

Mate,  21  December,  1861.  Acting  Ensign,  30  July,  1862.  Honorably  discharged 
14  September,  1865.  Acting  Ensign,  1  February,  1867.  Mustered  out  21  De- 
cember, 1868. 
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ItoMN,  John. 

Act  in-,'  Cluster,  8  March,  18G4.     R('si<,'iK'(l  2ti  Auf;ust,  IHCT. 
ItoKH,  John. 

Aitiiig  Thin!  Assistant  Engineer,  -J  March,  IHC'.i.     Rcsi«,med  25  Junp,  18C4. 
HoMH,  John. 

r.oatswaiii,  21  UctoI.er,  1801.     Resigned  7  March,  1801. 
KosM,  Jolin  W. 

Acting  Third  Assistant  Eni,'ineer,  24  Mav.  ISC.l.     Appointment  revoked  23  June, 
1805. 
KoHN,  John  IV. 

Assistant  Surgeon,  21  March.  1S70.     I'assed  Assistant  SiirgiMm.  13  May,  1875. 
KoHH,  XolMon. 

Third  Assistant  Engineer,  8  July,  1802.     Second  Apsistjint  Engineer.  l."»  February, 
1801.     Retired  list,  20  Octoher,  1872. 
KoMM,  Kob4>rf. 

Acting  Tliird   Assistant   Engineer,   12   December.    1801.      Honorably   discharged 
25  0ctol)er,  1805. 
ItoMM,  Kobert   J. 

-Midshipman,  1   August,   1820.     Passed  Midshipman,  28  April,  1832.     Resigned 
13  December,  1833. 
KoHH.  ThoninM. 

I^Iidsliipuian.  17  March,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Furloughed. 
RoHS,  IVilliaiu. 

Acting  Tliird  Assistant  Engineer,  10  December,  1801.      Appointment  revoked 
(Sick,)  10  February,  1863.    Acting  Second  Assistant  Engineer,  12  August,  1864. 
Honorably  discharged  29  July,  1805. 
Rohm,  Tl'illiam. 

Mate,  20  A])ril,  1863.     Acting  Ensign,  19  July,  1804.      Honorably  discharged 
1  November,  1865. 
Ro*«s.  ^Villiam  €. 

Actin<j;  Master,  9  April,  1802.     Dismissed  26  July,  1862. 
ICoss.  Uilliam   T. 

Mate,  27  August,  1804.     Resigned  18  May,  1805. 
RoHHOfor,  Robert  C. 

Midsliipman,  11  March,  1800.     Discharged  28  Ajjril,  1801,  under  Peace  Establish- 
ment Act. 
RoHwald.  Raymond  1'. 

•Vcting  Third  Assistant   Engineer,  18  December,  1803.     Acting  Second  Assistant 
Engineer,  19  September.  1864.     Honorably  discharged  18  July,  1805. 
Rothwell,  X.  B. 

Purser,  2  ^larch,  1813.     Last  appearance  on   Records  of  Navy  Department,  1816. 
Furloughed. 
Roumfort,  !.<.  II. 

Midshipman,  23  December,  1831.     Died  at  Sea  21  October.  1833. 
RonndH,  Jamen. 

Mate,  13  October,  1800.     Appointment  revoked  21  October.  1867. 
RonnHavello,  John. 

Acting   Ensign,  5   May,  1804.     Honorably  discharged   9  J.muarv,   IROO.     Mate, 
12  April,  1870.     Resigned  28  July,  1875. 
KonnHovillc,  J.  P. 

.\cting  Master,  11  November,  1801.     Honorably  discharged  is  Fi-bruary,  1806. 
Rounlroo,  Robort  W. 

Mat<  .  1.;  DcccimIm  r.  1^01.     Acting  Ensign,  29  September,   1802.     Honorably  dis- 
charged 18  August,  1N05. 
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Ronso,  James  IV. 

Acting  Carpenter,  15  July,  1863.     Resigned  -1  October,  1864. 

Roii»«!uioaii,  J.  H. 

Midsbiijman,  30  November,  1814.     Last  apijearance  on  Records  of  Navy  Depart- 
ment, 1815.     Drowned. 

Ronsseaii,  Iiawrence. 

Midshipman,  16  January,  1809.     Lieutenant,  24  July,  1813.     Commander,  24  April, 
1828.     Captain,  9  February,  1837.     Resigned  11  February,  1801. 

Rowan,  James  H. 

Midshipman,  19  August,  1828.    Passed  Midshipman,  23  March,  1829.     Lieutenant, 
31  December,  1833,     Commander,  14  September,  1855.     Dismissed  23  January, 
1857. 
Rowan,  James  H.,  Jr. 

Midshipman,  8  November,  1847.     Resigned  28  July,  1854. 
Rowan,  Stephen  C 

Midshipman,  1  February,  1826.    Passed  Midshipman,  28  April,  1832.     Lieutenant, 
8  March,  1837.     Commander,  14  September,  1855.     Commodore,  16  July,  1862. 
Rear-Admiral,  25  July,  1866.     Vice-Admiral,  15  August,  1870. 
Rowan,  William. 

Midshipman,  4  March,  1823.     Resigned  10  November,  1829. 

Rowand,  John. 

Midshipman,  30  April,  1800.     Discharged  16  June,  1801,  under  Peace  Establish- 
ment Act. 
Rowbotham,  William. 

Second  Assistant  Engineer,  27  January,  1871.     Passed  Assistant  Engineer,  25  No- 
vember, 1877. 

Rowe,  Albert  M. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Resigned  23  July,  1863. 

Rowe,  Charles  M. 

Acting  Ensign,  5  October,  1864.     Honorably  discharged  25  August,  1865. 

Rowe,  Edward  F. 

Acting  Ensign,  1  October,  1862.     Honorably  discharged  13  December,  1865. 

Rowe,  Edward  T. 

Midshipman,  28  September,  1861.     Graduated  September,   1865.     Ensign,  1  De- 
cember, 1866.     Resigned  25  February,  1867. 

Rowe,  Henry  B. 

Mate,  1  December,  1862.    Resigned  30  December,  1863. 

Rowe,  Jason  li. 

Mate,  17  June,  1863.     Appointment  revoked  2  May,  1864. 

Rowe,  John. 

Midshipman,  2  December,  1799.    Lieutenant,  21  March,  1807.    Resigned  27  August 

1808. 

Rowe,  John  H. 

Acting  Second  Assistant  Engineer,  14  May,  1861.     Resigned  23  JNIay,  1865. 

Rowe,  Joshna  N. 

Acting  Master,  18  December,  1861.     Honorably  discharged  24  Octobe;-,  1865. 

Rowland,  Alexander  H. 

Acting  Ensign,  1  October,  1862.     Resigned  17  June,  1864. 
Rowland,  John  H. 

Midshipman,  21  September,  1857.     Graduated  1861.     Lieutenant,  1  August,  1862. 
Lieutenant-Commander,  25  July,  1866.     Dismissed  10  September,  1873. 
Rowland,  Sylrester. 

Mate,  19  December,  1861.     Resigned  11    August,  1863. 

Rowland,  Thomas. 

Surgeon,  25  July,  1798.     Resigned  23  January,  1799. 
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Roy.  Ciiarlos  II. 

\Mi<lsiiii)m;in,  2  Fclniuuy.  1S2U.     Resigned  25  September,  1H?,0. 

Itoyoo,  iiiarloH  V. 

Miifo,  IG  S«i>t(inbcr,  1801.     IIoiioraMy  (lischarj^ed  20  Aut?ust,  lS(ir>. 

Ilojoo,  Frniik. 

Attini,'  'rhird  Assistant  Engineer,  10  December,  180:5.  IlniiKraMy  discharged 
20  May,  1>>CC. 

Royc'o,  Mowley. 

Actinj^  Third  Assistant  Enjjineer,  23  December,  1803.     Resigned  13  June,  1864. 

Knokloy,  Iloitrj-  II. 

Actiii;,'  Assistant  Surgeon,  15  February,  1SG4.     Honorably  discharged  IS)  January, 

ISIJO. 

Rncld,  John. 

Midshipman,  80  November,  181  I.  Lieutenant,  13  January,  ISSri.  Commander, 
8  September,  1841.  Captain,  11  September,  ly.'}.').  Retired  list,  21  December, 
18(;i.     Commodore,  Retired  list,  10  July,  1802.     Died  12  October,  1867. 

Rn<l<I.  Willinm  J. 

Mate,  15  July,  1804.     Honorably  discharged  0  July,  1805. 

Rii(l<lor,  William. 

]Master,  4  March,  1814.     Resigned  20  March,  1815. 

Rnde,  William  R. 

Acting  Master,  14  August,  1801.  Dismissed  12  January,  1863.  Acting  Ensign, 
27  February,  1803.     Dismissed  8  August,  1803. 

RndenHtein,  John. 

Assistant  Surgeon,  24  February,  1840.  Surgeon,  21  August,  1859.  Died  9  Decem- 
ber, 1809. 

RndroTT,  John. 

Mate,  24  May,  1862.     Honorably  discharged  28  June,  1867. 

Rnfi;  Saninol  W. 

Assistant  Surgeon,  12  August,  1826.     Surgeon,  4  April,  1831.     Died  in  1841. 

Rnffin,  C.  K. 

Midshipman,  24  October,  1825.     Died  27  July,  1831. 

Ru^K,  Charles  W. 

Acting  Third  Assistant  Engineer,  10  May,  1804.     Appointment  revoked   (Sick.) 
20  February,  1805. 
Riiiff,  Alberto  de. 

Cadet  Engineer,  Naval  Academy,  1  October,  1873.  Graduated  21  June.  1875. 
Assistant  Engineer,  1  July,  1878. 

Rnlon,  Joneph  F. 

Mate,  21  December,  1803.     Honorably  discharged  4  October,  1805. 

Rnmniell,  Charles  V. 

Mate,  2:!  January.  1802.     Acting  Ensign,  27  October,  1863.    Honorably  discharged 
8  January,  1800. 
Ifiiininey.  Edward. 

Master,  18  November,  1812.     Lost  at  Sea  31  March,  18 
RnniMey,  Benjamin. 

Boatswain,  17  March,  1800.     Discharged  8  June,  1801. 

Rnmsey,  Henry  It. 

Acting  Midshipman,  25  October,  1859.  Ensign,  24  February,  1863.  Lieutenant. 
22  February,  1804.  Lieutenant-Commander,  25  July,  1806.  Resigned  31  De- 
cember, 1871. 

Rnintxey,  Oliver. 

Caipenter.  ilato  not  known.     Last  appearance  on  Records  of  Navy  Department. 

Rnnmey,  William  W. 

Mate,  28  December,  1803.     Honoraljly  discharged  14  Octol)cr,  1805. 
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Rnnctaey,  John. 

Midsliiijman,  1  January,  1808.     Dismissed  22  June,  1809. 
Rnndlett,  Howard  91. 

Acting  Assistant  Surgeon,  9  March,  1864.  Assistant  Surgeon,  14  February,  1865. 
Passed  Assistant  Surgeon,  24  April,  1868.  Resigned  6  February,  1869.  Assist- 
ant Surgeon  from  4  November,  1865.  Passed  Assistant  Surgeon,  13  July,  1870. 
Died  25  May,  1873. 

Rundlettv  Thomas  91. 

Boatswain,  4  December,  1837.     Resigned  29  March,  1839 
Rundlett,  William  A. 

Mate,  7  June,  1863.     Deserted  9  May,  1863 
Rnnnells,  Samuel  B. 

Acting  Third  Assistant    Engineer,   21    June    1862.      Acting    Second   Engineer, 
25  July,  1863.     Appointment  revoked  (Sick,)  6  April,  1864. 
Runnels,  P.  R. 

Acting  Ensign,  9  February,  1865.     Discharged  20  October,  1867. 
Rusclienherger,  Charles  W. 

Midshipman,  23   July,   1864.     Graduated   June,   1869.     Ensign,    12   July,   1870. 
Master,  31  January,  1872.     Lieutenant,  14  April,  1875. 
Rusehenberger,  W.  S.  W. 

Surgeon,  4   April,   1831.     Retired   list,   4    September,  1869.     Medical   Director, 
3  March,  1871. 
Rush,  Charles  W. 

Assistant  Surgeon,  30  June,  1879. 
Rush,  John. 

Surgeon,  11  May,  1798.     (See  Lieutenant.) 
Rush,  John. 

Lieutenant,  5  March,  1799.     Resigned  29  January,  1802. 
Rush,  John. 

Master,  10  September,  1805.     Died  7  March,  1809. 
Rush,  John  W. 

Carpenter,  25  November,  1799.     Dismissed  8  May,  1802. 
Rush,  liCwis. 

Acting  Thii-d  Assistant  Engineer,  8  January,  1864.     Resigned  28  January,  1865. 
Rush,  Madison. 

Midshipman,   15  October,   1836.    Passed  Midshipman,   1   July,   1842.     Master, 
6  April,  1849.    Lieutenant,  3  November,  1849.     Resigned  7  February,  1856. 
Rush,  Richard. 

Midshipman,  30  September,  1863.    Graduated  June,  1867.    Ensign,  18  December, 
1868.     Master,  21  March,  1871. 
Rush,  William  H. 

Assistant  Surgeon,  13  February,  1877. 
Rush,  William  R. 

Midshipman,  C  June,  1872.     Graduated  18  June,  1879. 
Rushmore,  William. 

Mate,  1  December,  1862.     Resigned  13  May,  1865. 
Russ,  Francis  A. 

Acting  Master,  23  November,  1861.     Appointment  revoked  (Sick,)  26  July,  1862. 
Russ,  John  A. 

Midshipman,  1  March,  1825.     Passed  Midshipman,  28  April,   1832.     Lieutenant, 
23  Septeuiber,  1837.     Cashiered  15  August,  1846. 
Russ,  John  S. 

Mate.     Acting  Ensign,  19  August,  186-3.     Resigned  23  May,  1864. 
Russ,  Robert  F. 

Mate,  20  December,  1861.     Resigned  1  May,  1863. 
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RnHsell,  AIcxaiKlor. 

Gunner,  0  Deccmlicr,  1834.     Resigned  (i  April,  1838. 
RiiHsell,  Aloxaudcr  W. 

Purser,  28  February,  1801.     Pay  Inspector,  3  March,  1871.     Pay  Director,  23  Fel. 
ruury,  1877. 
RiiHHoIl,  Avorloy  ('.  II. 

Assistant  Surgeon,  3  .lune,  1879. 
RuHHoll,  I{<>iijniiiiii. 

Mute,  20  February,  iy(J3.     Died  28  March,  18G0. 
R118H0II,  Itciijuiiiiii  F. 

Actiui,' Ensign,  22  Novendjcr,  18G2.     Appointment  revoked   (Sick,)  22   Feiirnary, 
1801. 

RuHHclI,  C'linrloH  C 

Lieutenant,  8  April,  1798.     Discharged  23  October,  1801.  under  Peace  Establish- 
ment Act. 

RuHHell,  ClinrlcH  €. 

Midshipman,  18  June,  1812.     Resigned  M  Fol)ruary.  1x2',. 
RuBHell,  C'liarlcH  F. 

Acting  Ensign,  27  September,  18G2.     Honorably  discliarged    14   Septendier.  isti.",. 
RuHHolI.  FdiniiiMl  M. 

Midshipman,  18  June,  1812.     Lieutenant,  17  May,  1828.     Died  21  July,  is:;s. 
Russell,  Fr€;derick  C 

Acting  Tliird  Assistant  Engineer,  6  November,  1802.     Acting  Second    .Vssistant 
Engineer,  13  June,  1864.     Honorably  discharged  30  October,  18G.J. 
Rassell.  Ciieoree  II. 

Mate,  5  December,  1804.     Appointment  revoked  24  December,  1800. 
RuBHolI.  George  W. 

Acting  Tliird  Assistant  Engineer,  24  Decendjcr,  1803.     Acting  Second  Assistant 
Engineer,  8  March,  1865.     Honorably  discharged  17  January,  1868. 
Rastsell,  Ileiir}-. 

Acting  Assistant  Paymaster,  9  December,  1861.     Mustered  out  27  November,  1865. 
RuBsell,  Henry  C. 

Mate,  24  January,  1862.     Acting  Ensign,  8  October,  1862.     Died  21  September, 
1863. 

RaHsell,  Horatio  X. 

Midshipman,  1  January,  1825.     Resigned  14  January,  1826. 
Rassell,  James  B. 

Mate,  21  March,  1803.    Acting  Ensign,  29  March,  1864.     Honorably  discharged 
3  November,  1867.    Mate,  8  November,  1869.     Appointment  revoked  9  Jnlv. 
1870. 
Rnssell,  James  J. 

Mate,  12  November,  1801.     Acting  Ensign,  5  November,  1802.     Acting  Master, 
23  February,  1804.     Honorably  discharged  21  October,  1865. 

Russell,  John. 

Acting  Second  Assistant  Engineer,  17  October,  1803.     Dismissed  17  November, 

18(53. 

Russell,  John. 

Acting  Gunner,  13  September,  1862.     Honorably  discharged  11  May,  1808.     (Jun- 
ner,  14  August,  1875. 
Russell,  John  H. 

Midsiiipiuan,  10  September,  1841.    Passed  Midshipman,  10  August,  1847.    Mn.<<t«'r. 
11  September,  1855.     Ijieutcnant,  15  September,  1855.    Lientenant-Commauder, 
10  July,  1862.     Commander,  25  July,  1866.     Captain,  13  February,  1874. 
Russell,  John  M. 

Male,  26  November,  1883.     Resigned  27  January,  1865. 
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Russell,  Stephen  G. 

Acting  Master,  19  July,  18G1.     Resigned  2  July,  1862. 

Russell,  Tlionias. 

Midshipman,  1  April,  1828.     Died  28  August,  1830. 

Russell,  Thomas  S. 

Mate,  13  January,  1863.  Acting  Ensign,  29  February,  1864.  Resigned  17  Janu- 
ary, 1865. 

Russell,  Williaui. 

Midshipman,  1  November,  1826.     Resigned  13  December,  1832. 

Russell,  William  A. 

Second  Assistant  Engineer,  5  March,  1872.     Died  17  February,  1873. 

Russell,  William  A. 

Acting  Third  Assistant  Engineer,  6  January,  1864.     Honorably  discliarged  8  May, 
1869. 
Rust,  James  F.  P. 

Acting  First  Assistant  Engineer,  29  June,  1864.     Honorably  discharged  10  Janu 
ary,  1868. 
Rustic,  John  T. 

Carpenter,  8  December,  1849.     Dropped  20  April,  1861. 

Ruth,  Dudley  li. 

Acting  Assistant  Paymaster,  11  August,  1862.     Mustered  out  20  October,  1865. 

Ruth,  Martin  li. 

Acting  Third  Assistant  Engineer,  29  July,  1864.     Resigned  20  June,  1865. 

Ruth,  Melancthon  li. 

Assistant  Surgeon,  21  April,  1868.     Passed  Assistant  Surgeon,  10  October,  1871. 
Surgeon,  3  April,  1879. 
Rutlierfor<l,  Jaeoh. 

Mate,  1  December,  1862.     Acting  Ensign,  29  June,  1863.     Honorably  discharged 
28  October,  1865. 
Rutherrord,  Jesse  M. 

Mate,  1  October,  1862.     Resigned  13  February,  1868. 
Rutherford,  Jesse  S. 

Appointed  Second  Assistant  Engineer,  17  January,  1842.  AVarranted  Second 
Assistant  Engineer,  28  July,  1845.  First  Assistant  Engineer,  26  February, 
1851.     Died  3  January,  1862. 

Rutherford,  William  H. 

Third  Assistant    Engineer,  22   September,   1849.      Second  Assistant  Engineer, 
16  February,  1853.     First  Assistant  Engineer,  36  June,  1856.     Chief  Engineer, 
13  August,  1861.    Retired  list,  36  October,  1874. 
Rutgers,  Herman. 

]\Iidshipman,  31  November,  1814.  Last  appearance  on  Records  of  Navy  Dejjart- 
meut,  1822.     Dead. 

Rutledge,  Edward  C 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Commander, 
8  Se^Jtember,  1841.     Resigned  6  August,  1850. 

Rutledge,  John. 

Midshipman,  ?  April,  1835.  Passed  Midshipman,  33  June,  1841.  Master,  23  March, 
1848.     Lieutenant,  7  January,  1849.     Resigned  33  February.  1861. 

Rutleilge,  States. 

Midshipman,  1  October,  1798.     Resigned  7  January,  1803. 

Rutter,  Edward  J. 

Assistant  Surgeon,  6  September,  1837.  Surgeon,  30  September,  1850.  Drowned 
30  April,  1853. 

Rutter,  George  H. 

Acting  Third  Assistant  Engineer,  15  January,  1863.  Acting  Second  Assistant 
Engineer,  13  October,  1863.     Appointment  revoked  19  August,  i864. 
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It  11  ((or,  .loMiiiM. 

.Miistcr,  1  Manli,  ISM.      DiscliarL^cd  i:,  A))!-!!,  181'). 
ieii((or,  TlioiiiUM. 

iMi.lshiiuii.in,  1)  NovciiiImt,  IN]:!.      K.'siLcnccl  25  Murch,  18M. 
ICii((<>r,  Soloiii4>ii. 

l.ieiitonaiit,  ( FIniilhi  Service,)  25  April,  ISll.     Last  appearance  on   Records  of 
Navy  Department,  0  Fcliniary,  1^15. 
l{ii((or,  Soioiiion. 

Mitishipiuan,  20  February,  1814.      Resigned  1  February,  1822. 
3tii((or,  TliomnH. 

.Master,  9  l^Iuy,  1813.     Dropped  11  DecemlM-r,  1820. 
ICyiin,  I>avi<l. 

.Mi.lshipiuiiii,  25  January,  1828.     Dropped  in  1810. 
IC3  an,  I'd  ward. 

Mate,  2  January,  1862.     Acting  Ensign,  20  October.  180;{.     Resigned  24  February, 

im;.-). 

Kyan,  George  P. 

Acting  Midshipman,  30  September,  ISf)?.     Midshi|)nian,  1    June,  18G1.     Licuten 
ant,  10  July,  18()3.     Lieutenant-Commander,  10  July,  IbOG.     Commander,  3  Oc 
tober,  1874.     Lost  in  the  "i/uro?i,"  24  November,  1877. 
Ryan,  Ja^on. 

.Mate,  5  March,  18G2.    Acting  Ensign,  26  September,  1864.    Resigned  27  April,  1865. 
Kyan,  John  J. 

Third  Assistant  Enifineer,  22  May,  18()3.     Secon<l  Assistant  Engineer,  25  January. 
1806.     Retired  list,  28  October,  1874. 
K.van,  yi.  TalniadKe. 

^Lite,  20  December,  1802.     Dismissed  9  May,  1863. 
■Cyan,  Robert  II. 

Actinti   Third   Assistant  Engine(*r,   22   December,   1802.       Honorably  discharged 
1 1  November,  1805. 
atyan.  ThoniaM  K. 

.\(ting  .\ssi.stant  Paymaster,  7  October,  1803.     Mustered  out  21  March,  1866. 
ISyan,  Tlionia-s  W. 

Cadet  .Midsliipnum,  13  June,  1873.     Graduated  4  June,  1880. 
Rjan.  Timo(h3'. 

Mate,  9  October,  1862.     Deserted  5  July,  1864. 
Ryan,   IVilliam. 

Sailmaker,  IS  September,  1827.     Retired  list,  23  February,  1863.     Died   12  No- 
vember, 1872. 
Ryeknian,  Kdward. 

."Mate,  20  .January,  1^(17.     Resigned  16  May,  1867. 
Ryoknian.  dleorge  V. 

Acting  Ensign,  29   October,  1803.     Honorably  discharged    9   May,  1866.     Acting 
Master,  17  July,  1807.     Mustered  out  8  October,  18(;8. 
Ryder,  Fdnard  A. 

.Vctiiig  Ensign,  20  November,  1862.     Honorably  discharged  31  August,  1805. 
Ryder,  CiJeor«:e  X. 

Male,  10  October,  1S02.      lU'signed  20  March,  1863. 
Ry<l<'r,  John  II. 

(i  miner,  20  September,  1837.     Appointment  revoked  7  July,  1840. 
Ryder,  JoHhua  II. 

.Mate,  2s  .March,  1804.     Honorably  discharged  25  July,  1865. 
Ryder,  :flar(in  II. 

.\cting  Third  .Vssistant  Engineer.  7  Marcli,  1S05.     Honorably  dis<hargcd  26  Sep- 
tember, 1865. 

40 
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Ryder,  Preserved  M. 

Mate,  28  November,  1861.     Resigned  10  May,  1805. 

Ryder,  Reuben  T. 

Mate,  6  April,  1864.     Resigned  :5  May,  1865. 
Ryder,  Royal  S. 

Acting  Ensign,  12  January,  1863.     Appointment  revoked  14  April,  1863. 
Ryder,  Stephen  A. 

Acting   Master,  31  October,  1861.     Resigned   12  March,  1862.     Acting  Ensign,. 
22  December,  1862.     Honorably  discharged  30  September,  1865. 
Ryfenbnrgh,  lie^is  M. 

Acting   Second   Assistan.t  Engineer,    3    October,    1864.       Honorably   discharged 
29  June,  1865. 
Rylaiid,  William. 

Chaplain,  23  May,  1829.     Died  19  January,  1846. 
Ryley,  Thomas  W. 

Gunner,  29  .January,  1827.     Died  14  March,  1845. 
Ryley,  George. 

Mate,  24  October,  1861.     Dismissed  5  January,  1863. 
Rymes,  George  W. 

Acting  Third  Assistant  Engineer,  6  April,  1864.  Honorably  discharged  29  July. 
1865. 

!Slackett,  Angnstine. 

Third  Assistant  Engineer.  3  October,  1861.     Second  Assistant  Engineer,  3  Augu.st^ 

1863.  Resigned  24  August,  1805. 
Salford,  John  B. 

Acting  Third  Assistant  Engineer,  21  May,  1862.  Acting  Second  Assistant  Engi- 
neer, 12  November,  1863.     Honorably  discharged  23  August,  1869. 

Safibrd,  I^eTi  T. 

Third  Assistant  Engineer,  8  December,  1862.     Second  Assistant  Engineer,  8  April, 

1864.  First  Assistant  Engineer,  6  June,  1868. 

Safibrd,  S.  J. 

Assistant  Surgeon,  24  July,  1813.     Resigned  1  September,  1814. 

Sagee,  Franeis. 

Carpenter,  13  April,  1831.     Died  23  May,  1853. 

Salade,  liewis  A. 

Acting  Third  Assistant  Engineer,  21  July,  1864.     Honorably  discharged  19  August, 
1865. 
Salisbury,  Charles  H. 

Acting  Master,  Recruiting  Service,  16  June,  1864.     Appointment  revoked   16  No- 
vember, 1864. 
Salisbury,  George  R. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June,  1879. 

Saltar,  Francis. 

Gunner,  27  September,  1798.     Resigned  10  December,  1799. 

Salter,  Thomas  R. 

Surgeon's  Mate,  24  July,  1813.     Surgeon,  22  May,  1815.     Died   6  November,  1850. 

Salter,  Thomas  G. 

Chaplain,  20  March,  1861.     Died  25  February,  1872. 
Salter,  Timothy  G.  €. 

Midshipman,  20  September,  1866.  Graduated  7  June,  1870.  Ensign,  13  July, 
1871.     Master,  9  November,  1874. 

Salter,  William  I>. 

Midshipman,  15  November,  1809.  Lieutenant,  9  December,  1814.  Commander, 
3  March,  1831.  Captain,  3  March,  1839.  Reserved  list,  4  January,  1856.  Com- 
modore on  Reserved  list,  4  April,  1867.     Died  1869. 
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SuI.HloiiMtall,  IVilliam  <-. 

Actiiij^  Master,  without  i):iy,  8  June,  1S(51.     Actinj;   Volunteer  Licutenunt,  A  May, 
18t);5.      Acting  Volunteer  Licutcuuut-Couiumuder,  :30  May,    l»0o.      IIouorul>ly 
dischar<ie(l  5  Octoljer,  lJSfJ5. 
Nuniplc,  Wiiifield  Soott. 

Cutlet   Engineer,   Nuvul   Acudeniv,    11    September,    187G.      Graduated    10   .lum 
1880. 

SuiiipMoii,  Albert  P. 

Mate,  :!1  .luly,  18()2.     Acting;   Ensign,  21   October,    ISli;}.     Honorably  di.scliar;^.-.! 
7  September,  1805. 
SanipNon,  Cliarlom  A. 

Mate,  IS  August,  1S()',>.     Appointment  revoked   31    May,  1803.     Acting  Gunner, 
21  .May,  lSti:{.     Honorably  discharged  8  July,  ISC'). 
SanipHon,  l>aiiiol  W. 

Mute,  4  March,  1870.     Hesigne.l  21  April,  1873. 
SauipHon,  Frodoriok  A. 

A(;ting  Muster,  1:5  May,  18G1.     llesigned  17  May,  1862. 
SanipHon,  Frederick  im. 

Acting  Ensign.  1  October,  1862.     Acting  Muster,  IH  .July,  1864.     Honorably  dis- 
charged 20  November,  1865. 
Sampson,  Isaac  P. 

Mate,  5  September,  1863.     Acting  Ensign,  9  July,  1864.     Resigned  26  May,  1865, 
Sampson,  I...  Granville. 

Acting  Ensign,  17  Junuury,  1865.     Honorably  discharged  15  February,  1866. 
Sampson,  William  T. 

Acting  Midshipman,  24  September,  1857.  Midshipman,  1  June,  1 861.  Lieutenant, 
16  July,  1862.  Lieutenant-Commander,  25  July,  1866.  Commander,  9  August, 
1874. 

Samson,  Guy. 

Third  Assistant  Engineer,  24  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     Resigned  2  April,  1869. 
Sanborn,  Albion  J. 

Acting  Third  Assistant  Engineer,   9    February,    1864.      Honorablv   discharged 
22  August,  1865. 
Sanborn,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  19  January,  1864.     Discharged  19  .May.  1865. 
Sanborn,  Frank. 

Mate,  29  July,  861.  Acting  Ensign,  10  September,  1863.  Honorably  di.'^chan'ed 
27  December,  1 865.  ° 

Sanborn,  George  C. 

Mate,  16  November,  1861.     Honorably  discharged  10  June,  1865.       .Mate,  11  July, 
1865.     Resigned  8  September,  1871. 
Sanborn,  Tliomns  F. 

Acting  Third   Assistant  Engineer,    19  December,   1863.      Honorably  discharged 
11  October,  1865. 
Sander,  James. 

.Midshipman,  27  August,  1800.     Discharged  12  August,  1801,  under  Peace  Estab- 
lishment Act. 
Sanders,  C'aniillns. 

.Midshipman,  8  January,  1836.      Resigned  25  February,  1839. 
San<lers,  C "ary  X. 

Assistant  Paymaster,  27  October,  1869.     Passed  Assistant  Paymaster,  1  July,  1875. 
Lost  on  board  the  ''Huron"  24  November,  187~ 
Sanders,  James. 

Midshipman,  1  January,  1808.  Lieutenant,  24  July,  1813.  Died  7  December, 
1816. 
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Candors,  Jos. 

Lieutenant,  10  June,  1799.     Discharged,  at  his  own  request,  6  July,  1801. 
Saiiclei'8,  Morfou  W. 

Acting  Midshipman,  20  September,  1859.     Ensign,  25  November,  1862.     Lieu- 
tenant, 22  February,  1864.     Lieutenant-Commander,  25  July,  1866.     Commanckr 
11  April,  1877.     Died  11  July,  1878. 
Sanderson,  Francis. 

Midshipman,  3  February,  1815.     Lieutenant,  13  January,  1825.     Died  23  Au^nist 
1831. 
Sanderson,  George  A. 

Midshipman,  26  September,  1866.     Graduated  6  June,  1871.     Resigned  31  Decem- 
ber, 1872. 
Sanderson,  Jobn  W. 

Mate,   13   May,   1863.    Acting  Ensign,  29  April,  1865.    Honorably  discharged 
21  November,  1868, 
Sanderson,  Jos. 

Boatswain,  21  March,  1837.     Died  24  November,  1837. 
Sandlbrd,  Jobn  TV. 

Assistant  Surgeon,  28  May,  1857.    Dismissed  29  May,  1861. 
Sands,  Benjamin  F. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieuten;iiit, 
16  March,  1840.  Commander,  14  September,  1855.  Captain,  16  July,  1802. 
Commodore,  25  July,  1866.  Rear-Admiral,  27  April,  1871.  Retired  list, 
11  February,  1874. 

Sands,  Francis. 

Master's  Mate,  28  February,  1807.  Last  appearance  on  Records  of  Navy  Depart- 
ment till  2  August,  1809. 

Sands,  Francis  P.  B. 

Acting  Ensign,  9  December,  1862.  Acting  Master,  31  January,  1865.  HonoraMy 
discharged  18  February,  1867. 

Sands,  George. 

Mate,  17  May,  1870.     Died  10  July,  1873. 

Sands,  George  Tt. 

Mate,  20  August,  1863.  Acting  Ensign,  17  January,  1865.  Honorably  dischargotl 
10  August,  1865. 

Sands,  James  H. 

Acting  Midshipman,  26  November,  1859.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1805.  Lieutenant,  10  November,  1866.  Lieutenant-Commander,  12 
March,  1868. 

Sands,  J.  H.  H. 

Midshipman,  19  April,  1834.     Resigned  4  November,  1837. 

Sands,  Joshua  B. 

Midshipman,  18  June,  1812.  Lieutenant,  1  April,  1818.  Commander,  23  FebriiMrv, 
1840.  Captain,  25  February,  1854.  Retired  list,  21  December,  1861.  Com- 
modore on  Retired  list,  16  July,  1862.     Rear-Admiral,  Retired  list,  25  July, 

1806. 

Sands,  J.  WoodTille. 

xicting  Assistant  Paymaster,  4  November,  1863.  Honorably  discharged  5  Octobe; , 
1805. 

Sands,  Jionis. 

Acting  Assistant  Paymaster,  10  July,  1861.     Mustered  out  25  February,  1806 

Sandsi,  Thomas. 

Midshipman,  10  May,  1820.     Resigned  17  June,  1830. 

Sands,  William  M. 

Purser,  20  May,  1815.     Resigned  24  March,  1832. 
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Santord,  Hirnin. 

Second  Assistant  Engineer,  21  November,  1837.  First  Assistant  Engineer,  0  Feb- 
ruary, 1840.  Resigned  5  November,  1849.  Acting  Seeonil  Assistant  Engineer, 
10  October,  1801.     Appointment  revoked  28  August,  1802. 

.S:iiifor<I,  JoH. 

Master,  25  June,  1812.     Resigned  20  .hily,  1812. 

Sail  ford,  JoHopli  P. 

Miilshipiuaii,  11   February,  1832.     Passed  Midshipman,  23  June,  1838.     Lieuten- 
ant, 2  November,  1842.    Resigned  8  October,  1853.    Acting  Lieutenant,  13  May, 
IHCil.     C'oiniiuiudcr,  0   June,  1801.      Captain,  27   September,   1800.     Resigned 
1  March,  ISO'J. 
Kanford,  William. 

Saihnaker,  2  August,  1809.     Last  appearance  on  Records  of  Navy  Department, 
10  August,  1812. 
(Sauford,   William. 

Saihnaker,  15  October,  1805.     Last  appearance  on   Records  of  Navy  Department, 
18  October,  1805. 
San  ford,  W  illiam  C. 

Acting  First  Assistant  Engineer,  28  May,  1803.     Honorably  discharged  20  Novem- 
ber, 1805. 
San  ford,  William  C'.  X. 

Mate,  30  July,  1804.     Resigned  30  June,  1805. 
Saii^or,  W.  P.  S. 

Civil  Engineer,  8  July,  1830.  Ordered  to  IJureau  Yards  and  Docks,  7  September, 
1842. 

San  key,  John  G. 

Mate,  0  June,  1802.     Appointment  revoked  14  Juno,  1802.     .\cting  Assistant  Pay- 
master, 24  September,  18(i3.     Honorably  discharged  11  November,  1805, 
Sapliam,  Ann. 

Lieutenant,  4  October,  1799.     Resigned  13  December,  1799. 
Sard,  William  F. 

Mate,  23  December,  1803.     Honorably  discharged  25  October,  1866. 
Sargent,  Ana. 

Surgeon,  9  May,  1799.     Last  appearance  on  Records  of  Navy  Department. 
Sargent,  Eli  n. 

Acting  Assistant  Surgeon,  2  June,  1805.     Honorably  discharged  11  May,  1866. 
Sargent,  Fernando  C 

Acting  Assistant  Surgeon,  8  September,  1863.     Honorably  discharged  24  August, 
1805. 
Sargent,  Howard. 

Mate,  22  December,  1802.     Honorably  discharged  15  May,  1805. 
Sargent,  Nathan. 

Midshipman,  23  July,  1866.     Graduated   7  June,  1870.     Ensign,  13  July,  1871. 
Muster,  10  July,  1874. 
Sargent,  Walter. 

Mate, 21  March,  1802.     Acting  Ensign, 28  January,  ISO:?.     Acting  Master,  25  May, 
1865.    Honorably  discharged  28  October,  18(i5.    Acting  Master,  15  August,  isiii. 
Ensigr..  12  March,  1808.     Master,  18  December,  18i>8.     Lost  on  the  "Oneida. 
24  January,  1870. 
Sartori,  Charles  W. 

Acting  Assistant  Surgeon,  18  May,  1861.     Resigned  19  July,  1804. 
Sartori,  I.ioniH  C 

Mi(lshii)man,  2  February,  1869.  Passed  Midshipman,  15  June,  1837.  Lieutenant. 
8  Septeinl)er,  1S41.  Reserved  list,  23  September,  1855.  Lieutenant  on  Active 
list,  8  September,  1841.  CUmimander,  27  April,  1861.  Captain,  20  September, 
1801.     Commodore,  12  December,  1873.     Retired  list,  3  June,  1^74. 
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Sasse,  Peter  A. 

Third  Assistant  Engineer,  16  November,  1861.     Died  2:]  July,  1862. 
Satterlee,  Charles  A. 

Acting  Third  Assistant  Engineer,  14  September,  1864.     Honorably  discharged 
12  May,  1865. 
iSatterwhite,  £.  F. 

Midshipman,  16  January,  1809.     Purser,  25  April,  1812.     Last  appearance   on 
Records  of  Navy  Department,  1815. 
Satter^liite,  IV.  F. 

Midshipman,  9  November,  1818.     Dismissed  24  November,  1813. 
Saner,  Nicholas. 

Acting  Third  Assistant  Engineer,  1  June,  1863.     Honorably  discharged  9  Novem- 
ber, 1865. 
Saul,  Tlionias  H. 

Midshijiman,  23  October,  1820.     Resigned  2  November,  1821. 
Saunders,  JS.  R. 

Midshipman,  2  April,  1804.     Resigned  27  May,  1806. 
Sannclers,  Charles  H.  ]V. 

Acting  Third  Assistant  Engineer,  6  March,  1865.     Dismissed  22  April,  1865. 
Sannclers,  John  li. 

Midshipman,   15  November,   1809.     Lieutenant,  13  January,  1825.     Comrftander, 
8  September,  1841.     Reserved  list,  13  September,  1855.     Died  26  October,  1860. 
Sannders,  J.  W. 

Acting  Master,  28  February,  1862.     Honorably  discharged  29  October,  1865. 
SaTage,  Angnstns  C. 

Acting  Ensign,  11  January,  1864.     Honorably  discharged  2  August,  1865. 
SaTage,  Hibijah. 

Midshipman,  13  January,  1799.     Resigned  12  August,  1801. 
Savage,  Hibijah. 

Master,  31  July,  1801.     Resigned  11  August,  1801. 

SaTage,  Hngh  H. 

Acting  Master,  16  December,  1861.    Honorably  discharged  27  September,  1865. 

SaTage,  li.  W. 

Acting  Ensign,  31  January,  1865.    Honorably  discharged  14  September,  1865. 
SaTage,  Robert. 

Midshipman,  27  March,  1840.    Passed  Midshipman,  11  July,  1846.     Died  8  Feb- 
ruary, 1848. 
SaTage,  Samnel  F. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  3  August, 
1859.     First  Assistant  Engineer,  8  October,  1861.     Resigned  13  January,  1865. 

SaTage,  Silas  T. 

Acting  Assistant  Paymaster,  6  November.  1862.  Appointment  revoked  (Sick,) 
21  November,  1863.  Acting  Assistant  Paymaster,  26  August,  1864.  Resigned 
13  January,  1865; 

SaTage,  Thomas. 

Mate,  20  April,  1865.  Mustered  out  12  March,  1868.  Mate,  10  December,  ISo:!. 
Boatsvvrain,  12  October,  1871. 

SaTille,  John  W.,  Jr. 

Third  Assistant  Engineer,  28  October,  1862.  Second  Assistant  Engineer,  15  Marcli, 
1864.    Retired  list,  1  February,  1871. 

SaTille,  William  O. 

Acting  Third  Assistant  Engineer,    19    August,    1863.      Honorably    discharged 
10  July,  1865o 
SaTory,  George  E. 

Acting  Tliird  Assistant  Engineer,  13  November,  1863.  Honorably  discharged 
8  July,  1869. 
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NawtolL  iHninh  L. 

ActiiiL^  'Pliird  Assistant  Knjiiiiccr,  'J  Scpti'iulicr,  isc::.      Died  ('.  May.  ISCl. 

Sawtollo.  Arlliur  ]fl. 

Attini,'  Sccoml  Assistant  Hnf^inccr,  :'.  I''(l>niarv.  IsCl.  II(inuial)l>  (iischar;;c(l 
II  October,  l^tfi.l. 

Sawyer.  A.  I(.  <'. 

Ac-tinLj  Assistant  Sur^pon.  21  May,  1802.  Actinj^  l'assf<l  A>sisi.iiii  mh^'imm. 
27  April,  lyti*).     llonoraldy  <lischarr;ed  28  Octolicr,  ISCt.'). 

Sawyer,  Ileiijaiiiiii  A. 

Actinia  Assistant  Snr^'i'on.  i»   F(l)inary,  18<i.').     II(>n<ti:il>l\ disiliaij^td    10   OctulMi. 

ISC,:). 

Sawyer,  C'liarleN. 

Actinj^  Ensign,  211  August,  18GI.     Honorably  discharged  2r>  December.  1805. 

Sawyer,  Charles  II. 

Acting  Ejisign,  27  February,  180:5.     Honorably  discharged  l."i  .\iigiist.  180r>. 

Sawyer,  Charles  II. 

Mate,  9  October,  ISfJli.  Acting  Ensign.  Tj  November,  1S()4.  Hon<>ral)ly  discharged 
17  September,  1807. 

Sawyer,  I>aniel  A. 

Third  Assistant  Engineer,  6  October,  1802.  Second  Assistant  Engineer,  i:>  March, 
1804.     Retired  list  22  January,  1800. 

Sawyer,  E.  A. 

Acting  Ensign,  28  July,  ISOIt.     Honorably  discharged  1  April,  1800. 

Sjiwyer,  Frank  E. 

Midshipman,  25  September,  1808.  Graduated  1  June,  1872.  Ensign,  15  July. 
1873.     Master,  22  July,  1878. 

Sawyer,  George  A. 

Assi»tant  Paymaster,  24  August,  1801.     Paymaster,  17  September,  18C3.     Retired 
list,  29  June,  1809. 
Sawyer,  dJeorge  F. 

Purser,  20  Marcli,  1838.     Died  24  .lune,  1852. 

Sawyer,  George  F. 

Third  Assisfaut  Eni,nneer,  8  Sei>ten\l)er,  180,'?.  Second  Assistant  Engineer,  15  Oc- 
tober, 1805.     Resigned  12  October,  1808. 

Sawyer,  Iloraee  II. 

Midshipman,  l  June,  1812.  Lieutenant,  1  Ai)ril,  1818.  Commander,  9  Deceudjcr. 
1839.  Captain,  12  April,  1853.  Reserved  list,  13  September,  1855.  Died 
14  February,  1800. 

Sawyer,  Isaac. 

.Mate,  22  August,  1863.     Appointment  revoked  (Sick,)  19  May.  1804. 

Sawyer,  James. 

Acting  Ensign,  12  December,  1803.  Acting  Master,  ".1  Inly.  isi;.",.  Honorably 
discharged  23  November,  1865. 

Sawyer,  John  C. 

.Vcting  AssisUint  Paymaster,  8  February,  1804.  Honorably  discharged  9  Novem 
bcr,  1805. 

Sawyer,  Joseph. 

Acting  Ensign,  7  December,  1803.     Honorably  discharged  23  November,  1805. 

Sawyer    Jos.  I*. 

Master,  18  July,  1812.     Discharged  7  May,  1813. 

Sawyer,  I^ewis  C. 

Midshipman.  14  August,  1840.     Resigned  10  December,  1847. 
Sawyer,  Moses  II. 

Acting  Master,  10  May,  ISOl.      Resigned  2  May.  1802. 

Sawyer,  11.  I*. 

Acting  Assistant  Surgeon,  29  December,  1863.     Resigned  18  May,  1S05. 
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Sawyers,  James  H. 

Acting   Midshipnum,  24   September,  1866.     Graduated  June,  1870.        Died  24 
October,  1870. 
Sayer,  Benjamin. 

Master,  14  August,  1799.  Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 

layers,  Jobn. 

Acting  Master  and  Pilot,  1  October,  1864.     Appointment  revoked  9  March,  1865. 

Scallon,  IVilliam. 

Midshipman,  2  December,  1799.     Resigned  27  March,  1805. 

Scaulan,  Charles  S. 

Mate,  23  October,  1863.     Honorably  discharged  9  February,  1866. 
Scanlan,  Patrick. 

Acting  Third   Assistant  Engineer,  1    October,  1802.     Acting  Second  Assistant 
Engineer,  6  July,  1864.     Honorably  discharged  27  November,  1865. 
Scannell,  James. 

Acting  Master,  13  April,  1862.     Dismissed  10  September,  1862.     Acting  Ensign, 
9  December,  1862.     Resigned  24  July,  1863. 
Scantland,  Robert  A. 

Acting  Midshipman,  30  December,  1848.     Dropped  12  July,  1849. 
Scarlett  Joseph  H. 

Acting  Ensign,  6  September,  1864.    Honorably  discharged  13  December,  1865. 
Scattergood,  £dward. 

Third  Assistant  Engineer,  26  August,  1859.    Second  Assistant  Engineer,  1  March, 
1863.     First  Assistant  Engineer,  1  October,  1863.     Died  20  September,  1864. 
Schael'er,  Henry  W. 

Midshipman,  21  July,  1866.     Graduated  7  June,  1870.     Ensign,  18  July,  1871. 
Master,  9  October,  1873.     Lieutenant,  27  October,  1879. 
Schamback,  Herman  O. 

Mate,  21  July,  1864.     Resigned  26  October,  1864. 

Schander,  Adolph. 

Mate.     Appointment  revoked  9  November,  1866. 
Schell,  Franklin  J. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  20  June,  1878. 
Schellenberger,  George  W. 

Acting  Third  Assistant  Engineer,  1  October,  1862.  Acting  Second  Assistant 
Engineer,  5  December,  1863.     Honorably  discharged  27  November,  1865. 

Schenck,  Caspar. 

Acting  Assistant  Paymaster,  6  July,  1861.  Assistant  Paymaster,  14  Sei^tember, 
1861.     Paymaster,  5  February,  1863.     Pay  Inspector,  3  March,  1871. 

Schenck,  George  R. 

Acting  Master,  30  October,  1861.     Resigned  8  May,  1862. 

Schenck,  James  F. 

Midshipman,  1  July,  1825.  Passed  Midshipman,  4  June,  1831.  Lieutenant, 
22  December,  1835.  Commander,  14  September,  1855.  Commodore,  2  January, 
1863.     Rear-Admiral,  21  September,  1868.     Retired  list,  11  June,  1869. 

Schenck,  John  N. 

Acting  Third  Assistant  Engineer,  14  September,   1864.     Honorably  discharged 
27  October,  1865. 
Schenck,  John  P. 

Acting  Assistant  Surgeon,  7  May,  1864.     Resigned  19  May,  1864. 

Schenck,  Woodhnll  S. 

Midshipman,  30  December,  1831.     Passed  Midshipman,  15  June,  1837.     Lieutenant. 
8  September,  1841.     Died  9  May,  1849. 
Schepel,  J.  Augustus. 

Mute,  0  December,  ItiGl.     Appointment  revoked  11  August,  1862. 
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Ncbornierhoru,  Kdward. 

Mitlsliipman,   1   Mav,   IHv,'-'.     Passed  Midshipman,   24   May,   1828.     Ix)8t  in  th. 
"  llurnu;'  10  September,  1829. 
S<*liofk3',  C'liarloM  .4. 

Actiug  Ensign,  27  .luuc,  ISiJU.     Ilonoralily  discharged  22  Fel^niary.  iMOn.     Master, 
12    Mareh,   lb(>8.     Lieutenant,    18    December,    1808.     Lieutcnunt-CommundLr. 
1  I)eeeml»er,  1^77. 
Nchenf/c  William  17. 

Mi<lsliipnKin,  2:J  June,  1869.     Graduated  'i\  May,    1873.     Ensign,   10  July,   187J 
Master,  30  November,  1878. 
SchU'y,  Arliiiir. 

Mate,  2S  Uctober,  1800.     Resigned  5  April,  1871. 
^icliiey.  William  K. 

Third  Assistant  Engineer,  2  May,  1857.     Died  25  February,  1858. 
Sohloy.  U'inflold  S. 

.Netiiig  ;Mi.lsliii)man,  20  September,  1856.     Midshipman,  15  June,  1860.     Master. 
19    September,    isiW.      Lijeutenant,   10    July,    1862.      Lieutenant-Commander, 
2.J  July,  18tjO.     Commander,  10  June,  1874. 
Schmidt,  Edward  II. 

Mate,  24  January,  1803.     Appointment  revoked  (Sick,)  20  October,  1864. 
Schmitz,  Charles  F. 

Midshipman,  19  October,  1861.     Graduated  November,  1864.     Ensign,  1  Novem- 
ber, 1S()().     Master,  1   December,  1806.     Lieutenant,  12  March,  1868.     Lieuten- 
ant-Comraauder,  20  March,  1869. 
Schneider,  IVilliam  T. 

Acting  Third  Assistant  Engineer,  2  September,   1803.     Acting  Second  Assistant 
?]nginecr,  G  March,  ISOo.     Honorably  discharged  15  August,  1805. 
Schober,  Frederick. 

Third  Assistant  Engineer,  23  June,  1803.     Second  Assistant  Engineer,  25  July, 
1860.     Resigned  9  June,  1873. 
Schofield,  riiarles  E. 

Mate,  19  Stptemijer,  18(M.     Honorably  discharged  23  June,  1866. 
Kclioles,  Thomas. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Resigned  11  December,  1863. 
Schoole.v,  Frank  N. 

Mate,  10  Sei)teml>er,  1864.     Appointment  revoked  (Sick,)  80  January,  1865. 
Schoolfield,  J.  J. 

Assistant  Surgeon,  13  March,  1805.  Surgeon,  28  June,  1809.  Resigned  27  Octo- 
ber, 1S17. 

Nchoon maker,  C.  ^I. 

Acting  Midshipman,  28  September,  1854.    Midshipman,  9  June,  1859.    Lieutenant. 

31   August,  1861.     Lieutenant-Commander,  24  December.   1865.     Commander. 

II  Fel^ruary,  l.:^73. 
Schonler,  John. 

Midshii)man,  25  September,  1S61.     Graduated  November,  1864.     Ensign,  1  No 

vember,  1><'">6.     Master,  1  December,  1866,     Lieutenant,  12  March,  1868.     Licu- 

tenaut-Commander,  3  June,  1869. 

Schow,  Ma{s:nim. 

Acting  .Ma.si.  r,  \l  May,  1862.     Dismissed  13  October,  1862. 
Nchrader,  C'ornelin!^. 

Acting  Third  Assistant  Engineer,  23  January,  1865.  Honorably  discharge*! 
17  June,  1866. 

Schroe<ler,  fharleM. 

Third  Assistant  Engineer,  24  December,  1853.  Sccoml  Assistant  Engineer,  9  May. 
1857.  First  Assistant  Engineer,  3  August,  1859.  Name  ctricken  from  tlie 
Rolls,  18  May,  1861. 
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Schroeder,  Seatoii. 

Acting  Midshipman,   27    September,    1864.      Graduated    June,    1868.      Master, 
12  July,  1870.     Lieutenant,  29  October,  1872. 
Schryver,  I>aTid  M. 

Acting  Third  Assistant  Engineer,  26  May,  1863.     Honorably  discharged  15  May, 
1865. 
Schnltice,  Simon. 

Acting    First    Assistant    Engineer,   1  October,  1862.     Acting    Chief  Engineer, 
15  April,  1864.     Honorably  discharged  29  September,  1865. 
Schnltz,  William. 

Actiuj,  Ensign,  15  October,  1863.     Resigned  18  April,  1865. 
Scbnlze,  Gerhard  C. 

Acting  Master,  25  September,  1861.     Master,  12  March,  1868.     Lieutenant,  18  De- 
cember, 1868.     Lieutenant-Commander,  10  June,  1870.     Died  28  September, 
1870. 
Scbnyler,  P.  P. 

Midshipman,  20  Jime,  1806.     Dismissed  26  June,  1809. 

Scbwartz,  Edward  G. 

Acting  Third  Assistant  Engineer,  23  November,  1864.     Honorably   discharged 
18  June,  1868. 
Schwenk,  Milton  K. 

Midshipman,  22  September,  1866.     Graduated  1   June,  1872.     Ensign,   15  July, 
1874.     Master,  23  October,  1878. 
Scobey,  Gilbert  W. 

Acting  Third  Assistant  Engineer,  30  May,  1864.      Honorably  discharged  24  June, 
1866. 
Scoffin,  Cbarles  R. 

Mate,  4  April,  1862.     Acting  Ensign,  2  May,  1864.     Honorably  discharged  14  De- 
cember, 1865. 
Scofield,  Walter  K. 

Assistant  Surgeon,  12  July,  1861.     Surgeon,  19  June,  1876. 

Scott,  Bernard  O. 

Midshipman,  80  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 

Scott,  Beverly  B. 

Midshij)man,  18  June,  1812.     Resigned  11  December,  1815. 

Scott,  Cbarles  P. 

Third  Assistant  Engineer,  18  November,  1862.     Died  20  June,  1864. 

Scott,  Frederick. 

Acting  Third  Assistant  Engineer,  23  July,  1863.  Honorably  discharged  22  De- 
cember, 1865. 

Scott,  Gui^taTHS  H. 

Midshipman,  1  August,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Commander,  27  December,  1856.  Captain,  4  November, 
1863.  Commodore,  10  February,  1869.  Rear-Admiral,  14  February,  1873. 
Retired  list,  13  June,  1874. 

Scott,  Henry  B. 

Mate,  20  February,  1865.     Honorably  discharged  3  December,  1867. 

Scott,  H.  D. 

Midshipman,  30  May,   1816.     Lieutenant,  28  April,   1836.     Died   16  February, 

1830. 
Scott,  Henry  M. 

Mate,  23  April,  1863.     Dismissed  19  March,  1864. 

Scott^  Henry  W. 

Third  Assistant  Engineer,  1  July,  1881.  Second  Assistant  Engineer,  29  April, 
1863.     First  Assistant  Engineer,  30  January,  1865.     Died  10  May,  1869. 
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Soott,  JnnioH  M. 

Assistant  Surrjeon,  0  Juno,  1808.     Resifjnc<l  14  Aiijjiist.  1871. 

Scott,  John. 

Acting  Volunteer  Lieutenant,  1  October,  1802.     Re«iKiK-<l  T)  October,  1864. 
Scott    John. 

iliitc,  7  May,  1863.     Honoral)ly  discharged  30  June.  IHCU. 
Scott.  John   A. 

Third  .\ssistiint  Engineer,  3  October,  18(51.     Second  .VHsistant  Engineer,  3  .Viigust, 
l;^(;3.     First  As.si9tant  Engineer,  11  Oct4)ber,  18««. 
Scott,  John   a. 

.VctiiiLC  First  .Vssistiint  Engineer,  1  October,  1802.    Acting  Chief  Engineer,  11»  May, 
18{)1.     Honorably  dischurged  14  October,  1805. 
Scott    John  II. 

Mate,  3  April,  1865.     Honorably  discharged  10  July,  1865. 
Scott.  Mcrritt. 

Midshipiuaii,  30  November,  1814.     Died  in  .hmiiary,  1825. 
Scott.  Robert  W. 

.Midshipman,  9  September,  1841.     Passed  Midshipman,  10  August,  1847.     Master. 

15  September,  1855.     Lieutenant,  16  September,  1855.     liieutenant-Comraander, 

16  July,  1852.     Died  5  January,  1866. 

Scott,  Sanincl  P. 

Gunner,  26  November,  1841.     Appointment  revoked  15  January,  1842. 
Scott,  IVarhnrton  S. 

Mate,  1  October,  1862.     Resigned  22  April,  1864. 
Scott,  William. 

First  Assistant  Engineer,  20  March,  1840.     Disrated  to  Second  Assistant  Engineer, 
-2  January,  1846.     Dismissed  5  June,  1850. 
Scott.  William. 

Boatswain,  17  June.  1850.     Resigned  6  November,  1850. 
Scott,  W  illiam. 

Acting  Guuucr,  8  August,  1863.     Honorably  discharged  24  July,  1865. 
Scovcl>  I..ewi8  I... 

Acting  Assistant  Paymaster,  3  August,  1861.     Mustered  out  9  February,  1868. 
Scovcll,  Kdward  II. 

Midshipman,  19  October,  isjl.     Dismissed  21  January,  1850. 
Scranton,  Samncl  O. 

Acting  Master  anrl  Pilot,  1  December,  1804.     Honorably  flischarged  8  June,  1866. 
Scribncr,  diarlcH  K. 

Cadet  Engineer,  Naval  Academy,  1  October,  1874.     Graduated  10  June,  1879. 
Scribncr.  Jamc»  T.. 

Acting  Third  Assistant  Engineer,  18  June,  1864.     Honorablv  discharged  8  Octo- 
ber, isf;.",. 

ScrigeinM,  John. 

(Carpenter,  11  June,  1799.     Resigned  5  February,  l.'-iOO. 
Sciiddcr,  Alexander. 

Acting  Master,  4  November,  1861.     Appointment  revoked  (Sick,)   27  December. 
1861. 
Scudder,  Theodore. 

-Vcting  Third  Assistant  Engineer,  30  December,  1863.      Honorably  discharge<l 
12  July,  1805. 
.Sciilicy,  Jam<M4. 

Mate,  4  Fel)ruary,  1865.     Appointment  revoked  5  Fel)rnary,  1860. 
Scaliiiry,  John  .4. 

Acting  Ensign,  13  May,  1863.     Resigned  23  March,  1^65. 
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Seabury,  Samuel. 

Midshipman,  20  June,  1867.     Graduated   6  June,  1871.     Ensign,  14  July,  1872. 
Master,  20  July,  1875. 
Seager,  £dward. 

Professor,  21  May,  1864.     Retired  list,  8  April,  1871. 

Seagrove,  James. 

Gunner,  7  May,  1804.     Last  appearance  on  Records  of  Navy  Department. 

SeagraTe,  O.  B. 

Acting  Assistant  Paymaster,  19  October,  1863.     Honorably  discharged  21  October, 
1865. 

Seal,  William. 

Assistant  Surgeon,  24  June,  1826.     Died  18  December,  1829. 

Seaman,  Henry  G. 

Mate,  24  October,  1862.     Acting  Ensign,  1  July,  1864.     Honorably  discharged 
12  August,  1865. 

Seaman,  John. 

Acting  Second  Assistant  Engineer,  12   January,  1863.     Acting   First  Assistant 
Engineer,  9  June,  1864.     Honorably  discharged  26  October,  1865. 

Seaman,  John. 

Acting    Third    Assistant    Engineer,  24    January,  1862.      Honorably  discharged 
26  October,  1865. 
Seaman,  Stepben. 

Sailmaker,  22  April,  1846. 

Searcy,  Robert  E. 

Midshipman,  1  January,  1812.     Lieutenant,  5  March,  1817.     Died  2  November, 
1822. 
Searle,  Addison. 

Chaplain,  27  April,  1820.     Died  2  August,  1850. 

Sears,  Amasa  C 

Acting   Ensign,  5   January,  1863.     Acting  Master,  7  March,  1864.     Honorably 
discharged  10  August,  1865. 

Sears,  Cyrus. 

Acting   Ensign,   12    August,   1863.     Acting   Master,    16    August,    1864.     Acting 
Volunteer  Lieutenant,  15  July,   1865.     Honorably   discharged   '27   September, 
1865. 
Sears,  Edward  H. 

Acting  Assistant  Paymaster,  27  August,  1863.    Mustered  out  2  June,  1«H8. 

Sears,  E.  T. 

Acting  Ensign,  28  August,  1863.     Honorably  discharged  19  August,  1865. 

Sears,  James  H. 

Midshipman,  20  September,  1871.     Graduated  20  June,  1876. 

Sears,  John. 

Mate,  7  August,  1862.     Acting  Ensign,  9  April,  1863.     Honorably  discharged 
22  February,  1869. 

Sears,  John  ]>. 

Midshipman,  2  April,  1804.     Lost  overboard  29  June,  1804. 

Sears,  Thomas  B. 

Acting  Master,  22  January,  1862.     Honorably  discharged  18  February,  1806. 

Seaver,  Eben  M. 

Mate,  13  June,  1863.     Acting  Ensign,  22  October,  1863.     Dismissed  27  April. 
1864. 

?»eaver,  James  T.  ,  ^     , 

Acting  Master,  9  January,  1862.     Dishonorably  discharged  21  October,  1864. 

SeaTey,  Edwin  A. 

Acting  Ensign,  13  May,  1864.     Died  25  September,  1864. 
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Soavey,  Fnyctto. 

Aitiii"^  Thinl  Assistiint   En^'iiiftT,  4   S(j)l(iul»fr,  1803.     Acting   Heoond   AsHiHtaiit 
Kiij,'iiiLtr,  1  DecfiiiluT,  lyo:?.     IIoiii>nilily  tlistliurgu<l  11  Marcli,  ISGG. 
St'a»<\v.  Tlioo<I<>r<'  II. 

Mate,  21  .Man  li,  IM'.I.      l{.si{,'iic<l  2!l  Ai)ril,  ISCi. 
S<>iitioll,  JoMopli  .4. 

Miilsliipiiian,    ;{    July,    IWl'J.      Tasscd    .Mid.Hhipinaii,    r»    AiigiiHt,    18-l.S.      Dronnid 
i:{  Sii.temlicr,  l^;:).'). 
Si'baMliau,  Kciijaiiiiii. 

Arting   Eiinign,    1    October,    I8G2.     Actinj,'    Master,   7    Marcli,    1803.      Resigned 
22  March ,  1805. 
Sebolin,  Any;'TiHfiiH. 

Mate,  3  Sipicuibcr,  1804.     Discharged  5  October,  1804.     Acting  Ensign,  8  Decem- 
ber, 1804.     Honorably  dis(;liarge<i  1  I  September,  1805. 
Sebrcc,  Uriel. 

Midshipman,  25  July,  1803.     Graduated  .luue,  1S07.     Ensign,  18  December,  1868. 
Master,  24  March,  1870.     Lieutenant,  21  March,  1871. 
Sedaiii,  I^cmIh  W. 

Mate,  24  November,  1803.     Honorably  discharged  11  October,  1865. 
Sedani,  Walker  Y. 

Acting  Third  Assistant  Engineer,  1  October,  1802.     A.cting  First  Assistant  Engi- 
neer, 10  June,  1863.     Resigned  10  May,  1804. 
Seefcers,  fjowis. 

Midshipman,  10  May,  1820.     Resigned  28  April,  1824. 
Seeking,  CliarleM  \\. 

Acting  Ensign,  13  July,  1803.     Acting  Master,  9  June,  1805.     Honorably  dis- 
charged 8  January,  1800. 
Soeley,  C'iuirles  \%\ 

Acting  Assistant  Paymaster,   15  November,  1804.     Mustered  out   10  November, 
1805. 
Seely,  Henry   B. 

Acting    Midshipman,   20    May,    1852.      Midsliipman,    10    June,    1857.       Passed 
Midshipman,  25  June,  1800. "  Master,  24  October,  1800.     Lieutenant,  17  April, 
1801.     Lieutenant-Commander,  21  February,  1864.     Commander,  24  August, 
1873. 
Seoly,  Saninel  J. 

Carpenter,  24  March,  1842.     Resigned  3  April,  1848. 
Seii^anny,  J.  B. 

Midshipman,  16  January,  1809.     Killed  in  action  14  July,  1813. 
SoKersteen,  B. 

Mate,  20  June,  1804.     Honorably  discharged  13  June,  1808. 
Sol<loii,  Edirard  A. 

Midsliij)man,  19  October,  1841.     Passed  Midshipman,  10  Aiigiist,  1847.     Dropped 

13  September,  1855.     Lieutenant,  24  March,  1801.     Dismissed  27  November, 
IHOl. 

Soldoii,  CJoorBe  I^. 

.Midsiiil)inan,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  April,  1841.  Reserved  list,  13  September,  1855.  Commander,  Retired  list, 
19  July,  1801.     Died  14  February,  1804. 

Sol(l4'ii,  Caeorge  Ij. 

.Midshipman,  27  July,  1806.     Graduated  6  Jmie,  1871.     Resigned  24  July.  1872. 

S4>l«i<>n,  Robert. 

.Midshipman,  9  September,  1841.     Pa.ssed  Midshipman,  10  August.  1S47.     Master, 

14  September,  1H55.     Lieutenant,  15  September,  l.'>>55.     Resigned  27  December, 
1860. 
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Seiden,  W.  C. 

Midshii)man,  16  November,  1824.  Passed  Midshipman,  20  February,  1830.  Lost 
in  "  Sylph,''  August,  1831. 

Seidell,  William  Carey. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  3  Octo- 
ber 1861.  First  Assistant  Engineer,  1  October,  1863.  Resigned  19  October, 
1868. 

ISelfridge,  C.  O. 

Naval  Constructor,  15  July,  1847.     Died  30  May,  1848. 

ISelfridge,  E.  A. 

Mate.     Resigned  29  October,  1862. 

J^elfridge,  James  B. 

Midshipman,  21  July,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Lieutenant,  27  September,  1873. 

Selfridge,  Thomas  O. 

Midshipman,  1  January,  1818.  Lieutenant,  3  March,  1827.  Commander,  11  April, 
1844.  Captain,  14  September,  1855.  Commodore,  16  July,  1862.  Retired 
10  October,  1866.     Rear-Admiral  on  Retired  list,  25  July,  1866. 

Selfridge,  Thomas  O.,  Jr. 

Acting  Midshipman,  3  October,  1851.  Midshipman,  10  June,  1854.  Passed  Mid- 
shipman, 22  November,  1856.  Master,  22  January,  1858.  Lieutenant,  15  Feb- 
ruary 1860.     Lieutenant-Commander,  16  July,  1862.     Commander,  31  December, 

1869.' 

Sellers,  James. 

Master,  27  January,  1814.     Discharged  15  April,  1815. 

Selletr,  £dgar  K. 

Acting  Assistant  Paymaster,  22  September,  1864.  Honorably  discharged  3  Octo- 
ber, 1865. 

Sellew,  William. 

Acting  Assistant  Paymaster,  22  July,  1862.     Mustered  out  23  October,  1866. 

Sellman,  Henry  D. 

Third  Assistant  Engineer,  19  July,  1861.  Second  Assistant  Engmeer,  18  Decem- 
ber, 1862.     Retired  list,  7  November,  1871. 

Sellman,  J.  Henry. 

Acting  Assistant  Paymaster,  5  March,  1862.     Resigned  14  November,  1864. 

Actino- Master,  23  June,  1863.  Acting  Volunteer  Lieutenant,  14  May,  1864..  Re- 
signed 22  July,  1864. 

Sells,  William  H.  ,    .  ^    .  -o  *      i«  e    * 

Acting  Assistant  Paymaster,  9  December,  1861.  Assistant  Paymaster,  18  Septem- 
ber°1862.     Resigned  16  November,  1864. 

Selmer,  John  A. 

Boatswain,  2  September,  1861.    Died  14  December,  1880. 

Senians,  William  B.  r,,     ^.    v.        ^  «  at         k 

Acting  Assistant  Surgeon,  22  March,  1864.     Honorably  discharged  2  November, 

1865. 

Semig,  B. 

Acting  Assistant  Surgeon,  11  April,  1865.     Resigned  9  June,  1866. 

Semmes,  Alexander  A.  .  .o.r.     t»t    . 

Midshipman,  27  October,  1841.  Passed  Midshipman,  10  August,  184  *.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander. 
16  July,  1862.     Commander,  25  July,  1866.     Captain,  24  August,  1873. 

Semmes,  Raphael.  „.    .      ,  .o-o     t      .        f 

Midshipman,  1  April,  1826.  Passed  Midshipman,  28  April,  18o2.  Lieutenant, 
9  February,  1837.  Commander,  14  September,  1855.  Resigned  15  February, 
1861. 
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Scuioii,  K.  N. 

Actinj^  Knsign,  2G  Dei-emlxT,  iMCii.     lIi)i:o.:J»ly  tiiKirliur;;<'il  2  ScpU'inhcr.  18i'.". 

Soiiiplo,  JainoH  A. 

1'iir.ser,  IJ  October,  1811.     Dismissed  M  July,  ISCl. 

Seal  pits  •!•  1'^* 

Assistant  Surgeon,  22  Septiiulxr.  is.'jj.     IlcsigiH'<l  1  Muy,  18C0. 

Neiiacs  Follx. 

I'lirsir,  lo  August,  185f;.     Uisinisst-d  22  June,  1M(!I. 
Scuate,  iivnrfiv. 

Mitlsiiipiuaii,  21    July,  1807.     Lieutenant,!)   Dccrmlicr,  ISll.      Last  nppcarauce  on 
Records  of  Navy  Department.     Dead. 
Sonior,  KtlMiii. 

Acting  St( ond  Assistant  Engineer,   17   Kebruury,    IHM.     II(»norably  discharged 
1  December,  IbOo. 
SeoHiicr,  OoorK©  W. 

Third  Assistant  Engineer,  22  October,  18(i0.     Second  Assistant  Enirineer,  19  Ki  b- 
ruary,   18(i2.     First  Assistant   Engineer,   24    August,    IStll.     Chief    Engineer, 
17  June,  1874. 
Senter,  Cliarlon  IV.  C. 

Third  Assistant  Engineer,  4  May,  186:?.     Second  Assistant  Engineer,  28  Sej)tem 
ber,  18G4.     Lost  on  the  "  Oneida,''  24  January,  1870. 
Sentcr,  George  E. 

Mate,  2G  June,  18(52.     Resigned  8  May,  186:3. 
Serra,  John. 

Third    Assistant   Engineer,   29  May,  184:3.     Resigned  2:}  October,  1845.    Third 
Assistant  Engineer,  14  May,  1847.     Dropped  27  February,  18.51. 

Serry,  AuKUHtine. 

Boatswain,  1  August,  1800.     Broke  by  Court-Martial  16  May.  1804. 

SerTant,  James. 

Gunner,  ir,  April,  1799.     Warrant  returned  I  :\Iay,  1800. 
Serviee,  David. 

Midshipman,  15  June,   1799.     Discharged  6  July,   1801,  under  Peace  Establish- 
ment Act 

SerToss,  Conrtney  S. 

Acting  Third  Assistant  Engineer,  7  October,  1S62.     Acting  Seoonil  Assistant  En- 
gineer, 29  Septemlter,  18G4.     Honorably  discharged  17  October,  18G5. 

SerToss,  Silas  91.  B. 

Mate,   1   October,   1862.     Acting  Ensign,    18   November,    1862.     Honorably  di.s- 
chargcd  24  March,  18G3. 

Setly,  Harry. 

Mate,  10  January,  18G5. 
Setoii,  Henry. 

Lieutenant,  5  February,  1799.     Discharged  15  April,  1801,  under  Peace  Establish 
nient  Act. 
Seton,  IVilliani. 

Midshipman,  4  July,  1817.     Lieutenant,  28  April,  182G.     Resigned  5  July,  1834. 

Sever,  James. 

Captain,  11  May,  1798.     Discharged  18  June,  1801,  under  Peace  P'stablishmt  nt 
Act. 

ScvernH,  Isaac. 

Mate,   5    June,   1863.     Acting    Ensign,    14    June,    1864.     Honorably    discharge.i 
24  August,  1865. 
Sevier,  Alexander. 

Midsliipni  in,  1  s  .lime,  1836.     Dropped. 
Seward.  William  .1. 

Acting  Second  .Vssistunt  Engineer,  28  December,  1801.     Resigned  29  April,  lbC2 
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Sewell,  George. 

Acting  Second  Assistant  Engineer,  13  March,  1847.     First  Assistant  Engineer, 
10  July,  1847.      Chief  Engineer,  15  Jiilv,  1852.     (By  Act  of  Congress,  15  July, 
1870.     Chief  Engineer  from  11  March,  1S51.) 
Sewoll,  William. 

Chief  Engineer,  15  March,  1845.     Resigned  10  November,  185:5. 
Sewell,  William  E. 

Midshipman,  27  September,  1867.     Graduated   0  June.  1871.     Ensign,   14  July, 
1872.     Master,  26  April,  1876. 
Sej'biirn,  Isaac  I>. 

Acting  Master,  30  August,  1861.     Resigned  24  March,  1864. 
Seymour,  Charles. 

Gunner,  19  February,  1862.     Dismissed  25  April,  1863. 
Seymonr,  Charles. 

Midshipman,  28  July,  1864.     Graduated   June,   1869.     Ensign,  19  April,    1869. 
Master,  12  July,  1870.     Lieutenant,  4  June,  1874. 
Seymour,  Charles. 

Mate,  3  August,  1863.     Resigned  25  January,  1865. 
Seymour,  £.  H. 

Third  Assistant  Engineer,  3  August,  1861.     Died  11  April,  1864. 
Seymour,  Edward. 

Acting  Assistant  Surgeon,  5  December,  1864.     Honorably  discharged  10  October, 
1865. 
Seymour,  Frank. 

Mate,  27  November,  1863.     Resigned  21  October,  1864. 
Seymour,  O.  Charles. 

Acting  First  Assistant  Engineer,  3  February,  1863.     Resigned  7  November,  1803. 
Seymour,  William  C. 

Mate,  9  November,  1863.      Acting  Ensign,  15  January,  1865.     Honorably   dis- 
charged 28  October,  1865.     Gunner,  13  January,  1870. 
Shackford,  W.  G. 

Acting  Ensign,  1  September,  1864.     Honorably  discharged  18  June,  1865. 
Shaekford,  William. 

Acting  Ensign,  13  July,  1863.     Acting  Master,  27  October,  1864.     Honorably  dis- 
charged 11  November,  1865. 
Shafl'er,  James  £. 

Acting  Second  Assistant  Engineer,  27   September,  1861.     Dismissed  21  April, 
1862. 
Shaffer,  Joseph  A. 

Mate,  12  January,  1863.     Resigned  18  May,  1865. 
Shaler,  Egbert. 

Midshipman,  30  November,  1814.     Resigned  14  September,  1819. 

Shaller,  W.  B. 

Midshipman,  30  May,  1816.    Resigned  10  August,  1819. 

Shank,  George  W. 

Acting  Third  Assistant  Engineer,  3   December,  1861.     Acting  Second  Assistant 
Engineer,  18  April,  1863.     Acting  First  Assistant  Engineer,  8  January,  1864. 
Dismissed  24  October,  1864. 
Shankland,  Joseph. 

Boatswain,  20  June,  1861.     Dismissed  10  September,  1862. 
Shankland,  William. 

Acting  Master,  16  August,  1861.     Resigned  12  March,  1863. 
Shankland,  William  F. 

Acting  Master,  16  June,  1861.      Acting  Volunteer  Lieutenant,  20   April,  1864. 
Honorably  discharged  9  September,  1867. 
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Slianloy,  lloiiry  C". 

Suilmiikcr,  12  November,  1872.     Resigned  15  March,  1873. 
Sbunlcy.  J.  D. 

Surgeon,  10  September,  1798.     Discharged  11  A|)ril,  1801,  under  Peace  Establish- 
ment Act. 

Shuiiii4»ii,  FraiK'iH  Ca. 

Acting    Tliircl    Assistant    Engineer,   2    October,    1803.      Honorably   discharged 

8  August,  1805. 
Nhaniion,  Frank  P. 

Mate,  4  April,  1802.     Dismissed  9  September,  1802. 
Shannon,  John. 

Carpenter,  4  November,  1801.     Resigned  27  July,  1863. 
Shannon,  John. 

Boatswain,  8  March,  1838.     Resigned  10  July,  1849. 
Shannon,  L. 

Carpenter,  14  January,  1800.     Resigned  22  September,  1806.     Carpenter,  25  April, 
1808.     Last  appearance  on  Records  of  Navy  Department. 
Shannon,  R.  V. 

Assistant  Surgeon,  5  July,  1799.     Surgeon,  8  October,  1790.     Resigned  14  October, 
1800. 
Sharoy,  Saninel  O. 

Thirtl  Assistant  Engineer,  11  February,  1852.     Resigned  3  June,  1854. 
Sharp,  Alexander. 

Midshipman,  21  June,  1870.     Graduated  21  June,  1875.     Ensign,  18  July,  1870. 
Sharp,  iMaae. 

Midshipman,  10  July,  1799.     Resigned  0  December,  1800. 
Sharp,  Solomon. 

Assistant  Suri:eon,  15  September,   1829.     Surgeon,  20  February,  1838.     Retired 
list,  10  AiiLjust,  1805.     Died  7  January,  1870. 
Sharp,  IVilliani,  Jr. 

Midshipman,  9  September,  1841.     Passed  Mid.shipman,  10  Auf^ist,  1847.     Master, 
44  September,  1855.    Lieutenant,  15  Septemljer,  1855.    Dismissed  17  A])ril,  IMOl. 
Sharpe,  John  C 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  June,   18:?!.     Liciitriianf. 

9  February,  18:{7.     Cashiered  28  December,  1840. 
Sharrer,  TlaHliin^ton  O. 

Acting    Midshipman.    27    September,   1804.      Graduated    June,    1868.      Master, 
12  July,  1S70.     Lieutenant,  22  March,  1873. 
Shaftnok,  Ronjaniin. 

Midshipman,  :3''^  .linie,  1799.     Discharged  6  July,  1801. 
Shaftnok,  Bonjaniin  F. 

Midshipman,  25  June.  1831.     Passed  Midshipman,   15  June,   1837.     Lieutenant, 
8  September,  1841.     Died  6  July,  18.59. 
Shatfnok,  John. 

Midsiiipnian,  2   December,  1799.      Lieutenant.  20  March,  1S07.     Last  appearance 
on  Records  of  Navy  Department.  27  May,  1809.     Kurloughed. 
Shaw.  A.  >forrlt. 

Acting  Third  Assistant  Engineer,  20  April,  1805.    Honorably  discliarged  26  Aj)ril, 
1809. 
Shaif,  Andrew. 

Gunner,  31  January,  1800.     Last  appearance  on  Records  of  Navy  Department. 
Shaw,  Benjamin. 

Actinic  Fust  As.sistant  Engineer,  1861.     Resigned  20  December,  1861. 
Shaw    Charles  P. 

Midshi[)man,  20  September,  1^03.     Graduated  June,  1867.     Ensign,  18  December, 
1808.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
41 
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Shaw,  DanieS 

Acting  Third  Assistant  Engineer,  (>  June,  18G4.     Resigned  24  Februnry,  1860. 

Sbaw,  Edward. 

Acting  Volunteer  Lieutenant,  1  October,  1862.     Resigned  4  August,  1863. 

Shaw,  Henry. 

Acting  Assistant  Surgeon,  25  July,  1862.  Resigned  26  May,  1864.  Acting  Assist- 
ant Suro-eou,  17  February,  1865.  Acting  Passed  Assistant  Surgeon,  17  July, 
1865.     Honorably  discharged  2  May,  1868. 

Shaw,  Henry  O.  C» 

Midshipman,  30  July,  1842.     Resigned  18  May,  1843. 

Shaw,  John. 

Lieutenant,  3  August,  1798.  Commander,  22  May,  1804.  Captain,  27  August, 
1807.     Died  17  September,  1823. 

Shaw,  John  O. 

Midshipman,  31  December,  1800.  Discharged  6  August,  1801,  under  Peace 
Establishment  Act. 

Shaw,  John  O. 

Acting  Ensign,  31  July,  1863.     Resigned  13  September,  1864 

Shaw,  John  R. 

Purser,  28  February,  1813.     Died  17  October,  1820. 

Shaw,  Josiah. 

Midshipman,  16  January,  1809.     Resigned  16  April,  1809. 

Shaw,  Robert  P. 

Mate,  11  December,  1862.  Acting  Ensign,  5  November,  1863.  Honorably  dis- 
charged 30  November,  1865. 

Shaw,  Roger  C. 

Midshipman,  30  November,  1814.  Last  appearance  on  Records  of  Navy  Depart 
ment,  1824.     Norfolk. 

Shaw,  Samuel  F. 

Acting  Assistant  Surgeon,  9  September,  1862.  Assistant  Surgeon,  11  October, 
1862.     Surgeon,  27  January,  1873.    Resigned  21  March,  1881. 

Shaw,  T.  Darrah. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Commander,  7  August, 
1850.  Reserved  list,  13  September,  1855.  Commander  on  Active  list,  7  August, 
1850.  Retired  list,  26  February,  1862.  Commodore  on  Retired  list,  4  April, 
1867.    Died  26  July,  1874. 

Shaw,  William. 

Midshipman,  23  April,  1815.  Last  appearance  on  Records  of  Navy  Department. 
1824.    "West  Indies. 

Shay,  John. 

Mate,  11  April,  1866.     Appointment  revoked  29  December,  1866. 

Shean,  Samuel  A. 

Acting  First  Assistant  Engineer,  3  January,  1865.  Honorably  discharged  23  July, 
1865. 

Shearman,  John  A. 

Midshipman,  7  June,  1871.     Graduated  21  June,   1875.     Ensign,  8   September, 
1876. 
Sheed,  William  W. 

Master,  5  May,  1813.    Resigned  27  November,  1824. 

Sheehan,  Timothy. 

Boatswain,  22  October,  1878. 

Sheehan.  William. 

Actini;  Third  Assistant  Engineer,  10  August,  1864.    Honorably  discharged  31  July, 

1865. 

Sheer,  Edwin  H. 

Mate,  5  June,  1862.  Acting  Ensign,  2  February,  1865.  Honorably  discharged 
3  August,  1865. 
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Slieor,  TlioiiiiiH  W. 

Mute,  7  Marcli,  1802.     Actin;^  Ensifrn,  12  August,  IHHJ.     Acliui,'  .Miihtcr,  1",  April. 
1S03.     llouorubly  discharged  12  November,  18(5.'5. 
KhcotM,  T.  J. 

Mute,  1  October,  1802.     Appointment  revoked  (Sick,)  20  September,  1803. 
fiihciler,  I^ewiH. 

Actiug  Third  Assistant  Engineer,  4  April,  1802.     Dismissed  14  November,  1802. 
Nhcflcr,  TliomaH. 

Acting  First  Assistant  Engineer,  23  June,  1803.     .\rting  Chief  Engineer,  20  May, 
18(31.     Honorably  discharged  30  October,  1805. 
Nheflleld,  E.  II. 

.Miitr,  1 1  October,  1801.     Acting  Master,  :;  :^Iay,  1802.     Resigned  8  May,  1805. 
Shefliold,  Kobort  I.. 

Carpenter,  27  Novcml^er,  1811.     Dic«l  17  March,  1849. 
Slu'lllold,  IVilliam  E. 

Cupi-nter,  11  November,  1820.     Died  18  February,  1851. 
Sheldon,  K.  P. 

.Vctin;;    Assistant    Paymaster,  21    .January,  1805.      Mustered  out  30  September, 
1805. 
Kheldoii,  II.  liawroiioe. 

Assistant  Surgeon,  17  April,  1850.     Resigne*!  5  July,  1801. 
Kholdoii.  Milliam   it. 

.VctiiiLj  ^taster,  4  November,  1801.  Acting  Volunteer  I.ioutonant,  15  Octobrr. 
1  SI)  1.     Honorably  discharged  21)  October,  1805. 

Shei>ai*<l.  Iturritt. 

Mi.l>hil)Mian,   1  February,  1826.     Passed  Midshipman,  28  April,   1832.     Licutc-n 
ant,  8  March,  18:J7.     Resigned  22  June,  184'J. 
ilihepard,  Edwin  M. 

Acting  Midshipman,  25  November,  1859.     Ensign,  25  November,  1802.     J^ieuten 
ant,  22  February,  1804.     Lieutenant-Commander,  25  July,   1800.     Commander, 
9  May,  1^<78. 
8hepar<l,  1ti<'liar<I  S. 

Mate,  :'.0  March,  1803.     Resigned  20  March,  1805. 
Slioplicrd,  EduiuiKl. 

.Miilsliiprnan,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Dropped 
13  September,  1855. 
Nheplier<l,   Franklin. 

Acting  Third    Assistant   Engineer,   21    November,    1862.      Dismissed    17    April, 
1803. 
Sheplicr<l,  JameH. 

Acting  Ensign,  1  December,  1863.     Honorably  discharged  10  February,  1806. 
Shepherd,  M  illiani. 

Acting  Eusigu,  21  January,  1803.     Honorably  discharged  20  October,  1865. 
Sheppard,  It.  II. 

Midshii)nian,  13  May,  1834.     Dropped  13  December,  1830. 

Slieppard,  Franoi)!i  II. 

Midshipman,  10  October,  1801.  Graduated  November,  1801.  Ensign,!  November, 
1800.  Master.  1  December,  1800.  Retired  list,  27  April,  1808.  Lieutenant, 
Retired  list,  12  March,  1808.  Lieutenant-Commander,  Retired  list,  20  March, 
1809. 

Sheppard,  Frederick  P. 

Acting  Assistant  Surgeon,  11  March,  1865.     Honorably  discharged  10  October, 
I'-i;:.. 
Shcppard,  JaniCM. 

Boatswain,  8  March,  1877. 
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Slioppard,  Jo$^. 

Gunner,  30  May,  1811.     Resigned  27  February,  1815. 

Sheppard,  Joseph. 

Mute,  21  March,  ISO.").     Dismissed  26  May,  1865. 

Slieppard,  Robert. 

i\I:ite,  7  June,  18C2.     Acting  Ensign,  17  December,  1863.     Deserted  14  February, 
1S68. 
Sliepperd,  Francis  E. 

Midshipman,  16  October,  1849.      Passed  Midshipman,  12  June,  1855.     Master, 
16  September,  1855.     Lieutenant,  1  January,  1857.     Dismissed  8  July,  1861. 
Shepperd,  Tbompson. 

Midshipman,  2  April,  1804.     Resigned  3  October,  1805. 

Sberbnrne,  C.  F. 

Midshipman,  1  September,  1811.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 17  July,  1812.     Resigned. 

Sherburne,  J.  B. 

Master,  10  April,  1812.     Discharged  8  May,  1813. 

Sherbnrne,  John  M. 

Midshipman,  5  October,  1829.     Passed  Midshipman,  15  June,   1837.     Lieutenant, 
8  September,  1841.     Died  3  November,  1849. 

Sberburne,  J.  W. 

Midshipman,  30  November,  1814.    Lieutenant,  13  January,  1825.    Died  20  Novem- 
ber, 1830. 

Sherfy,  John  W. 

Acting  Assistant  Surgeon,  26  August,  1861.     Acting  Passed  Assistant  Surgeon, 
18  October,  1865.     Honorably  discharged  30  April,  1869. 

Sberidan,  Philip. 

Acting  Second  Assistant  Engineer,  30  November,  1863.     Honorably  discharged 
15  November,  1865. 

Sheridan,  Philip. 

Acting  Ensign,  27  August,  1862.     Honorably  discharged  30  September,  1865. 

Sberman,  Francis  H. 

Midshipman,  20  September,  1871.     Graduated  20  June,  1876.     Ensign,  24  Febru- 
ary, 1880. 
Sberman,  Frank. 

Acting  Ensign,  29  August,  1864.     Honorably  discharged  24  January,  1866. 

Sberman,  Freeman  A. 

Mate,  18  February,  1864.     Died  12  June,  1865. 

Sherman,  George  W. 

Mate,  15  October,  1861.     Dismissed  2  May,  1862.     Mate,  26  June,  1862.     Acting 
Ensign,  23  February,  1864.     Mustered  out  26  August,  1868. 

Sherman,  Horace  D. 

Mate,  27  August,  1863.     Resigned  (Sick,)  26  May,  1864. 

Sherman,  Robert. 

Acting  Gunner,  1  October,  1862.     Honorably  discharged  28  October,  1865. 

Sherrell,  John. 

Actino-  Master,  2V  May,  1861.     Acting  Volunteer  Lieutenant,  19  May,  1864.     Hon- 
orably discharged  4  November,  1865. 

Sherwin,  Edward. 

Acting  Assistant  Paymaster,  31  March,  1863.    Passed  Assistant  Paymaster,  23  July, 
1866.     Resigned  22  December,  1866. 

Sherwood,  Charles  W. 

Mate,  7  June,  1864.     Appointment  revoked  (Sick,)  29  August,  1864. 

Sherwood,  Gilbert. 

Second  Assistant  Engineer,  21  January,  1842.     Resigned  29  October,  1845. 
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SherwoocI,  Ilonrv. 

Actinjj;  Master,  :s()  November,  1801.     Dismissed  21  February,  1802. 
Sherwood,  Joliii  II. 

Ai  t  iiiL,'  Tliiril  AssisUint  Engineer,  5  January,  1804.    Honorably  discharged  23  July, 
ISOU. 
Shemood,  J.  II. 

Mi.lsliipinaii,  oO  May,  1803.     Uesij^ncl  17  August,  1813. 

Slier»oo«l,  William  K. 

Acting  Assistant  Paymaster,  8  November,  1862.     Resigned  12  November,  1864. 
Shewoll,  IValfor. 

A.ssi.stant  Eiigineor,  27  January,  1876. 
Shvweriuan,  Anrou  II. 

Acting  l?(t()n(l  Assistant  Engineer,  27  December,  18G4.     Honorably  discharged 
21  September,  1805. 

Nliibloy,  Howard  C 

Acting   First  Assistant    Engineer,   7    December,    1803.      Honorably   discharged 
15  October,  1805. 
NhioIdH,  iieovfie  W. 

Acting  Assistant  Surgeon,  24  November,  1803.     Honorably  discharged  19  January, 
1800. 
NiiioIdM,  Geor|;c  W. 

Acting  Second  Assistant  Engineer,  30  September,  1803.     Honorably  discharged 
11  August,  1805. 
Nlilelds,  John. 

Mate,  27  November,  1863.     Disrated  6  February,  1804. 
Shields,  John. 

Acting  Third  Assistant  Engineer,  21  July,  1803.     Resigned  16  June,  1864. 
NhioldH,  Tiioma.s. 

Midshipman,  2  January,  1804.     Purser,  25  April,  1812.     Died  22  May,  1827. 
Shields,  W.  V. 

Midshipman,  18  May,  1809.     Resigned  12  October,  1813. 
Shields.  William. 

Acting  Gunner,  liJ  February,  1803.     Discharged  21  March,  1865. 
Shields,  William  B. 

Acting  Midsliipmun,  2  Octoljcr,  1850.     Dropped  12  June,  1851. 
Shields,  William  F. 

Midsliii)maii,  2  February,  1814.     Lieutenant,  3  March,  1821.     Commander,  8  Sep- 
tember, 1«41.     Reserved  list,  13  September,  1855.     Died  30  May,  1856. 
Shiel<ls,  Wilnier. 

Midshipman,  19  October,  1835.     Passed  Midshii)man,  22    June,  1811.     Master, 
23  October,  1847.     Lieutenant,  14  September,  1S48.     Rcsignetl  0  April,  1852. 
Shillito,  William  B. 

Acting  Ensign,  22  August,  1863.     Honorably  discharged  5  September,  1865. 
Shiiin,  Jaeob. 

Mate,  28  November,  1862.     Acting  Ensign,  23  July,  1803.     Honorably  discharged 
27  October.  1805.  " 

Sliinn,  Samuel  S. 

Mate,  5  August,  1804.     Disrated  28  October,  1864. 
Shipley,  fJeorRC  T. 

Assistant  Surgeon,  10  September,  1861.     Resigned  0  September,  1865. 
Shipley,  dJeorgc  W. 

Acting  Tliird  Assistant  Engineer,  7  December,  1802.     Resigned  16  June,  1863. 
Shipley,  John  11. 

Cadet  Midshipman,  30  September,  1874.     Graduated  4  June,  1880. 
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Shipley,  Samuel  J. 

Midshipman,  14  January,  1834.     Passed  jMidsliipman,    16   July,    1840.     Master, 
22  Marcli,  1847.     Lieutenant,  23  June,  1847.     Resigned  13  J  ulv,  1852.     Acting 
Lieutenant,  25  September,  18G1.     Appointment  revoked   (Sick,)   6   February, 
18G3. 
Sbipnian,  William  W. 

Acting  Third  Assistant  Engineer,  9  August,  1862.     Acting  Second  Assistant  En- 
gineer, 24  September,  1862.     Acting  First  Assistant  Engineer,  9  June,  18G4. 
Honora])ly  discharged  13  September,  1865. 
Sliipman,  William  W. 

Third  Assistant  Engineer,  3  August,  1861.     Resigned  27  February,  1SG2. 
Shippen,  £dward. 

Assistant  Surgeon,  7  August,  1849.     Surgeon,  26  April,  1861.     Medical  Inspector, 
3  March,  1871.     Medical  Director,  17  March,  1876. 
Shirk,  A. 

Acting  Assistant  Surgeon,  1  July,  1862.     Honorably  discharged  2  July,  1866. 
Shirk,  Charles  C. 

Mate,  18G1.     Resigned  30  September,  1862. 

Shirk,  James  J%\ 

MidshijDman,  26  March,  1849.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  5  November,  1856.  Lieutenant-Commander, 
16  July,  18G2.     Commander,  25  July,  1866.     Died  10  February,  1873. 

Shirley,  Ambrose. 

Lieutenant,  1  August,  1798.     Discharged  8  July,  1801,  under  Peace  Establishment 
Act. 
Shirley,  Paul. 

Midshipman,  25  July,  1839.     Passed  Midshipman,  2  July,  1845.    Master,  3  Decem- 
ber, 1853.     Lieutenant,  21  July,  1854.     Lieutenant-Commander,  16  July,  1862. 
Commander,  5  November,  1863.     Captain,  1  July,  1870.     Died  24  November, 
1876. 
ShiTely,  Joseph  W. 

Assistant  Surgeon,  25  February,  1861.  Surgeon,  22  September,  18G3.  Resigned 
15  March,  1865. 

Shock,  George  E. 

Third  Assistant  Engineer,  16  February,  1852.     Died  11  September,  1853. 

Shock,  Thomas  A. 

Third  Assistant  Engineer,  6  February,  1851.     Second  Assistant  Engineer,  21  May, 
1853.     First  Assistant  Engineer,  26  June,  1856.     Chief  Engineer,  6  December, 
1860.     Died  21  January,  1873. 
Shock,  William  H. 

Third  Assistant  Engineer,  18  January,  1845.  Second  Assistant  Engineer,  10  July, 
1847.  First  Assistant  Engineer,  81  October,  1848.  Chief  Engineer,  16  Septem- 
ber, 1853.  [By  Act  of  Congress,  15  July,  1870,  Chief  Engineer  from  11  March, 
1851.]     Engineer-in-Chief,  3  March,  1877. 

Shoemaker,  C.  F. 

Midshipman,  10  May,  1820.    Killed  in  a  duel  23  September,  1825. 

Shoemaker,  OaTid. 

Master,  19  October,  1814.  Last  appearance  on  Records  of  NaA'y  Department, 
1818.     Furloughed. 

Shoemaker,  Francis  R. 

Acting  Third  Assistant  Engineer,  3  November,  1863.  Acting  Second  Assistant 
Engineer,  22  November,  1864. 

Shoemaker,  George  L.. 

Acting  Third  Assistant  Engineer,  7  October,  1863.     Honorably  discharged  9  No 
vember,  1865. 
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Shooiiiulicr.   lIoMolI. 

^latc,  y  f^ci)tiMnl)tT,  iyO;>.  AotiD^r  F.nsifrn.  CI  .Fiilv,  18C4.  Appointmpnt  rcvoktHl 
20  June,  180rj. 

Sliono.  .foil II    II. 

Mitr.     i;. -,ii,'iir,|  11  .lanuary,  1801. 

Slioro.  .l4»liii. 

MicUliipiiiaii,  ',',0  .Tniu',  179'.).     Kcsignccl  3  September,  1800.     Midshipman,  21  Fob- 
niaiv,  IMII.     Rcsi^nu-(1  8  September,  1803. 
Sliort,  (liarlcH  K. 

.M:itr.  -S.;  ( >.t<.l.cr,  18(52.     Deserted  30  May,  1803. 
Sliorf,  Cjioor^o  C. 

Mate,  17  Octoiier,  1802.     Resigned  20   March,   1803.     Mate,  2   September,   1804. 
l)esert(<l  20  February,  1800.' 
Shorf,  Ifiieli  S. 

Ac  ti;; If 'I'll ird  Assistant  Engineer,  13  Dereniber,  1802.     Acting  Second   Assistant 
Jiu^inccr,  ID  November,  1803.     Honorably  discharged  18  September,  1865. 
.Short,  Perry. 

Acting  Secniid  Assistant  Engineer,  4   September,  1801.     Acting  First  Engineer, 
22  Octoljcr,  1802.     Appointment  revoked  23  February,  1804. 
Short,  Toroiioo. 

,M;itc,  20  November,  1801.     Dismissed  4  November,  1802. 

Shrivor,  Albert. 

A^Mstant  Siii-con,  2S.June,  18.')2.  Surgeon,  3  .June,  1801.  R«-tir.<l  list,  2.",  April, 
isc.s.     Di«d  21  .January,  1873. 

Shryook,  CJeorRO  S. 

Acting  Midshii)man,  23  May,  1852.  Midshipman,  20  June,  1850.  Passed  Mid- 
shipman, 29  A])ril,  1859.  Master,  3  September,  1859.  Lieutenant,  9  Jammrv. 
1801.     Dismissed  1  July,  1801. 

SliiibrieU,  Edward  II. 

Midshipman,    10    January,    1807.       Lieutenant,    9    October,    1813.      C'ommamler, 
24  April,  182M.     Cai)tain,  9  February,  1837.     Died  at  Sea,  12  Marcli.  is  14. 
.Sliiil»rieli.  KdMJirtl  It. 

.Mi.lshipman,  9  February,  1849.     Resigned  20  April,  1853. 

Shuhric'k,  ICd¥«ard  T. 

.Miil>iiipman,  22  June,  1829.      Passed   Midsliipman,  4   June.   1830.     Lieutenant, 
8  September,  1841.     Resigned  23  April,  1852. 
Shiibriek,  Irvine. 

Mi(i>liipman,  12  May,  1814.    Lieutenant,  13  January,  1825.    Commander.  8  Septem- 
b.r,  IMl.     Died  5  Ai>ril.  1849. 
Shiil»ri<'k.  .lohii  T. 

,Mi<l.-»hii)mau,  20  June,  1800.     Lieutenant,  20  May,  1812.     Lost  in  the  "  A>rrrMrr" 
in  1815. 
.Shnbriek.  ThoiiiaM  Ifi. 

Midshipman,  3  March,  1841.     Killed  in  action  25  March,  1847. 

Sliiiliriek,  M'illiaiii  R. 

Mi<lshipman,  20  .June,  isoc.  Lieutenant, .'5  January,  1813.  Commander, 20  March, 
ISJO.  Captain,  21  February,  1831.  Retired  list.  21  December,  1801.  Ri-ar- 
Admiral  on  Ketircd  list,  10  July,  1802.     Died  27  May,  1874. 

Shiiek,  F.  A. 

Acting  Second  Assistant  Engineer,  11   June,  1847.     Second  Assistant    Engineer 
10  July,  '[^M.     Declined  appointment  7  August,  1847. 
Shiifeldt,  MaNon  A. 

Mid.^liipmaii,  Jt  June,  1869.     Graduated  31  May,  1873.     Ensign.  If,  .hily,  \f*U 

Shiifeldt,  Kobert  M. 

Mi.lsliipman,  11  May,  1839.  Pa.ssed  Midshipman.  3  July,  184.5.  M.-tstor,  21  Feb- 
ruary, 1853.      Lieutenant,  20  October,  1853.     Resigned  20  June,  is.54.     Acting 
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Lieutenant,  25  September,  1861.     Commander,  16  July,  1862.     Captain,  31  De- 
cember, 1SG9.     Commodore,  21  September,  1876. 
Sbnler,  Darin »  P. 

Acting  Assistant  Paymaster,  30  September,  1862.     Mustered  out  24  October,  1865. 
Slinll,  George  €. 

Acting  Third   Assistant  Engineer,  1   September,  1864.      Honorably  discharged 

29  September,  1865. 
Sliulties,  Robert  H. 

Acting  Third  Assistant  Engineer,  15  July,  1862.     Resigned  8  February,  1864. 
Sbultz,  George. 

Acting  Third  Assistant  Engineer,  30  June,  1864.     Honorably  discharged  14  July, 
1865. 
Shnltz,  James. 

Acting  Second  Assistant  Engineer,  28  January.    1862.     Acting   First  Assistant 
Engineer,  20  October,  1862. 
Shnniaii,  liUke. 

Acting  Third   Assistant    Engineer,   22    October,    1863.      Honorably   dischasged 
27  October,  1865. 
Shiiniaii,  Parnieiiio. 

Midshipman,  12  May,  1824.     Resigned  in  18,25. 
Shuman,  Washington. 

Assistant  Surgeon,  25  April,  1845.    Surgeon,  13  January,  1859.    Died  4  May,  1864. 
Shumate,  J.  R. 

Assistant  Surgeon,  4  January,  1810.     Resigned  21  July,  1812. 
IShnmway,  A.  Dwight. 

Acting  Third  Assistant  Engineer,  31  May,  1861.     Resigned  7  August,  1861. 
Shnnk,  William  F. 

Midshipman,  1  June,  1846.     Resigned  13  March,  1850. 
Shnrtlitr,  BenjamirM. 

Assistant  Surgeon,  5  February,  1799.     Surgeon,  23  December,  1799.     Discharged 

30  April,  1801,  under  Peace  Establishment  Act. 
Shnrtliff,  £.  S. 

Acting  Ensign,  31  July,  1863.  Acting  Master,  7  March,  1865.  Honorably  dis- 
charged 22  July,  1865. 

Shnte,  George. 

Midshipman,  1  January,  1817.     Resigned  20  June,  1823. 

IShnte,  John  B. 

Midshipman,  16  April,  1813.     Died  26  March,  1819. 
Shnte,  Pearson. 

Midshipman,  1  January,  1812.     Dismissed  13  May,  1813. 
Shnweman,  Aaron  H. 

Acting  Second  Assistant  Engineer,  27  December,  1864.     Honorably  discharged 
24  September,  1865. 
Sias,  John  F. 

Mate,  20  February,  1863.    Honorably  discharged  20  September,  1867. 

Sibley,  Arthur. 

Acting  Assistant  Paymaster,  4  December,  1862.  Honorably  discharged  21  Sep- 
tember, 1865. 

Sibley,  William  £. 

Third  Assistant  Engineer,  20  May,  1863.     Second  Assistant  Engineer,  7  Septem- 
ber, 1865.     Dismissed  10  December,  1874. 
Sicard,  Montgomery. 

Acting  Midshipman,  1  October,  1851.  Midshipman,  9  June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4  November,  1858.  Lieutenant,  31  May. 
1860.    Lieutenant-Commander,  16  July,  1862.    Commander,  3  March,  1870. 
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Sickles,  Ilonry. 

Mate,  5  Mure  li,  1802.     Dismissed  30  July,  1968. 
SlckloH,  J.  Tredoriok. 

Assistant   Surgeou,   2a    February,    1833.      Surgeon,   8   September,    1841.      Dinl 

18  April,  18-lH. 

Sldell,  George  R. 

^Iiitf,  *J  L)<  ( I  lulptr,   1861.     Acting   Ensign,  18  July,  1864.     Honorably  discharged 

6  Oftol.ir,  18(i8. 
Sidney,  CliarleH. 

Mute,  2'2  February,  1864.     Honorably  discharged  17  September,  1865. 
Siegfried,  C.  A. 

Atisistunt  Surgeon,  8  June,  1872. 
SlgMbee,  CiiarleH  D. 

Actinf^   Midshipman,    27    Sci)tembcr,    ISHO.     Ensign,    1    October,    18f',3.     Master, 
10  May,  IbUG.    Lieutenant,  21  February,  1867.    Lieutenant  Commander,  12  Mareh, 
18G8. 
Sill,  Williain. 

Acting  Ensign,  7  June,  1863.     Honorably  discharged  8  November,  1865. 
Silliinan,  Tlyllys. 

Midshipman,  1  April,  1828.     Dropped. 
Sillnian,  TlioiiiaM  W. 

Acting  Third  Assistant  Engineer,  3  March,  1864.     Honorably  discharged  20  Sep- 
tember, IbGo. 
Slllmaii,  William  S. 

Acting  Second  Assistant  Engineer,  19  September,  1863.     Resigned  (Sick.)  15  June, 
1804. 

Silsbey,  Samuel  T. 

Actiii'j;  Third  Assistant  Engineer,  29  November,  1862.     Died  17  October,  1863. 

Silva,  FraneiNoo. 

Mate,  15  September,  1863.     Discharged  21  June,  1864. 
Silva,  Joseph  F. 

Mate,  21  December,  1863.     Resigned  21  April,  1865. 
Silver,  Robert. 

Mate,  3  December,  1861. 
Silvereahn,  CliarleH  R. 

Actini,'  Second   Assistant  Engineer,  4  September,  18C3.     Honorably  difichargwl 

19  October,  18G5. 

Sim,  Daniel  €. 

Midshipman,  18  November,  1799.     Resigned  8  May,  1804. 

Sim.  Palriok. 

Assistant  Surgeon,  1  July,  1803.     Died  11  October.  1806. 
Sim,  William. 

Midshipman,  12  June,  1802.     Dismissed  4  December,  1809.     Midshipman,  1  Sep 
tember,  1811.     Resigned  16  December,  1813. 
SimcM,  George  T. 

Midsliipniau,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Resigned 

7  May,  1851. 
SimineH,  John. 

IJuatswain,  date  not  known.     Last  appearance  on  Records  of  Navy  Department. 

SininionH,  Alexander  R. 

.Mid>hipman,  11)  Octoljcr,  1841.     Dismissed  28  August,  1849. 
SiniKionM,  David  A. 

Mi.,  19  January,  18(13.     Resigned  (Sick,)  9  September,  1864. 
SiuiiiiouN,  George  Tl. 

Mate,  7  July,  180 1.     Honorably  discharged  4  May,  1867. 
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Simmons,  George  W. 

Acting  First  Assistant  Engineer,  2G  October,  1861.     Resigned  13  December,  1862. 
Simiiions,  George  W.,  Jr. 

Acting  Assistant  Paymaster,  1  June,  1863.     Resigned  14  June,  1865. 

Simmons,  J.  M.  R. 

Assistant  Surgeon,  29  June,  1872.     Died  16  December,  1S72. 

Simmons,  John  W. 

Acting  Master,  24  August,  1861.     Acting  A^'olunteer  Lieutenant,  gallant  conduct 
in  battle,  3  September,  1863.     Appointment  revoked  24  November,  IbOo.     Mate, 
7  July,  1869.     Resigned  24  July,  1869.     Mate,  24  December,  1869.     Boatswain, 
15  November,  1870.     Resigned  21  February,  1872. 
Simmons,  Joslina. 

Mate,  15  November,  1862.  Acting  Ensic;n,  24  November,  1863.  Dismissed 
21  April,  1864.     Acting  Ensign,  26  April,  1864.     Resigned  28  November,  1864. 

Simnaons.  Maurice. 

Jlidsbipman,  1  March,  1799.     Resigned  20  April,  1802. 

Simmons,  MelTin. 

Naval  Constructor,  25  July,  1866.    Retired  list,  15  June,  1868.    Died  13  May,  1871. 
Simms,  Charles  C. 

Midshipman,   9   October,    1839.      Passed   Midshipman,   2   July,    1845.      Master, 
15  January,  1854.     Lieutenant,  12  August,  1854.     Dismissed  22  April,  1861. 
Simms,  George  W. 

Midshipman,  1  January,  1818.     Died  in  October,  1823. 

Simms,  Joseph  M.,  Jr. 

Mate,  27  August,  1863.     Acting  Ensign,  13  June,  1866.     Honorably  discharged 
31  July,  1868. 
Simon,  William  J. 

Assistant  Surgeon,  80  May,  1864.     Surgeon,  3  February,  1875. 

Simonds,  GnstaTUS  R, 

Acting  Master,  1  October,  1862.     Resigned  22  April,  1863. 

Simonds,  liewis  I>. 

Mate,  12  September,  1864.     Resigned  31  May,  1865. 

Simonds,  lieiris  E. 

Midsliipman,  1  January,  1812.  Lieutenant,  1  April,  1818.  Commander,  23  De- 
cember, 1838.  Captain,  6  April,  1851.  Reserved  list,  13  September,  1855.  Died 
17  February,  1865. 

Simonds,  Jj.  W. 

Acting  Second  Assistant  Engineer,  26  February,  1862.  Resigned  19  April,  1863. 
Acting  Third  Assistant  Engineer,  26  June,  1863.     Dismissed  11  July,  1863. 

Simons,  Isaac. 

Mate,  1  October,  1862.     Resigned  18  March,  1868. 
Simons,  Joseph. 

Acting  Gunner,  1  October,  1862.     Resigned  24  April,  1863. 

Simons,  Manley  H. 

Assistant  Surgeon,  28  May,  1872. 
Simons,  Maurice. 

Midshipman,  10  December,  1839.     Passed  Midshipman,  2  July,  1845.     Master, 
29  November,  1853.     Lieutenant,  30  June,  1854.     Reserved  list,  18  Sejjtember, 
1855.     Resigned  7  March,  1861 
Simons,  Sidney  A. 

Midshipman,  23  September,  1868.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  host  on '' Huron,'' 
24  November,  1877. 

Simonson,  Jacob. 

Acting  Third  Assistant  Engineer.     Appointment  revoked  (Sick,)  7  October,  1864. 
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Simontoii,  Ilirain. 

Mate,  28  November,  1863.     Acting  Ensign.   10   March,   1865.     Resigned   7  Jiilv. 
18r>.'i. 
SiiupKoii,  <'liarIoK  A. 

.Vrtiii"^'  Guiiinr.  'J  1  May,  180:5.      Honorably   discharged  s  .luly,  180.1. 
Siiiipsoii,   Kdnard. 

Midshipman,  11  February,  1810.  Passed  Midsliipnian,  11  .luly,  IHKi.  Master. 
10  July,  18.")1.  Lieutenant,  IS  April,  l.S."»."».  Lieutenant-Commander,  10  .Iidy, 
1802.  Commander,  3  March,  1805.  Caj)tain,  15  August,  1870.  Commodore, 
•20  April,  1878. 

SimpHoii,  iaOorKC  Ii> 

Acting   Assistant  Surgeon,  30  April,  1804.      Acting  Passed  Assistant  Surgeon, 
19  .luly,  1800.     Honorably  discharged   19  November,  1808. 
vSinipHoii,  Caoor^^o  N. 

Acting  Assistant  Paymaster,  11  April,  180:{.     Mustered  out  9  December,  1805. 
Miuipsoii,  fiiiiMtaviiM. 

I^Iiiisiiipniau,  1  .January,  1812.     Permitted  to  resign  7  October,  1812. 
Simpson,  James. 

I'.uatswain,  0  June,  1838.     Resigned  13  .January,  1840. 
SinipMon,  IC.  <■}. 

Acting  Assistant  Paymaster,  22  April,  1805.     Mustered  out  17  August,  1805. 
Simpson,   Robert. 

Boatswain,  8  December,  1840.     Dismissed  12  September,  1853. 
Sims,  Albert  li. 

Acting  Third  Assistant  Engineer,  21  May,  1864.     Honorably  discharged  2  No- 
vember, 1805. 
Sims,  C  liflbr<l  S. 

Acting  Assistant  Paymaster,  10  March,  1803.     Resigned  (Siclc,)  21  March,  1865. 
Sims,  David  It. 

Acting  First  Assistant  Engineer,  7  May,  1804.  Honorably  discharged  4  Novem- 
ber, 1803. 

Sims,  R.  K.  II. 

Assistant  Surgeon,  2  December,  1828.     Died  5  .July,  1833. 
Sinclair,  Arthur. 

Lieutenant,   10  June,  1807.     Commander,  2  .July,   1812.     Captain,  24  July,  1818. 
Died  7  February,  1831. 
Sinclair,  Arthur. 

Miiisliipman,  4  March,  1823.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 
3  March,  18:>5.     Commander,  14  September,  1855.     Dismissed  18  April,  1801. 
Sinclair,  Charles. 

Acting  Third  Assistant  Engineer,  20  December,  1801.     Acting  Second  Assistant 
Engineer,  21  July,  1803.     Deserted  1804. 
Sinclair,  Charles  II. 

Acting  Ensign,  7  March,  1864.     Resigned  14  June,  1865. 
Sinclair,  Daniel. 

Mate,  20  January,  1870.     Resigned  27  February,  1872. 
Sinclair,  <iieorKe  T. 

M!<lsliipman,  23  April,  1831.     Passed  Midshipman,  15  June,  1837.     Lieutenant, 
8  Septemi)er,  1841.     Dismissed  10  April,  1861. 
Sinclair,  Henry. 

Mate,  5  ^lay,  1803.     Honorably  discharged  3  October,  1805. 
Sinclair,  James  D. 

Acting  Master,  1  October,  1802.     Dismissed  14  November,  1863. 
Sinclair,  John  S. 

Mate,  13  November,  1804.     Boatswain,  9  July,  1800. 
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Sinclair,  Malcolm. 

Acting  Third  Assistant  Engineer,  31  August,  18G3.     Resigned  (Sick,)  18  October, 
18G4. 
Sinclair,  William. 

Purser,  2G  March,  1814.     Died  22  May,  1858. 
Sinclair,  William  B. 

Assistant  Surgeon,  20  June,  1838.     Surgeon,  21  June,  1852.     Dismissed  10  June, 
18G1. 
Singer,  Frederick. 

Midshipman,  27  July,  18G3.     Graduated  June,  18G8.     Ensign,  19  April,    18G9. 
Master,  12  July,  1870.     Lieutenant,  21  May,  1874 
Singleton,  £.  B.  J. 

Mate,  8  May,  1862.     Acting  Ensign,  2  May,  1864.     Honorably  discharged   10  De- 
cember, 1865. 
Singleton,  Jacob  H. 

Acting  Ensign,  13  August,  1863.     Honorably  discharged  28  November,  1865. 
Sinklcr,  Charles. 

Midshipman,   24   March,   1836.     Passed  Midshipman,    1  July,    1842.     Resigned 
20  February,  1847. 
Sinnott,  Jobn. 

Mate,  17  April,  1866.     Appointment  revoked  15  November,  1866. 
Sirian,  George. 

Gunner,  20  April,  1837.     Retired  list,  15  December,  1880. 
Sisson,  Alex. 

Master,  13  July,  1812.     Died  of  wounds  received  in  action,  27  November,  1812. 
Sisson,   Cbarles. 

Gunner,  28  June,  1837.     Appointment  revoked  2  September,  1837. 
Sisson,  Charles  C 

Acting  Master,  26  August,  1861.     Resigned  29  August,  1862, 
Skardon,  James  M. 

Mate,  20  March,  1863.     Resigned  11  May,  1864. 
Skeel,   Theron. 

Acting  Third  Assistant  Engineer,  under  instruction.  Naval  Academy,  10  October, 
1866.     Third  Assistant  Engineer,  2  June,  1868.     Retired  22  June,  1869.     Re- 
signed 12  November,  1870. 
Skelding,  Henry  T. 

Acting  Assistant  Paymaster,  31  December,  1862.     Assistant  Paymaster,  23  July, 
1866.     Passed  Assistant  Paymaster,  5  March,  1867.      Paymaster,  19  August, 
1876. 
Skelton,  William. 

Acting  Third  Assistant  Engineer,  22  May,  1862.     Appointment  revoked  (Sick,) 
27  October,  1863. 
Skeritt,  John  J. 

Mate,  6  September,  1864.     Resigned  18  May,  1865. 
Skerrett,  Joseph  S. 

Midshipman,  12  October,  1848.     Passed  Midshipman,  15  June,  1854.     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.    Lieutenant-Commander, 

16  July,  1862.     Commander,  9  June,  1867.     Captain,  5  June,  1878. 
Skiddy,  Charles  S. 

Gunner,  10  June,  1842.     Dismissed  27  October,  1842. 
Skiddy,  William. 

Midshipman,  9  May,  1812.     Struck  off  3  January,  1840. 
Skillings,  John  M. 

Acting  Master,  11  November,  18G1.     Resigned  16  March,  1865. 
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Nkiniior,  CliarlOH  W. 

Midshipman,  1(>  Juno,  1809.  Lieutenant,  24  July,  1813.  Commnnder,  U  Marrh, 
1^27.  Captain,  9  February,  1«37.  Ueacrvcd  list,  1  October,  1»55.  Died  14  Oc- 
tober, 18130. 

Skinnor,  Dniiiol  :*I. 

Assistant  Surgeon,  10  September,  18G1.     Resigned  15  May,  1805. 
Nkiiiiior,  I'rniioiH  J. 

Sailiuaker,  'J?  Ai)ril,  1809.     Resigned  :5  July,  1811. 
Skin  nor,  II(>nry. 

Midshipman,  4  March,  1823.     Died  :il    Marcli,  1826. 
Skinner,  John. 

Mate,  18  November,  1801.     Dismissed  11  January,  1862. 
Skinner,  John  S. 

Purser,  20  March,  1814.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Resigned. 
Skip^ifh,  <>rey. 

Midsliipniaii,  4  March,  1823.     Passed  Midshipman,  23  March,  1820.     Lieutenant, 
3  March,  18;'l.     Resigned  19  December,  1838. 
Skip^iUi,   Henry. 

Midshipman,  25  June,  1831.     Resigned  0  April,  1838. 
Slack,  Charles  II. 

Acting  Third  Assistant  Engineer,  19  September,  1802.  Acting  Second  Assistant 
Eni:incer,  18  April,  1804.  Acting  First  Assistant  Engineer,  29  October,  1864. 
Honorably  discharged  9  October,  1867. 

Slack,  Clarence  91. 

Acting  Assistant  Surgeon.  20  A])ril,  1805.     ITonorably  discharged   10  October, 
1805. 
Slack.  JaiucH  T. 

.Vetiiii,'  Third  Assistant  Engineer,  18  January,  1804.     llonornlily  discharged  8  No- 
vemlier,  1805. 
Slack,  John. 

ActinLT  Third   Assistant  Engineer.   21   November,   1804.     Honorably  discharged 
1  July,  1808. 
Slack.  IVilliani  II. 

Midshipman,  1  October,  1867.     Graduated  0  June,  1871.     Ensign,   14  July,  1872. 
Master,  21  November,  1877. 
Slacani,  IV.  A. 

Purser,  8  June,  1829.     Died  1  November,  1839. 
Slade,  Charles  R. 

Midshipman,  1  July,  1830.     Resigned  17  April,  1840. 
Slade,  William  O. 

Midshipman,  1  April,  1828.     Resigned  3  June.  1835. 
Slaniin,  Charles  W. 

Acting  Assistant  Paymaster,  4  November,  1862.     Assistant  Paymaater,  23  July, 
1806.     Passed  Assistant  Paymaster,  22  March,  1807.     Paymaster,  28  August, 
1876. 
Slanini,  Jeli'erson  A. 

Acting  Ensign,  1  April,  1803.     Honorably  discharged  6  November,  1865. 
Slanini,  I^evi  D. 

Purser,  30  November,  1840.     Died  6  October,  1862. 
Staler,  Atwood. 

-Veting    Third    Assistant    Engineer,  9  December,  1863.      Honorably  discharged 
9  Nt)veml)er,  1805. 
Slater,  SanTord  .4. 

Acting  Third  Assistant  Engineer,  14  January,  1863.     Resigned  8  May,  1865. 
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Slater,  Willisicii. 

Gunner,  24  May,  1800.     Deserted. 
Slatiorly,  Daniel  P. 

Acting  Ensign,  19  Murcli,  1863.     Acting  Master,  19  July,  1864.     Honorably  dis- 
charged 9  February,  1866. 
Slaughter,  Albert  G. 

Midshipman,    '6    November,   1819.      Lieutenant,   3    March,    1827.      Commander 
16  May,  1848.     Died  8  September,  1853. 
Slaughter,  N.  G.  C. 

Midshipman,  1  March,  1825.     Died  8  April,  1829. 
Sleanian,  John  H. 

Acting  Third  Assistant  Engineer,  21  April,  1864.     Honorably  discharged  18  Octo- 
ber, 1865. 
Sleeper,  Henry  J. 

Acting  Master,  18  December,  1861.    Acting  Volunteer  Lieutenant,  18  June,  1864. 
Honorably  discharged  6  January,  1866. 
Sleeper,  James  H. 

Acting  Third  Assistant  Engineer,  9  March,  1865.     Appointment  revoked   14  De- 
cember, 1866. 
Slidell,  Alex. 

Midshipman,  1  January,  1815.     Lieutenant,  13  January,  1825.     (See  MacEemie.) 
Slidell,  William  J. 

Midshipman,  1  January,  1823.    Died  5  April,  1828. 
Slight,  George  A. 

Acting  Third  Assistant  Engineer,  22  February,  1863.     Resigned  28  December. 
1864. 
Sloan,  Charles  £. 

Mate.     Dismissed  24  July,  1862. 
Sloan,  John  F. 

Acting  Third  Assistant  Engineer,  28  May,  1864.  Honorably  discharged  28  Sep- 
tember, 1865. 

Sloan,  Thomas  191. 

Acting  Second  Assistant  Engineer,   5  August,   1864.      Honorably    discharged 

27  September,  1865. 

Sloan e,  John  I>. 

Assistant  Engineer,  7  June,  1877.     In  service. 

Sloat,  George  V. 

Acting  First  Assistant  Engineer,  10  September,  1861.     Resigned  9  September 
1862. 
Sloat,  John  I>. 

Midshipman,  12  February,  1800.  Master,  10  January,  1812.  Lieutenant,  24  July, 
1813.  Commander,  21  March,  1826.  Captain,  9  February,  1837.  Reserved 
list,  27  September,  1855.  Retired  list,  21  December,  1861.  Commodore  on 
Retired  list,  16  July,  1862.     Rear-Admiral,  Retired  list,  25  Jiiiv,  1866.     Died 

28  November,  1867. 

Sloat,  William. 

Acting  Second  Assistant  Engineer,  22  December,  1864.  Honorably  discharged 
14  February,  1868. 

Sloenm,  Charles  H. 

Mate,  24  January,  1863.  Acting  Ensign,  15  July,  1864.  Honorably  discharged 
26  November,  1865. 

Slocnm,  Charles  M. 

Acting  Third  Assistant  Engineer,  16  January,  1864.     Resigned  (Sick,)      October, 
1864. 
Sloeum,  Ehenezer. 

Gunner,  22  April,  1799.     Resigned  7  July,  1801. 


GENERAL   NAVY  KKdlSTER.  065 

81ocnni,  4iioor{2:o  1>. 

Assistunt  Siirj^a'Dii,  'J'.)  November,  ISCd.     Resigned  17  January,  1864. 
SIooiiiii,  Joiiali. 

Acting  First  Assistant  Engineer,  18  April,  18C3.     Resigned  22  April,  1866. 
Slociiiii,  William  IS. 

Acting  Ensign,  'J  April,  l.SC:J.     Resigned  29  December,  1863. 
NloHHon,  Henry  f^. 

Acting  Third  Assistant  Engineer,  21)  September,  1803.  Third  Assistant  Engineer, 
13  October,  l.S(13.  Second  Asuistunt  Engineer,  1  August,  IbOG.  Pus8e<i  AHhiatant 
F^ngineer,  27  October,  1874. 

SlooRli,  CliraiivMIe  B. 

Assistant  Surgeon,  20  December,  1801.     Resigned  20  October,  1864. 
NIoiikIi-  JoiiaH  S. 

Acting  First  Assistant  Engineer,  1  October,  1802.     Dismissed  15  May,  1803. 
Slnyfor,  Stoplion  F. 

Acting  Ensign,  14  May,  18r>3.     Dismissed  2.".  August,  1804. 
Slyo,  Bonjainin  S. 

Midshipman,  1  March,  1825.     Dismissed  9  July,  1833. 
Small,  AloiiKO. 

Acting  Ensign,  27  June,  18G3.     Resigned  3  October,  1864. 
Small.  Bruce. 

Mate.     Resigned  17  November,  18G2. 
Small,  Edward  A. 

Acting    Ensign,    11    September,    1802.       Acting    Master,    22    February,    1885. 
Honorably  discharged  14  October,  1860. 
Small,  FJdridge  F. 

Mate,  17  February,  18G4.     Acting  Ensign,  13  May,  1865.     Honorably  di8charge<l 
3  September,  18G5. 
Small,  Gilbert  n. 

.Acting  Master,  22  January,  1802.     Resigned  5  July,  1802. 
Small,  John,  Jr. 

Acting  Ensign,  21  January,  1864.     Resigned  9  June,  1805. 
Smalley,  Anthony. 

.Vcting  Master,  27  March,  18G2.     Appointment  revoked  (Sick,)  1  September,  1868. 
•Vctiug  Ensign,  1  December,  18G3.     Honorably  discharged  3  August,  1865. 
Smalley,  Jaeob  yi. 

Mate.     Acting  Ensign,  1  December,  18G2.     Acting  Master,  28  June,  1864.     Re- 
signed 10  February,  18G5. 
Smaller',  I^eonard  D. 

Acting  Master,  27  December,  1861.     Dismissed  11  March,  186C. 
Smart,  Hiram. 

Acting  Buattiwain,  25  April,  18G0.     Resigned  12  June,  1806. 
Smedley,  John  Kinney. 

Third   Assistant  Engineer,   18   November,    1802.      Second    Assistant    Engineer 
23  March,  18G4.     Resigned  13  March,  1800. 
Smith,  .Aaron  W. 

Acting  Third  Assistant  Engineer,  28  November,  1803.  Honorably  discharged 
2G  July,  1865, 

Smith.  Abram  G. 

Acting  Third  Assistant  Engineer,  G  March,  1865.     Honorably  discharged    is   N". 
vembcr,  18C5. 
Smith,  A.  C. 

]^Iate,  11  September,  1869.     Deserted  15  September,  1809. 

Smith,  .Albert  €. 

Acting  Second  Assistant   Engineer,  18  February,  1803.     Acting  First 
Engineer,  29  August,  1803.     Died  1  September,  18G3. 
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Smitb,  Albert  Edward. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.     Graduated  10  June,  1880. 
Smitli,  Albert  M. 

Acting  Second  Assistant  Engineer,  1  October,  1862.    Resigned  22  September,  1863. 
Smith,  Albert  N. 

Midshipman,  26  October,   1838.      Passed   Midshipman,   20  May,  1844.     Master, 
9  July,  1852.      Lieutenant,  12  April,  1853.     Lieutenant-Commander,  16  July, 
1862.     Commander,  11  August,  1862.     Died  8  September,  1866. 
Smith,  Albert  P. 

Acting  Third  Assistant  Engineer,  9  June,  1864.     Honorably  discharged  30  Octo- 
ber, 1865. 
Smith,  Alexander  M. 

Acting  Master,  9  October,  1861.     Dismissed  21  March,  1862. 
Smith,  Alfred  C. 

Mate,  16  April,  1864.     Appointment  revoked  (Sick,)  21  July,  1864. 
ISmith,  Arehimedes. 

Assistant  Surgeon,  5  July,  1814.     Resigned  18  April,  1818. 
Smith,  Angnstns  R. 

Acting  Second  Assistant  Engineer,  26  April,  1864.     Honorably  discharged  1  No- 
vember, 1865. 
Smith,  Augustus  W. 

Professor,  22  September,  1860.     Died  21  March,  1866. 
Smith,  Baxter. 

Acting  Second  Assistant  Engineer,  16  July,  1864.    Honorably  discharged  23  No- 
vember, 1865. 
Smith,  Beatty  P. 

Acting  Midshipman,  29  September,  1854.     Midshipman,  9  June,  1859.     Lieuten- 
ant, 31  August,  1861.      Lieutenant-Commander,  26  October,  1865.      Dropped 
from  service  9  July,  1874. 
Smith,  Benjamin. 

Midshipman,  9  October,  1798.     Lieutenant,  14  April,  1802.     Died  14  October, 
1807. 
Smith,  Benjamin  B. 

Mate,  16  April,  1863.     Resigned  (Sick,)  8  July,  1863. 
Smith,  Charles. 

Acting   Assistant  Paymaster,   12  February,  1864.     Mustered  out  18  December, 
1865. 
Smith,  Charles. 

Boatswain,  24  July,  1850.     Dismissed  6  August,  1853. 

Smith,  Charles. 

Acting  Master,  26  August,  1861.     Resigned  19  May,  1864. 
Smith,  Charles. 

Midshipman,  17  December,  1810.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818.     Furloughed. 
Smith,  Charles,  Jr. 

Mate,  1    October,  1862.     Acting   Ensign,  6   July,    1864.     Honorably  discharged 
5  December,  1865. 
Smith,  Charles  B. 

Midshipman,  30  November,  1846.     Passed  Midshipman,  8  June,  1852.     Dropped 
13  September,  1855. 
Smith,  Charles  O.,  Jr. 

Mate,  3  June,  1862.     Resigned  8  May,  1865. 

Smith,  Charles  H. 

Mate,  good  conduct  at  loss  of  "  Monitor,^^  21  April,  1864.     Honorably  discharged. 
12  May,  1865. 
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Sinidi,  <iiarlcH  T.. 

Mi<lshii)iiiuii,  'J7  .Inly,  l.^Kl.     I>ir<l  Ki  Novfinber,  18t«. 
Siiiilli,  <  harlcH  1*. 

(•:ii].eiit(.r,  'J7  May,  1827.     Ucsigntil  4  December,  1827. 
Sniilli,  C'liarlcM  IS. 

A.v-istant  Surgtoii,  28  March,  1820.     Died  8  November,  1822. 
l!!>nii(li,  (iiarloH  K. 

Miilsliipmaii,  2  September,  ISS.j.     Tussecl  Midshipman,  23  June,  1841.     DismibSid 
4  DecLinbcr,  1843. 
Snilfli,  riiarles  W, 

IJoatswain,  8  Di-CLinbcr,  18.")7.     Disniissttl  2".»  June,  1859. 
Smith,  CharU'H  W. 

Acting  Third  Assistant  Engineer.  (»  .I;inuary,  1802.     Deserted  20  .lanuury,  1864. 
Smith.  C7rawfor<l  F). 

Midsliipman,  2  January,  1840.     Dropped. 
Smith,  Daniel  A. 

Acting    Assistjxnt    Pa^'Inaster,   JU    August,    18C3.      Passed    Assistant   Paymaster, 
23  July,  18GG.     Paymaster,  23  July,  1870. 
Smith,  David. 

Third  Assistant  Engineer,  26  August,  1859.     Second  Assistant  Engineer,  8  July, 
18()1.     First  Assistant  Engineer,   1   October,  1863.     Chief  Engineer,  5  March, 
1871. 
Smith.  David. 

Acting  Second  Assistant  Engineer,  14  July,  1864.     Honorably  discharged  17  Julv, 
I860. 
Smith,  K.  D. 

Acting  Assistant  Surgeon,  12  August,  1861.     Honorably  discharged  23  November, 
1865. 
Smith,  F.dKar  S. 

Acting  Assistant  Surgeon,  1  September,  1861.     Resigned  4  August,  1862.     Acting 
Assistiint  Surgeon,  3  July,  1863.     Acting  Passed  Assistant  Surgeon,  17  June, 
1865.     Honorably  disclmrged  28  April,  1866. 
Smith,  Kd^vard  II.,  Jr. 

Acting  Ensign,  24  December,  1863.     Honorably  discharged  19  September,  1865. 
Smith,  Fdivard  K. 

Acting  Ensign,  27  November,  1863.     Honorably  discharged  4  September,  1865. 
Smith    Fdward  S. 

Midshipman,  16  January,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  March,  1809. 

Smith    Flia.<4.  Jr. 

Mate,  23  June,  1863.     Lost  on  "  Bainbridge,'''  21  August,  1863. 
Smith,  KliaH. 

Acting  Ensign,  23  December,  1862.     Resigned  3  August,  1868. 
Smith,  F.  V.  It. 

Mate,  25  October,  1862.     Appointment  revoked   (Sick.)  21    March,  1865.      Mate, 
31  May,  1866.     Dishonorably  discharged  30  April,  1867. 

Smith,  Fordiiiaiid. 

Mi(lshii)nian.  1  July,  1826.     Died  21  March,  1831. 
Smith,  FrKv'»oi»  €■.,  Jr. 

Third  Assistant  Engineer,  29  July,  1861.     Second  Assistant  Engineer,  18   Derem 
ber,  1862.      First  Assistant  Engineer,   30  January,  1865.     Resigned  28  Jul\, 
1869. 

Smith.  Frank. 

Acting   Master,  9   October,    1861.     .\cting  Volunteer    Lieutenant,  28    November. 
1863.     Resigned  14  December,  1864. 

42 
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Smith,  F.  W. 

]\Iiclshipm:in,  1  January,  1808.     Lieutenant,  24  July,  1813.     Died  4  June,  1828. 
Siuitb,  Frederick  R. 

Acting  Midshipman,  24  September,  1858.    Graduated  1802.    Lieutenant,  1  August. 
18G2.     Lieutenant-Commander,  25  July,  1866.     Commander,  6  April,  1875.° 
Smitb,  George. 

Acting  Third  Assistant  Engineer,  25  September,  1863.     Honorably  dischar<Ted 
7  August,  1865.  ° 

Smitb,  George. 

Boatswain,  20  October,"  1845.     Retired  list,  19  December,  1869.     Died  27  Novem- 
ber, 1873. 
Smith,  George. 

Acting  Ensign,  13  September,  1862.     Appointment  revoked  26  January,  1866. 
Smith,  George  A. 

Mate,  22  October,  18G1.     Acting  Master,  24  April,  1862.     Acting  Volunteer  Lieu- 
tenant, 27  June,  1865.     Honorably  discharged  2  July,  1868. 
Smith,  George  A. 

Acting  Ensign,  1  December,  1862.     Honorably  discharged  14  December,  1865. 
Smith,  George  F. 

Acting  Third  Assistant  Engineer,  27  September,  1861.     Acting  Second  Assistant 
Engineer,  28  October,  1864.     Resigned  25  January,  1865. 
Smith,  George  F. 

Acting  Third   Assistant   Engineer,  16  September,  1864.     Resigned  25  January, 
1865. 

Smith,  George  li. 

Acting  Ensign,  5  December,  1862.     Resigned  29  January.  1863.     Mate,  31  March, 
1863.     Acting  Ensign,  10  April,  18G3.     Resigned  15  July,  1864. 

Smitli,  George  M. 

Acting  Third  Assistant  Engineer,  20  July,  1863.     Honorably  discharged  14  No- 
vember, 1865. 

Smith,  George  H. 

Mate,   30  July,   1862.     Acting   Ensign,    27   July,    1863.     Honorably   discharged 
25  May,  1867. 

Smith,  George  S, 

Midshipman,  1  January,  1817.     Last  appearance  on  Records  of  Navy  Department, 
1819. 

Smith,  George  W. 

Chaplain,  2  July,  1864.     Resigned  30  September,  1876. 

Smith,  George  W. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Dismissed  8  May,  1863. 

Smith,  G.  Geddes. 

Mate,  27  January,  1865.     Acting  Ensign,  3  May,  1865.     Honorably  discharged 
14  August,  1865. 

Smith,  Gideon  H. 

Mate,  25  January,  1862.     Appointment  revoked  (Sick,)  22  October,  1863. 

Smith,  Gilbert  H. 

Midshipman,  6  July,  1803.     Resigned  12  September,  1805. 

Sniitli,  Heber. 

Acting  Assistant  Surgeon,  24  June,  1861.      Assistant  Surgeon,  16  August,  1861. 
Resigned  1  Marcli,  1865. 
Smith,  Henry. 

Mate,  7  January,  1862.     Dismissed  5  June,  1862. 

Smith.,  Henry  Augustus. 

Third   Assistant  Engineer,   16   September,   1862.      Second    Assistant  Engineer 
1  March,  1864.     Resigned  28  July,  1866. 
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N  mi  til,  IIoiiiw  II- 

Acting;  Assistant  Surgeon. 'JO  NovciuIilt,  180:5.     licsij^ned  -M  April,  1805. 
Siiiilli,  Ileiirj'  ]¥. 

Actin<?   Second   Assistant    Engineer,    12   October,    1801.     Appointment    revoke. i 
27  November,  1801. 
Niuitli,  Iloiiry  K. 

Assistant  Paymaster,  1  June,  1870. 
.Smith,  Henry  IV. 

Actini,' Tiiini  Assistant  Engineer,  1(»   April,  1804.     Honorably  discharged  28  ()< 
tober,  ISC,-). 

N  mi  til.  If  o  race. 

Master,  17  July,  1812.     Last  appearance  on   Records  of  Navy  Department,  1810 
Baltimore. 

Smith,  Ilornoo. 

Midshipman,  10  December,  1798.     Resigned  215  January.  1799. 
Smith,  Horatio  J>. 

Mate,  -JO  October,  1804.     Honorably  discharged  8  June,  1805. 
Smith,  Ilownrd. 

Assistant  Surgeon,  13  July,  1871. 
Smith,  Howard  J. 

Assistant  Surgeon,  20  June,  1838.     Passed  Assistant  Surgeon,  23  November,  184:: 
Died  5  September,  1847. 
Smith,  Hnntington. 

Midshipman,  20  February,  1803.     Graduated  June,  1808.     Master,  12  July,  1870. 
Resigned  15  May,  1873. 
Smith,  Iiioreaiiie  C 

Acting  Third  Assistant  Engineer,  8  May,  1863.     Acting  Second  .\ssistant  Engineer. 
17  August,  1804.     Honorably   discharged   10  September,  1H05.     Acting  Second 
Assistant  I^ngincer,  20  August,  1860.     Mustered  out  21  August,  1807. 
Smith,  Israel  D. 

Mid.shipman,  1  May,  1826.     Resigned  23  April,  1827. 
Suiith,  Jaooh  J. 

Acting  Assistant  Surgeon,  14  March,  1804.     Honorably  discharged  9  October, 
1805. 
Smith,  James. 

Lieutenant,  28  May,  1800.     Last  appearance  on   Records  of   Navy  Department, 
y  September,  1800. 

Smith,  James  E. 

Acting  Third  Assistant  Engineer,  21  May,  1863.     Honorably  discharged  21  Julv 
1865. 
Smith,  James  li. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Resigned  81  May,  1864. 
Smith,  James  R. 

.\cting  Ensign,  (5  August,  1864.     Dismissed  7  January,  1865. 
Smith,  James  T. 

Miilshipnian,  12  June,  1871.     Graduated  21   June,  1875.     Ensign,  21   November, 
1S77. 
Smith,  James  IV. 

Acting  Second  Assistant  Engineer,  31    December,  1803.     Honorably  dischargcil 
80  December,  1M05. 
Smith,  Jay  Wolbert. 

Acting  Third  Assistant  Engineer,  5  March,  1864.     Honorably  discharged  15  Sep 
tcinbcr,  iMllt. 
Smith,  Jesse,  :ir<l. 

Miilshipnian,  11  March,  1815.    Lieutenant,  13  January,  1825.    Lost  in  tbo  "Xfom^r," 
10  September,  1829. 
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Smith,  Jesse  B. 

]Vlidshii)maii,  28  July.  18(i4.      Gniduatcd    June,  1808.     Ensign,  19  April,  1869. 

Master,   12  July,  1870.     Lieutenant.  25  November,  1872.     Died  18  November, 

1874. 
Siuitli,  Jesse  M. 

Midshipman,  9  February,  1841.     Died  3  December,  1844. 

Smith,  J.  Malcolm. 

Assistant  Surgeon,  G  September,  1837.     Passed  Assistant  Surgeon,  14  March,  1843. 
Died  29  April,  1848.  - 
Smith,  John. 

Master,  1  December,  1812.     Resigned  12  June,  1813. 

Smith,  John. 

Carpenter,  11  May,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Smith,  John. 

Mate.     Appointment  revoked,  (Sick)  28  August,  1862. 

Smith,  John. 

Lieutenant,  8  March,  1799.     Commander,  25  May,  1804.     Captain,  24  December, 
1811.     Died  31  May,  1815. 
Smith,  John. 

Acting  Boatswain,  6  June,  1871.     Appointment  revoked  9  December,  1872. 

Smith,  John. 

Boatswain,  7  December,  1819.     Died  7  October,  1843. 

Smith,  John. 

Midshipman,  30  April,  1800.     Discharged  6  August,  1801,  under  Peace  Establish- 
ment Act. 
Smith,  John. 

Acting  Boatswain,  6  September,  1862.     Honorably  discharged  12  December,  1865. 
Boatswain,  24  October,  1866. 

Smith,  John. 

Acting  Third  Assistant  Engineer,  22  September,  1862.     Resigned  5  April,  1865. 

Smith,  John. 

Boatswain,  11  August,  1819.     Resigned  19  July,  1828. 

Smith,  John. 

Mate,  11  February,  1864.     Deserted  2  March,  1864. 

Smith,  John  A.  B. 

Third  Assistant  Engineer,  21  April,  1863.     Second  Assistant  Engineer,  28  Sep- 
tember, 1864.     First  Assistant  Engineer,  22  January,  1873. 

Smith,  John  B.  F. 

Mate,  8  May,  1862.    Acting  Ensign,  9  January,  1864.     Resigned  (Sick,)  6  Sep- 
tember, 1864. 

Smith,  John  B. 

Acting  Assistant  Surgeon,  27  July,  1367. 

Smith,  John  £. 

Acting  Ensign,  30  December,  1864.     Honorably  discharged  21  July,  1865. 

Smith,  John  F. 

Acting  Third  Assistant  Engineer,  18  January,  1864.     Honorably  discharged  4  No- 
vember, 1865. 
Smith,  John  II. 

Midshipman,  1   January,  1815.     Lieutenant,  13  January,  1825.     Died  30  Novem- 
ber, 1836. 

Smith,  John  Bothwell. 

Acting  Second    Assistant  Engineer,  21    October,  1864.      Honorably   discharged 
7  September,  1865. 

Smith,  John  S. 

Acting  First  Assistant  Engineer,  27  September,  1861.     Dismissed  25  February, 
1862. 
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Smith,  John  T. 

AttiiiLC  Tliinl  Assistant  Enf»incer,  12  Marcli,  1808.     Acting  Second  Assistant  En- 
j^inecr,  'J4  March,  18(55.     Honorably  discharged  23  June,  1870.     Second  AHsistant 
Kngint'cr,  17  June,  1870.     Ketired  us  Passed  Assistant  Engineer,  24  February, 
1S7">,  l>y  Act  of  Congress,  approved  30  January,  1875. 
Niiiltli,  JoMcph. 

Midsliiiuniiii,  1(5  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  3  Man  ii, 
1S27.  Captain,  9  February,  1837.  ll.tired  list,  21  December,  latjl.  Uear- 
Admiral,  Hetirud  list,  10  July,  18(32.     Died  17  January,  1877. 

Suiith,  JoNoph. 

CJiiMiur,  9  October,  18(51. 

Suiitli,  .loHcph. 

MidshipiiKin,  18  June,  1812.     Resigned  17  February,  1S13. 
Nniilh,  Joseph,  Jr. 

I'urscr,  1  .March,  1799.    Last apijcarancc  on  Reconls  of  Navv  Dei)artnjent,  20  March, 
1799. 
Niiiith,  Joseph  .idaiiiH. 

.Vssistant  Payniasicr,  8  October,  1861.  Raymaster,  23  .Vugust,  1802.  Ray  Inspec- 
tor, 15  May,  LS79. 

Suiith,  Joseph  R. 

Midshii)man,  19  October,  1841.     Passed   Midshipman,  10  August,   1SI7.     Master. 
22  August.  1S55.     Lieutenant,  14  SepteininT,  1S55.     Killed    in   action   between 
"  CoH'jriKK'"  and  ''  Merrimac,''^  8  March,  ]S(»2. 
Sniilh,  Joseph  K. 

Mi. Ishipiiian,  1  January,  1808.    Lieutenant,  10  March,  isi;;.    Died  1  December,  1813. 
Smith,  Joseph  ii. 

Midshipman,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1814. 
Smith.  Joseph  Ci!. 

.Midsiiipinaii,  1  January,  1817.     Died  in  June,  1823. 
Smith,  Josepii  K. 

Carpenter,  4  November,  1852.     Resigned  21  February,  1800. 
Smitli.  J.  W. 

Acting  ^Lister,  8  June,  1801.     A])pointment  revoked  2  July,  1801.     Rc-appointed 
24  .July,  18(51.     Acting  Volunteer  Lieutenant,  27  October,  I8t>:?.     Acting  Volun- 
teer Lieutenant-Commander,  7  February,  1805.     Honorably  discharged  21  Feb- 
ruary, lb(iti. 
Smitli,  J.  Vaiigliaii. 

Assistant  burgeon,  27  June,  1829.     Surgeon,  20  Februarv,  1838.     Died  25  August, 
1848. 
Smith,  Levi  IV. 

Mate,  28  August,  1863.     Acting  F.nsign.     Deserted  30  April.  1800. 
Smith,  I^oinaii. 

Carpenter,  27  November,  1840.     Died  20  August,  ISj:'.. 
Smith,  Luther  W . 

Acting  Ensign,  21  April,  1864.     Honorably  discharged  23  August,  1805. 
Smitli,  ^faiiasseh. 

Acting    lliird  Assistant  Engineer,   10   October,    lS(;i.     .Vcting   Second  Assistant 
Engineer,  23  December,  1863. 
Smith,  Urarshall  J. 

Miusliipiiiaii,  19  October,  1841.  Passed  ^ndshipnmn,  10  August.  1847.  Resignctl 
4  February,  IS.")!. 

Smith,  Melaiiethoii. 

Midsliipinan,  1  ^Lirch,  182ft.  Passed  Miflshipman,  28  .\pril,  1832.  Lieutenant, 
8  March,  1837.  Commander.  14  September.  1S55.  Captain  10  July,  1M(52. 
Commodore,  25  July,  1860.  Kear-Adnural.  1  July,  1870.  Retired  list,  24  Mav, 
1871. 


662  GENERAL  NAVY  REGISTER. 

Smifli.  Mif'liael  J. 

Acting  Ensign,  17  December,  18G3.     Honorably  discharged  23  November,  1S65. 

Suiitli,  Milo  II. 

Midshipman,  1  April,  1828.     Resigned  3  June,  1831. 

8iuifli,  Mocios  R. 

Master,  4  May,  1812.     Discharged  16  June,  1815. 
Smith,  [^"^atlian  I>. 

Acting  First  Assistant  Engineer,  18  March,  1864.     Appointment  revoked  (Sick,) 
30  January,  1865. 
Smitli,  Xewton  C 

Mate.     Resigned  15  July,  1862. 
Sniitli,  Oscar  O. 

Acting  Assistant  Surgeon,  3  June,  1861.     Resigned  11  September,  1861. 
Smith,  Oscar  li. 

Acting  Third  Assistant  Engineer,   7   September.  1863.     Honorably  discharged 
15  August,  1865. 
Suiith,  Omar. 

Mate,  18  February,  1862.     Resigned  16  April,  1863. 
Smith,  Peter. 

Acting  Third  Assistant  Engineer,  26  November,  1864.     Honorably  discharged 
24  September,  1869. 
Smith,  Peter  Huckins. 

Boatswain,  7  August,  1872. 

Smith,  Reuben. 

Acting  Assistant  Surgeon,  15  September,  1863.     Honorably  discharged  13  Decem- 
ber, 1868. 
Smith,  Richard. 

Midshipman,  28  June,  1804.     Last  appearance  on  Records  of  Navy  Department, 
19  March,  1805. 
Smith,  Richard  H. 

Acting  Ensign,  1  October,  1862.     Appointment  revoked  7  February,  1866. 

Smith,  Richard  li. 

Midshipman,  1  January,  1812.     Resigned  23  June,  1812. 

Smith,  Robert. 

Acting  Third  Assistant  Engineer,  16   November,   1861.     Dismissed  13  August, 
1863. 
Smith,  Robert  B. 

Mate.     Acting  Master,  24  March,  1862.     Acting  Volunteer  Lieutenant,  good  service, 
3  December,  1863.     Acting  Volunteer  Lieutenant-Commander,  29  April,  1865. 
Honorably  discharged  1  January,  1866. 
Smith,  Robert  B. 

Mate,  19  December,  1861.     Honorably  discharged  7  August,  1866. 
Smith,  Robert  B. 

Acting  Ensign,  1  October,  1862.     Acting  Master,  16  February,  1863.     Resigned 
29  April,  1863. 
Smith,  Robert  H. 

Acting  Second  Assistant  Engineer,  10  August,   1864.      Honorably   discharged 
7  October,  1865. 
Smith,  Rodney. 

Acting  Chief  Engineer,   19  January,    1863.     Honorably  discharged  8  January, 
1866. 
Smith,  Roy  €. 

Cadet  Midshipman,  2  October,  1874.     Graduated  4  June,  1880. 
mith,  Russell. 

Carpenter,  21  December,  1841.     Dismissed  28  July,  184S. 
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Smith,  Saninol. 

A(  tiiiLC  Ensign,  14  Jnly,  ISC:!,     Kesigncd  1  April,  18«5. 
S  mi  III,  Samuel. 

Miil.slii|)ni;in,  K!  Juno,  \K>\.     lUsignccl  'Jl  Octoljcr,  1839. 
Smllli,  Saiiiiiol  C 

Assistant  Surgeon,  28  Miircli,  ISiJO.     Resigned  28  Novcinher,  1822. 
Smith.  Samuel  I>. 

Acting  A^>isiant  Surgeon,  I  April,  ISfj:}.     Hcsigneil  :U)  June,  18C3. 
Smifii.  Samiiol   O. 

Mi.lsliij.nian,  M  May,  17!)!).     Discharged  19  October,  1799. 
Siiiitii.  S.  (hcHtor. 

.\(  ting  Assistant  Surgeon,  1)0  Novcniix'r.  I.SOI.      Hcsigneil  11  Novcml)er.  1801. 

Smith.  Si<lii<\v. 

.Vcting  Second  Assistant   Engitieer,  2   November,  1801.      llonorublv   discharged 
5  October,  1805. 

Smith,  Si<lnoy. 

Midshipman,  20  July,  1800.     Lieutenant.  7  March,  1807.     Commander,  28  Febru- 
ary, 18ir,.     Died  17  May,  1827. 
Siiiitli,  Sidney  fiOO. 

Tliird  Assistant  Engineer,  21  Octol)er,  1801.    Second  Assistant  Engineer. 'J.")  August, 
1S(;3.     First  Assistant  Engineer,  1  January,  1808. 
Smitli,  Simoon. 

Acting  Tliird  Assistant  Engineer,  20  July,  1803.     Acting  Second   Assistant  En- 
gineer, 3  September,  1801.     Honorably  discharged  12  May.  180.'>. 
Sniitii.  Simon. 

Midsliipman,  28  April,  1801.     Died  4  June,  1800. 
Smitli.  Solon  C. 

.Vctinu'  Tliird  Assistant  Engineer,  9  November.  1804.     Died  10  July,  1805. 
Smitli,  Snmiior  T. 

Mate,  2.'3  April,  1804.     Appointment  revoked  (Sick.)  20  July,  1804, 
Smith,  S.  T.  €. 

Mate,  28  December,  1809. 
Smith,  ThaddonM  S. 

Tliird  Assistant  Engineer,  12  August,  1861.     Resigned  8  July,  1862. 
Smith.  Thoodoro  F. 

.\iting  Assistant  Paymaster,  10  October,  1801.     Resigned  .1  January,  ISC'). 
Smith.  Thomas. 

Acting  Master,  21  October,  1801.     Appointment  revoked  31  March,  1864. 
Smitli.  I'homas. 

Ijoatsv^ain,  2  t  S(  ptember,  18.').').     Hetired  list,  18  February,  1871. 
Smith,  Tlioma.<«. 

Acting  Master  and  Pilot,  1  October,  1804.     Honorably  discharged  1  July,  1865. 
Smith,  TliomaM. 

Acting  Tliird  Assistant  Engineer,  12  July,  1804.     Honorably  discharged  4  Novem- 
ber, 1.S05. 

Smith,  TliomaH. 

Mate,  isi;i.     Resigned  14  November,  1802. 
Smith.  Thoma.s. 

Hoatswain.  'J'.;  .May,  1801.     Dismissed  14  August,  1810. 
Smith,  ThomaM  K. 

Acting  Master,  22  October.  IsOl.     Acting  Volunteer  Lieutenant,  29  Janmirv.  1803. 
Honorably  discharged  28  February,  1809. 

Smith,  ThomnN  T. 

Assistant  Surgeon,  3  January,  1828.     Surgeon,  9   February,   1837.     Retired  liht, 
13  August,  i802.     Medical  Director,  3  March,  1871. 
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Smith,  Thomas  M. 

Acting  Ensign,  30  June,  1864.     Honorably  discharged  6  January,  1866. 

Smith,  Thomas^  P. 

Carpenter,  28  April,  1873. 

Smith,  Thomas  K. 

Boatswain,  5  November,  1814.     Died  28  November,  1827. 

Smith,  IValter  ]>. 

Third  Assistant  Engineer,!  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     First  Assistant  Engineer,  25  July,  1866.     Cbief  Engineer,  25  March, 
1880. 
Smith,  Walter  N. 

Mate,  5  April,  1862.  Actinj^  Ensign,  14  August,  1864.  Honorably  discharged 
12  October,  1867.     Mate,  20  January,  1870. 

Smith,  Waters. 

Surgeon's  Mate,  26  May,  1824.     Surgeon,  3  January,  1828.     Died  19  September, 
1850. 
Smith,  Watson. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.     Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
16  July,  1862.    Died  19  December,  1864. 
Smith,  William. 

Boatswain,  2  August,  1838.     Dropped  20  April,  1861. 

Smith,  Williami. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
3  March,  1831.  Commander,  12  September,  1854.  Commodore,  16  July,  1862. 
Retired  list,  9  January,  1865.     Died  29  April,  1873. 

Smith,  William. 

Lieutenant,  5  March,  1799.     Discharged  8  July,  1801,  under  Peace  Establishment 

Act. 

Smith.  William. 

Midshipman,  15  January,  1801.  Discharged  6  August,  1801,  under  Peace  Estab- 
lishment Act. 

Smith,  William. 

Acting  Third  Assistant  Engineer,  5  July,  1864.     Honorably  discharged  28  Octo- 
ber, 1865. 
Smith,  William. 

Boatswain,  1  January,  1819.     Died  7  July,  1825. 

Smith,  William  A. 

Acting  Third  Assistant  Engineer,  21  June,  1862. 


Acting  Second  Assistant  Engi- 


neer, 30  June,  1864.     Honorably  discharged  2  September,  1865. 

Smith,  William  A. 

Mate,  27  December,  1861.     Acting  Ensign,  21  November,  1863.     Honorably  dis- 
charged 8  October,  1865. 

Smith,  William  C. 

Assistant  Surgeon,  1  June,  1802.     Resigned  13  July,  1802. 

Smith,  William  O. 

Mate,  5  October,  1866. 
Smith,  William  G. 

Mate,  5  May,  1863.     Honorably  discharged  21  December,  1865. 

Smith,  William  H. 

Acting  Master,  21  .lune,  1861.     Killed  11  November,  1864. 

Smith,  William  II. 

Midshipman,  31  July,  1840.     Passed  Midshipman,  11  July,  1846.     Last  appearance 
on  Records  of  Navy  Department,  1852. 
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Smith,  Wnilaiii  II. 

Acting  Tliud   Assistant  Engineer,   12  Octnlxrr,   1H»!1.     Acting  Soconcl  AHsintant 
Engineer,  ~';{  ScptcnilxT,  1  «(■>:(.     Acting  First  Assistant  Kugiuecr,  2   February, 
1605.     Llonuruljly  discharged  IJ  Felirimry,  ISlifj. 
Smith,  IViiiiam  II. 

Midsldpnuiu,  31  Miirch,  1800.     Discharged  :50  April,  1801,  under  Peace  Establish- 
ment Act. 
Smith,  IVilliam  II. 

.Midshipmiii,  Itj  Ortol>cr,  18-lo.     Resigned  20  April,  1853. 
Smith,  Uiiliam  II. 

Mate,  20  Dft  I  iiibor,  18(1:!.     IlDiioraljiy  iliscliarged  7  September,  1805. 
Smith,  Tl'iliiam  II. 

Acting    Tliird    Assistant   Engineer,   31    October,    1803.      Honorably    discharged 

19  February,  IHCO. 
Smith,  ^Villiam  M. 

Acting  Third  Assistant  Engineer,  15  September,  1804.     Itesigned  5  July,  1805. 
Smith,  William  M. 

Midshipman,  10  January,  1809.     Resigned  20  February,  1810. 
Smith,  Uilliam  P. 

Midshipman,  17  March,  1814.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Lake  Ontario. 
Smith,  William  P. 

Master,  20  December,  1812.     Resigned  1  December,  1815. 
Smith,  William  P. 

Midshipman,  2  January,  1800.     Lieutenant,  23  March,  1807.     Resigned  2   March, 
1809. 
Smith,  William  Strothor. 

Cadet   Engineer,   Naval   Academy,    15    September,    1875.      Graduated    10   June 
1880. 

Smith,  William  S. 

Midshipman,  25  April,  1831.     Passed  Midshijimau,  l'>  .Mine   l,s37.     Died   13  No- 
vember, 1839. 
Smith,  William  S. 

Third  Assistant  Engineer,  19  February,  1801.     Second  Assistant  Engineer  16  Jan- 
uary,   i803.     First  Assistant  Engineer,   1    December,  1804.     Chief  Engineer, 

20  October,  1875. 
Smith,  William  Taylor. 

Midshipman,  7  July,   1832.     Passed  Midshipman,  23  June,   1838.     Lieutenant, 
19  September,  Iy4"2.     Resigned  17  October,  1853. 
Smith,  William  V. 

Mate.     Resigned  2  Aj-ril.  1^03. 
Smith,  William  Wosloy. 

Acting  Tliird  Assistant  Engineer,  13  June,  1864.     Honorably  discharged  11  Octo- 
ber, 1805. 
Smith,  William  W. 

Midshipman,  1  November,  1828.     Resigned  1  February,  1834. 
Smith,  William  W. 

.Vcting  Lnsii:!),  2  Septeml>er,  1804.     Honorably  discharged  22  July,  ISO."). 
Smitii,  William  W. 

Acting  Se(  i.ikI  Assistant  Engineer,  1  May,  1864.     Resignetl  5  June,  1805. 
Smiti<'n.  C'harloH  II. 

.Matr.  JO  .Jiiiv,    l^f,  1.     Acting  Ensign,  31   January,   1805.     Discharged  21   July, 
1^00. 
Smoot,  <;eorK<'  \\. 

Mate,  1  July,  1803.     Resigned  7  February,  1865. 


666  GENERAL   NAVY   REGISTER. 

Smoot,  John  H. 

Acting  Assistant  Paymaster,  20  August,  1864.  Ilonorablv  discliarged  19  Septem- 
ber, 18G5. 

Smoot,  Joseph. 

Midshipman,    1    December,    1809.      Lieutenant,   27   April,    1816.       Commander, 
3  March,  1835.     Captain,  8   September,  1841.     Reserved  list,  1  October,  1855. 
Died  13  March,  1857. 
Snioot,  Samuel  C. 

Acting  Assistant  Surgeon,  5  October,  1861.     Resigned  27  January,  1862. 
Snioot,  William  G. 

Acting  Third  Assistant  Engineer,  4  June,  1862.  Acting  Second  Assistant  En- 
gineer, 13  March,  1863.  Appointment  revoked  (Sick,)  6  February,  1864.  Act- 
ing Second  Assistant    Engineer,   13  October,   1864.      Honorably  discharged 

15  February,  1866. 
Smylie,  William. 

Sailmaker,  7  July,  1804,     Died  38  September,  1805. 
Smyth,  James  W. 

Acting  Third  Assistant  Engineer,  31   May,  1861.     Acting  Second  Assistant  En- 
gineer, 20  July,  1863.     Honorably  discharged  30  December,  1865. 
Smyth,  Thomas  S. 

Acting  Ensign,  15  August,  1862.     Resigned  26  May,  1863. 
Snaith,  Georgfe  S. 

Acting  Third  Assistant  Engineer,  17  May,  1864.     Honorably  discharged  13  March, 
1866. 
Snare,  Elisha  W. 

Acting  Ensign,  33  December,  1863.     Honorably  discharged  31  October,  1865. 
Snedeker,  William  A. 

Acting  Third  Assistant  Engineer,  15  September,  1864.     Resigned  (Sick,)  18  March, 
1865. 
Snell,  Alfred  T. 

Midshipman,   36   September,   1857.      Midshipman,    1    June,    1861.       Lieutenant, 

16  July,  1862.     Lieutenant-Commander,  25  July,  1866.     Commander,  19  Septem- 
ber, 1874.     Died  8  September,  1876. 

Snelson,  Robert  li. 

Midshipman,  1  January,  1813.     Last  appearance  on  Records  of  Navy  Department, 
1816.     Frigate  "  Java:' 
Snider,  John. 

Carpenter,  1  January,  1818.     Died  7  November,  1836. 
Snor,  John  J. 

Acting  Third  Assistant  Engineer,  31  December,  1868.     Honorably  discharged 
18  October,  1865. 
Snow,  Albert  S. 

Midshipman,  30  November,  1861.     Graduated  September,  1865.     Ensign,  1  Decem- 
ber, 1866.     Master,  13  March,  1868.     Lieutenant,  36  March,  1869.     Lieutenant- 
Commander,  11  July,  1880. 
Snow,  Allen  W. 

Mate,  4  February,  1864.     Appointment  revoked  31  April,  1864.     Mate,  23  Decem- 
ber, 1864.     Acting  Ensign,  30  January,  1865.     Honorably  discharged  5  Decem- 
ber, 1867. 
Snow,  Charles  W. 

Acting  Ensign,  31  December,  1863.     Died  11  September,  1864. 
Snow,  [Elisha  N. 

Mate,  13  September,  1863.  Acting  Ensign,  38  April,  1864.  Honorably  discharged 
32  December,  1865. 

Snow,  Henry  C. 

Acting  Ensign,  4  October,  1864.     Honorably  discharged  25  August,  1865. 
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Snow,  John  S. 

Acting  Kiisign,  6  August,  l«(il.      lIoiK.rably  disdiargi'd  'il»  July  1805. 

Siiou,  .loHoph  W. 

Acting  Knsign,  20  May,  1864.     Disraissed  20  July,  1804. 
Sii<»n°,  JoMiali,  Jr. 

A(  ting  blaster,  11  May,  1801.     Appointment  revoked  'JO  August,  1801. 
Siiou,  Olivier  C. 

Acting  Knsign,  25  April,  1804.     Honorably  discharged  10  December,  1805. 
.Snow,  lliiNHclI. 

Acting  Master,  27  February,  1862.     Resigned  19  March,  1802. 

Snow,  William  R. 

Acting  Tliird  Assistant   Engineer,   1    September,   1804.      Honorably   discharged 
7  .Inly,  It^O.-). 
SuyilcT,  .iwa  P. 

Acting  Gunner,  30  March,  1803.     Resigned  10  January,  1865. 
Snyder,  Fro<loriok. 

Acting  Second  Assistant  Engineer,  8  August,  1803.     Resigned  0  April,  1864. 

Sny<lor,  Goorge  \%\ 

Assistant  Engineer,  9  October,  1876. 
Snyder,  Henry. 

Third  Assistant  Engineer,  25  August,  1802.  Second  Assistant  Engineer,  21  Feb- 
ruary, 18o4.  First  Assistant  Engineer,  1  January,  1808.  Resigned  21  Decem- 
ber, "l  873. 

Snyder,  Henry  I^ce. 

Third  Assistant  Engineer,  19  March,  1858.  Second  Assistant  Engineer,  10  Octo- 
ber, INOI.  First  Assistant  Engineer,  21  April,  180:L  Chief  Engineer,  14  De- 
cember, 1804.  » 

Snyder,  M.  B. 

Acting  Master,  1  October,  1802.     Dismissed  28  May,  1803. 

Sodenberg;,  R.  R. 

Acting  Ensign,  24  June,  1804.     Honorably  discharged  20  June,  1865. 

So  field,   iHaae. 

-Vcting   Ensign  and  Pilot,  19  September,  1804.     Acting  Master  and  Pilot,  1  Oc- 
tober, lS(i4.     Resigned  18  April,  1805. 
Sortly,  JameM. 

Mate,  3   April,   1803.      Acting   Ensign,   18   June,   1804.      llnnorablv   discharged 
21  May,  1807. 
Soley,  John  C. 

Midsliipuian,  24  September,  1802.  Graduated  June,  1800.  Ensign,  12  March, 
18G8.     Master,  20  March,  1809.     Lieutenant,  21  March,  1870, 

Soley,  JanieH  R. 

P'rofessor,  18  August.  1870. 
Solomon,  Ren  jam  in. 

Midshipman,  10  January,  1809.     Resigned  11  October.  ISIO. 
Solomon,  r>.ekiel. 

Purser,  20  March,  1814.  Last  appearance  on  Records  of  Navy  Department,  1810. 
Furloughed. 

Somers,  Henry. 

MidshiiiMiaii,  15  June.  1799.     Last  appearance  on  Records  of  Navy  Department 

SonuTx,  John. 

Mate.     Appointment  revoked  (Sick,)  10  July,  1863. 

SonierM,  Josepii  \. 

Mate.      H.  siuMicd  ::i  May,  1H04. 

SonierH,  ICieliaril 

Midshipman,  30  April,  1798.     Lieutenant.  21  May.  \~W.     Died  4  September.  1804. 
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SomerTille,  James  H. 

Midshipman,  10  September,  1841.     Passed  Midshipman,  10  August,  1847.     Acting 
Master,  17  January,  1848.     Died  4  February,  1850. 
Somes,  Clinrles  T. 

Mate,  24  October,  18G2.      Acting  Ensign,  21    July,  1864.     Resigned   13  March, 
1865. 
Somes,  John  IS. 

Mate,  16  October,  1862.     Honorably  discharged  31  December,  1865. 
Sommers,  Robert. 

Acting  Gunner,  11  November,  1873. 
Sommers,  Rudolph. 

Mate,   16  December,  1861.     Acting  Ensign,  4  February,  1863.     Acting  Master, 
8  December,  1864.     Honorably  discharged  27  August,  1868. 
Sommerville,  O.  TV. 

Midshipman,  30  November,  1814.     Died  28  August,  1832. 
Sonntag,  George  S. 

Master,  4  August,  1807.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadeljjhia. 
Soper,  Alfred  S. 

Acting  Gunner,  25  January,  1864.     Dismissed  28  July,  1865. 
Soper,  Anthony. 

Mate,  21  December,  1861.    Dismissed  10  September,  1862. 

Soule,  H.  A. 

Acting  Gunner,  24  March,  1864.     Dismissed  29  August,  1864. 
Soule,  Henry  W. 

Mate,  11  August,  1862^    Resigned  3  December,  1862. 
Soule,  Thomas  H.,  Ar. 

Mate,  25  April,  1864.     Resigned  13  May,  1865. 
Sonth,  Perry. 

Acting  First  Assistant  Engineer,   27    February,   1863.      Honorably  discharged 
22  November,  1865. 
Soiithall,  Charles  ]>. 

Acting  Third  Assistant  Engineer,  11  March,  1864.     Honorably  discharged  1  Sep- 
tember, 1869. 
Sonthall,  P.  A. 

Purser,  23  March,  1832.     Dismissed  21  March,  1840. 
Southard,  Allen  P. 

Acting  Third  Assistant  Engineer.     Dismissed  17  April,  1863. 
Southard,  James  TV. 

Midshipman,  16  November,  1824.     Resigned  29  April,  1831. 
Southerland,  William  H.  H. 

Midshipman,  29  June,  1868.     Graduated   1   June,   1872.     Ensign,  15  July,  1873. 
Master,  21  November,  1877. 
Southwiek,  John. 

Carpenter,  21  December,  1826.     Retired  list,  5  November,  '1866.     Died  15  Feb- 
ruary, 1874. 
Sonthworth,  Asa  C 

Acting  Ensign,  28  November,  1863.     Honorably  discharged  30  October,  1865. 
Sonthworth,  £dward  IS. 

Acting  Assistant  Paymaster,  19  October,  1861.     Honorably  discharged  27  October, 
1865. 
Sowerby,  I.  J. 

Acting  Assistant  Surgeon,  5  November,  1862.  Acting  Passed  Assistant  Surgeon, 
12  April,  1865.  Honorably  discharged  18  July,  1868.  Acting  Passed  Assistant 
Surgeon,  5  December,  1873.     Honorably  discharged  30  June,  1879. 
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Spain,  Richard  A. 

Acting    TliinI    AssisUint   Eiigiiu-cr,   22   October,    180)15.      Appoiutmcnt  revoked 
(Silk.)  U  May,  IbW. 
SpaltiiiiKt  JaiiicH. 

CaipcntLr,  21  Ortober,  1812.     Rc8i<,'nc(I  21  May,  1813. 
SpaldiiiK*  •laiiiOM. 

Midsliipiiiiiii,  U  November,  1813.     Resigned  10  June,  1817. 
Spal<IiiiK,  JoMopli  A. 

Acting  Third  .Vssistiint  Engineer,  27   February,  lHfi;j.     Acting  Second  Assistant 
Engineer,  9  October,  18G4.     Honorably  discliurged  3  April,  1808. 
Spalding,  I^jniaii  G. 

Mitlsliipinan,  2»»   September,   1862.     Graduated  June,  180G.     Resigned   10  .Iirnc, 
!»•;•;.     iMastcr,  28  June,  1871.     Lieutenant,  10  July,  I87.j. 
SpaldiiiK,  RiilHH  C 

I'avnuister,  1  June,  1861.     Pay  Inspector,  3  March,  1871.     Dismissed   18  August, 
187G. 
SpaldiiiK  Rntns  C. 

Mi.l.slnpniau,  12  October,  1848.     Resigned  1  October,  1852. 
SpaiiitiirKli^  I^eonard. 

Ai  tiip_'  TLirri  Assistant  Engineer,  13  January,  1862.     Resigned  25  June,  1862. 
Spaii);lor,  Daiiiol  >I. 

.V(  tiiiLC  Third  Assistant  Engineer,2  January,  1864.     Honorably  discharged  12  Sep- 
tcinlier,  ISG.'j. 
Spaiieier,  Henry  W. 

C  adct  Eu^'ineer,  Naval  Academy,  1  October,  1874.     Graduated  20  June,  1878. 
Span;;lor,  Naninel  S. 

Mitt'.  11  August,  1864.     Honorably  discharged  0  September.  1865. 
Spare,  Jolin. 

Acting  Assistant  Surgeon,  10  April,  1862.     Honorably  discharged  2  July,  1866. 
Sparliawli,  George. 

Cadet  Midsliipinan,  24  September,  1874.     Graduated  4  June,  1880. 
SpariiM.  CiiarlCH  D. 

Midshipman,  18  April,  1850.     Died  12  April,  1853. 
SparkH,  Tl'illiani. 

Acting  First  Assistant  Engineer,  27  April,  1863.     Dismissed  25  July,  1863. 
Sparrow,  RoHCoe  D. 

Acting    Ensign,    30    September,    1864.      Honorably   discharged    18    September, 
ISflf). 

SpatOH,  Rioliard  X. 

Mute.     Ai)i)ointmcnt  revoked  27  June,  1862. 

SpaiihlinK*  JoHiaii   C. 

Acting  Assistant  Paymaster,  2  July,  1863.     Honorably  discharged   13  December, 
1865. 
SpaTin,   Robert. 

Acting  Mastir,  23  September,  1861.     Resigned  5  November,  1864. 
Spavin,  Roliert,  Jr. 

Mate,  20  January,  1864.     Resigned  (Sick,)  21  September,  1864. 
Spealie,  Jonepii  ^i. 

Li<  ut<  nant,  150  July,  1798.    Discharged  11  April,  1801,  under  Peace  Establishment 
Act. 

Spealie,  JoMepli  M. 

Master,  (J  June,  ISOI.     Resigned  14  March,  1803. 
Speaknian,  TboniaH  R. 

Acting  Third   Assistant  Engineer,  4   December,  1863.     Dismissed  23  January, 
1866. 
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Spear,  Alden   T. 

Acting  Master,  4  November,  ISGl.     Acting  Volunteer  Lieutenant,  31  January, 
1863.     Died  18  September,  1863. 

Spear,  B.  H. 

Mate,  20  January,  1863.     Honorably  discharged  14  September,  1865. 

Spear,  George  W. 

Mate.     Appointment  revoked  (Sick,)  10  February,  1863. 

Spear,  Harrison. 

Third  Assistant  Engineer,  21  April,  1863.     Second  Assistant  Engineer,  25  July, 
1866.     Retired  8  July,  1873.     Died  18  September,  1874. 

Spear,  Joliii  C 

Assistant   Surgeon,   9  May,   1861.     Surgeon,  23   June,  1864.     Medical  Inspector, 
6  October,  1878. 
Spear,  Xatlian. 

Acting  Third  Assistant  Engineer,  26  September,  1863.     Honorably  discharged 
28  October,  1865. 

Spear,  Oliver  A. 

Acting  Ensign,  1  February,  1865.     Honorably  discharged  23  July,  1865. 

Spear,  Otis  G. 

Mate,  1  November,  1864.     Appointment  revoked  23  December,  1865. 

Spear,  Trnmaii  W. 

Mate,  4  August,  1862.     Dismissed  6  October,  1862. 

Spear,  W.  M. 

Civil  Engineer,  28  September,  1865.     Died  26  July,  1873. 

Spedden,  Edward  T. 

Midshipman,  20  November,  1848.     Passed  Midshipman,  15  June,   1854.     Master, 
15  September,  1855.     Lieutenant,  16  September,  1855.     Died  3  March,  1861. 

Spedden,  Robert. 

Midsliipman,  2  April,  1804.     Lieutenant,  9  December,  1814.     Resigned  4  Decem- 
ber, 1823. 

Speel,  John  N. 

Assistant  Paymaster,  1  July,  1875.     Passed  Assistant  Paymaster,  15  May,  1879. 

Speiden,  William. 

Purser,  30  August,  1837.     Died  18  December,  1861. 

Speigbts,  Henry  TV. 

Acting  Third  Assistant  Engineer,   7    February,   1865.      Honorably  discharged 
24  August,  1869. 
Speigbts,  James  Edward. 

Third  Assistant  Engineer,  12  August,  1862.     Dropped  21  March,  1868. 

Speigbts,  Tbomas  G. 

Mate,  8  May,  1862.     Appointment  revoked  (Sick,)  17  September,  1863. 

Speirs,  James. 

Acting  Third  Assistant  Engineer,  18  December,  1863.     Resigned  10  June,  1865. 

Spence,  G.  K. 

Purser,  8  April,  1814.     Last  appearance  on  Records  of  Navy  Department,   1816. 
Sloop  ''Ontario.'''' 

Spence,  Henry  J. 

Acting  Third  Assistant  Engineer,  18  August,  1864.     Resigned  6  June,  1865. 

Spence,  Keitb. 

Purser,  10  May,  1800.     Last  appearance  on  Records  of  Navy  Department,  Septem- 
ber, 1805. 

Spence,  Robert  T. 

Midshipman,  15  May,  1800.     Lieutenant,  17  February,  1807.    Commander,  24  July, 
1813.     Captain,  28  February,  1815.     Died  26  September,  1826. 
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Npenoo,  Stoplioii  D. 

Midsliii)m:iii.  ',•  Si])t(in!)or,  1H41.      Itcsi^^iicd  1(1  Man!..  ISJO. 
Speiioor,  (iiarloM  It. 

Attiiig  St'coiul  Assistant  Engineer,  ','7  May.  1801.     Uesif^jncd  5  August,  1801. 
SponciT,  tJoorRe. 

Mate,  18  November,  1801.     Resigned  It  June,  1804. 
Spoiioor,  J.  i\ 

.Vssistnnt  Snii^eon,  10   December,  182H.     Surgeon,  20  December,  1837      Resigne*! 
l'.>  April.  lS-17. 
Spoil <*«'r,  J.  V. 

Pmsir,  21  August,  184:}.     Died  3!t  December,  184.'). 
NpeiK'or,  John  li. 

Midshipman,  1  .June,  1820.     Resigned  20  .Vpril,  183:1. 
Speiioor,  liOiiiiiol. 

Midshipman,  ;{0  November,  1814.     Resigned  r,  .luly,  1815. 
Spenoor,  I^ovi  T. 

Second  Assistant  Engineer,  :^  June,  1844.     Resigned  18  November,  1846 
Spenoor,  P.  I>. 

Midshipman,  1  December,  1810.      Resigned  '.i  June,  1812. 
Spenoor,  Philip. 

Midshipman,  20  November.  1841.     Died  1  December,  1842. 
Spenoor,  Thomas  C 

Midshipman,  24  July,  1800.     Graduated  7  June,   1870.     Ensign,   13  July,  1871. 
Master,  4  June,  1874.     Died  13  January,  1875. 
Spenoor,  Tlionia!4  S. 

Acting  Midshipman,  29  September,  18r)4.     Mi<lshipman,  y  June,  1  Sly.     Lieuten- 
ant,  31    August,    1801.       Lieutenant-Commander,   3   March,  IbOO.      Resigned 
25  April,  1807. 
Sponoor,  T.  W. 

Acting  Ensign,  2  March,  1803.     Honorably  discharged  17  August,  1805. 
Sponoor,  W,  C 

Midshipman,  1   December,  1827.     Passed    Midshipman,  10  June,  1833.     Cashiered 
10  April,  1M:}7. 

Spenoor,  IVilliaui  A. 

Midsliipman,  15  November,  1809.     Lieutenant,  9  December,  1814.     Commander, 
3  March,  1831.     Captain,  22  January,  1841.     Resigned  9  December,  1843. 
Sponoor,  William  II. 

Mate,  13  July,  1804.     Acting  Ensign,  11   March,  1805.     Resigned  24  September 
1800. 
Sperry,  Charles. 

Midshipman,  10  March,  1833.     Resigned  1  April,  1830. 
Sperry,  Chariots. 

Midshipman,  1  Ajiril,  1828.     Dismissed  21   April,  18:51. 
Sperry,  Charles  S. 

Midshipman,  20  September,  1802.     Graduated  June,  1866.     Ensign,  12  March, 
1808.     Master,  20  March,  1809.     Lieutenant,  21  March,  1870. 
Sporry,  Jaoob  F. 

Midshipman,  27  March,  1839.     Resigned  28  Janmirj-.  1S42. 
Sperry,  Robert  J. 

Mate,  13  May,  1804.     Honorably  discharged  27  December,  1865.     Mate,  18  April, 
1800.     Mustered  out  12  September,  1808. 
SpoyerH,  Arllinr  R. 

Acting   Midshipman,   24  July,    1803.     Graduated  June,   1808.     Muster,  13  July 
1870.     Lieutenant,  23  May,  1874. 
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Spicer,  William  F. 

Midshipman,  21  June,  1839.     Passed  Midshipman,  2  July,  1845.     Master,  28  June, 

1853.     Lieutenant,  25  February,  1854.     Lieutenant-Commander,  IG  July,  1862. 

Commander,  2  January,  1863.     Captain,  22  April,  1870.     Commodore,  25  April, 

1877.     Died  29  November,  1878. 
Spickiiall,  Joseph. 

Midshipman,  1  Januai-y,  1812.     Last  appearance  on  Records  of  Navy  Department, 

1815.     Wilmington,  N.  C. 

Spier,  John. 

Sailmaker,  6  June,  1816.     Resigned  10  February,  1819. 
Spies,  George  W. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Appointment  revoked 
(Sick,)  3  February,  1863. 

Spilluian,  James. 

Master,  3  February,  1815.     Last  appearance  on  Records  of  Navy  Department, 
1820.     Furloughed. 
Spillman,  L.  JL. 

Midshipman,  19  August,  1823.     Resigned  3  September,  1829. 

Spinney,  A.  li. 

Mate,  21  October,  1864.     Honorably  discharged  6  July,  1865. 

Spinney,  Joseph. 

Acting  Master,  2  August,  1861.     Resigned  22  January,  1863. 

Spongberg,  Charles. 

Acting  Third  Assistant  Engineer,  28  April,  1863.     Drowned  6  December,  1863. 
Spooner,  Charles  W. 

Mate.  13  August,  1863.     Acting  Ensign,  12  February,  1864.     Resigned  22  March, 
1865. 
Spooner,  Oeorge  W. 

Midshipman,  15  November,  1809.     Lieutenant,  4  February,  1815.     Died  31  May, 
1817. 
Spooner,  Henry  W. 

Third  Assistant  Engineer,  16  February,  1852.    Second  Assistant  Engineer,  27  July, 
1855.     First  Assistant  Engineer,  21  July,  1858.     Resigned  23  May,  1859. 
Spotswood,  Charles  F.  M. 

Midshipman,  1  November,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
SS  February,  1841.     Dismissed  18  April,  1861. 

Spotswood,  George  W. 

Midshipman,  15  July,  1799.     Dismissed  14  May,  1803. 

Spotswood,  J.  A. 

Commander,  15  February,  1800.    Discharged  4  June,  1801,  under  Peace  Establish- 
ment Act. 
Spotswood,  W.  A.  W. 

Assistant  Surgeon,  3  Decsmber,  1828.  Surgeon,  20  February,  1838.  Resigned 
12  January,  1861. 

Spotts,  James  H. 

Midshipman,  2  August,  1837.  Passed  Midshipman,  29  June,  1843.  Master, 
8  April,  1851.  Lieutenant,  21  November,  1851.  Commander,  16  July,  1863. 
Captain,  25  July,  1866.     Commodore,  25  September,  18 

Spragne,  Albert  li. 

Midshipman,  11  April,  1863.  Graduated  June,  1866.  Easign,  12  March,  1868. 
Master,  Retired  list,  26  March,  1869.     Died  18  November,  1873. 

Spragne,  Edward  P. 

Acting  Second  Assistant  Engineer.  12  January,  18'73.  Acting  ?irst  Assistant 
Engineer,  2  August,  1865.     Appointment  revoked  30  July,  1866. 

Spragne,  Frank  J. 

Caaet  Midshipman,  29  September,  1874.     Graduated  4  June,  1880 
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NpraRiio.  Horace  II. 

Matr,  10  April,  \s(VA.     l{csiL,MU(i  s  .May.  \>HV.i.     Mate,  13  January,  ISfil.     Ildn-.r- 
alily  disclmrgeil  5  Aui^ust.  ISO"). 
Spraffiie,  JaineH  P. 

Til inl  Assistant  Eii^'ineer,  17  February,  1800.  Second  Aflsistant  En<,'inppr,  1  No- 
vciiilxT,  IHOl.  First  Assistant  Eii<,Mn('cr,  1  March,  ISOI.  Cliiif  Engineer,  5 
March,  1871. 

Kpraffiio,  TlioniaH. 

Assistant  Surgeon.  2-1  .July,  1813.     Last  appearance  on   Reconls  of  Navy  Depart- 

niriit,  isi.').     Fii'Mte  "/Vm^/<?n^" 

• 

Spra};iio,  William. 

Acting  First  Assistant  Engineer,  24  May,  18G1.  Honorably  discharged  It  Febru- 
ary, iy(i<>. 

Spragiie,  William  If. 

Mat.-.  27  .lulv.   1st;:;.     Resigned  20  Mav,  1804.     Mate,  11   July,  1H04.     Resigned 
2.")  May,  isi;."). 
Sprigs,  Horace  S. 

Mi.lshipinan.  2  April,  1804.     Resigned  17  May,  IHIO. 

Sprip^t;,  .lamcM. 

Midshipman,  Ki  January,  1809.  Last  appearance  on  Records  of  Navy  Department, 
20  March.  1S09. 

SpriKK^^f  John. 

Lieutenant,  28  December,  1804.     Disnvissed  28  April,  1805. 

SpriR:iiiaii,  JamcH  II. 

Mate,  4  June.  ls(;2.      Resigned  13  January,  1803. 
Springer.  CliarlcM  II. 

Midshipman,  1   September,   1811.      Lieutenant,  27    April,  1810.      Died  25  May, 
1820. 
Springer,  E.  D. 

Acting  Ensign,  11  August,  1804.     Honorably  discharged  11  December,  1865. 
Spriiii^er,  JamcM. 

Boatswain,  13  August,  1833.     Died  0  September,  1S37. 

Spro|;clK  Sylvan iii^. 

Midshipman,  10  January,  1800.     Drowned  21  October,  1810. 

SproHton,  Cieorge  S. 

Male,  12  Nuvendjcr,  1809.     Appointment  revoked  20  .\])ril,  1871. 
NproHton,  Geori^e  S. 

Assistant  Surgeon,  8  November,  1813.     Surgeon,  27  March,  1818.     Died  27  Janu- 
ary, 1842. 
SproHton,  C>eor)(e  S. 

.\cting  .\ssistant  Paymaster,  27  September,  1802.     Mustered  out  1.1  January,  1807. 

SproHton,  John  G. 

Midshipman,  15  July,  1840.  Passed  Miilshipman,  8  June,  18r)2.  Master,  15  Sep- 
tember, 1855.     Lieutenant,  10  Septemljer,  1855.     Killed  8  June,  1802. 

Sqnibli.  Fdward  K. 

.Vssistanl  Surgeon,  20  .Vpril,  1847.     Resigned  4  December,  1857. 

SqiiircH,  Theoron  W. 

.Mate,  9  February,  1802.     Dismissed  13  August,  1862. 

Staates,  K.  M, 

Acting  First  Assistant  Engineer,  28  May,  1801.     Resigned  29  November,  1861. 

S(aa(H,  Peler  l». 

Acting  Thirfl  Assistant  Engineer,  20  January,  istl2.      Resigned    14  November, 

is(;2. 

Ntatrord,  JamcM  C 

.Veting  Master,  22  November,  1801.     Resigned  21  February,  1863. 
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Staflbi'<l,  CJeorge  H. 

Cadet  Midshipman,  10  June,.  1874.     Graduated  4  June,  1880. 
Stable  Albert  IVilliam. 

Cadet  Engineer,  Naval   Academy,    14    September,   1876.      Graduated     10    June, 
1880. 
Stalil,  Henry. 

Acting  Ensign,  5  September,  1863.     Honorably  discharged  15  May,  1865. 

8tai|?g,  Alfred. 

Mate,  18  November,  1861.     Acting  Ensign,  23  February,  1865*     Honorably  dis- 
charged 30  September,  1865. 

Stall,  Koiiieo  £]. 

Acting  Second  Assistant  Engineer,  14  June,  1862.     Acting  First  Assistant  En- 
gineer, 2  March,  1864.     Honorably  discharged  19  December,  1867. 

Stalliiis:!^,  C.  T. 

Midshipman,  16  January,  1809.     Lieutenant,  9  December,  1814.     Last  appearance 
on  Records  of  Navy  Department,  1822.     Baltimore. 

Stall ings,  Joseph. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1829.     Died  25  April,  1841. 

Stalling^,  Otbo. 

Midshipman,  18  June,  1812.     Lieutenant,  28  March,  1820.      Died    12   Januarv, 
1825. 
Stamni,  William  S. 

Third  Assistant  Engineer,  26  February,  1851.     Second  Assistant  Engineer,  21  May, 
1853.      First   Assistant    Engineer,   9   May,   1857.      Chief   Engineer,   29  July, 
1861. 
Stancliffe,  M.  Trumbull. 

Acting  Assistant  Paymaster,  20  January,  1865.     Assistant  Paymaster,  21  February, 
1867.     Passed  Assistant  Paymaster,  19  May,  1869. 
Standwood,  IVatbaniel. 

Master,  3  January,  1800.    Discharged  30  April,  1801,  under  Peace  Establishment 
Act. 
Stanfield,  Tbomas. 

Mate,  13  June,  1863.     Honorably  discharged  32  July,  1865. 
Stanford,  John  J. 

Sailmaker,  4  November,  1848.     Retired  list,  7  November,  1874.     Died  11  April, 
1879. 
Stanford,  Thomas. 

Purser,  8  January,  1800.     Discharged  20  July,  1801,  under  Peace  Establishment 
Act. 

Stanley,  Charles. 

Mate,  13  November,  1863.     Acting  Ensign,  39  January,  1864.     Dismissed  14  April. 
1864. 

Stanley,  Charles. 

Actii:ig  Third  Assistant  Engineer,  20  March,  1865.     Honorably  discharged  4  Sep- 
tember, 1865. 

Stanley,  Charles  J. 

Acting  Ensign,  13  August,  1863.     Resigned  19  November,  1863. 
Stanley,  James  O. 

Midshipman,  30  April,  1831.     Resigned  11  February,  1836. 
Stanley,  Thomas. 

Gunner,  16  August,  1823.     Resigned  16  November,  1831. 
Stanley,  Thomas. 

Boatswain,  19  June,  1798.     Disaharged  15  June,  1799. 

Stanley,  Thomas  C. 

Chaplain,  27  February,  1847.     Resigned  26  September,  1853. 
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Stanly,  Fabiiis. 

Midsliipiiiiiii,  20  Deccnil)cr,  ISIH.  Passtil  Mi(lshi|mmn,  1.1  Juno,  1837.  Lieuten- 
ant, a  Se])teuibcr,  18-11.  Hescrvcd  list,  13  ScptcnilxT,  18r)r).  f.icutenjint  tm 
Active  list,  8  September,  1811.  Couunander,  11)  May,  18(>|.  Captain,  25  .Fuly. 
18(i0.  Commodore,  1  July,  1870.  Kear-Admiral,  12  February,  1874.  Retired 
list,  4  Juno,  1S7J. 

Staiiiiard,  JoHopli  K. 

Actiiii;  Master,  22  N()veml)cr,  18(il.     Actinj;  Volunteer  Lieutenant,  8  .\prii,  ISC'). 
Ilouoraljly  discharged  15  January,  18GG. 
Staiiiiard,  William  A. 

Mate,  11  .Iiiiio,  1803.     Acting  Ensign,  23  February,  1805.     Honorably  discharge-d 
IS  Juno,  KS()7. 
S(aiiiiair4i.  William  M. 

Acting  Master,  "J")  January,  1802.     Honorably  discharged  10  Soptenibor,  1800. 
StaiiNhiir.y,  John. 

Midshipman,  10  January,  1309.     Killed  in  action  11  September,  1814. 
Stanton,  Charles  F. 

Acting  Ensign,  1  October,  1802.    Hosigncd  24  July,  1803.    Acting  Ensign,  12  Feb- 
ruary, 1804.     Appointment  revoked  7  August,  1804. 
Stanton,  Cnrtis. 

Acting  Third  Assistant  Engineer,  18  September,  1803.     Acting  Second  Assistant 
Engineer,  10  December,  1804.     Ilonorubly  discharged  20  March,  1809. 
Stanton,  OHC«ir  F. 

Midshipman,  29  December,  1849.     Passed  Midshipman,  12  June,  185.'j.     Mastor. 
10    September,   1855.      Lieutenant,   2    April,    1850.       Licutonant-Command(  i . 
10  July,  1802.     Commander,  12  December.  1807.     Captain.  11  June,  1879. 
Stanton,  JoHiah  R. 

Assistant  Paymaster,  25  March,  1870.     Passed  Assistant  Paymaster,  25  November. 
1877. 
Staploford,  James  W. 

Acting  Mastor,  24  March,  1802.     Honorably  discharged  21  Fol)niary.  1805. 
Staplc«,  Charles  B. 

Mate,  4  Ajuii,  1802.  Acting  Ensign,  18  August,  1803.  Honorably  discharged 
19  Septoinbor,  1805. 

Staples,  James  C. 

Mate,  24  October,  1801.     Acting  Ensign,  5  January,  1803.     Honorably  discharged 
15  September,  1805. 
Staples,  John  li. 

Mate,  14  May,  1802.     Gunner,  10  July,  1802.     Died  27  June,  1871. 
Staples,  William  C. 

Acting  Mastor,  22  November,  1801.     Honorably  discharged  15  November,  1805. 
Staplefon,  Jesse  J. 

Acting  Ensign,  19  March,  1803.     Promoted  Acting  Master,  9   April,  1803.     Ap- 
pointment revoked  3  February,  1804. 
Starbnek,  Allen  W. 

Aiting  Ensign,  31  ^larch,  1804.     Appointment  revoked  (Sick,)  8  November,  1804. 
Starbnek,  Daniel  Joy. 

Acting  J^nsign,  9  May,  1804.     Honorably  discharged  22  November,  1805. 
Stark,  Daniel. 

Acting  Ensign,  25  October,  1804.     Honorably  discharged  19  August,  1805. 
Starke,  Kobert  R. 

Assistant  Surgeon,  18  April,  1800.  Surgeon,  28  June,  1809.  Last  appearance  on 
Records  of  Navy  Department,  10  March,  1810. 

Starke,  Thomas. 

Assistant  burgeon,  9  July,  1800.  Last  appcaranc*  on  Records  of  Navy  Depart- 
ment. 
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Starkej',  John  li. 

Acting  Third  Assistant  Engineer,  6  October,  18(54.    lIuno'-aDiy  discJiargecl  21  July, 
1 8(>5. 
Ntarr,  Cliarles  II. 

Midshipman,  3  November,  1818.     Resigned  11  November,  1823. 
Starr,  Colin  €. 

Mate,  4  November,  1861.    Acting  Ensign,  13  January,  1803.    Resigned  23  Novem- 
ber, 1864. 
Starr,  John  B. 

Acting  Ensign,  17  August,  1864.     Honorably  discharged  27  November,  1865. 

Starr,  John  P. 

Acting  Second  Assistant  Engineer,  14  July,  1864.     Dismissed  21  October,  1864. 
Starr,  Joseph  T. 

Acting    First    Assistant    Engineer,    1    October,    1862.     Acting   Chief   Engineer, 
31  March,  1863.     Honorably  discharged  24  January,  1867. 

Starr,  Phineas  R. 

Acting  Ensign,  1  October,  1862.     Dismissed  3  June,  1864. 

Starr,  William  €. 

Third  Assistant  Engineer,  17  February,  1860.     Resigned  28  May,  1863. 

Starrett,  Adrian    €. 

Gunner,  31   August,  1859.     Acting  Master,  13  December,  1862.     Honorably  dis- 
charged 13  September,  1865. 
Statton,  Thouia*. 

Midshipman,  4  July,  1805.     Dismissed  16  September,  1805. 
Stanfl'er,  David  M. 

Mate,  5  January,  1864.     Acting  Ensign,  25  May,  1865.     Honorably  discharged 
1  November,  1865. 
Stannton,  Sidney  A. 

Midshipman,  28  September,  1867.     Graduated  6   June,   1871.     Ensign,    14  Julv, 
1872.     Master,  4  February,  1875. 

StaTey,  Xicholas  H. 

Assistant  Paymaster,  4  December,  1869.     Retired  list,  1  September,  1876. 

St.  Clair,  Arthur. 

Midshipman,  15  November,  1798.     Discharged  as  Lieutenant,  12  October,  1801. 

Sieadnian,  George  C. 

Acting  Third  Assistant  Engineer,  30  December,   1862.      Honorably   discharged 

21  August,  1865. 
Steadnian,  Horace  B. 

Acting  Third  Assistant  Engineer,  17  May,  1864.     Honorably  discharged  21  July, 
1865. 

Stearns,  David. 

Acting  Master,  14  August,  1861.     Died  from  wounds  received  in  action,  30  June, 
1862. 
Stearns,  J.  B. 

Midshipman,  28  September,  1814.     Resigned  25  October,  1817. 
Stearns,  William,  Jr. 

Midshipman,  1  May,  1828.     Resigned  11  February,  1832. 

Stebbins,  A.  W. 

Midshipman,  25  April,  1838.     Resigned  15  April,  1842.     Midshipman,  27  April, 
1842.     Resigned  20  September,  1842. 

Stebbins,  Angnstns  <x. 

Acting  Ensign,  25  August,  1862.     Lost  in  ^'Baijibridge,"  21  August,  1863. 

Stebbins,  De  Wayne. 

Mate,  15  September,  1862.     Acting  Ensign,  1    October,  1862.      Acting  Master, 

22  July,  1864.     Honorably  discharged  29  November,  1865. 
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StcbbinM,  JaniOH  II. 

Actiiit,'  Third  Assistant  Engineer,  I  May,  1H8:;.      Kesi'^'iied  C  f»i  t«iher.  1861 
StobliiiiH,  fi.  ('. 

Aetiii<^  Assistant  Paymaster,  1(5  May,  1864.     IIonoraMy  discliurL^ed   4   November 
lyUo. 
^il4>fllllnIl,  f'liarlCH   I-^. 

A^^sistant  Suii,aon,  1(5  September,  18C1.     Kesignud'iT  April,  18(55. 
Stodriiaii,  KdMiird  Iff. 

Miilsliipniaii,   27   September,    I'^fll.     (Irathiated   NovendxT,  IHOI.     Ensif^n,  1    No- 
vember, 1^0(5.     Master,!    l)eeeiid>er,  ls(5tj.     Lieutenant,  12  March.  1«(58.     Lieu- 
tenant-Coinmander,  2(5  ."^larcii,  18(;i).     Retired  list,  lU  I'Vl>ruary,  l^T.j. 
Stodiiiaii.  Francis  D. 

Third  Assistant  Eiif^iueer,  lU  January,  1803.     Second  Assistant  Engineer,  20  June, 
18U4.     Resigned  0  October,  1800. 
Ktoflinoii.  Robert  S. 

Tliird  Assistant  Engineer.  17  ^larch,  1803.     Rcsigne*!  5  April,  1866 
.Stooco,  TooiiiiiMeh. 

.Mi(lshii)man,   20    September,    1837.      Midshipman,    1    June,   1801.      Lieutenant 
1(5  .hily.  1802.     Died  15  July,  1804. 
Steed.    Hobert. 

.Mi.lshipman,  10  February,  1819.     Died  4  September,  1823. 
Steediiiaii,  Cbarle^. 

Midshipman,  1  Ajjril,  1828.  Passed  Midshi))man,  14  June,  1834.  Lieutenant, 
2.'5  February,  1841.  Commander,  14  Sei)tember,  1855.  Captain,  13  December, 
1802.  Commodore,  25  July,  1800.  Rear-Admirul,  25  May,  1871.  Retiretl  list, 
24  September,  1873 

Steel,  Ilngb. 

^lidshipman,  15  November,  1809.    Dismissed  25  February,  1811. 
Stei'l,  iMaae. 

Sailmaker,  0  July,  1798.     Resigned  2  August,  1806. 
Steel.  John  II. 

.Vssistant  Surgeon,  10  December,  1814.     Resigned  8  July.  1818. 
Steel.  Tboiiias  S. 

A(  ting  Master,  24  September,  1861.     Dismissed  15  May,  1863. 
Steele,  .irtlinr  €«. 

Acting  Tiiird  Assistant  Engineer,  14  April,  1805.     Died  9  October,  1867. 
Steele.  Henry  A. 

Midshijjinan,  1  November,  1820.     Passed  Midshipman,  28  April,  1882.     Lieuten- 
ant, 27  February,  1837.     Reserved  list,  13  September,  1853.     Died   29   Jun- . 
185.>^. 
Steele.  John  F. 

Purser,  2U  August,  1845.     Died  20  July.  1800. 
Steele.  J.  ^Inrray. 

A>sist;int  Surgeon,  IS  June,  1875. 
Steele,  Kobert. 

Mate.  18  Ai)ril.  1864.     Resigned  12  June,  1860.     Mate,  28  Septembci,  1806.     Hon- 
orably discharged  12  April,  18(58. 
Steele,  R«i»ert  S. 

Mi<ishipnuin,  28  June,  1804.     Resigned  1  October,  1810. 

Steele,  Hobert  W. 

.\s>istant    Naval    Constructor,   24    May,    1871.      Naval    Constructor,    13    -Martli 
1  ^75. 
Sie<>le,  Thomas  It. 

Assistant  Surgetm.  5  March,  1817.  Surgeon,  20  August,  18(50.  Resigned  21  .Vpril, 
1-JC.;. 
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Steele,  William. 

Midsbiijnian,  1  January,  1812.  Last  ap])earance  on  Records  of  Navy  Department, 
1818.     Furloughed. 

Steele,  William. 

Assistant  Surgeon,  13  March,  1807.     Resigned  29  August,  1801. 

Steers,  Thomas. 

Acting    Third    Assistant    Engineer,    14    April,    ISC').       Ilouorablv    discharged 
10  August,  1SG5. 
Steever,  Charles  JL. 

Acting  Third  Assistant  Engineer,  21  May,  1864.  Acting  Second  Assistant  En- 
gineer, 25  February,  1865.     Resigned  18  December,  IboC) 

SteeTer,  Henry  K. 

Acting  Third  Assistant  Engineer,  1  February,  1862.  Appointment  revoked 
21  July,  1862.  Acting  Third  Assistant  Engineer,  9  October,  1862.  Acting 
Second  Assistant  Engineer,  1  February,  18G5.  Honorably  discharged  23  Janu- 
ary, 1866.  Acting  Second  Assistant  Engineer,  26  March,  1866.  Mustered  out 
27  August,  1867. 
Steigher,  John  J. 

Acting  Third  Assistant  Engineer,  5  August,  1861.     Resigned  7  June,  1862. 
Stein,  ICdward   M. 

Assistant  Engineer,  30  July,  1861.     Surgeon,  12  May,  1866.     Died  13  July,  1877. 

Stein,  George. 

Mate,  20  October,  1861.    Acting  Ensign,  6  September,  1864.     Honorably  dis- 
charged 6  November,  1866. 
Steinbogh,  JVicholas. 

Boatswain,  16  August,  1838.     Died  20  November,  1840. 

Steinhaner,  G.  W. 

Midshipman,  18  February,  1800.  Discharged  12  October,  1801,  under  Peace 
Establishment  Act. 

Steins,  George  A. 

Mate,  21  January,  1864.  Acting  Ensign,  23  May,  1864.  Honorably  discharged 
8  August,  1865 

Stell,  John. 

Third  Assistant  Engineer,  18  November,  1862.     Resigned  18  September,  1863. 

Stell wagen,  D.  C 

Master,  14  May,  1814.     Died  16  November,  1828. 
Stellwagen,  Henry  S. 

Midshipman,  1  April,  1828.     Passed  Midshipman,  14  June,  1834.     Lieutenant, 
2  July,  1840.     Commander,   14  September,  1855.     Captain,  29  August,  1862. 
Retired  list,  24  December,  1865.     Died  15  July,  1866. 
Stellwagen,  Thomas  C 

Acting  Assistant  Paymaster,  25  September,  1861.     Resigned  4  June,  1863. 

Stembel,  Roger  'X. 

Midshipman,  27  March,  1832,     Passed  Midshipman,  23  June.  1838.     Lieutenant, 
26  October,  1843.     Commander,  1  July,  1861.     Captain,  25  July,  1866.     Com- 
modore, 13  July,  1870.     Retired  list,  27  December,    i872.     Rear-Admiral,  Re- 
tired list,  5  June,  1874. 
Stenson,  J.  Fenwick. 

Midshipman,  15  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master, 
24  December,  1850.  Lieutenant,  29  August,  1851.  Resigned  20  February, 
1854. 

Stephen^  Darid. 

Mate,  20  November,  ISGS.     Acting  Ensign,  20  May,  1863.     Resigned  29  March, 
1865. 
Stephen*.  AIexun<?ev  W. 

Acting  Carpenter,  15  Augu    ,  1873. 
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SteplioiiH,  Aiiiniio. 

A(tin<^  Third  Assistant  Engineer,  5  Muy,  lS('i;i.    Honorably  discharged  28  August, 

St<>|>ll<>IIM,     l>OIIKlaMM     II. 

Artiii^'  Mid.sliiimiun,  1  October,  1850.     Dropped  12  June,  lH."ii. 
' MtoplK'iiN,  FJiliii. 

Actiiijx   Third   Assistant  Engineer,   1   October,  1802.     Actin.%'   Second   Assistunt 
Engineer,  28  January,  18U3.     Dismissed  17  June,  1803. 
SloplioiiH,  Jncob. 

Suilniaker,  ;jO  September,  184-1.     Retired  list,  20  June,  1808. 
SfopliciiN,  '1  lioiiias  A. 

Third  Assistant  Kiigineer,  11  January,  1849.     Second  Assistant  Enffinccr,  20  Fel>- 
ruarv,  iSol.     Hesij^'iiefl  0  September, ISSS.     Second  Assistant  Engineer,  13  Mav. 
1801'.     Died  9  August,  1804. 
StoplioiiHoii.  Aloxander. 

Gunner,  0  January,  lb;)J.     Died  9  May,  1847. 
SteplioiiHon,  C'liarloH  A. 

At  tint;  Gunner,  7  January,  1802.     Appointment  revoked  12  June,  1863. 
Sloplieiiiiioii,  F.  II. 

A.ssistant  Surgeon,  14  March,  1873. 
l^teplionNoii,  Goor^^c  B. 

Acting  Master,  12  August,   1801.     Resigned   10  May,  1862.     Mate,  7  April,  1863. 
Acting  Ensign,  23  Julv,    1803.     Acting  Master,  3   March,   1804.     Dismissed 
21  May,  1804. 
Stcplionsoii,  John  F. 

.Mate,  14  June,  1802.     Resigned  8  February,  1800. 
Steplioimoii,  J.  W. 

Midshipman,  1  :May,  1822.     Resigned  5  July,  1822. 
Steplieimon.  Kioliard. 

Gunner.  1    Docenilier,  1802.     Last  appearance  on  Records  of  Navy  Department, 
:n  Oetol.er.  1803. 

Stcplofon,  Jo!<se  J. 

A(  ting  ^Lister,  9  April,  1803.     Appointment  revoked  (Sick,)  3  February,  1804. 
Storrolt,  .\ii(lrow. 

Lieutenant,  2.1  March.  1798.     Resigned  29  June,  1805. 
Sterrelt.  Isaac  S. 

Midshipman,  24  March,  1819.     Lieutenant,  17  May,  1828.     Commander,  5   Febru- 
ary, 1850.     Reserved  list,  28  September,  1855.     Captain,  2  March,   1857.     Re- 
signed 23  April,  1801. 
Stcrrott.  William  M. 

Mate  12  S.pteml.er,  1804.     Resigned  20  May,  1865. 
Stetson.  Joseph  F. 

A(  ting  Ensign,  19  September,  1804.     Resigned  10  May,  1865. 

Steiiart.  \.  ^I. 

Midshipman,  0  November,  1818.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1S18.     Furloughed. 
Steiiart.  Fdwarci  II. 

Master    11  July,  1812.     Resigned  23  September,  1818. 
Steuart.  F.  II. 

Midshipman,  4  Jtily,  1S05.     Resigned  28  June,  1809. 
Stevens.  Abrahaiii  It. 

Mat( ,  14  .M.,r(  h.  ]^r,4.     Honorably  discharged  20  October,  1865. 
Stevens.  Itenjainin  K. 

Third   Assistant   Engineer,  23   June,   1803.     Lost  on  'the  "  Patapteo,""    15  June, 
1865. 
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I^teveii$4,  CalTin. 

Midshipman,  9  April,  1800.     Discharged  15  April,  1801,  under  Peace  Establish- 

nieut  Act. 

8teTens,  Charles  G. 

Acting  Second  Assistant  Engineer,  6  January,  1862.     Resigned  16  March,  1865. 

fSteveiis,  C'leinent  W. 

Midshipman,  9  June.  1811.     Lieutenant,  5  March,  1817.     Resigned  13  September,. 

1823. 

Stevens,  Francis  P-  ,   ^.      „    .      „.  ..^      ^--.      ..         i,    j-    , 

Mate,  15  November,  1861      Acting  Ensign,  24  May,  1864.     Honorably  discharged! 

1  December.  1865- 
Stevens,  Fre«erick. 

Purser,  13  September,  1841.     Died  14  July,  1843. 

Stevens,  George  A. 

Midshipman,  13  May,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1  March, 
1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16  July,  1862. 
Retired  list,  20  October,  1865.  Commander,  Retired  list,  4  April,  1867.  Com- 
mander, Active  list,  23  May,  1871. 

Stevens,  George  H. 

Acting  Carpenter,  1  October,  1862.     Honorably  discharged  4  October,  1865. 

Stevens,  Henry. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  5  July,  1865. 

Stevens,  Henry  K. 

Midshiiyman,  2  March,  1839.  Passed  Midshipman,  2  July,  1845.  Master*^ 
22  March,  1853.     Lieutenant,  16  January,  1854.     Dismissed  30  September,  1861.. 

Stevens,  Isaac. 

Gunner,  date  not  known.  Last  appearance  on  Records  of  Navy  Depaarment,. 
14  May,  1803. 

Stevens,  James. 

Carpenter,  8   April,  1815.     Last  appearance  on  Records  of  Navy  Department, 
1820. 
Stevens^  Jolin. 

Midshipman,  8  March,  1800.  Discharged  28  April,  1801,  under  Peace  Establish- 
ment Act. 

Stevens,  John  C. 

Third  Assistant  Engineer,  24  February,  1862.     Second  Assistant  Engineer,  15  Oc- 
tober. 1863.     Resigned  25  October,  1866. 
Stevens,  Joseph. 

Master,  3  May,  1812.     Died  in  1820. 

Stevens,  Joseph. 

Acting  Assistant  Surgeon,  11  March,  1862.     Resigned  5  December,  1864. 

Stevens,  Richard. 

Assistant  Surgeon,  28  December,  1818.     Resigned  11  May,  1826. 

Stevens.  Rohert  D. 

Midshipman,  25  June,  1867,     graduated  6  June,  1871.     Died  5  January,  1874. 

Stevens,  Rotoert  E. 

Mate,  27  November,  1861.     Resigned  23  December,  1862. 

Stevens,  Thomas. 

Mate,  4  November,  1861.     Acting  Ensign,  29  February,  1864.     Died  of  woundfl 
19  January,  1865. 
Stevens,  Thomas  H. 

Midshipman,  1  October,  1863.  Graduated  June,  1868.  Master,  12  July,  1870.. 
Lieutenant,  6  January,  1874. 

Stevens,  Thomas  H. 

Lieutenant,  24  July,  1813.  Commander,  3  March,  1825.  Captain,  27  January^ 
1836.    Died  22  January,  1841. 
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NtcveiiM,  TliuiiitiH  II. 

Miclshiimmn,  It  Dcc<'inber,  18:5(5.  PasHod  Miclslupiiiaii,  1  July,  1812.  Master, 
i'}  July,  18JS.  I/ifiitcnant,  10  Miiy,  1810.  Liciit<'na:it  on  Activi;  I'lHt,  10  May, 
184'.).  'ConnnaiKlcr  on  Active  list,  K!  July,  I8(»2.  ('ui)taiM,  S.!  July,  18GIJ.  Com- 
modore, 20  Novtinlicr,  1872.     Keur-.Viliniral,  27  October.  1879. 

Stev«>iiN,  Milliani  II.  II. 

Mate,  IC  Octolxr,  l^i\-:.      Ki'sii^iir.l    17  Ktiiruary.  IMU. 

Stevoiixioii,  It.yrd  W. 

Midsliipman, '.»  Siptcnilicr,  1811.      Droppiil  18  Ue«rfiiil«i-,  18."»l. 

SleveiiHoii,  Holland  X. 

ActiiiL?  Thiril  A.vsistaiit  Eugint'tr,  under  instruction,  Naval  Academy,  10  October, 
18t>b.     Third  Assistant  Enj^ineer,  2  June,    18<>s.     Second    .VHsistunt  Engineer, 
2  June,  180'J.     Passed  Assistant  Euj^ineer,  13  December,  1874. 
StevoiiHoii,  John. 

Midshijimun,  1  February,  1814.     Resij^neil   10  September,  1818. 
StcveiiHoii,  John  II. 

Actinj^   Assistant  Paymaster,    19  September,  18G2.      Paymaster,   13   June,   l^f.:'. 
Honorably  dischar;.,'etl  y  November,  1805. 
StcveiiNon,  J4»hn  K. 

Third  Assistant  Engineer,  20  May,  1803.     Dismissed  2  August,  1869. 

l^tcvonKon,  TiOwiH. 

Acting  Third  Assistant  Engineer,  1  October,  1802.     Resigned  24  October,  1862. 
NteveiiHon.  ^Villiain. 

Master,  10  April,  1812.     Died  28  August,  1813. 
StevenNon,  \Villiain  T. 

Assistant  Paymaster,  25  November,  18(i9.     Resigned  8  August,  1873. 

Stewart,  Albert. 

Acting  Third  Assistant  Engineer,  5  March,  1804.     Honorably  discharged  25  July, 
1805. 
Stewart,  A.  ^Inrray. 

Acting  Assistant  Paymaster,  13  September,  18G2.     Mustered  out  5  October,  1865.. 
Stewart,  An<lrew. 

Midshipmuu,  8  November,  1803.     Resigned  27  June,  1808. 

Stewart,  Charles. 

Lieutenant,  y  March,  1708.     Commander,  19  May,  1804.     Captain,  22  .Vjjril,  l^of 
Reserved  list,  14  September,  1855.     Senior  Flag  Otlieer  on  Active  list,  20  April, 
1859.     Retired  list,  21  Decemi>er,  1801.     Rear-Admiral  on  Retired  list,  16  Julv, 
1802.     Died  0  November,  1809. 
Stewart,  Charles. 

Acting   Assistant   Paymaster,    11    September,  1802.     Mustered   out    20   January, 
1807. 
Stewart,  Charles  A. 

Mate,  5  June,  1SG2.     Acting  P^nsign,  31    August,  1803.     Resigned    14    February, 
1805.      Acting  Ensign,  10  March,   1805.     Honorably  discharged  21   January, 
1808. 
Stewart,  Charles  S. 

Chaplain,  1  November,  1828.     Died  14  December,  1870. 
Stewart,  Ilavid  A. 

Midshipman,  23  October,  1802.     Graduated  June,  1800.     Ensign,  12  March,  ISOa 
Resigned  12  March,  1809. 

Stewart,  1>.  K. 

Midshipman.  1  February,  1814.     Lieutenant,  13  January,  1825.     Killed  in  a  due. 
0  August,  1835. 

Stewart,  Fdwin. 

Assistant  Paymast  r,  9  September,  1861.     Paymaster,  14  April,  1802.     Pay  In»pe<- 
tor,  8  March.  15*9. 
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Stewart,  Henry. 

Assistant  Surgeon,  32  October,  1868.     Surgeon,  6  October,  1878. 

Stewart,  Ileiirj^  H. 

Third  Assistant  Engineer,  23  March,  1848.  Second  Assistant  Engineer,  13  Sep- 
tember, 1849.  First  Assistant  Engineer,  26  February,  1851.  Chief  Engineer, 
21  July,  1858. 

Stewart,  Ja]iie$»  M. 

Mate,  5  September,  1864.     Honorably  discharged  6  July,  1865 

Stewart,  Jolin. 

Carpenter,  date  not  known.     Resigned  in  1820. 

Stewart,  Joliii  B. 

Midshipman,  9  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.    Lieutenant,  15  September,  1855.    Died  10  November,  1861. 

Stewart,  Johu  W. 

Midshipman,  29  September,  1870.     Graduated  1  June,  1874.     Ensign,  17  July, 
1875. 
Stewart,  Ricbard. 

Midshipman,  15  November,  1809.     Resigned  1  March,  1824. 

Stewart,  Robert. 

Midshipman,  20  June,  1799.  Lieutenant,  23  February,  1807.  Last  appearance  on 
Records  of  Navy  Department.    Drowned. 

Stewart,  Thomas. 

Gunner,  1  July,  1861.     Retired  list,  2  December,  1876 

Stewart,  Thomas  W. 

Mate,  5  August,  1864.     Resigned  8  May,  1865. 

Stewart,  Walter. 

Midshipman,  2  April,  1804.     Lieutenant,  4  June,  1810.     Died  12  April,  1817. 

Stewart,  William. 

Acting  Master  and  Pilot,  1  October,  1864.     Honorably  discharged  1 1  December, 
1865. 
Stewart,  William  F. 

Acting  Midshipman,  23  September,  1857.  Midshipman,  1  June,  1861.  Lieuten- 
ant, 16  July,  1862.  Lieutenant-Commander,  25  July,  1866.  Lost  in  the  "OneitZa," 
21  January,  1870. 

Stewart,  William  G. 

Midshipman,  25  November,  1802.     Last  appearance  on  Records  of  Navy  Depart- 
ment.    Dead. 
Stewart,  William  H. 

Chaplain,  10  March,  1863. 

Stewart,  William  M. 

Acting  Second  Assistant  Engineer,  23  April,  1864.  Honorably  discharged  4  De- 
cember, 1865. 

Stickney,  John  E. 

Acting  Ensign,  9  June,  1863.  Acting  Master,  27  October,  1864.  Honorably  dis- 
charged 6  November,  1865. 

Stickney,  Joseph. 

Midshipman,  30  April,  1800.     Discharged  6  July,  1801. 

Stickney,  Joseph  L.. 

Midshipman,  26  September,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.     Master,  21  March,  1-870.     Resigned  6  September,  1871. 

Stiles,  Edward  A. 

Third  Assistant  Engineer,  8  September,  1863.  Retired  24  October,  1866.  Pro- 
moted to  Second  Assistant  Engineer  on  Retired  list,  15  July,  1867. 

Stiles,  Edward  C. 

Midshipman,  13  December,  1839.  Passed  Midshipman,  2  July,  1845.  Resignec 
17  August,  1847. 
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MtilOM,    TOMIlMOIHl. 

Acting  Master  and  I'ilot,  14  May,  ISGI.  Actiiij;  Volunteer  Licutcnnnt,  25  June, 
ISC.ii.      Di.'.l  2ii  N()veml)er,  1«G3. 

StilliiiK!^.  Stiiiiiiol  V. 

ActiiiL,' Thiril  Assistant  Engineer,  20  May,  1802.  Actintj  Secon<l  Assistant  En- 
gineer, 10  January,  18G4.     Hunorably  discharged  8  November,  IbGiJ. 

Klilliiinn,  J.  B. 

Assistant  Surgeon,  28  March,  1820.     Died  21  March,  \H2r). 

StillNoii,  Daniel  C. 

Acting  Tliir.l  Assistant  Engineer,  20  January,  1802.  Resigned  22  July,  1802. 
Acting  Second  .\ssistant  Engineer,  17  August,  1MG3.  Acting  First  Aesistant 
Engineer,  IG  NovciuIxt,  18G4.     Honorably  discharged  17  July,  18G5. 

StillwoII,  JaiiiOH. 

Miilshipman,   1)  September,  1847.     Passed  Midshipman,   15  June,  1854.     Ma.ster, 
15  Scj)tcinlicr,  1855.     Lieutenant,  10  September,  1S55.     Lieutenant-Commander, 
10  July,  18G2.     Resigned  21  December,  1807. 
!!»(ilIwoll,  Kic'liard. 

Mate,  15  July,  1803.     Resigned  18  December,  1803. 
Stiiiior!4,  Allen  C 

Third  Assistant  Engineer,  11  January,  1849.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     First  Assistant  Engineer,  21  May,  1853.     Chief  Engineer,  21  July, 
1858.     Resigned  3  August,  1805. 
Stinipj^on,  JanieH  If. 

Acting  Master,  8  April,  1862.     Honorably  discharged  20  December,  1867. 
St-inipson.  IVfelvin  0> 

Acting  Third   Assistuut  Engineer,   20  November,  1802.      Dismissed  2  August, 
1804. 
StiinHon,  J.  S. 

Acting  Assistant  Paymaster,  5  December,   18G2.      Mustered  out  15  November, 
1805. 
SliniHon,  John  \%\ 

Carpenter,  15  April,  ISJ'J.     Retired  20  January,  1806. 
Stinmon,  Oliver  T. 

Carpenter,  20  July,  1801.     Died  15  August,  1804. 
Sfimson,  TlioniaM. 

Acting  Third  Assistant  Engineer,  10  September,   1803.     Honorably  discharircd 
15  August,  1805. 
Stinernck,  William  A. 

Acting  Third  Assistant  Engineer,  14  September,  1803.     Resigned  (Sick.)  17  Octo- 
ber, 1804. 
StinesA,  Saninel. 

Master,  27  October,  1812.     Dismissed  5  January,  1814. 
StinNon,  Herbert  C 

Midshipman,  30  September,  1804.  Graduated  Juno.  18G8.  Ensign,  19  April. 
ls(i9.     Master,  12  July,  1870.     Died  21  December,  1871. 

Sfirline*  Yates. 

.Vctii-g  Miilshipman.  27  September,  1800.     Ensign,  2H  May,  1803.     Master,  10  No- 

vcinhiT,     1805.       Lieutenant,     in    Xuvcnilx-r      isr.i;        f.iiMit.rinitCmmii'ni'l'"- 
12  March,  1S(;8. 

stiteN.  Iflattliew. 

.V<  ting  First  Assistant  Engineer.  17  June,  1804.     Resigned  5  October,  1864. 
siitrM.  William  II. 

.Vctiiig  Second  -Vssistant  Engineer,  13  February,  1804.    Resigned  (Sick,)  21  April, 

l>*li5. 

Stitli,  liawrenee  W. 

.Master,  31  .January,  1809.     Dismi.ssed  20  August,  1812. 
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f^titli,  St.  John. 

Master,  18  June,  1812.     Resigned  27  November,  1812. 
Stiver,  William  C. 

Mate,  27  January,  1864.     Acting  Carpenter,  1  February,   1864.     Honorably  dis 
charged  19  July,  1865. 
Stivers,  George  W. 

Third  Assistant  Engineer,  3  December,  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     First  Assistant  Engineer,  11  October,  1866. 
Stivers,  Henry  H. 

Cadet  Engineer,  Naval  Academy,  1   October,   1873.     Graduated   20  June,  1876. 
Assistant  Engineer,  1  July,  1878. 
Stivers,  James. 

Acting  Third  Assistant  Engineer,  7  August,  1863.     Acting  Second  Assistant  En- 
neer,  30  June,  1864.     Dismissed  6  December,  1865 
Stivers,  William. 

Acting  Third  Assistant  Engineer,  30  January,  1867.     Mustered  out  14  May,  1868. 
St.  John,  John. 

Carpenter,  17  July,  1801.     Warrant  returned. 
St.  John,  O.  P. 

Mate,   19   April,  1863.     Acting   Ensign,   6   June,   1863.     Honorably   discharged 
24  February,  1866. 
St.  John,  Osear. 

Mate,  1861.     Ajipointment  revoked  23  January,  1862. 
St.  John^  Henry. 

Acting  Assistant  Paymaster,  30  Aug,ust,  1863.     Mustered  out  39  November,  1865. 
St.  Medard,  Peter. 

Surgeon,  14  July,  1799.     Died  in  March,  1833. 
Stoekbridge,  Joseph. 

Chaplain,  8  September,  1841.     Retired  list,  14  July,  1873. 
Stocker,  Henry  T. 

Sailmaker,  1  July,  1850. 
Stoeker,  William. 

Boatsvs^ain,  16  December,  1881.     Resigned  14  June,  1833. 
Stockholm,  Andrew. 

Acting  Ensign,  3  August,  1"864.     Dismissed  7  November,  1864. 

Stocking,  R.  M. 

Gunner,  33  December,  1849.     Dismissed  29  Seplemlrji'.  1856. 

Stockton,  C.  C. 

Midshipman,  1  January,  1813.     Resigned  30  October,  1813. 

Stockton,  Charles  H. 

Midshipman,  14  November,  1861.     Graduated  September,  1865.     Ensign,  1  De- 
cember, 1866.     Master,  13  March,  1868.     Lieutenant,  36  March,  1869. 

Stockton,  Edward  C. 

Midshipman,  16  October,  1849.      Passed  Midshipman,   13  June,  1855.     Master, 
16  September,  1855.     Lieutenant,  7  February,  1857.     Dismissed  30  June,  1858. 

Stockton,  Francis  B. 

Purser,  11  March,  1829.     Died  15  January,  1858. 

Stockton,  H.  H. 

Midshij^man,  1  July,  1837.     Resigned  5  September,  1833. 

Stockton,  Henry  T. 

Midshipman,  30  July,  1865.     Graduated  4  June,   1869.     Ensign,  13  July,  1871 
Master,  3  June,  1873.     Lieutenant,  2  February,  1878. 

Stockton,  Horatio. 

Midshipman,  34  January,  1815.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.    Frigate  "  Ouerriere.''^ 
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Sfookton.  J  oil  II.  .Ir. 

.Mi.lsliii.maii,  2  April,  1801.     Uesigned  17  OctnLn-.  1808. 

Stoikton,  1>.  A. 

Midshiimiaii,  1    Fchruftry,  1^23.     Passed   Midsliipinaii.  2:?  Manli,  1829.     Lieuli-ii- 
ant,  3  Marcli,  lt<:il.     Hi'aij,'iied  1-1  Fibniury,  li<:U. 

Slo<'k<on,  Itobert  F. 

Mid>lii|im:iii.  1    Stptciiiltcr.   1M11.     MciitciiaMt,  !»   ncccnibcr,   1814.     Commander, 
27  May,  l^:iO.     Captain,  8  December.  ls:;s.     IJtsigiied  28  May,  18.">0. 

Stookfon,  S.  \V. 

Midshipnian,  1  December,  1821.     Passed  Midshipman,  21  May,  1828.     Lieutenant, 
27  May,  18:50.     Died  21)  Movember,  18:50. 

Stock \voll,  I.<>vi  K. 

Assistant  Payniasttr,  25  November,  1801.     Paymaster,  4  August,  180:3.     Uesigned 

21  >iuvenii)tr,  lti05. 

SlookfFOlI.  Mark. 

Purser,  :iO  August,  1800.     Discharged  3  September,  1801,  under  Peace  Establish- 
ment Act. 
Sto(l«lar«l.  .4.  1>. 

MhUliipuian,  10  January,  1809.     Kesi^'I)(■d  12  .Inly,  180!). 

Sto<l<liir<I.  C'liarlcN. 

A(  tinu'  Mastt  r,  27  May,  1801.     Disniisscd  10  December,  1801. 

Stoddard,  Khoii  M. 

Act iiii^  :Mastir,  29  October,  1801.     Aetini,'   Volunteer   Lieut<"naut,  17  March,  1865. 
Honorably  discharged  11  April,  1800. 
Stoddard.  .laiiiCN. 

Mate,    gallant   cunduct   in   action    at    Yazoo    City,    14   April,    1804.      Resigned 
20  May,  1805. 
Stoddard,  J.  S. 

Midsbipnian,  2  February,  1829.     Resigned  24  November,  1832. 

Sto«l4lard,  I.iitlior. 

Midshipman,   1    April,  1827.     Passed   Midshipman,    10  June,   183:5.     Lieutenant, 
8  December,  1838.     Commander,  14  September,  1855.     Died  29  August,  1859. 

Stoddard.  IViilinin  R. 

Acting  .NLister,  i:i  November,  1801.     Appointment  revoked  (Sick,)  80  November, 

lsc,4. 

Stoddor.  TiOiiiH  N. 

Acting  Master,  20  December,  1801.     Acting  Volunteer  Lieutenant.  10  January, 
1803.     Honorably  discharged  20  November,  1805. 
Stoddor.  Sotli. 

Midshi])nKui,  4  July,  1805.     Resigned  3  March,  1806. 
Stoddort,  R.  F. 

Midshipman,  8  November,  1800.     Last  appearance  on   Records  of  Navy   Depart- 
ment.    Resigned. 
Stoover.  J.  C 

Acting  Assistant  Paymaster,  7  February,  1805.     Mustered  out  1  October,  1805. 

StokoM.  I>avid  .11. 

Mi.lshipman,  1  May,  1822.     Resigne<l   15  April,  18:53. 

StokoM.  :*!.  s. 

Midshipman,  12  May,  1829.     Passed  Midshipman.  3  July,  18:55.     Resigned  0  Feb- 
ruary, 1839. 
StokoM,  TlioiiiaH  R. 

.Vcting  Ensign.  8  ()(  U)ber,  1802.     Honorably  discharged  31  August,  1805. 

Stollory,  William. 

Acting   Third    Assistant   Engineer,  3   September,  1804.     Honorably   discharged 
10  October,  1805. 
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Stono,  ISrinton. 

Acting  Assistant  Surgeon,  5  December,  1873.     Died  21  January,  1875. 
Stones  diaries  A. 

Midshii)inan,  27  July,  1864.      Graduated  June,  1808.      Ensign,  19  Aprii,   18G9. 
Master,  12  July,  1870.     Lieutenant,  3  September,  1872 
Stone,  diaries  F. 

Acting  Waster,  15  August,  18G1.     Dismissed  3  September,  1801 
Stone,  Cbarles  II. 

Second  Assistant  Engineer,  24  August,  1801.     Resigned  10  June,  1865 
Stone,  Daniel. 

Mate,  9  March,  1804.     Died  30  August,  1804. 
Stone,  Edward  £. 

Midshipman,  19  October,  1841.     Passed  Midshipman,   10  August,  1847.     Master, 
14  September,  1855.     Lieutenant.  15  September,  1855.    Lieutenant-Commander, 
16  July,  1862,     Commander,  25  July,  18G6.     Retired  list,  5  January,  1874. 
Stone,  Francis. 

Midshipman,  1  May,  1822.     Resigned  17  November,  1828. 
Stone,  George  W. 

Acting  Assistant  Paymaster,  5  August,  1861.     Mustered  out  8  November,  1805. 
Stone,  Henry  O. 

Acting  Master,  3  January,  18G2.     Died  17  February,  1865. 
Stone,  John  T. 

Midshipman,  17  December,  1810.     Resigned  10  March,  1812. 
Stone,  John  T. 

Acting  Second  Assistant  Engineer,  22   January,  1803.      Honorably  discharged 
27  October,  18G5. 
Stone,  Josiah. 

Acting  Master,  7  September,  1801.     Dismissed  10  May,  1862. 

Stone,  Moses  J%\ 

Mate.     Resigned  6  February,  1863. 

Stone,  Phineas. 

Midsliipman,  31  January,  1800.     Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 

Stone,  Phineas  J.,  Jr. 

Acting  Assistant  Paymaster,  31  March,  1863.     Mustered  out  9  April,  18G0. 

Stone,  Richard  J. 

Acting  First  Assistant  Engineer,  13   November,  1863.      Honorably   discharged 
1  October,  1865. 
Stone,  Robert. 

Acting  Assistant  Surgeon,  1  September,  1864.     Resigned  11  May,  1865. 

Stone,  Theodore. 

Mate,  3  May,  1864.     Appointment  revoked  7  November,  1805. 

Stone,  William  !<. 

Acting  Volunteer  Lieutenant,  21  September,  1801.     Resigned  29  March,  1862. 

Stoneall,  Washington. 

Acting  Ensign,  1  October,  18G2.     Dismissed  21  September,  1803. 

Stoney,  George. 

Midshipman,  21  September,  1870.    Graduated  17  September,  1875.     Ensign,  9  Oc- 
tober, 1876. 
Stoodley,  IVathaniel. 

Master,  14  August,  1813.     Resigned  6  April,  1822. 

Storer,  Edward. 

Puiser,  6  October,  1840.     Dismissed  10  April,  1850. 

Storer,  Frederick. 

Midshipm-an,  20  November,  1814.     Lost  at  Sea  in  1815. 
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Ntorcr,  Goorgo  W. 

Midsliipuian,  1(J  Jiinuury,  1809.    Licutcimnt, -M  July,  isi:?.    ('(uninandor,  21  April, 
1SJ8.     Captain,  9  Fchruiiry,  ls:57.     Ri-ur-Atliniral  on  Hitirud  litst,  10  July,  1«(52. 
Died  8  Junuary,  1«04. 
Storor,  Xalluiiiiol. 

^Listtr,  l.">  FilTiiaiy,  iy09.     Ai)i)()iiifintnt  rcvokcil  2  May,  1800. 
Storor,  IColicrt   11. 

^litLsliiiui.aii,  l  NovcmlnT.  ISll.     Dicl  at  Sea  -1  July,  1817. 
Storm,  CiiOori;o  .i. 

Mute,  4  DcLcuiLrr,  1801.     Dismissed  IC  May,  1803, 
SitoriiiOH,  John  ^V. 

ActiM<{  First  Assistant   Enifinccr,  1:5    Dcccniljcr,    1802.     Acting  Chief  Enpfinecr, 
19  January,  1SIJ3.     Ilonoralily  discharged  7  January,  1800. 
StorrH,  A.  II. 

;Mate,  13  December,  1861.     Appointment  revoked  (Sick,)  18  February,  1862. 
StorrM,  CiJoorKC  S. 

AetiuL;  .M it Uliipnuin,  23  September,  1S.")4.     Midshipman,  11  June,  1858.    Resigned 
6  Jlarch,  ISOO. 
Story,  F.  W.  C. 

Midsliipinan,  1 1  March,  1815.     Resigned  22  October,  1817. 
Story,  Ren  boil. 

Acting  ^cionil   Assistant   Engineer,    1    October,    1§C2.       Honorably   discharged 
21  November,  l!SO."). 

Story,  ThoinnM  W. 

blaster,  ~7  Ajuil,  liSlo.     Last  appearance  on  Records  <>f  Navy  Department,  1820. 
Furlougheti. 

Stotesbnry,  William. 

Acting  Third  Assistant  Engineer,  2  September,  1804.     Acting  Second  Assistant 
Engineer,  27  Oct<iber,  1S04.     Honorably  dischargeil  9  Deceuiber,  1805. 
Stoto»ibnry,  William  C. 

Acting  Master,  25  September,  1801.     Dismissed  4  November,  1801. 
Stotliard,  TliomaH. 

Mate.     Acting  Ensign,  7  November,  1802.     Acting  blaster,  4  January.  1805.     Hon- 
orably discharLCed  2. October,  1805.     Acting  Master,  5  Ajjril,  1807.     Mustered 
out  15  December,  1808. 
StotAonberff,  John  II. 

Mute,  15  March,  1802.     Died  on  "  Honduras;'  19  July,  1804. 
Stott,  John  W. 

Acting    Third    Assistant   Engineer,   10   December,   1803.      Resigned    27    April, 
1805. 
Ston^hton,  Soih. 

Mate,  1  October,  1802.     Resigntnl  8  January,  1863. 

Stont,  A.  C. 

Midshipman,  16  January,  1809.     Lieutenant.  9  December,  1814.     Last  appearance 
on  Records  of  Navy  De2)artmcnt,  1815.     Lake  Erie. 
Stont,  CharloH  II. 

Mate,  13  August,  1863.     Resigned  31  May,  1804. 
Stont,  Fdward  C. 

Midshii)man,   18  February,  IMJO.     Passed  Midshipman,  11   July,  18J0.     Master, 
6  October,  1854.     Lieutenant,  4  June,  1855.     lA»t  in  "/^ra/i/,"18  September, 
isco. 
Stont,  Jacob  I>. 

Muster's  Mute,  date  not  known.    Last  appearance  on  Records  of  Navy  Department. 
Stout,  John. 

Uoatuwaiu,  21  July,  1S.50.     Resigned  20  Munh,  1853. 
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Stout,  Jojiiepli. 

Lieutenant,  3  July,  1798.     Discharged  G  July,  ISO  1,  under  Peace  Establishment 
Act. 

StonU  M.  W. 

IVIidshipnian,  13  November,  1813.     Died  8  August,  1820. 
StOTor,  A1»nor  I>. 

Acting  Ensign,  18  December,  18G2.     Honorably  discharged  9  November,  1865. 
Stover,  £i>liraiin   S. 

Mate,  1  March,  1864-    Hono-rably  discharged  29  October,  1867. 
Stover,  George  H. 

Acting    Third   Assistant    Engineer,   25   October,   1862.      Apjiointment  revoked 
21  March,  1864. 
Stow,  Frederick  R. 

Acting  Assistant  Paymaster,  10  July,  1863.     Died  5  January,  1865. 
Stow  ell,  Elias. 

Mate,  8  May,  1862.     Appointment  revoked  25  November,  1862. 

Strain,  Isaac  G. 

Midshipman,  11  December,  1837.     Passed  Midshipman,  29  June,  1843.     Lieuten- 
ant, 27  February,  1850.     Died  14  May,  1857. 
Strandberg,  F.  A. 

Acting  Ensign,  2  May,  1863.     Acting  Master,  13  July,  1865.     Resigned  4  Septem- 
ber, 1868. 

Strange,  Clarence  A. 

Assistant  Engineer,  30  October,  1875.     Died  30  December,  1877. 

Stratton,  Franklin  A. 

Civil  Engineer,  1  January,  1867.     Died  18  July,  1879. 
Stratton,  Norman. 

Civil  Engineer,  2  March,  1876. 

Stranb,  Ambrose  W. 

Acting  Third  Assistant  Engineer,  6  June,  1864.     Honorably  discharged  30  Octo- 
ber, 1865. 
Stranch,  D.  B. 

Acting  Third  Assistant  Engineer,  1861.     Resigned  8  February,  1862. 

Streepey,  Charles  C. 

Acting  Second  Assistant  Engineer,  3  July,  1863.     Honorably  discharged  17  No- 
vember, 1865. 

Street,  George. 

Acting  Third  Assistant  Engineer,  23  September,  1864.     Dismissed  15  November, 

1864. 

Street,  Jolin  W. 

Acting  Third  Assistant  Engineer,  4  December,  1862.     Acting   Second  Assistant 
Engineer,  17  November,  1864.     Honorably  discharged  4  December,  1865. 

Street,  Miles. 

Midshipman,  18  June,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1816.     Dismissed. 
Street,  S.  A. 

Midshipman,  4  March,  1822.     Resigned  7  July,  1830. 
Street,  Thomas. 

Gunner,  13  November,  1799.     Discharged  18  April,  1802. 
Street,  William  T. 

Acting  Master,  16  December,  1861.     Honorably  discharged  8  December,  1865. 

Streets,  T.  Hnll. 

Assistant  Surgeon,  13  April,  1872. 

Stremmell,  Jlenry. 

Sailmaker,  24  June,  1857.     Died  21  April,  185S. 
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S(ril>liiiK,  CoriieliiiH  K. 

Midsliipman.  ly  June,  isrj.     TJontennnt,  1  April, 1S18.     Commnndcr,  2S  Junuai  v, 
1840.     C!ij)taiii,  1  Aii-^Mist,  1M.'»:{.     Itdind  list,  21  Dcronilur,  l^Ol.     Cotninodoro 
on    Retired   list,    10  July,   lbG2.     Ktur-Aduiirul,   lictircd   list,  2.3  July,  IbOO. 
Dicil  17  January,  1880. 
Stribliiit;,  John  M. 

Aetiii^  Mi<isliipnian,  7  October,  IS.Il.  Midshipmnn,  10  Juno,  IS.'Jl.  Pnnsod 
Miilshipinan,  22  Nnvemlier,  isr.c.  Master,  22  Junuury,  l«o8.  J^ieutc-nunt, 
Hi  March,  1800.     Kesigned  M  January,  18U1 

StricklaiKl,  <iioorffc  I>. 

A.ssistaut  EngiiK-er,  1','  January,  1870. 
Ntriclilaiid,  Paul  n. 

Attiiii^    First    AssisUuit  Engineer,   1    November,   1803.      Resigned   29   August, 
lj*i;:j. 
8(riol>}',  Joint  A. 

Acting  Third  Assistant  Engineer,  9  Julv,  18G3.     Honorably  discharged  25  July, 
1805. 
Striker,  Tlioodoro. 

Mate,  11  OitolHT,  18G1.     Resigned  11  July,  1802. 
Strineor,  i.oorKC. 

Aetiiijr  Tliinl    Assistant    Engineer,    23    March,    1805.       Ilonorablv    discharged 
10  June,   ISOO. 
Strin|;or,  Joseph. 

Acting  Third  Assistant  Engineer,  1  January,  1805.     Honorably  discharged  1   Oc- 
tober, lt>05. 
Striiif;1iaiii,  Silan  II. 

Midsliipir.an.   15  November,  1800.     Lieutenant,   9  Derember,  1814.     Commander, 
3  Mareli,  18:51.     Cajjtain,  8  Sejjtcmber,  1M41.     Retired  list,  21    December,  IbOl. 
Rear-.Vdmiral  on  Retired  list,  10  July,  1802.     Died  7  February,  1870. 
Strong;,  AiiKiiMtiis  R. 

Midshipiiiaii,  20  June,  1823.     Passed   Midshipman.  23  March,  1820.     Lieutenant, 
21  June,  ]s:{2.     Died  18  October,  1834. 
Strong,  Kditard  T. 

ilate,  24  November,  1802.  Acting  Ensign,  15  October,  1803.  Acting  Ensitrn, 
5  Julv,  18il().  Ensign,  12  March,  1808.  Master,  18  J^ecember,  1808.  Lieutenant, 
21  March,  1870. 

Strong,  Frank  Ij 

Acting  Third    Assistant  Engineer,  1   September,    1804.      Honorably  discharged 
14  August,  1805. 
Strong,  Frederick  W. 

Acting  Master,  2  August,  1801.     Honorably  discharged  14  November,  1805. 
Strong,  Henry  A. 

Acting  Assistant  Paymaster,  2!i  Sei)tember,  1801.     Assistant  Paymaster,  12  March, 
1803.     Resigned  15  February,  1805. 
Strong,  JanieA  II. 

Midshipman,  2  February,  1829.     Passed  Midshipman,  4  June,  1836.     Lieutenant, 
8   Septeml)er,  1841.     Commander,   24  April,  1801.     Capt^iin,  5  Aniinst,  1805. 
Commodore,  2  March,  1870.     Rear-.Vdmiral,  25  September,  1873.     Retired  list, 
25  April,  1870. 
Strong,  John  I^.  G. 

Acting  Assistant  Paymaster,  18  September,  1802.     Discliarged  21  March,  1800. 
Strong,  JoH    C» 

Assistant  Surgeon,  11  October,  1700.     Permitted  to  retire  20  May.  IMOl. 
Strong,  Peter  Y. 

Mi»ishipmati,  30  November.  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Frigate  "  Co  n«U  I  lot  ion."' 
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Strong,  William  C. 

Midshipman,  23  September,  1864.     Graduated  June,  1868.     Ensign,  19  April,  1S()9. 
Master,  13  July,  1870.     Lieutenant,  14  June,  1874. 
Strope,  William  H. 

Mate,  3  December,  1863.     Acting  Ensign,  23  April,  1863.     Honoralily  discharged 
23  November,  1865. 
Stroud,  diaries  F. 

Acting  Third  Assistant  Engineer,  19  April,  1864.     Honorably  discharged  8  De- 
cember, 1865. 
Stroud,  liiiioolii^B. 

Mate,  31  October,  1861.     Dismissed  27  May,  1863. 

Stront,  Jesse  B. 

Mute,  4  October,  1864.     Honorably  discharged  7  June,  1865. 

Stront,  liewis  F. 

Mate,  19  July,  1864. 

Strnde,  Sanmel  T. 

Acting  Third  Assistant  Engineer,  9  January,  1863.     Drowned  15  October,  1863. 

Strnnk,  Simon  H. 

Mate,  1  Oct(>l)er,  1863.     Acting  Ensign,  11  June,  1863.     Honorably  discharged 
29  November,  1865. 
Stnart,  Alexander  C. 

Acting  Third  Assistant  Engineer,  1  July,  1863.  Acting  Second  Assistant  Engineer,, 
27  June,  1864.    Honorably  discharged  19  April,  1866. 

Stnart,  Charles. 

Gunner,  22  October,  1859. 

Stnart,  Charles  A. 

Acting  Second  Assistant  Engineer,  19  May,  1863.     Resigned  (Sick,)  13  February, 
1865. 
Stnart,  Charles  B. 

Engineer-iu-Chief,  1  December,  1850.     Resigned  30  June,  1853. 

Stnart,  Baniel  D.  V. 

Midshipman,  24  September,  1863.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  11  February,  1873.     Lieutenant,  9  September,  1876. 

Stnart,  F.  W.  B. 

Mate,  4  April,  1862.     Honorably  discharged  20  June,  1866. 

Stnart,  Frederick  D. 

Acting  Master,  7  July,  1863.     Acting  Volunteer  Lieutenant,  21  November,  1864. 
Honorably  discharged  3  February,  1866. 
Stnart,  Frederick  !>.,  Jr. 

Acting  Second  Assistant  EnLMneer,  13  August,  1863.  Dismissed  7  January,  1863. 
Acting  Third  Assistant  Engineer,  3  February,  1863.  Acting  Second  Assistant 
Engineer,  17  March,  1864.     Honorably  discharged  1  December,  1865. 

Stnart,  James  H. 

Assistant  Surgeon,  39  March,  1853.     Lost  in  '■'■Porpoise,''''  1853. 

Stnart,  John. 

Midshipman,  21  June,  1839.  Passed  Midshipman,  2  July,  1845.  Master,  15  Octo- 
ber, 1853.     Died  37  October,  1853. 

Stnart,  John  A. 

Acting  Carpenter,  31  December,  1863.     Honorably  discharged  3  November,  1865. 

Stnart,  Bohert. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master,. 
14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  16  April,  1857. 

Stnbhins,  Victor  B. 

Acting  Third  Assistant  Engineer,  15  February,  1864.  Honorably  discharged 
9  July,  1866. 
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NiabbA,  Naiiiiiol. 

.Mi.l>liil)in:iii,  2  Dcccinlicr,  IT'.H).     Hi'si«,'ned  U  Fehnuiry,  1801. 

NtU4l4>l»ak('r,  Iloiiry. 

.Mate,  M  Jaiuiaiy,  isill.     .\[)pointmcnt  revoked  (Sick,)  IS  July,  1804. 
Stii«lloy,  Itraddock  €i. 

Mate,  2y  Jiiuuary,  18(51.     Ilonoraljly  ilischarged  15  April,  1808. 

StiKlloy,  i:. 

Act iti!^  Ensign,  Coast  Survey  duty,  21   June,  1807.     Mustered  out   30  November. 

Itrif.s. 

StiKlIoy,  Ira  K. 

Acting  Master,  12  August,  18G1.     llonorahly  <lischurged  3  Octoljcr,  ISOo. 

NtnlK  i:iie  W. 

Miilsliipninn,    1    June,    1828.      Passed    Mid.sliipnian,    11    .lunc,    1834.      Resigncil 
lU  .November,  1838. 

>Stiimi>,  T.  B.  C. 

'riiird  Assistant  Engineer,  20  February,  1851.     Second  Assistant  P^ngineer,  21  May. 

lb~)',i.     First  Assistant  Engineer,  9  May,  1857.     Name  stricken   from  the  I{r)ll  2",' 

May,  1801. 
Sturdy,  E<lward  W. 

Midshipman,  25  February,  18(53.     Graduated  June,  1807.     Ensign,  18  Deceminr, 

1808.     Master,  21  March,  1870.     Lieutenant,  20  July,  1871. 

Sturgeon,  John. 

Mate,  11  January,  1803.     Resigned  27  February,  1805. 

SturKCM,  Iloiiry  I... 

Acting  Master,  28  October,  1801.     Honorably  discharged  29  September,  1805. 

SturgiH,  JaiucH  R. 

Mate,  5  June,  1802.     Appointment  revokfMJ    11   .March,  1803.     Mate,  2   September. 
1803.     Died  8  January,  1804. 
Stnriiiaii,  F.  II. 

Mid.shipniun,  2  Ajjril,  1804.     Resigned  3  October,  1808. 
Sturtovaiif,  CliarloH. 

Acting  Assistant  Surgeon,  5  September,  1803.     Honorably  discharged  18  January, 
1800. 

Stntts,  Henry  P. 

Acting  Third  Assistant  Engineer,   27   January,   1804.      Hom)rably   discharge.! 
8  August,  1805. 
Sluyvcsant,  Henry. 

Acting   Assistant   Paymaster,   7   October,    1803.     Appointment   revoked    (Sick,) 
11  November,  1804. 
Stuyvesant,  Moses  H. 

Acting  Midsliipman,  29  September,  1850.     Mi«lshipman,   15  June,  1800.     Master. 

19  September,    1801.      Lieutenant,   10    Julv,    1.S02.      Lieutenant-Comman«ler 
11  April,  1806.     Resigned  18  Decenaber,  1808. 

Sneli,  James. 

Mate.     Dismissed  0  June,  1802.     Re-appointed  Mate,  C  November,  1SG2.     Diid 

20  December,  1803. 
Sn<ldardH,  James. 

Assistant  Sur^'eou,  17  May,  1849.     Surgeon,  24   April,  1801.     Medical  Inspect<tr, 
3  Marcli,  1871.     Medical  Director,  5  April,  1875. 

Sa^^Kede,  T.  H. 

Miilshipman,  1  December,  1800.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1^)15. 
Su);es,  ^Villiam  K. 

Midsliipman,  27  February,  1799.     Discharged  27  Scptcn;ber.   ISOI.  under  Pe.i<  o 
Establishment  Act 
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Siilliraii,  Daniel. 

]Mate,  19  FcbiLuiry,  1864.     Honorably  discharged  16  September,  1865. 

ISnIlivnii,  Harry  It. 

Assistant  Paymaster,  16  June,  1880. 
Siillivaii,  James. 

Acting  Third    Assistant  Engineer,  14   January,  1863.     Dismissed   28  August, 
1863. 
SiilliTan,  James. 

Acting    Second    Assistant    Engineer,    30    June,    1864.      Honorably   discharged 
10  December,  1865. 

Snllivan,  James  F. 

Acting  Third  Assistant  Engineer,  16  November,  1863.     Resigned  26  April,  1864. 

SnlliTan,  James  J. 

Acting  Third  Assistant  Engineer,  20  April,  1863.     Actini^  Second  Assistant  En- 
gineer, 5  December,  1864.     Honorably  discharged  31  November,  1865. 
Snlliran,  Jeremiali. 

Midshipman,  7  February,  1799.     Resigned  28  July,  1799. 

Sullivan,  Jeremiah  €. 

Midshipman,  13  October,  1848.     Resigned  14  April,  1854. 
Sullivan,  John. 

Acting  Ensign,  11  June,  1863.     Honorably  discharged  31  October,  1865. 

Sullivan,  John. 

Acting  Boatswain,  1  March,  1864.     Appointment  revoked  21  March,  1865. 

Sullivan,  J.  C 

Midshipman,  1  December,  1814.     Resigned  10  May,  1828. 

Sullivan,  John  Clyde. 

Assistant  Paymaster,  13  July,  1870.     Passed  Assistant  Paymaster,  6  September, 
1878. 
Sullivan,  John  C 

Mate,  25  January,  1862.     Deserted  31  March,  1862. 

Sullivan,  John  M. 

Midsliipman,  1  March,  1815.     Lieutenant,  13  January,  1835.     Died  21  February, 
1833. 

Sullivan,  John  T. 

Midshipman,  10  October,  1862.     Graduated  June,  1867.     Ensign,   18   December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Sullivan,  liUcien. 

Third  Assistant  Engineer,  12  July,  1861.     Second  Assistant  Engineer,  18  Decem- 
ber, 1862.     Resigned  5  April,  1866. 
Sullivan,  Timothy  S. 

Mate,  24  October,  1863.     Died  13  March,  1872. 

Sully,  James  R. 

Midshipman,  1  February,  1827.     Passed  Midshipman,  10  June,  1833.     Lieutenant, 
9  December,  1839.     Died  28  January,  1840. 

Summers,  John  W. 

Mate,  30  August,  1864.      Resigned  (Sick,)  21  March,  1865. 

Summers,  Jj.  W.  P. 

Midshipman,  9  June,  1831.     Lost  in  the  '^ Sylph'''  in  August,  1831. 

Summers,  R.  M. 

Midshipman,  1  February,  1814.     Cashiered  25  March,  1821. 

Summers,  William. 

Gunner,  10  June,  1861.     Dismissed  17  October,  1861.     Dismissal  revoked  14  No 
vember,  1861.     Warranted  6  March,  1862.     Dismissed  30  September,  18G2. 

Summers,  William. 

Gunner,  10  June,  1861.    Dismissed  30  September,  1862. 
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SiiiniiKTS,  Williiiin  II. 

A(  tiiiLj  Knsi;,'!!,  l.~»  June,  18G1.     Acting  Master,  11  May,  18C5.     Ilonorablj  dig- 
cliurgL'd  2-1  Oitoljcr,  1805. 
Nuuiiior,  I>iivi(l  II. 

Acting  ^lustir,  22  November,  18G1.     RcBigiuMl  (j  Junuuiy,  1805. 
Sum  nor,  Cioorgc  W. 

Ai'tiiig  JIi<lsliii)iimn,20  Soptcmlx^T,  IHoM.    (iniduutcd  1802.     Licuttnant,  1  August. 
1802.     LicutcmintC-'oiiiiiuimliT,  25  July,  18fj(}.     Comiuander,  i:}  J-Jue,  iblti. 
NiiiiMvulf,  Frodcriok  G. 

'1  liiid  Assi:  t;iiit  KiiginetT,  W  August,  1853.     Dismissed  29  September,  1854. 
NliiKlsf  riiiii,  <Ho('. 

Mat.',  5  June,  18G2.     Acting  Ensign,  27  October,  1803.     Resigned  20  Ai)ril,  1804. 
NnnNlroiii,  Ulark  Triioiiinii. 

Third  Assistant  KiH^iiict  r,  1  I'tbruary,  1803.     Second  Assistant  Engineer,  15  Octo- 
biT,  18(;:!.     KL'signcd  10  November,  1805. 
Nurrofto,  TlioinaH. 

Male,  27  Nuviiulter,  1803.     Appointment  revoked  (Sick)  17  March,  1804. 
NiidK'rliiiKl,  Alan  I*. 

Acting  'Ihird  Assistant  Engineer,  1  October,  1862.     Dismissed  17  Ai)ril,  1803. 
Nntliorlan<l,  Monlior  A. 

Third  Assistant  Engineer,  17  ^larch,  18G3.     Second  Assistant  Engineer,  1  Septem- 
ber, 18G4.     Resigned  15  October,  18G7. 
Swain«  CliarloH. 

Master,  5  Dtccmber,  1798.     "Warrant  returned  l)y  Captain  Nicholson 
Swain,  Oliver. 

Acting  Ensiun,  17  May,  1804.     Died  10  June,  1807. 
Swain,  Samuel  O. 

^late,  10  Octol.er,  1802.     Acting  Ensign,  10  August,  1804.     Honorably  discharged 
2G  January,  18G0. 

Swain,  IVilliam  II. 

Acting  Master,  8  July,  1801.     Appointment  revoked  (Sick,)  23  April,  1803. 
Swan,  Fraineis  II. 

Acting  Assi^ta^t  Paymaster,  9  December,  1801.     Assistant  Paymaster,  9  3Iarch, 
18IJ.").     Passed  Assistant  Paymaster,  4  ^lay,  18GG.     Paymaster,  31  August,  1805. 
Swaney,  John. 

Acting  Ensign,  1  October,  1802.     Acting  ^Master,  7  January,  1S03.     Acting  Volun- 
teer Lieutenant,  19  March,  1864.     Honorably  discharged  1  December,  1805. 
Swann,  Renjaniin. 

Ai  ting  blaster,  14  August,  1801.     Appointment  revoked  20  November,  1861. 
Swann,  Ciieor{;c  IV. 

Cluiplain,  l.>  June,  1844.     Died  22  September,  1844. 
Swann,  Robert. 

Assistant  Surgeon,  2  May,  1874. 
Swann,  Ilobert  P. 

Acting  Ensign,  19  July,  1SG2.     Acting  Master,  25  May,  1803.     Acting  Volantecr 
Lieutenant,  13  Aj)ril,  18GI.     Died  13  Junuary,  18GG. 
Swann,  Samnel  K. 

Assistant  burgeon,  31  May,  1854.     Discharged  10  May,  1859. 
Swann,  Thomas  li. 

Acting  Midsliipman,  8  Dcopmber,   1850.     Midshipman,  15  June,  1P00.     Master, 
19    September,    ISGl.      Lieutenant,    10    July,    lMi2.       Lieutenant-Commander, 
2  May,  18GG.     Commander.  0  January,  1874.     Retired  list,  10  July,  1877. 
Swann,  lil  illiani  S. 

Miilsliipnian,   1    July,   1828.     Pa>*spd    :\Ii(lsliij)inan.   14    June.    1834.     Lieutenant. 
25  February,  1841.     Lost  in  the  "  Orainj/tu,"  20  March,  1843. 
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SM'aiii$4on,  John. 

.  Mute,  8  Juue,  1SG4.     Died  23  January,  1873. 
8\rar(woiit,  Angiistiis. 

Midshi^jman,  1  January,  1812.     Resigned  18  April,  1820. 
Swartwoiit,  John. 

Midsliii^man,  9  November,  1813.     Lieutenant,  28  April,  1826.     Resigned  15  June, 
1831. 

S$wartwont,  Samuels 

Midshipman,   10    May,   1820.      Passed    Midshipman,    4    June,   lS:jl.      Lieuten- 
ant, 9  February,  1837.     Commander,  14  September,  1855.     Died  5  February, 
1867. 
Swartwout,  Samuel. 

Acting  Second  Assistant  Engineer,  4  January,   1862.     Honorably   discharged 
19  December,  1865. 
Swartwout,  Thomas,  Jr. 

Midshipman,  28  May,  1800.     Last  appearance  on  Records  of  Navy  Department. 
29  April,  1801.     Killed  in  a  duel. 
Swartwoiit,  William. 

Mate,  23  March,  18G4.    Acting  Ensign,  24  October,  1864.     Honorably  discharged 
21  November,  1865. 
Swasey,  Charles  H. 

Acting  Midshipman,  28  September,  1854.     Midshipman,  9  June,  1859.     Lieuten- 
ant, 31  August,  1861.     Killed  in  action  4  October,  1862. 
Swasey,  True. 

Acting  Third  Assistant  Engineer,  24  September,  1861.     Dismissed  27  January, 
1862. 
Swasey,  William  M. 

Acting  Eusign,  22  July,  1863.     Honorably  discharged  12  October,  1865. 
Swearengen,  Thomas. 

Midshi]Dman,  2  Ajsril,  1804.     Dismissed  by  Court  Martial  4  May,  1808. 
Sweeney,  John  E. 

Mate,  21  October,  1861.     Resigned  30  August,  1864.     Mate,    18  May,  1866.     Re- 
signed 15  April,  1867. 
Sweeny,  Ilngh  C. 

Midshipman,  18  June,  1812.     Cashiered  in  1821. 

Sweeny,  William. 

Gunner,  31  July,  1802.     Last  appearance  on  Records  of  Navy  Department. 

Sweet,  Frank. 

Acting  Ensign,  22  September,  1864.     Honorably  discharged  8  July,  1865. 

Sweet,  George  F. 

Third  Assistant  Engineer,  20  May,  1863.     Dismissed  30  January,  1869. 

Sweet,  George  J. 

Acting  Assistant  Surgeon,  8  October,  1861.     Honorably  discharged  14  December, 
1865. 
Sweet,  James  P. 

Acting  First  Assistant  Engineer,  24  August,  1864.     Honorably  discharged  22  July, 
1865. 
Sweetzer,  lievi. 

Acting  Second  Assistant  Engineer,  18  September,  1861.     Honorably  discharged 
16  October,  1865. 
Swendson,  Charles. 

Acting  Ensign,  12  March,  1863.     Acting  Master,  1   September,   1864.     Honorably 
discharged  1  November,  1865. 

Swett,  J.  B. 

Acting  Ensign,  1  October,  1862.    Honorably  discharged  23  September,  18 6G. 
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Nwin,  Jonathan  W . 

Micl8hii>inan,  25  Auf,'ust,  1!52:?.  Passed  Miflshipmun,  23  Marrli,  1R29.  Lieutenant, 
:}  Manh,  1H:}1.  lU-served  list,  13  September,  1855.  Comuiodore  oa  ICctircU  IjbL, 
4  April,  iyf>7.     Died  30  July,  1877. 

swin,  .loNcpii. 

(;unm-r,  17  May,  1«58. 
Swin,  re  Koy  £. 

Ai  ting  Kiisii,'!!,  26  October,  18G4.     Honorably  di8charf»ed  12  October,  1868. 
SMif't,  Kobert  U. 

Actiii<x   Btcond   Assistant   Engineer,   21   January,   18G5.     Honorably   discharged 
21  February,  18G8. 
Swift,  H.  H. 

Miflshipman,  1  November,  1827.     Lost  in  ihe"JIomet,''  10  September,  1820. 
Swil't,  TlioiiiaH  W.,  Jr. 

Actinj^  Ensign,  2  SeptemlxT,  ISOI.     Honorably  discharged  25  November,  1805. 

Swift,  William. 

Surir«<'u'3  Mate,  24  July,  1813.     Surgeon,  15  April,  1814.     Retired  list,  25  April, 
IbUl.     Died  27  December,  1864. 
Swin,  IVilliani  C. 

Acting  Third  Assistant  Engineer,  5  June,  1863.     Appointment  revoked  19  Decem- 
ber, i«(;3. 
Swift,  IVillie. 

Midshipman,  25  Septembtr,  lS(i3.     Graduated  June,  1867.     Ensign,  18  December. 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
SwimniH,  J.  II. 

Carpenter,  12  July,  1799.     Dismissed  15  September,  1800. 
Swinburne,  Itilliam  T. 

Mitlsliipman,  20  Scjitomber,  1862.     Gr.iduated  June,  1866.     Ensign,  12   March. 
1^68.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Swinnerton,  Saninel  A. 

Acting  Master,  22  Januar}-,  1862.     Resigned  2  September,  1863.     Acting  Ma.-<ter. 

1  April,  1804.     Honoraljly  discharged  31  October,  1865. 
Swint,  ItewiH  F. 

A(  ting  Third  Assistant  Engineer,  16  August.  1862.     Appointment  revoked  (Sick,) 
9  April,  1S03. 
Sworcl,  Kdward  J. 

Acting  Third  Assistant  Engineer.   14  September,  1804.     Honorably    discliarged 
15  February, .186*).     Acting  Third  Assistant  Engineer,  12  April,  istjO.     Mnsteretl 
out  27  March,  1869. 
SwordM,  Thomas  A. 

Acting  Assi.stant  Paymaster,  5  December,  1864.     Mustered  out  29  September,  1865. 
Sydney,  JoHepli  W. 

Third  Assistant  Engineer,  3  December.  1861.     Second  Assistant  Engineer,  8  Sep- 
tember, 1863.     Died  31  October,  1864. 
Syken,  Saninel  M. 

Acting  Second  Assistant  Engineer,  9  May,  1864.     Honorably  discharged  29  No- 
vemi)cr,  186.">. 
SykeH,  Stephen.' 

Purser.  12  September,  1800.     Last  appearance  on  Records  of  Navy  DcpartmcnL 
Resigned. 
SymnieM,  Frank  J. 

Acting  Third  .\ssistant  Engineer,  under  instruction.  Naval  .\cndemy.  10  October. 
1866.      Third  Assistant   Engineer,  3  June,    1868.     Second  Assistant  Engineer, 

2  June,  1869.     Resigned  18  July.  1871. 
Symnieft,  J.  Ci>. 

bujgeou,  9  .January,  1799.     Last  appearance  on  Records  of  Navy  Dc]>urtmeDL 
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Syiiimes,  Thomas. 

Acting  Master,  30  August,  1861.     Resigned  21  February,  1865. 

Syniins,  O.  O. 

Mate,  3  June,  1864.     Honorably  discharged  20  November,  1867. 
Synionds^  Frederick  M. 

Midshipman,  26  September,  1862.  Graduated  June,  1867.  Ensign,  18  December^ 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 

Synionds,  William. 

Acting  Ensign,  11  February,  1864.     Resigned  20  January,  1865. 

Sypher,  Abram  J. 

Acting  First  Assistant  Engineer,  12  January,  1864.     Resigned  20  May,  1865. 

Taafe,  Christopher  G. 

Acting  Master,  8  May,  1862.     Hoi.orably  discharged  25  August,  1865. 

Tabb,  Bin  Cher  H. 

Midshipman,  17  January,  1849.     Killed  5  March,  1850. 

Taber,  Charles  £. 

Acting  Third    Assistant    Engineer,  29   August,   1863.       Honorably  discharged 
24  August,  1865. 
Taber,  Silas  A. 

Mate,  1  May,  1863.     Resigned  (Sick,)  18  October,  1864. 
Taber,  William. 

Mate,  15  November,  1861.     Appointment  revoked  (Sick,)  28  August,  1862. 
Taber,  William  I>. 

Acting  Ensign,  14  February,  1864.     Honorably  discharged  6  December,  1865. 
Taffe,  Arthnr  F. 

Mate,  29  November,  1863.     Drowned  from  "  Juniata^''''  6  March,  1865. 

Taft,  John  91. 

Midshipman,  25  February,  1863.  Graduated  June,  1866.  Ensign,  12  March,  1868.. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870.     Died  28  October,  1872. 

Taggart,  David. 

Gunner,  18  June,  1834.     Died  at  Sea  13  December,  1836. 

Taggart,  F.  S. 

Midshipman,  1  February,  1814.     Resigned  4  May,  1815. 
Taggart,  William  H. 

Acting  Assistant  Surgeon,  1  October,  1864.     Resigned  18  Januaiy,  1865. 
Taggart,  William. 

Third  Assistant  Engineer,  5  January,  1843.     Second  Assistant  Engineer,  10  July,. 
1837.     Resigned  12  May,  1849. 
Tainter,  Dean  W. 

Acting  Ensign,  1  October,  1862.     Resigned  26  April,  1865. 

Tainter,  George  W. 

Mate,  22  October,  1863.  Acting  Ensign,  22  July,  1864.  Honorably  discharged 
3  November,  1865. 

Tait,  Charles  W. 

Assistant  Surgeon,  24  July,  1837.  Passed  Assistant  Surgeon,  14  March,  1843. 
Resigned  17  November,  1843. 

Talbot,  Cyrns. 

Lieutenant,  21  May,  1799.  Commander,  15  January,  1800.  Discharged  23  Octo- 
ber, 1801,  under  Peace  Establishment  Act. 

Talbot,  John  G. 

Midshipman,  15  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Drowned  19  December,, 
1870. 


GENERAL   NAVV    HKGISTER.  607 

Tulbof,  Levi. 

Gunner,  1:}  July,  18:31.     Died  It  .Iiiiic,  IHll. 
Talbol,  .llortinu-r  K 

Chiiplaiii,  H  SciittMiber,  IMJl.     Died  '>M  Ajiril,  18fi3. 
Talbol,  Kobort  S. 

Tliird  Assistant  En^'ineer,  22  October,  1800.    Second  Assistant  Enpineor, 20  August, 
iMtrJ.     First  Assistant  Engineer,  24  August,  1801.     Resigned  2>  October,  1808. 
Talbot.  SilaH. 

Captain,  11  -May,  17'J8.     Resigned  21  September,  1801. 
Talbot,  Xopiiaiiial 

Third  Assistant  Knginecr,  :5  May.  185!).     Second  Assistant  Knginoer,  i:'.  Muy,  1801. 
First  Assistant  Engineer,  20  .May,  ISiV.i.     Resigned  10  I)ecend)cr,  180."). 
Talootf,  (iiarles  <iiratiot. 

Cadet  KnL;in((  r,  Naval  .\cadeniy,  M  Stptendjcr,  187.'>.     Graduated  10  .June,  1879. 
Taloott,  <iieoi'feo,  Jr. 

.Midshipman,  2:3   November,  1801.     Graduated  September,  18<;."».     Ensign,  1    De- 
cember, 1800.     Master,  12  March,  1808.     Lieutenant,  20  March,  180U.     Lieuten- 
ant-Commander, 25  March,  1880. 
Taloolt,  Ilorjioc. 

Acting  Assistant  Paymaster,  27  September,  1802.     Died  8  May,  1864 
Taleott,  .natthou. 

Midsiiipnian,  20  April,  1798.     Dismissed  10  August,  1798. 
Talcott,  .natthcw. 

Midshi]>nian,  11  September,  1799.     Discharged  15  April,  1801,  under  Peace  Estab- 
lishment Act. 

Taliarerro,  Horace  D. 

Assistant  Surgeon,  20  June,  1838.     Passed  Assistant  Surgeon,  22  November,  1843. 
Resigned  15  November,  1844. 
Talliaferro,  A.  R. 

Midshipman,  2   February,  1829.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  Sei)temi)er,  1841.     Cashiered  20  October,  1843. 
Talliuadge,  It. 

Midshipman,  24  January,  1815.     Lieutenant,  13  January,  1825.     Died  20  Juno, 
1831. 
Talluiaii,  Itciijainiii. 

Carpenter,  25  March,  1802.     Last  ai)pearance  on    Records  of  Navy   Department, 
1  December,  1803.     Furlougiied. 
Talluiaii,  Charles  I-]. 

Sailmaker,  9  January,  1877. 
Tallnian,  Hamilton  M.. 

Midshii)mau,  27  February,  1803.     Graduated  June,  1868.     Ensign,  19  April,  1869. 
Master,  12  July,  1870.     Retired  list,  20  June,  1875. 
Talluiaii,  Henry  C 

Acting  Mitlshipman,  24  September,  1857.     Lieutenant,  1  August,  1802.     Lieuten- 
ant-Commander, 25  July,  1800.     Retired  list,  9  October,  1872. 
Tallnian,  Pel  eg. 

Lieutenant,  10  April,  1799.     Resigned  20  Septeml)er,  1799. 
Tallnian,  William,  Jr. 

Acting  Master,  30  August,  1801.     Honorably  discharged  18  December,  1865. 
Tallon,  John. 

Acting  First  Assistant   Engineer,  1    May,  1803.    Appointment   revoked   (Sick.) 
21  April,  180.5. 
Taney,  J.  St. 

Acting  Ensign,  27  July,  1803.     Honorably  discharged  0  .lune,  1868. 
Taney,  Joseph. 

Midshipman,  20  February,  1800.     Resigned  2  January,  1801. 
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Tanner,  Henry  X. 

Acting  Assistant  Paymaster,  10  July,  18G2.     Died  2  July,  1863. 
Tanner,  John  A. 

Assistant  Surgeon,  20  October,  1875. 
Tanner,  Saninel  W. 

Acting  Assistant  Paymaster,  18  January,  1864.     Mustered  out  22  September,  1865. 
Tanner,  Zera  li. 

Acting  Ensign,  18  August,  1862.     Acting  Master,  29  September,  1864.     Ensign, 
12  Marcli,  1868.     Master,  18  December,  1868.     Lieutenant,  21  March,  1870. 
Tapley,  John. 

Midshipman,  31  January,  1800.  Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 

Tapnian,  Henry  T. 

Third  Assistant  Engineer,  3  August,  1863.     Dismissed  13  September,  1864. 
Tappan,  Aniois  K. 

Acting  Third  Assistant  Engineer,  11  March,  1865.  Honorably  discharged  27  Oc- 
tober, 1865. 

Tappan,  Senjaniin. 

Midshipman,  21   September.  1871.     Graduated  20  June,  1876.     Ensign,  5  Febru- 
ary, 1879. 
Tarbell,  John  F. 

Acting  Assistant  Paymaster,  28  January,  1862.  Mustered  out  11  December,  1865. 
Assistant  Paymaster,  21  February,  1867.  Passed  Assistant  Paymaster,  16  Sep- 
tember, 1868.     Paymaster,  3  April,  1879. 

Tarbell,  Joseph. 

Midshipman,    5   December,    1798.      Lieutenant,   25   August,    1800.     Commander, 
25  April,  1808.     Captain,  24  July,  1813.     Died  24  November,  1815. 
Tardy,  Henry. 

Midshipman,  9  November,  1813.     Dismissed  by  Court-Martial  5  August,  1817. 
Tarr,  Herbert  J. 

Acting  Third  Assistant  Engineer,   19  September,  1862.     Honorably  discharged 
8  February,  1866. 
Tarr,  Robert. 

Acting  Master,  25  January,  1862.  Acting  Volunteer  Lieutenant,  13  April.  1864. 
Honorably  discharged  12  October,  1865. 

Tate,  James. 

Acting  Second  Assistant  Engineer.     Resigned  17  June,  1864. 

Tate,  Robert. 

Acting  Chief  Engineer,  1  October,  1862:      Honorably  discharged  19  November, 

1865. 

Tate,  IVilliam  H. 

Acting  Third  Assistant  Engineer,  12  December,  1861.  Acting  Second  Assistant 
Engineer,  9  February,  1864.     Honorably  discharged  7  October,  1865. 

Tateni;  Robert  li. 

Sailmaker,  22  June,  1861.     Dismissed  24  November,  1880. 

Tateni,  Robert  S. 

Master,  21  July,  1814.     Died  3  January,  1844. 

Tateni,  Samuel. 

Sailmaker,  30  March,  1848.     Died  23  August,  1877. 

Tatem,  Thomas. 

Sailmaker,  10  September,  1849.     Died  3  May,  1853. 

Taten,  John  F. 

Sailmaker,  21  December,  1841.     Resigned  8  June,  1842. 

Taten,  Thomas. 

Sailmaker,  24  November,  1841.     Resigned  7  September,  1843. 
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Tat  nail,  F.dwnr<l  F. 

Midshipman,  17  March,  1838.     Pusscd  Midshipnmn,  20  Muy,  1844.     Died  21  July. 

I  s.-,(). 

Till  nail,  JoMiali. 

.Mi(isliii)niiiii,  1  Janimry,  1812.     Lieutemmt,  1  April.  1H18.     Commander,  25   l-'ili- 
ruary,  ls:{«.     Cai)t!iin,  5  Februarj',  1850.     Hesigned  21  February,  18U1. 
TaKnall,  JohIhIi,  Jr. 

I'urscr,  28  Jiiiic,  is,-i(i.     designed  22  April,  185C. 
TannI,  £iiiory  II. 

.Mi.lshipiiiaii,   22    .Inly,    ISOn.     Gniduatod    .Iiine,    1869.     Ensign,    12   .July,  1870. 
Masltr,  28  Dtfcmlur,  1872.     Lieutenant,  8  August,  1870. 
TanHKi^,  Filward  I>. 

Mi.ishipniaii,  24  .Inly.  1803.     Graduated  .June,  1807.     Ensign,  18  December,  1808. 
^Master,  21  March,  1870.     Lieutenant,  1  January,  1872. 
Tayloo,  Janios  li. 

Acting  MiiUiiipnian,   24   September,   1855.     Midshipman,   15  Juoe,   1800.     DiH- 
niissed  5  July,  1801. 
Tayloo.  John. 

Midsliipiuan,    15    November,   1809.      Lieutenant,  9  December,  1814.      Resignt-d 
31  July,  1823. 
Taylor,  Albert. 

Mate,    s    May.    1802.     Acting    Ensign,    24    November,   1862.     Acting    Master, 

II  Manli,   1805.      IIonorH])ly  discharged   20  January,   1800.      Acting  Master. 
1 1  Dect  inbcr,  1800.     Mustered  out  27  Marcli,  1809. 

Taylor,  .41  Trod. 

Midshipman,  1  January,  1825.     Passed  Midshipman,  4  Juno,  1831.     Lieutenant, 
9  February,  1837.     Commander,  14  Sei)tember,  1855.     Captain,  10  July,  1862. 
Commodore,  27  September,  1860.     Rear-Ackniral,  29  January,  1872.     Retired 
list,  23  May,  1872. 
Taylor,  Ron  jam  in  F. 

Acting  Thinl  Assistant  Engineer,  13  September,  1801.     Acting  Second  Assistant 
Engineer,  23  October,  1802.     Died  4  August,  1803. 
Taylor,  ItnHhrod  II. 

Midshii)nian,  3  April,  1849.     Passed   Midshipman,   12  June,  1855.     Master,  10 
Sei)teml>er,  1855.     Lieutenant,  31  July,  1850.     Lieutenant- Commander,  10  Jul  v. 
1802.     Commander,  14  March,  1808.     Captain,  27  October,  1879. 
Taylor,  CharloH  F. 

Acting  Assistant  Paymaster,  6  February,  1862.     Resigned  7  April,  1805. 
Taylor,  Charles  F. 

Mate,  5  March,  1802.     Acting  Ensign,  5  November,  1862.     Acting  Master,  6  De 
cenibcT,  IMOL     Honorably  discharged  27  August,  1805. 

Taylor,  Clinton  F. 

Mat.-,  20  Jnly,  1804.     Honorably  discharged  10  April,  1806. 
Taylor,  Daniel   O. 

Acting  Mastrr,  27  February,  1862.     Dismissed  22  July,  1803. 
Taylor,  David. 

Acting   Second   Assistant   Engineer,   2   August.    1864.       Honorably  discharged 
19  June,  1805. 

Taylor,  David  P. 

.\ctint,'  Assistant  Surgeon,  28  March,  1864.     Honorably  discharged  28  Octob<'r. 

I8"i."). 

Taylor,  Dndley   F. 

Acting  Master,  IS  January,  1802.     Died,  New  Haven,  Connecticut,  19  July.  1800. 
Taylor,  DnKoniier. 

Midshipman,  16  January,  1809.     Lieutenant.  21  Julv,  1813.     Died  at  Sea  5  Octo- 
ber, 1819. 
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Taylor,  Edward  E. 

Acting  Ensign,  26  February,  1803.     Acting  Muster,  29   September,  1864.     Honor- 
ably discharged  27  September,  i860. 
Taylor,  Elias  €. 

Master's  Mate,  16  November,  1816.     Midshipman,  1  January,  1819.     Lieutenant, 
17  May,  lb28.     Died  20  April,  1832. 
Taylor,  FiteU  W. 

Cliaplain,  23  April,  1841.     Died  23  July,  1865. 
Taylor,  Francis. 

Midshipman,  9  June,  1811.     Drowned  5  October,  1811. 
Taylor,  Francis  C. 

Acting  Third  Assistant  Engineer,  4  May,  1864.     Appointment  revoked  23  May, 
1864. 
Taylor,  Francis  E. 

Mate,  21  April,  1865.     Honorably  discharged  8  January,  1866. 
Taj'lor,  George. 

Acting  Master,  21  January,  1862.     Acting  Volunteer  Lieutenant,  16  August,  1864. 
Resigned  18  February,  1865. 
Taylor,  George. 

Mate,  31  October,  1861.     Acting  Ensign,  6  January,  1863.     Dismissed  5  January, 
1865. 
Taylor,  George. 

Acting  Third  Assistant  Engineer,  12  July,  1862.     Honorably  discharged  14  April. 
1868. 
Taylor,  George  B. 

Midshipman,  10  May,  1820.     Resigned  6  January,  1821. 

Taylor,  George  C. 

Acting  Assistant  Paymaster.  10  October,  1861.     Resigned  19  December,  1863. 

Taylor,  George  W. 

Acting  Second  Assistant  Engineer,  1  October,  1862.  Acting  First  Assistant  En- 
gineer, 28  November,  1863.     Resigned  28  February,  1865. 

Taylor,  George  W. 

Midshipman,  1  November,  1827.     Resigned  19  December,  1831. 

Taylor,  Gorliaiu  C 

Mate,  24  October,  1861.     Appointment  revoked  (Sick,)  31  January,  1863. 

Taylor,  Henry. 

Acting  Ensign,  10  June,  1863.  Acting  Master,  27  December,  1864.  Honorably 
discharged  31  January,  1866.  Acting  Master,  4  August,  1866.  Appointment 
revoked  6  November,  1866. 

Taylor,  Henry. 

Acting  Ensign,  11  December,  1863.     Honorably  discharged  12  May,  1867. 

Taylor,  Henry  C 

Acting  Midshipman,  20  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander, 
12  March,  1868.     Commander,  16  December,  1879. 

Taylor,  Henry  W. 

Acting  First  Assistant  Engineer,  28  May,  1864.     Resigned  17  June,  1865. 

Taylor,  Henry  W. 

Acting  Third  Assistant  Engineer,  7  February,  1865.  Honorably  discharged  27  Oc- 
tober, 1865. 

Taylor,  Hiero. 

Cadet   ]\Iidshipman,  30   September,  1873.     Graduated   18   June,  1879.      Ensign, 
1  September,  1880. 
Taylor,  Hiram  A. 

Mate,  12  August,  1864.     Honorably  discharged  9  August,  1865. 
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'ra,>  l<»r,  JiiiiiOK. 

'.Master,  1!)  .\\>v\\,  181:1.      Discliaigrd  ;'.  iM-lnimn ,  islJ. 
Tuyl(»r,  JaiiiOM. 

Actini,'  Master,  2'J  May,  ISCl.     Ilononiltly  discharged  13  Fel)rimry,  180C. 
Taiylor,  Jiiiiiom. 

Muster,  13  December,  1814.     Last  appciirancc  on   Records  of  Navv   DopartracnL 
1815.     Dead. 
T»}-lor,  JsiiiiOH  It. 

MKl-^liipinaii,  1   .lamiary,  1812.     Lieutenant,  5  March,  1817.     Drowned   10  March, 
1  >  1  1). 

Taylor,  JaiiiOH  yi. 

Surgeon,  •»  Au-^'ust,  1805.     Resigned  27  Sej)teiiil>er,  1N()7. 
Taylor,  JaiiioH  W. 

Acting'  Master  and  Pilot,  15  November,  18(54.    Appointment  revoked  0  Marcli,  1805. 
Taylor,  .F<m4so. 

Miilslii|iiiian,  (■>   December,   1849.     Passed   Midshiinnaii,    12   June,   1855.     Master, 
Ki  September,  1,S55.     Lieutenant,  20  November,  1850.     Resigned  12  Bcptember, 
185l». 
Taylor,  J.  II.  K. 

.Midsliii.iiiaii,  S  March,  18:59.     Resigned  ViO  .Iidy,  1839. 
Taylor,  John. 

.MiiUliipmaii,  Ifi  January,  1809.     Killed  in  action  23  August,  1812. 
Taylor,  .lolin. 

.Mate,  9  .March,  1800.     Resigned  5  August,  1868. 
Taylor,  John  II. 

.Mate,  lU  >i'oveiiil)cr,  180:>.     Honorably  discharged  5  September,  1865. 
Taylor.  John  T. 

.Miiishii.inaii.  2  February,  1829.     Resigned  3  August,  1831. 
Taylor,  John  S. 

Mi(lslii])man.  14   December,   1830.     Passed  Midshipman,   1   July,   1842.     Master, 
23  June,  1849      Lieutenant,  5  February,   1850.     Reserved  list,   13  September, 
1855.     Resigned  18  April,  1861. 
Taylor.  ,Iohn  W. 

Mi(isliii)inaii,  1  Ajjril,  1828.     Dismissed  0  June,  1836. 
Taylor,  John  Y. 

Assistant  Surgeon,  20  September,   1853.     Passed   Assistant   Surgeon,   1    Augoflt, 
isf.l.     Medical  Inspector,  29  June,  1872.     Medical  Director,  20  April,  1879. 
Taylor,  JoNoph. 

Master,  14  July,  1812.     Died  2  January,  1820. 
Taylor,  .loMopli. 

.\eting  Assist^int  Surgeon,  28  September,  1870.   Honorably  discharged  80  June,  1879. 
Taylor,  J.  M'inthrop. 

Assistant  Surgeon,  7  March,  1838.     Surgeon,  1    May.    1852.     Me«lical    Director, 
3  .March,  1871.     Chief,   Bureau  Medicine  and   Surgerv,  21  October,  1878.     Re- 
tired .ist.  19  August,  1879.     Dieil  19  January,  18S0. 
Taylor,  .Martin   li. 

Acting   Third   Assistant   Engineer,  0    September,    1804.     Uonorably  discharged 
23  September,  1805. 
Taylor,  X. 

Mate,  19  June.  1805.     Resigned  14  September,  1867. 
Taylor,  I*«»r«*ir«»r, 

'Carpenter,  17  Aj.ril,  1800.     Resigned  20  April,  1807. 
Taylor,  Petor. 

Acting    Third    .\ssistant   Engineer.  22  October.  1H03,     Acting  Second  Assistant 
Engineer,  8  March,  1865.     Honorably  discharged  27  September,  1805. 
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Taylor,  P.  Ileiirj. 

Third  Assistant  Eugim-or,  10  Februury,  1852.     Second  Assistant  Engineer, 31  May, 
1853.     Resigned  10  September,  185(>. 
Taylor,  Ricbard,  Jr. 

Midshipman,  1  January,  1818.     Resigned  17  January,  1825. 
Taylor,  Richard  H. 

Mate,  30  J  une,  1864.     Honorably  discharged  17  July,  1865. 

Taylor,  Richard  N. 

Acting  Third  Assistant  Engineer,  11  March,  1863.     Acting  Second  Assistant  En- 
gineer, 7  January,  1865.     Honorably  discharged  16  August,  1866. 
Taylor,    Richardson. 

Midshipman,  14  April,  1800.     Discharged  5  June,  1801,  under  Peace  Establish- 
ment Act. 
Taylor,  Robert. 

Midshipman,  1  May,  1822.     Died  in  1823. 

Taylor,  Robert  C 

Acting  Second  Assistant  Engineer,  7  December,  1863.     Dismissed  13  October,  ISO  I . 

Taylor,  Robert  D. 

Third  Assistant  Engineer,  21.  April,  1863.  Second  Assistant  Engineer,  25  July, 
1866.     First  Assistant  Engineer,  31  January,  1873. 

Taylor,  Robert  I^. 

Acting    Third  Assistant   Engineer,   20    August,    1864.      Honorably    dischargeii 
5  July,  1865. 
Taylor,  Thomas  E. 

Acting  Third  Assistant  Engineer,  19  February,  1864.  Honorably  discharged 
28  October,  1865. 

Taylor,  Thriistoii  M. 

Midshipman,  1  April,  1828.     Resigned  28  May,  1836. 

Taylor,  T.  Marston. 

Purser,  3  November,  1834.     Died  6  July,  1870. 

Taylor,  Walter. 

Acting  Third  Assistant  Engineer,  14  September,  1864.    Honorably  discharged 
22  July,  1865. 
Taylor,  W.  B.  G. 

Midshipman,  13  February,  1815.     Resigned  9  June,  1836. 

Taylor,  W.  ».  S. 

Midshipman,  20  June,  1806.     Resigned  10  February,  1807. 

Taylor,  William. 

Gunner,  6  July,  1804.     Last  appearance  on  Records  of  Navy  Department,  5  June, 
1806. 
Taylor,  William. 

Midshipman,  1  January,  1812.     Lieutenant,  5  March,  1817.     Died  13  January, 
1835. 
Taylor,  William. 

Midshipman,  17  December,  1810.     Resigned  5  July,  1811. 

Taylor,  William  A. 

Acting  Ensign,  7  September,  1864.     Honorably  discharged  24  July,  1865. 

Taylor,  William  E. 

Acting  Second  Assistant  Engineer,  15  October,  1863.     Resigned  17  June,  1865. 

Taylor,  William  E. 

Assistant  Surgeon,  3  July,  1859.  Passed  Assistant  Surgeon,  22  August,  1862. 
Surgeon,  5  September  1868.  Medical  Inspector,  31  December,  1876.  Retired 
list,  14  January,  1881. 

Taylor,  William  P. 

Midshipman,  13  June,  1831.     Died  14  December,  1846. 
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Taylor,  William  llogorH. 

Midshipiiiaii,  1  Ajiril,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
10  Fcbniiiry,  1810.  Commander,  14  ScpteinJ-ier,  I8.'5.'j.  Captain,  10  July,  1N»52. 
CommodDre,  25   July,    18(i(J.     liear-Adniiral,  10   January,   1871.     Retired  ii.st, 

7  November,  187:]. 
Taylor,  Williiim  V. 

Lieutenant,  y  Dicemher,  1814.     Commander,  3  March,  1831.     Captain,  8  8cpt«m- 
btr,  1^11.     Htscrved  list,  13  September,  1855.     Died  1 1  February,  1858. 
Tay4»ii.  AiiKiiMliiH  S. 

Aitini,'  .Ma>i.i.  I  OctolMT,  1802.     Resigned  10  June,  1803. 

Teal,  lioiijaiiiiii  F. 

Acting;    Tiiird   As?,ist;iiit    Engineer,    17    .\uguat,    1804.      Honorably   discharged 
24  September,  1808. 
Teal,  Ja<-oi».  Jr. 

Mate.  17  Uctnbtr,  1803.     Resigned  17  May,  1805. 
Teal.  Uilliam. 

.VctiiiLT  'lliiid  Assistant  Engineer,  7  July,  1803.     Honorably  discharged  3  Janii.irv. 

iMiC. 

Telt,  William. 

Sailmakcr,  5   December,  1798.     Last  appearance  on  Records  of  Navy  Departnifiit. 

Temponiiy,  Kli. 

Attiiig  Tiiird  Assistant  Engineer,  10  December,  1802.  Honorably  discharged 
31  October,  18(15. 

Temple,  U'illiam  (•!. 

Midshipman,    18    Ai)ril,    1840.       Passed    Midshipman.    11    July,    1810.       .M:ist<T. 
21  July,  1854.     Lieutenant,  18  April,  1855.     Lieutenant-Commamler,  10  .lul\. 
1802.     Commander,  3   March,  1805.     Captain.  28  August,  1870.     Commodore, 
5  June,  1878. 
Temple.  M'illiam  T. 

Midshipman,   1   September,    1811.      Lieutenant,  1    April,  1818.     Died   2-   June, 
1830. 
Tenant,  MoHen. 

Midshipman,  3  July,  1798.     Resigned  15  December,  171(8. 

Ten  £iek,  .4.  S. 

Midshijjman,  1  September.  1811.  Lieutenant,  27  April,  1810.  Commander,  9  Feb- 
ruary, 1837.     Captain,  10  December,  1843.     Died  28  March,  1844. 

Tengwall,  CharleH. 

Mate.  27  AuiTust.  1803.     Acting  Ensign,  4  January.  1805.     Honorably  discharged 

8  August,  ISC,.-,. 

Tenley,  Wa^liiuKton. 

Acting   First    .Vssistant   Engineer,  31    December,   1S(;3.      Apix)intment    revoked 
(Sick,)  10  June,  18W. 
Tennant,  John. 

Acting  Thir.l  .\ssistant  Engineer,  10  October,  1801.     Dismissed  15  October,  1802. 
Tennant.  TliomaH. 

Ai  tiu^  Tliir.l  As.-istant  Engineer,  23  March,  1805.     Pied  4  September,  1867. 
Tennent,  CjJeorRe  IV. 

Thiril  Assistant  Engineer,  17  Februarj',  1860.     Resigned  6  February,- 1801. 

Tennent,  John  €'. 

Thinl  .Vs->^istant  Engineer.  10  July,  1847.  Second  As.sistant  Engineer,  81  Octobt-r. 
l^is.     Dismissed  5  July,  1849. 

Teniiey,  John. 

Mate,  (i  September,  1804.     Honorably  discharged  17  March,  1800. 

Terrell,  <'liarleH. 

Acting  .Midshipman,  26  September,  1807.  Graduated  0  June,  1871.  Resigned 
80  J  une,  1874. 
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Terrell,  Thomas  C 

Midshipman,  20  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Terrett,  Colville. 

Midshipman,   3  January,   1840.     Passed  Midshipman,   11    July,    184G.      Master, 

I  March,  1855.     Lieutenant,  14  September,   1S55.     Lost  in  "  Levant,''''   18  Sep- 
tember, 1800. 

Terr  ill,  Edward  A. 

Acting  Master,  19  April,  1863.     Honorably  discharged  16  December,  1865. 

Terrill,  Franeis  H. 

Assistant  Surgeon,  22  June,  1875.     Resigned  8  June,  1878. 

Terrill,  George. 

Surgeon,  22  May,  1826.     Resigned  21  September,  1854. 

Terry,  Edward. 

Acting  Midshipman,  21  September,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  3  April, 
1861.      Lieutenant-Commander,  4  January,   1863.      Commander,  31   October, 

1871. 

Terry,  James. 

Midshipman,  16  July,  1814.     Resigned  20  April,  1815. 

Terry.  James. 

Muster,  20  April,  1815,     Cashiered  25  October,  1820. 

Terry,  Josepli  H. 

Purser,  6  June,  1815.     Died  22  August,  1853. 
Terry,  Silas  W. 

Acting  Midshipman,  28  September,  1858.  Ensign,  16  December,  1862.  Lieuten- 
ant, 22  February,  1864.     Lieutenant-Commander,  25  .July,  1866.     Commander, 

II  July,  1877. 
Terry^  Van  Rensalear. 

Acting  Second  Assistant  Engineer,  28  May,  1861.     Dismissed  4  August,  1862. 

Terry,  William  F. 

Assistant  Surgeon,  24  January,  1862.  Resigned  19  October,  1863.  Assistant 
Surgeon,  12  July,  1866,     Resigned  15  May,  1868. 

Tessimoud,  €.  M. 

Mate,  10  September,  1864.     Honorably  discharged  16  August,  1865. 

Test,  Henry  M. 

Acting  Third   Assistant  Engineer,   7   December,   1863.     Honorably  discharged 
15  August  1865. 
Tester,  Abraham. 

Acting  Third  Assistant  Engineer,  18  February,  1864.  Honorably  discharged 
21  August,  1865. 

Tew,  George  W. 

Midshipman,  21  February,  1799.  Lieutenant,  1  April,  1800.  Last  appearance  on 
Records  of  Navy  Department,  30  April,  1801.     Dead. 

Tew,  Henry. 

Mate,  18  April,  1864. 
Tew,  Henry,  Sr. 

Master,  28  March,  1814.    Resigned  27  December,  1814. 

Tew,  Henry. 

Master,  28  June,  1812.     Resigned  27  December,  1814, 

Tew,  James  B. 

Mate,  12  January,  1863.    Acting  Ensign,  31  January,  1865.     Honorably  discharged 
19  October,  1865. 
Tewksbnry,  James. 

Master,  14  December,  1815.    Died  1  September,  1843. 
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'riiiK'lier,  <Hiv<*r. 

Acting  iVIustcr,  4  .Mjircli,  \StVi.     Honorably  discharged  21  November,  1805. 
Tliackara,  Alo\aii<lcr  HI. 

Mi<lsliiini\:m,    'JO   .Inly,    IHC,-).     Oradimted    June,    1809.     Ensign,    12    .Inly.    1«7(. 
Master,  IJ  .Inly,  1.S71.     Licutenimt.  s  N«>vcml)er,  1H7I. 
riiain,  M'illiani  W. 

Acting  Tliiid    .X-^-^istant    Knginccr,    •,'!•    Dcci-inlKT,    18(52.      Ilointiably   <liscliurgi'il 
:!0  uctdluT,  iscr,. 

I'liall,  Kiohard. 

Aitiiig  Tliinl  Assistant  Engineer,  4  Miircli,  1801}.     Acting  Second  Assistjiiii  l.i 
gincer,  1  Fc'brnaty,  \HG~).     lI(Mi(iral)ly  dischiirged  20  June,  1808. 
Tliatolier,  Caleb  K. 

M.ite,  18  Fc'l)inary,  1804.     Ilonofably  discliarged  0  November,  1805. 
Tliatolior,  <iiarloM. 

.\cting  KnsiLrn,  4  .Marcli,  180;}.     Acting  Master,  1    December,  180:5.     Murdered   at 
Kaceousi  I.sland,  La.,  25  November,  1804. 
Tliatohcr.  KdMard  i\ 

Assistant  Snrgeon,  8  .Inly,  1807.     Resigned  1  March,  1873. 
Tliatclior,  Henry  V. 

.\(ting  Assistant  Surgeon,  .'5  Marcli,   1805.     Honorably  discharged   19  Jantiary. 
isdt;. 

Tliafolior,  Henry  K. 

]^Iidslii|)inan,4  March,  1823.    Lieutenant,  2:5  March,  1829.    Liputennnt-Commander, 
28  February,    18:5:?.     Commander,   14    Septemljcr,  1855.     Commodore,  10  July, 
1802.     Rear- Admiral,  25  J  nlv,  1800.     Retired  list,  20  May,  1808.     Died  5  Apri"!, 
1880. 
Tlialelier,  J.  C. 

I'nr.ser,  13  September,  1841.     Lost  in  the  "Cromptig,"  March,  1843. 
Tliafelier,  Joseph  1j. 

C"ari)enter,  20  February,  1872. 
Tliatelier,  I.tnriH  C. 

Acting  Third -Vssistant  Engineer.  9  June,  1804.     Acting  Second  Assistant  Engi- 
neer, 20  March,  1805.     Honorably  discharged  9  Decen»ber,  1805. 
Thaxter,  HIartin  W. 

Acting  Third  Assistant  Engineer,  31    May,  1801.     Honorably  discharged  8  Feb- 
ruary, 1800. 
Thayer,  Kdwar<l  .\. 

Midshipman,  18  June,  1812.     Resigned  8  March.  1814. 
Thayer,  Foster. 

Acting  Assistant  Surgeon,  17  June,  1801.     Resigned  !•  June,  1805. 
Thayer,  G.  J.  W. 

Mi.lshii)man.  23  October,  18.32.     Resigned  27  Octolxr.  18:M. 
Tliayer,  Ileiiry  €1. 

Acting  Assistant  Paymaster, 24  March,  1804.    Houorablv  discharged  12  December, 
180.5. 

Tliayer,  Isaac. 

Acting  Knsign.  28  March,  1804.     Honorably  discharged  1  .Vugust,  1805. 
Thayer,  .laiiies. 

IJoatsWain,  1  April,  1822.     Died  9  January,  1828. 
Thaiyer,  Jainen. 

Clnnner,    27    September,  ISOO.     Dismissed    9   November.    1804.     .\cting   Gimner, 
3  Decemi)er,  1804.     Dismissed    14    March,  18()5.     Re-instated  from  :?  Deccnilier, 
1804.     Resigned  31  October.  1870. 
Thayer,  M'illiam  I.,  ii. 

Acting  Assistant  Payuuister,  17  November,  1864.     Honorably  discharged  15  Octo- 
ber, 1805. 

45 
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Tliode,  John  W. 

Mate,  8  January,  1862.  Resigned  23  September,  1862.  Mate,  2  February,  1864. 
Resigued27  June,  1865. 

Tlioiii,  J.  Pembroke. 

Assistant  Surgeon,  1(5  March,  18.')i5.     Resigned  27  May,  1857. 

Tlioiii,  William  N. 

Purser,  15  October,  1799.     Discharged  21  May,  1802,  under  Peace  Establishment 
Act. 
Thomas,  Calvin  F. 

Midshipman,  16  October,  1849.  Passed  Midshipman,  20  June,  1856.  Master, 
22  January,  1858.     Lieutenant,  23  January,  1858.     Died  IS  February,  1860. 

Thomas,  Charles. 

Acting  Ensign,  1  September,  1864.     Dismissed  21  November,  1864. 
Thomas,  Charles. 

Midshipman,  2  February,  1829.  Passed  Midshipman,  3  July,  1835.  Lieutenant, 
8  September,  1841.  Reserved  list,  13  September,  1855.  Captain  on  Retired 
list,  4  April,  1867. 

Thomas,  Charles  M. 

Midshipman,  28  November,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Lieuten- 
ant-Commander, 1  April,  1880. 

Thomas,  Charles  W. 

Chaplain,  29  October,  1853.     Resigned  26  January,  1861. 
Thomas,  Chauney,  Jr. 

Midshipman,  26  September,  1867.     Graduated  6  June,  1871.     Ensign,  14  July, 
1872.     Master,  14  April,  1875. 
ThoBuas,  Edward. 

Acting  Assistant  Surgeon,  25  January,  1862.     Dismissed  7  April,  1862. 

Thomas,  £.  H. 

Acting  Ensign,  24  April,  1863.     Dismissed  31  October,  1864. 

Thomas,  £ugene  B. 

Midshipman,  20  September,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1860.     Master,  12  March,  1868.     Lieutenant,  26  March,  1869. 

Thomas,  F.  J. 

Acting  Master,  19  November,  1861.     Resigned  2  September,  1862. 
Thomas,  Gardner,  Jr. 

Purser,  23  July,  1815.     Died  25  September,  1829. 

Thomas,  George. 

Master,  7  July,  1812.     Last  appearance  on  Records  of  Navy  Department.     Dead. 

Thomas,  George. 

Sailmaker,  19  December,  1834.     Retired  list,  16  May,  1873. 

Thomas,  George. 

Mate,  29  September,  1863.  Acting  Ensign,  22  December,  1864.  Honorably  dis- 
charged 2  August,  1865. 

Thomas,  George  E. 

Mate,  14  November,  1861.     Acting  Ensign,  5  April,   1807.     Died  24  December, 
1867. 
Thomas,  Henry. 

Midshipmauj  2  January,  1804.     Resigned  26  September,  1808. 

Thomas,  Henry. 

Master,  25  January,  1814.     Discharged  1  Februnry,  1815. 

Thomas,  Henry  G. 

Carpenter,  10  February,  1844.     Dismissed  27  July,  1861. 

Thomas,  James  K. 

Mate,  21  May,  1864.     Resigned  19  May,  1865. 
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TIlOlllllN,   Joliii. 

Mute,  galhiiitry  in  savinij  lifn  of  t\v<i  (MHiipaiiions,  27  December,  18C2.     Died  2  Oc- 
tober, 18G;]. 
Thomas,  Jiiliii  A. 

.Mate,  10  .Maiili,  l«(it.      Ilniiorubly  tlisch:iri,'c<l  \:i  August,  laO.*}. 
Tlioiiias,  .loliii  I>. 

Ai  ting  Kiisigri, 'j;t  Dereniher,  isci.     HininraMv  disclnr.Mt.l    '1   December,  ]>^i'<~ 
'I'llOlliaM,   J4»llll    J. 

Acting  Car])tiitir,  20  April,  1S7.|. 
TlioiiiaH,  John  li. 

Midshipman,  1  .January,  181«.     Lieutenant,  .',  March.  1827.      Lost  in  the  -  lltirnet," 
10  September,  l«2y. 

ThoiiiaM,  Jonathan. 

Acting  Third  Assistant  Engineer,  IT  May,  \H\\\.     Resigned  H  Fci)ruury,  1802. 
ThoinaH,  Joseph  <■. 

Carpenter,  10  Marcli,  1847.     Retire.l  list,  2  December.  1878. 
Thomas,  Joseph  II. 

Third  Assistant  Engineer,  20  May,  1803.     Second  Assistant  Engineer,  15  Septem- 
ber, 18(>rj.     llosigned  29  November,  1873. 
Thomas,  Josiali. 

Acting  Kn.sign,  4  October,  1804.     Honorably  dischargeil  215  September,  180.5. 
Thomas,  Uoyd. 

Mate,  1  Octol)cr,   1SG2.     Acting   Ensign.  10   .Vpril,   1S0:{.     .Vppointment  revoked 
(Sick,)  27  July,  1804. 
Thomas,  ^fartin  Y. 

Mate,  4  Octipl.cr.  1802.     Resigned   17  July,  I80:j.      Mate,  7  Sept«-ml>ir.  1804.     II. .n 
orably  diM-liarged   18  August.  1805. 

Thomas,  \aihaniel  W. 

Acting  Mirisiiipmaii,  24  September,  18.')7.     Lieutenant,  1  August,  1802.     Lieuten- 
ant-Commander, 25  July,  1800.     Died  18  Septemi)er,  1800. 
Thomas,  Itioharcl. 

Mid^hipnuui,  :>  August,  1798.     Resigned  11  December,  1802. 
Thomas,  Kiohard. 

Carpenter,  22  January,  1814      Died  10  December,  1842 
Thomas,  Kobert  O. 

Carpenter.  2U  .Iiine,  1853.     Died  'J  May,  1871. 
Thomas,  Samuel,  Jr. 

Acting  Assistant  Paymaster,  27  July,    1803.     Honorably  discharged  28  October, 
1805. 
Thomas,  Thoniiis. 

Midshipman,  15  November,  1809.     Last  appearance  <>n  Records  of  Navy  Depart- 
ment, 21  May,  1810.     Drowned. 
Th4»iiias,  Walter  S. 

.Mate    12  NiAcmber,  1803.     Appointment  revoked  (Sick.)  17  Eebruary,  1805. 
Thomas,  William  £. 

Acting  Ensign,  25  June,  18(i3.     Acting  Master,   recommendation  of  Commantiing 
Officer,  0  July,  1804.     Honorably  discharged  27  October,  180.5. 
Thoma.s,  William  F. 

Mate,  il  .\ngust,  1804.     Honorably  discharged  23  September,  1805. 
Thomas,  William  II. 

Mate.  IS  February,  1802.     Acting  Ensign.  20  Decemlier,  1802.     Dismissd  .{0  De- 
cember, im;i. 
Thomas,  ^likliam  II. 

Acting  .-econd  Assistant  Engineer,  9  Jane,  1804.     Appointment  revoked  (Sitk.) 
8  August,  1864. 
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Thomas,  W.  R. 

Midshipinaii.  15  January,  1841.     Died  10  November,  1847 

Tlioiiibi!«,  Joseph  ^S. 

Acting  Ensign,  8  May.  18(i4.     Ilonoral^ly  discharged  9  July,  1865. 

Thompson,  Alexander. 

Midsiiipinan,  20  October,  1815.     Resigned  8  August,  1826. 
Thompson.  Andrew  S. 

]\Iiite,  25  November,  18()3.     Honorably  discharged  19  July,  1865. 
Thompson,  Angnstns  F. 

Gunner,  3  March,  1841). 
Thompson,  Augnstus   F. 

Acting  Master,  9  April,  1803.     Honorably  discharged  20  October,  1865. 
Thompson,  JSenjamin. 

Midshipman,  1  December,  1809.     Killed  in  action  27  April,  1813. 

Thompson,  C.  A. 

]\Iidsliipman,  1  January,  1812.     Resigned  18  April,  1813. 

Thompson,  C.  A. 

Midshipman,  27  August,  1828.    Passed  Midshipman,  20  February,  1830.    Resigned 

27  September,  1833. 

Thompson,  C  C  R. 

Midsliipnian,  22  December,  1802.  Lieutenant,  15  February,  1809.  Commander, 
27  April,  181C.     Captain,  3  March,  1825.     Died  2  September,  1832. 

Thompson.  Charles  A. 

Midshipman,  30  September,  1868.     Graduated  1  June,  1872.     Resigned  7  March, 
1873. 
Thompson,  Charles  D. 

Mate,  28  December,  1861.     Acting  Ensign,  23  April,  1863.     Deserted. 

Thompson,  Charles  P- 

Acting  Ensign,  28  October,  1862.     Died  at  Cape  Haytien,  13  July,  1864. 

Thompson,  Charles  P. 

Acting  Assistant  Paymaster,  19  January,  1805.  Assistant  Paymaster,  3  March, 
1865.     Passed  Assistant  Paymaster,  4  May,  1866.     Paymaster,  1  August,  1866. 

Thompson,  I>.  li. 

Acting  Ensign,  9  October,  1862.     Resigned  (Sick,)  10  June,  1864. 

Thompson,  £benezer. 

Carpenter,  16  November,  1849. 

Thompson,  Fdward. 

Master,  24   March,   1820.      Last  appearance  on   Records  of  Navy  Department. 
Columbus,  1874. 
Thompson,  Fdward. 

Mate,  14  May,  1864.     Resigned  31  January,  1865. 

Thompson,  Egbert. 

Midshipman,  13  March.  1837.  Passed  Midshipman,  29  June,  1843.  Acting  Mas- 
ter, 12  June,  1846.  Lieutenant.  3  October,  1850.  Commander,  16  July,  1862. 
Captain,  25  July,  1866.     Retired  list,  5  January,  1874.     Died  5  January,  1881. 

Thompson,  £.  II. 

Mate,  15  July,  1864.     Resigned  7  April,  1865. 

Thompson,  F.  A. 

Midihipmau,  1  April,  1826.     Resigned  31  December,  1828. 

Thompson,  Fred.  H. 

Acting  Assistant  Paymaster,  18  August,  1862.     Died  5  September,  i863. 

Thompson,  O.  B. 

Acting  Master  19  June,  1802.     Honorably  discharged  7  February,  1866. 

Thompson,  George. 

Acting  Master,  2  October.  1861.     Resigned  31  May.  1862. 
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Thompson,  Ciiilbcrt  Ij. 

EiiL,Miit't'r-in-Cliit'f,  1  SeptomluT,  1h4'2.     ApixiintiiKiit  rt-vul  «<i  :\  (httther,  1844. 
ThonipMoii,  <j«.  >f. 

Miilsliipin.iii,  1  l''tl)rii!iry,  l>*'i*>.     Kcsii,Mic<l  12  Scpteinl»cr,  1S31. 
TlioiiipMOii,  IIiirriHOii. 

.Mall',  (■  l)rcciiil»er,  lN(i'2.      A])i«>iiitinrnt  revoked  '27  December.  lS(;.'i. 
TlioiiipNoii,  II.  .4.,  Jr. 

.V(iiii:^'   .Vssistiint  I'aymaster.  10  Feliruury,  1S05.     Assistant  I'aj master,  23  July, 
lyiH"..      i:(-iL,riie(l  10  December,  ISdd. 

Tlionipsoii,  liciiry. 

Aitiii;r  ,M.iM.  I.  -Ji)  Miirch,  18(>-:.      Dismissed  27  June,  18(52. 
Thoiiipsoii,  .laiiiOM. 

Chief  Kie^iiu.  I,  1  I  April,  1842.      Kesigncd  IJ  July.  184.",. 
TlioiiipHoii,  .laiiioH  V. 

.Mil',  i)  .M;t\.  l>t;2.     Acting  Ensi^ni,  H!  M.iv.  l*^<i».     Uesii,'ned  :?0  May,  1805. 
Tlioiiipsoii,  Joliii. 

Boat-swaiii,  17  March,  1800.      La.st  appearance  on  Records  of  Navy  Department. 
'i'lioiiipsoii,  Joliii. 

Actiiii^  Fii-st  Assistant  Engineer,  4  l)eceml)er,  18ri:{.     Ilonorablv  discharged  10  Oc- 
tober, 18155. 
Tli<»iiipNOii,   John. 

Male.  ir.  April,  l.st;;{.     Dismissed  29  December,  1864. 
Thoiiips<»ii.  John,  Jr. 

.Veiling    Third  .\ssistant   T^ngineer.  21   December.  1S(i:{.      Resigned   23   November, 
IbCii. 

Thompson,  John   C 

Hoatswain,  28  August,  1874. 
Thompson,  John  P. 

Actiii;.^  Ensii,'!!,  10  December,  18G4.     Honorably  discharged  30  September,  ISeS. 
Thompson,  John  JIW 

.Mati',  .J  May,  1802.    Acting  Ensign,  9  Ajjril,  180:'..     Api>oiiitmeiit  revoked  11  June. 

!sr,7. 

Thompson,  Jon. 

^Iid.shipinan.  1  January,  1812.     Died  at  Norfolk  in  lsi:i  or  ISj  J. 
Tliompsoii,  J.  ^V.  It. 

.Midshiiniiun,  17  Feljruary,  ISIO.     Dismis.sed  by  Court-Martial.  -I  March,  1811. 
Thompson,  II.  31. 

'i'liird  A.ssistaut  Engineer,  24  May.  1844.     Resigned  2."»  .Vugust.  1845. 
Thompson,  31.  M. 

Third  Assistant  Engineer,  24  ^lay,  isll.     Resigned  in  July,  1S47. 
Thompson,  Xathnniol. 

Master,  1  July,  1812.     Resigned  25  November,  1812. 
Thompson,  Otis  A. 

Mate,  3  May,  18G2.     Acting   Ensign,  24  January,   1*<(51.     Honorably  discharged 
22  May,  1807. 
Thompson,  Otis  P. 

.Vctin.;    riiird  Assistant  Engineer,   18  November,   1S(52.      Honorably   discharged 
')  No  vein  her,  1805. 

Thompson,  Itohcrt. 

IJnatswaiii,  9  July,  1798.     Last  appearance  on  Records  of  Navy  Department. 
Thompson,  Robert  M. 

Midshipman,  30  July,   1801.      Graduated  June,   ISOS.      Ensign.    IS»  .Vpril,    186> 
Master.  12  July,  li^VO.      Resigned  IS  November.  isTl. 
Thompson,  Smith,  Jr. 

Third  Aibibtaut  Engineer,  1  June,  1842.      liesigiied  i;i  .1  umarx     isJO. 
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'i'lMMiipson,  IStrong  B. 

-Midshipman,  13  April,  1832.     Passed  Midshipman,  23  June,  1838.     Lieutenant, 
21  -July,  1843.     Resigned  24  June,  1850. 
Mioiiipsou,  Theodore  S. 

Acting  Assistant  Paymaster,  9   October,  1863.     Mustered  out  23  August,  1805. 
Assistant  Paymaster,  23  July,  18fi6.     Psssed  Assistant  Paymaster,  1    February, 
18G8.     Paymaster,  25  January,  1878. 
Thompson,  Thomas  C. 

Acting  Ensign,  23  November,  1866.     ]\Iusttic'l  out  30  November,  18rs. 
Thompson,  Thomas  H. 

Acting  Third  Assistant  Engineer,  20  August,  1864.     Honorably  discharged  7  July, 
1805. 
Thompson,  Thomas  R. 

Acting    Third    Assistant    Engineer,  0    January,  1865.       Honorably   discharged 
30  June,  1865. 
Thompson,  ^Villiam. 

Sailmaker,  8  June,  1812.     Resigned  11  ]\Iay,  1813. 
Thompson,  William. 

Acting  Master,  21  March,  1862.     Honorably  discharged  18  November,  1865. 

Thompson,  William. 

Mate,  4  October,  1862.     Resigned  15  Sejitember,  1804. 
Thompson,  William  C 

Gunner,  28  July,  1846.     Resigned  13  November,  1849. 
Thompson,  William  H. 

Midshipman,  27  December,  1837.     Passed  Midshipman,  29  June,  1843.     Master, 
27  September,  1850.     Died  15  March,  1851. 
Thompson,  William  H. 

Assistant  Paymaster,  9  September,  1861.  Paymaster.  12  July,  lb(\2.  Resigned 
27  March,  1866. 

Thompson,  William  H. 

Acting  Second  Assistant  Engineer,  21  February,  1863.  Acting  First  Assistant 
Engineer,  21  March,  1865.     Honorably  discharged  16  November,  1865. 

Thompson,  William  H. 

Mate,  23  January,  lS(i2      Resigned  24  February,  1863. 

Thompson,  William  J. 

Acting   Assistant   Paymaster,   29   March,.   1865.       Assistant  Paymaster,  23   July, 
1866. 
Thompson,  William  K. 

Mate,  5  April,  1862.     Dismissed  9  June,  1862. 

Thompson,  William  S. 

Acting  First  Assistant  Engineer,  14  October,  1863.     Killed  6  Ajiril,  1865. 

Thompson,  Winiield  Seott. 

Third  Assistant  Engineer,  16  September,  1858.  Tendered  resignation  7  December, 
1861.  No  record  o  its  acceptance.  In  Confederate  Navy,  First  Assistant  En- 
gineer, 15  May,  1862. 

Thomson,  Cnrtis  H. 

Assistant  Paymaster,  21  December,  1869.  Passed  Assistant  Paymaster,  19  August, 
1876.    Diedl3  July,  1881. 

Thomson,  £dward  R. 

Midshipman,  1  December  1826.  Passed  Midshipman.  28  April,  1832.  Lieutenant, 
8  March,  1837.  Commander,  14  September,  1855.  Retired  list,  3  December, 
1^61.     Commodore  on  Retired  list,  4  April,  1867.     Died    12  February,  1879. 

Thomson,  George  A. 

Mate,  30  November,  1863.  Acting  Ensign,  16  December,  1804.  Honorably  dis- 
charged 16  September,  1865. 
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TIioiiiMon«  JaiiK'N  ^1..  Jr. 

Tliinl   Assistant  IOhlmiu  tr,   'JCi   Juni-.    lS.*j(i.      First  Assintunt    Enj^iiu'or,  1  Auf^ust, 
ls."iO.     Chief  lOngineer,  2  Febnmry,  18«'J. 
Tlioiiison,  ItolMM'l. 

(  iiiipl.iiii.    l-l   .Iiilv,    isoo.     Last    appearance  on   Records  of  Navy    Department 
Dra.l. 
TlioiiiMOii,  M'illiiiiii  .1. 

Aclint?  Assistant  l'a\  master.  '2U  Marcli.  18(5r).     Assistant  Paymaster.  '2'-l  .Inly,  1800. 
Passed  Assistant  J'aymaster.  20  Marcli,  l.SOy.     Paymaster.  1(1  Ecbrnary,  IHlX. 
Tli4»rl»iii*ii,  CiiarloH  1^. 

.Miilsliipiiian,  1»   SipieniluT,    1S17.     Passed    Midshipman,  10  .1  nne,  isn:?.     Master, 
ll  Soptcnilxr,  is:).").     Lieuteinint,  KJ  September,  IH.ir).     Resigned  21  .liil\.  IHOO. 
Tli4>rl>iirii,  Henry  A. 

Mate,  'J<)  AM>,Mist,  lyo:?.      Ilonnraliiy  diseliarged  SI  August,  IBOr*. 
Tli4>rl>iirii,  Henry  (li. 

Mate,  17  May,  IsCl.     Appointment  revoked  24  July,  1860. 
Tliorbnrn,  Kobert  1>. 

Midsiiipnian,  :{0  March,  1H20.     l/ieiitenant,  17  May,  1828.    Commander,  ;{  October, 
is.")0.     Keserved  list,  ]:}  September,  1855.     Commander  on   Active  list.  :!  Octo- 
ber, is.'.o.     Resigned  22  April,  1801. 
Tliorine.  Ferflinand  K. 

Acting   Third    Assistant    Ensrineer.  !t    February,  1864.     Resigned    27   September, 
is(.;4. 
I'horii.  Herman, 

Purser,  24   July,   1813.      Last    appearance   <>n    Records   nf  Na\  \    DcpartUK-nt,  1816. 
Furloughed. 
Thorn,  Jonathan. 

Midshipman,  28  April     1800.      Lieutenant,   10   February.   1807.      Fnr!<.ui,died    18 
.May,  IHIO.     Since  Dead. 

Thorn,  Robert  L. 

Assistant  Surgeon,  17  June,   1800.     Surgeon,  15   March,   1809.     Diet!    is   Au"ust 
1827. 
Thorn,  Saninel  G. 

Acting  Assi.stant  Paj-master.  2 1  February.  1802.     Resigned  12  November.  lso:{. 
Thorn,  ^.yilliam  II. 

Midshipman,  2  August,  1800.      Dismissed  :)  May,  1805. 
Thoriiboroneh,  X. 

<^lunner,  2'.i  November,  1798.     Last  api)earance  on   Records  of  Navy   Department 
Thorn<iyk<',  I..arkin. 

Surgeon,  :J  July.  1798.     Died  24  May.  1800. 
Thoriie,  C   4. 

Mate,  11  June.  1802.     Dismissed  11  April,  1865. 
Thorne.  CliarleM  II. 

Mate,  0  Jul.\.  180;}. 

Thorne,  Ktlgar  C. 

Mate,  21  January,  180:5.      Deserted  10  March,  1863. 
Tlioriie,  George  W. 

Third  .Vssistant  Engineer.  :i  August,  1861.     Second  Assistant  Enginifr.  :<  ^u  "ivt. 
1803.     Resigned  5  November,  1863. 
Thorn i ley,   W. 

Midshipman,  :tO  November,  1814.     Died  2  Marcli,  1818. 
Thornley,  John. 

Assistant  Surgeon,  13  October,  1810.  Pas.scd  Assistant  Surgeon.  7  Marcli,  i*<4f, 
Surgeon,  1  September,  1855.  Retired  list,  1  June,  1801.  Medical  l»ir<-.f.>r 
Retired  list,  3  March,  1871. 
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Thornton^  Alexander  B. 

Acting  Assistant  Paymaster,  27  August,  18(53.     Dismissed  17  January,  1865. 
Tliorntoii,  diaries  F. 

Assistant  Surgeon,  22  September,  1800.  Last  aiDpearance  on  Records  of  Navy 
Dei^artment. 

Thornton,  D.  McC.  F. 

Purser,  3  March,  1825.     Dismissed  13  June,  1850. 

Tbornton,  Francis  A. 

Purser,  25  April,  1812.  -   Died  25  February,  1862. 

Tliornton,  Gilbert  F. 

Assistant  Paymaster,  6  September,  1861.  Paymaster,  6  February,  1862.  Pay 
Inspector,  14  October,  1871. 

Thornton,  James  N. 

Midshipman,  15  January,  1841.  Passed  Midshipman,  20  August,  1847.  Acting 
Master,  7  May,  1855.  Dropped  28  September,  1855.  Lieutenant  on  Active  list, 
15  September,  1855.  Lieutenant-Commander,  16  July,  1862.  Commander, 
25  July,  1866.     Captain,  24  May,  1872.     Died  14  May,  1875. 

Thornton.  J.  B. 

Midshipman,  18  June,  1812.     Resigned  23  May,  1815. 

Thornton,  Thomas. 

Sailmaker,  5  October,  1812.     Resigned  11  April,  1814. 

Thornton,  William. 

Midshipman,  30  April,  1800.  Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 

Thorp,  Abner. 

Acting  Assistant  Sui'geon,  15  May,  1863.    Honorably  discharged  1  November,  1865^ 

Thorp,  Fdwin  L.. 

Acting  Second  Assistant  Engineer,  9  January,  1863.  Acting  First  Assistant  En- 
gineer, 23  July,  1863.     Honorably  discharged  19  December,  1867. 

Thrift,  Nathaniel. 

Acting  Master  and  Pilot,  1  October,  1864.     Resigned  8  May,  1865. 

Throckmorton,  C.  S. 

Midshipman,  18  December,  1837.     Passed  Midshipman,  29  June,  1843.     Resigned 
4  August,  1845. 
Throckmorton,  Reid  B. 

Acting  Third  Assistant  Engineer,  19  November,  1864.     Resigned  17  May,  1865. 

Thrnsten,  Fdmnnd  T. 

Midshipman,  20  June,  180C.     Resigned  25  March,  1810. 

Thruston,  George  E. 

Acting  Master,  15  August,  1861.     Dismissed  16  September,  1863. 

Thruston,  John. 

Midshipman,  27  October,  1841.     Resigned  13  December,  1841. 

Thruston,  J.  J. 

Midshipman,  2  February,  1829.     Resigned  6  June,  1836. 

Thnmbert,  James  F. 

Acting  Third  Assistant  Engineer,  24  October,  1864.  Resigned  (Sick,)  20  April,, 
1865. 

Thurber,  Frank  H. 

Acting  Third  Assistant  Engineer,  29  November,  1862.  Acting  Second  Assistant 
20  February,  1864.     Honorably  discharged  9  August,  1865. 

Thurston,  Charles  S. 

Acting  Ensign,  6  December,  186-1.     Honorably  discharged  7  August,  1805. 

Thurston,  Clarke. 

Acting  Third  Assistant  Engineer,  -M  .Inly,  1864.  Honorably  discharged  29  Sep- 
tember, 1865. 
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TliiirHton,  iioorge:  H. 

Acting'  'riiird  A^^istarlt  Enjjiiiccr,  12  October,  1803.     Rcsijjnod  7  .July.  1804. 
TbiirHluii,  K4»l»('rl  II. 

Third  Assistant  En^'iiifor, 'J!)  .Inly.  18(51.     Siroiul  As.sistuiit  Eni^iiurT,    IS   Durm- 
ber,  18()2.     First  Assistant  Kii<,'itiL-er,  30  .January,  ISIir).     Rfai<,'nc.|  1  .Vprii.  IST'J. 
ThurHloii,  S|M'ii<'<'r  I>. 

Act JMLC  riiii'l  Assistant   Ent,'inc'cr,  "ii    February,    IHtil.      l{csii,'nc<l    Kt   St[)t(riib«T. 
l^^iJl. 
TliiiK'lior,  JoNopli  1^. 

C'aipcntcr,  "JU  l^'tliniary,  1S72. 
TliMiii);,  CliOHtor  51. 

Actini^  EnsiLjn,  4  November,  18G3.     Honorably  discharged  8  January,  1800. 

TliMiiiK*  Saiiiiiol. 

Master,  11  -May,  1814.     Died  at  Washington,  ISir,. 
TibbattH,  Zau'liary  T. 

Mate,   'JO  November,   1803.     Acting   Ensign,  31  October,   1804.     Uunorably  dis 
charged  13  September,  1805. 
Tibbel(»^,  Howard. 

Acting  Master,  2\)  October,  1801.     Resigned  U  .June,  1805. 
Tibbi ttM.  Henry. 

Surgeon,  1  March,  1799.     Died  22  .July,  179U. 
TibbilfN,  Kiobard  S. 

J.ieutenant,  7. January,  1799.     Resigned  5  February,  1800. 
Ticc,  Tlieopliiluxt. 

Mate,  28  Mareii,  1802.     Dismissed  15  .July,  1802. 
Tico,  William  R. 

Mate,  17  .lami.iry,  1804.     Resigned  30  May,  1805. 
Tickncr,  TlioniaM. 

Boatswain,  ly  October,  1799.     Last  appearance  on  Records  of  Navy  Department^ 

24  October,  1799. 
TIcknor,  lionajab. 

Surgeon,  10  July,  1N21.     Dixid  20  Septenil)er,  1858. 
Tier,  .la  in  oh  C 

Acting  C  arpenter.  23  December,  18015.     lIonoral)iy  discharged  1  .Ma:cli,  1800. 
Tiernoy,  TlioniaH. 

Mate,  2:5  1  )i  eeinl.er,  18(;2.     .Voting  Ensign,  24  June,  1804.     Appointment  revoketl 
(Sick.)  22  December,  1804. 
TiU'any.  OH<4  €. 

Assistant  Paymaster,  12  May,  1875. 
Tilby.  Uilliani. 

Acting  Ma>ter  and  Pilot,  1  October,  1804.     Honorably  discharged  5  June,  1805. 
Tildcn,  Alfred  O. 

Acting   Second   Assistant   Engineer,    17    Ajjril,    1805.      Honorably    discharged 

25  .May,  1808. 
Tilden.  Jobn. 

Mi.l>liii)man.  14  .January,  1800.     Uesigned  24  December.  1800. 
Tililen,  Jobn  C>. 

L'ar])enter,  4  May,  1870. 
Tilden,  TboniaH  K. 

Midshipman,  11  November,  1821.     Last  appearance  on   Records  of  Navy  Depwl- 
ment,  1824.     Boston. 
Tilden,  TboniaM  It. 

.Midshipman,  1  .Iiniiary,  isi,").     Resigned  6  February,  1820. 
TllKiiman,  K. 

Mate.     Dismisset;  20  July,  1803. 
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Tilgltieiaii,  £c1war(I. 

Assistant  Ensign,  14  July,  1S()3.     Honorably  discharged  2fi  September,  1865 

Tilg'leiiiaii,  II.  Co 

Midshipman,  1  February,  1828.     Resigned  24  July,  183."). 
Til^liiBBniB,  Kiebard  li. 

Midshipman,  27  October,  1830.     Passed  Midshipman,  4  June,  1836.     Lieutenant, 
8  Sc'pteml.cr,  1841.     Resigned  23  April,  1861. 

Til^hmaii,  K.  I.. 

Midshipman,  '21  June,  1799.     Resigned  7  December,  1802. 

Til^liiiian,  R.  I^. 

Midshipman,  1  May,  1828.     Lost  in  the  ^'Hornet,''  10  September,  1829. 

Tilley,  Renjaiiiin  F. 

Midshipman,  23  September,  1803.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Tilley,  Edward. 

Assistant  Surgeon,  28  March,  1820.     Died  in  1822. 
Tilisngliast,  Alexander. 

Acting  Master,  5  Ajjril,  1862.     Honorably  discharged  22  August,  1865. 

Tillingliast,  Cliarles  H. 

l^Iate,  15  October,  1861.     Resigned  7  April,  1863. 
TilliBigliatiit,  T.   G. 

]\Iidsliipman,  1   January,  1808      Lieutenant,  24  July,  1813      Lost  in  the  "TFiwip" 
in  1815. 
Tillotson,  E.  H. 

Midshipman,  1  September,  1811.     Last  appearance  on  Records  of  Navv  Depart- 
ment, 16  December,  1812.     Dead. 

Tillotson,  Howard. 

Midshipman,  3  September,  1835.     Resigned  12  March,  1840. 

Tillotson,  J.  1<, 

Midshipman,  19  October,  1841.     Resigned  14  May,  1846. 

TUlotson,  John  H. 

Midshipman,  30  July,  1842.     Resigned  15  February,  1849. 

Tillotson,  R.  M. 

Midshipman,  29  May,  1333.     Passed  Midshipman,  6  July,  1839.     Resigned  17  Oc- 
tober, 1840. 
Tillson,  Alonzo  W. 

Acting  Ensign,  7  January,  1863.     Honorably  discharged  10  December,  1865. 

Tilton,  Edward  O. 

Midshipman,   1   May,   1822.    Passed  Midshipman,   24   May,   1828.     Lieutenant, 
3  March,  1831.     Commander,  1  August,  1853.     Died  8  February,  1861. 
Tilton,  jVeheniiali. 

Midshipman,  9  November,  1813.     Resigned  10  July,  1822. 

Tilton,  Thomas. 

Acting  Third  Assistant  Engineer,  11  November,  1864.     Honorably  discharged 
19  June,  1865. 
Tilton,  Walter  H. 

Mate,  9  December,  1862.     Resigned  3  May,  1866. 
Timberlake,  J>  B. 

Purser,  25  April,  1812.     Died  2  April,  1828. 
Timberlake,  R.  B. 

Midshipman,  16  January,  1809.     Resigned  24  June,  1811. 

Timberlake,  R.  T. 

Purser,  26  March,  1814.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Lake  Erie. 
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Timinorinnii,  lionin  ]\ 

Acting  MasUr,  11  Ajuil,  IMC.-:.      II<.n«>r.il.ly  •lisrhargcci    11  Jummrv.  IKCfi. 
TiniiiioiHlM,  K.  II. 

Acting  Kiisigii,   1    October,   1802.     Acting   Master.   '2'.i  .l.nuiarv.    ]W.].     lU'sigtu-d 
23  October,  1»G3. 
Tlnolli    JoHoph  J. 

.M;itc,  -'.■»  N..vtiiil>c'r,  18(i;5.     Kpsigncd  'J'i  Dici mb.-r.  18(U. 
Tin^ey,   I  Iioiiiiih. 

Captain,  :{  Si  jiti  luber,  17SIS.  DiKclmrged  iinil<'r  I'oucc  KKtablishnu  iit  .Xct,  <l:ito 
not  i\n()\vn. 

Tin^^Wf  'I'lioiiias. 

Captain,  'S.i  JSovuniber,  1801.      l)ic(l  •.»:!  I'll.niarv.  isi'.t. 
Tiiikor,  Coriioliim  >I. 

Arting  MastiT,  20  February,  I8(;j.      Die.l  un  ••  AVr*-///!."  27  .May,  18G:{. 
Tiiikor,  Thoinas  C. 

Mate,  4   Fel>ruary,  1804.     Acting  Ensign, '.»   .Marc4i.  INd.-i.      U(in(»ral>iv   discliurgcd 
31  AugiK^t,  1805. 
Tiiikliaiii,  IIoMoa  K. 

Mate,  12    Deceinlur,   ISCl.       Acting   Ensign.  20   October.    INC.:;.       lb.n.)rai)ly   dis- 
charged 13  May,  1807. 
Tinkliaiii,  JaiiioH  II. 

Assistant  Snrgeon,  30  .Inly,  ISOl.      Passed  .Vasistaiit  Surgeon,  22  .lune.  INOI.     Snr 
geon,  5  Deeeniber,  l!>0.")'     Died  2  .June.  187!). 
TinHlar,  Reiijainin  K. 

Surgeon,  4  Diieml.er,  182S.     Died  23  November.  IsOI. 

Tippott.  ThoiiiaH  A. 

Midshipman,  9  June,  1811.     Lieutenant,."*  Mardi,  lsi7.     bast  appearance  on  Re- 
cords of  Kavy  DeiJartment,  1822.     Dead. 
Tipfon    William. 

Acting  Second  Assistant  Engineer.  18  .July,  1862.     Acting  First  Assistant  En- 
gineer, 20  Octi)ber,  1803.     llonoral*ly  discharged  2J>  December,  180."). 
Tisdalo,  XatliaiiiH. 

Assistant  Surgeon.  10  March,  1799.     Struck  off  10  Aj.ril.  IsOJ. 
Tlgladt,  C  liarleH. 

Acting  Third  Assistant  P'ngineer;  1  October,  1S02.  Acting  Second  Assistant  En- 
gineer, 22  April,  1803.  Acting  First  Assistant  Engineer,  10  August,  1804. 
Honorably  discharged  20  April,  1807. 

Tltconib,  Jouatliaii.  Jr. 

Master,  IT,  Octol)cr,  1798.     Lieutenant,  20  .Tune.  17'.I9.      Discharired  30  Ai>ril,  1801, 
under  Peace  Establishment  Act. 
Tltooinb,  Michael,  Jr. 

Lieutenant,  l.j  October,  1798.     Discharged  30  April.  1801.  under  Peace  Establish 
ment  Act. 
TItooinb,  Oliver. 

Acting  Chief  Engineer,  1  October,  1862.     Resigned  S  .Inly,  lso:{. 
Titeoiiili,  Walter  I.. 

A<ting  Ensign,  7  October,  lM(i;{.     Lost  on  "  Terumsffi,"  r>  August,  1864. 
Titteoinb.  JoHepli  .4. 

A<  ting  Master,  14  August,  1801.     Resigned  r,  .luly.   1802. 

TitiiM,  Ira. 

Midshipman,  1  September,  isil.  I^ast  appearame  on  llccords  of  Navy  Depart- 
ment, isiO.     Furlougiied. 

Tobey,  Frank  A. 

.Mate,  20  .May,  1804.     Resigned  (Sick.)  23  March,  INO,".. 

Tobey,  John  li. 

Acting  Assistant  Paymaster,  22  June,  1804.     Mustered  out  19  Aj»ril.  1*^''<^ 
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Tobin,  John  A. 

Second  Assistant  Engineer,  4  October,  1870.     Passed  Assistant  Engineer,  2  Octo- 
ber, 1877. 
Todd,  Cliupman  €. 

Midshipman,  9  October,  1861.     Graduated  June,  1866.     Ensign,  12  March,   1868. 
Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 

Todd,  Charles  J. 

Acting  Assistant  Paymaster,  11  April,  1863.     Mustered  out  5  December,  1865. 

Todd,  George  B. 

Acting  Assistant  Surgeon,  17  October,  1862.     Acting   Passed  Assistant  Surgeon, 

12  April,  1865.     Honorably  discharged  2  July,  1868.     Acting  Passed  Assistant 
Surgeon,  12  December,  1873.     Died  20  September,  1874. 

Todd,  George  W.,  Jr. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Appointment  revoked  (Sick,) 
10  October,  1863. 
Todd,  Henry  D. 

Acting  Midshipman,  28  May,  1853.     Midshipman,  10  June,  1857.     Passed  Mid- 
shipman, 15  June,  1860.     Master,  24  October,  1860.     Lieutenant,  3  April,  1861. 
Lieutenant-Commander,  2   January,  1863.     Resigned   19  October,  1866.     Pro- 
fessor, 16  September,  1877. 
Todd,  James  M. 

Acting  Midshipman,  2  October,  1851.     Midshipman,  10  June,  1854.     Died  30  De- 
cember, 1855. 
Todd,  John  O. 

Midshipman,  9  June,  1811.     Drowned  5  October,  1811. 

Todd,  John  G. 

Midshipman,  1  April,  1828.     Resigned  11  June,  1836. 

Todd,  John  X. 

Purser,  1  March,  1815.     Dismissed  11  November,  1845. 

Todd,  Joshua  I>. 

Midshipman,  26   June,   1835.      Passed    Midshipman,   22    June,    1841.      Master, 

13  August,  1847.     Lieutenant,  16  May,  1848.     Died  25  December,  1861. 

Todd,  OliTer. 

Midshipman,   1    May,    1827.     Passed   Midshipman,  10  June,    1833.     Lieutenant, 
28  February,  1838.     Died  at  Sea,  1  December,  1845. 

Todd,  Samuel  P. 

Purser,  1  March,  1813.     Died  10  May,  1858. 

Todd,  William  £. 

Acting  Third  Assistant  Engineer,  8  February,  1865.    Honorably  discharged  8  Jan- 
uary, 1866. 

Tole,  James  C 

Acting  Master,  12  July,  1862.     Honorably  discharged  14  October,  1865. 

Toler,  Hugh  K. 

Midshipman,  3  March,  1779.    Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 
Toler,  William  P. 

Midshipman,  19  October,  1841.     Resigned  12  December,  1848. 

Tolfree,  James  £. 

Acting  Assistant  Paymaster,  13  September,  1862.     Assistant  Paymaster,  3  March, 
1865.     Paymaster,  22  January,  1866. 

Tolle,  William  r. 

Acting  Second  Assistant  Engineer,   1   December,  1863.      Appointment  revoked 
(Sick,)  9  November,  1864. 
Tompkins,  Francis. 

Purser,  19  November,  1799.     Discharged  6  June,  1801,  under  Peace  Establish- 
ment Act. 
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ToinpkinH,  Cirimn. 

MidshipiiKiii,  11  July,  1818.     Resigneti  x'-'  May,  IS',»n. 
TonipkiiiN,  Jolin. 

Mi(Ulii|im,in,  yu  NoveinUor,  1814.     Last  uppcaruncc  on  Records  of  Navy  Depart 
imiit,  1«21.     Fuil<)ii<,'he(l. 
TonipkiiiM,  William  Ci. 

Mate,  1  S.  pt.  iiiIm  I,  Ks(ij.     Honorably  discborgcil  15  Fel)ruury,  IbCO,     Boatswain, 
2;j  Fcbniaiy,  iMif.. 
Tom  I  ill,  iivorfse. 

JlitisliipiiKui,  l.j  Novnnber,  1809.     Died  18  December,  \H\:\. 
TomliiiMoii,  Samiiol. 

Actinj,'   Tiiird  As.sistant  Engineer,  17  May,  1801.     Aeting  Second   Assistant  En 
gineer,  l."">  October,  lS(i;i.     Honorably  discbarged  'J<!  October,  18G0. 
Tom  I  i  UNO n,  IVilliam  ^I. 

iAIale,  21  .Sci.tcinl..  r,  ivc,].     Appointment  revoked  (Sick.)  2;{  April,  1803. 

Tookor.  riiarloH. 

Actinu  Mast,  r  iiud  Pilot,  1   October,  18G-1.     Honorably  discburged   10  September 
1006.  " 

Toolo.  .folin. 

Midsbipuian,  30  November,  1814.     Lost  in  tbe  '^Epervier,"'  1815. 

Too  ley,  llonry. 

Midshipman,  1  .Tannary,  1835.     Passed  Midshipman,  4  .Tunc.   1831.      Resigned 
24  September.  is;{2. 

ToombH,  JaiiiOH  II. 

TliiKl   Assistant   Kngiueer,   19  February.  1801.     Declined  appointment  24  April, 

TooiiibM.  TliomaH  ]VI. 

M:ite,  15  Mairh,  1«G3.     Resigned  23  March,  18C5. 
Toomor,  .1.  li. 

Midsiiii)niaii.  :{  February,  1837.     Resigned  23  September,  1840. 
Toon,  William  II. 

^Slidshipman.  21  April,  1848.     Resigned  8  December,  1853. 
Toot  ell,  JamcH. 

Purser,  5  May,  1803.     Died  September,  1809. 
Toodiakcr,  Samiiol  <■. 

Acting  Ensign,  20  .lanuary,  18G3.     Honorably  discharged   10   December.   1805. 
Acting  Ensign,  5  July,  18GC.     Mustered  out  4  October,  18G7. 
Topliam,  I*.  M. 

Master,  27  July,  1813.     Last  appearance  on   Records  of  Navy  Department,  1815. 
Newport,  Rhode  Island. 
Topham,  Philip  M. 

^late,  28  August,  18G3.     Appointment  revoked  23  November,  1804. 
Toplifi;  JainoN  C. 

Acting  Assistant  Paymaster,  5  August,  1801.     Resigned  17  July,  1802. 
Topllir,  ThomaH. 

Uiitc,  20  Ai)ril,  1&104.     Resigned  4  January,  18G5. 
Toppan,  FranoiM  W, 

(-.I'U-i  Miil>liipnian,  22  September,  1873.     Graduated  18  Jur«.  1879. 

Toppiii,  John  I>. 

Third  A.ssistant  Engineer,  1  July,  1801.     Second  Assistant  Engineer,  18  December, 
18G'?.     Retired  11  May,  1SG7.'   First  Assistant  Engineer  on  Retired  list,  24  Julv, 
1807. 
Topping;.  FdMard  11. 

.Mill,  JO  .I.muiiry,  isfi:!.     Ajjpointment  revoked  9  March,  18G4. 

TorallOH.  K<l\var4i. 

'Acting  Tiiird  Assistant  Engineer,  18  April,  1804.     Honorably  discharged  1  Octo- 
ber, 1805. 


718  GENERAL   NAVY   REGISTER 

Torbert,  William  F.  A. 

Acting  Assistant  Paymaster,  11  May,  1864.     Passed  Assistant  Paymaster,  23  July,. 
1866.     Paymaster,  16  September,  1868.     Died  3  October,  1874. 
Tornbolini,  31,  l§. 

Acting  First  Assistant   Engineer,    14    December,    1864.     Honorably    discharged 
3  May,  1868. 
Tornoy,  George  H. 

Assistant  Surgeon,  1  November,  1871.  Passed  Assistant  Surgcori,  18  December, 
1874.     Resigned  9  July,  1875. 

Torrey,  Joseph. 

Gunner,  date  not  known.     Acting  Lieutenant,  27  December,  1798.     Discharged 
14  January,  1800. 
Tosean,  Frank. 

Midshipman,  18  June,  1812.     Killed  in  action  28  June,  1814. 
Tosean,  Xessidor. 

Midshipman,  1  April,  1814.     Died  in  August,  1818. 
Totteii,  Benjamin  J. 

Midshipman,  2  March,  1823.  Passed  Midshipman,  20  February,  1830.  Lieuten- 
ant, 29  March,  1834.  Commander,  14  September,  1855.  Retired  list,  1  October, 
1864.     Commodore  on  Retired  list,  4  April,  1867.    Died  9  May,  1877. 

Totten,  George  M. 

Midshipman,  5  May,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8  September,  1841.     Died  18  July,  1857. 

Totten,  George  M. 

Midshipman,  29  September,  1862.     Graduated  June,  1866.     Ensign,  12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870. 
Totten,  Washington. 

Midshipman,  8  November,  1847.  Passed  Midshipman,  10  June,  1853.  Died 
27  December,  1854. 

Toucliton,  William  K. 

Acting  Third  Assistant  Engineer,  31  March,  1864.     Honorably  discharged  9  Jan- 
uary, 1866. 
Toochton,  William  H. 

Acting  Third  Assistant  Engineer,  9  October,  1866.     Mustered  out  28  April,  1809. 

Tonliiian,  H.  F. 

Midshipman,  1  February,  1827.     Resigned  15  August,  1831. 

Tonrtelotte,  J.  F. 

Acting  Assistant  Surgeon,  5  March,  1863.    Honorably  discharged  15  December, 
1868. 
Tower,  Andrew. 

Acting  Assistant  Paymaster,  2  July,  1863.     Honorably  discharged  10  December, 
1865. 
Tower,  George  Edward. 

Third  Assistant  Engineer,  17  January,  1862.  Second  Assistant  Engineer,  1  Octo- 
ber, 1863.     First  Assistant  Engineer,  1  January,  1868. 

Tower,  George  B.  JV. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer, 
3  August,  1859.  First  Assistant  Engineer,  16  October,  1861  Chief  Engineer 
10  November,  1863.     Resigned  29  September,  1865. 

Towers,  John. 

Master,  29  December,  1813.     Discharged  27  April,  1813. 

Towle,  Henry  B. 

Acting  Ensign,  13  January,  1868.     Honorably  discharged  10  July,  1865. 

Towle,  Phineas  S. 

Acting  Assistant  Paymaster.  8  February,  1864.  Honorably  discharged  20  Novem- 
ber, 1865. 
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Touii,  .litliii. 

SailinakiT.  '2'i  May,  ISOL     l{c3i<,'iii.l  :{(»  .laiuiary.  1S07. 
Towiie,  F.  ^Vai'roii. 

Mate,  ao  .lanuury.    1802.     Actinj,'    Knsi^'ii.  JO   Novcinl>tr,    18C:5.     Honorably  di- 
cliar<jc'f!  HO  l)«'(;oiiil)cr,  1805. 
Torino,  \iifliaii  1*. 

Tliird  .\ssi.-,taiit  Hii«,'incer,  0  Januury,  ISO-'.     Second  Assistant    Kn;4m(  >  : 
l)cr,  isi;;!.     First  Assistant  Engineer,  1  January,  1808. 
TowiKS  Saiiiiiol  II. 

.Vttinfj  Tliird   Assistant  Eni^incer.   8   I)eeenil)er,   180:{.     Acting  Second  Agsistant 
J'liLriniir,  7  Marcli,  1805.     Ihjiiorably  disclmrged  1  Marcb,  1800 
ToniK'i',  lloiijaiiiin. 

Uumirr.  7  I'fhniary,  1828.     Died  in  18:Jl. 
Touiil('3,  t'liarlcM  K. 

M:iU\  1  1  Seplcniljcr,  isoi.     Honorably  discharged  7  July,  1805. 
Towiiloy,  Kioliard  If. 

.Mid^liipiiKin,  21  .lutic,  1M70.     Graduated  21  June,  1875.     Ensign,  8  August,   187r 
Townron,  Frodoriok  W. 

Tliird  Assistant  Engineer,  20   May,   18(1:5.     Second    Assistant  Engineer,  2.")   Jul. 
1S(U;.     Drujiped  il  June,  1878. 
ToYVEiscMid.  Alon/.o. 

."Male,  18  Noveiuijer,  1S02.     Resigned  29  September,  1803. 
ToMnsond,  RoiiJ'aiiiin   C. 

Acting  I'nsign,  8  December,  1864.     Honorably  discharged  25  October,  1865. 
Towiiiiiond,  Frank  II. 

Tliird  Assistant  Jhigineer,  8  September,  1863.     Resigned  12  April,  1866. 
Tom  ii*44'ii<l,  John  S. 

.Midshipman,  18  November,  1814.     Died  10  April,  1820. 
Tounsond,  lA^innel. 

Carpenter,  31  December,  1836.     Discharged  28  November,  1837. 
TounHond,  Itobort. 

Midshipman,  1   .Vugust,  1837.     Passed   Midshipman,  29  June,  1843.     Lieutenant 
11  Octolier,  18.")0.     Resigned  7  April,  1851.     Acting  Lieutenant,   17  September 
1801.     Commander,  10  July,  1802.     Captain,  25  July,   1800.     Died  15  August 
1800. 
To\Fn«4end,  S.  I>. 

Assistant  Sutgeon,  3  May,  1815.     Last  appearance   on  Records  of  Navy  Depart 
ment,  1815.     Washington,  1874. 
Toy,  IVilliam  D. 

Carpenter,  28  October,  1858. 
Traov,  C  harlos  W. 

Act. ug  Mitlshipman,  27  October,  1859.     Ensign,  10  December,  1802.     Lieutenant. 
23   February,   1804.      Lieutenant-Commander.  25    July,   1868.      Retired    list. 
22  October,' 1878. 
Trary.  >.  W. 

Mat.',  4  Sei)tember,  1863.     Honorably  discharged  5  October,  1805. 
Traoy,  TIioiuum  F. 

Mate,  1  April,  1803.     Acting  Ensign,  1   September,  1803.     Honorably  discharijed 
20  December,  1865. 
Train,  Charles  J. 

Midshipman.  28  November.  1861.     Graduated   November,   1864.     Ensign,   1    No 
vember,  1800.     Master,  1   December,  1806.     Lieutenant,  12  March,  1868.     Lieu- 
tenant-Commander, 30  June,  1869. 
Train,  ^laninol  F. 

Acting  Assistant   Paymaster,  1M(U.     Resigned    18  June,  1862.     Acting  Assistant 
Paymaster,  28  June,  1802.     I>i<-d   1  November,  1863. 
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Trainor,  Edward. 

ActinfT    Third    Assistant    Engineer,    20    ]\IarcD.    ISC:'.       xYppointment   revoked 
2:^  June,  18G5. 

Trant,  James. 

Master.  10  April,  1799.     Resigned  31  :>ilurch,  1802. 

Trant,  James. 

Master,  1(5  ]\Iay,  1804.     Lieutenant,  5  ]\IaY,  1817.     Died  11  September,  1820 

Trapier.  Paul  H. 

IMidshipnian,  1  January,  1825.     Resigned  28  Si-pteniber.  1830. 

Trapier,  Richard  S. 

Midshipman,  21  December,  1831.     Passed  ]\Iidshipman.  15  June.  1837.     Lieuten- 
ant, 8  September,  1841.     Resigned  30  December,  18 iO. 

Trasli,  B.  P. 

Mate.     Acting  Ensign,  8  November,  1862.     Appointment  revoked  6  June,  18G5. 

Tratheu,  Charles. 

Mate,  12  February,  1863.     Actii.,_  Ensign,  8  September,  1803. 

Tratlieii,  James. 

Mate,  27  December,  1861.     Acting  Volunteer  Lieutenant,  26  August,  1861.     Acting 
Volunteer    Lieutenant-Commander,    16    i\Iay,    1865.       flouorably    discharged 
26  May,  1866. 
Trau,  Adam. 

Assistant  Surgeon,  18  June,  1866.     Resigned  1  March,  1871. 

Trau,  Adam. 

Acting  Assistant  Surgeon,  27  April,  1866. 

Traver,  liOreiizo. 

Actino-  Assistant  Surgeon,  22  November,  1861.     Honorably  discharged  18  October, 
1868. 
Travis,  William  Ij. 

Midshipman,  4  July,  1805.     Resigned  30  March,  1808. 

Treadway,  William. 

Acting  Third  Assistant  Engineer,  25  January,  1864.     Honorably  discharged  6  Sep 
tember,  1867. 

Treadwell,  Passmore. 

Acting  Assistant  Surgeon,  30   June,   1862.      Honorably  discharged    28   March, 
1867. 
Treat,  Bradford  £. 

Mate,  2  January,  1864.     Appointment  revoked  (Sick,)  14  March,  1865. 

Treat,  John  F. 

Acting  Master.     Died  20  October,  1863. 

Treat,  Riehard  A. 

Mate,  26  September,  1863.     Appointment  revoked  31  October,  1864. 

Trehby,  Samuel. 

Sailmaker,  date  not  known.  Last  appearance  on  Records  of  Navy  Dejiartment, 
1824.     Norfolk. 

Tremaine,  Hobart  li. 

Midshipman,  26  September,  1864.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  26  January,  1872. 

Trenchard,  Edward. 

Midshipman,  80  April,  1800.  Lieutenant.  18  February,  1807.  Commander, 
24  July,  1813.     Captain,  5  March,  1817.     Died  3  November.  1824. 

Trsnchard,  Stephen  I>. 

Midshipman,  23  October,  1834.  Passed  jSIidshipman,  16  July,  1840.  Lieutenant, 
27  February,  1847.  Commander,  16  July,  1862.  Captain,  25  July,  1866. 
Commodore,  7  May,  1871.  Rear-Admiral,  10  August,  1875.  Retired  list, 
10  July,  1880. 
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Trescott,  Pofer. 

Mate,  i:!  April,  18ii;5.     Kosigiic.l  1.")  Si-iiteinbcr,  1S04. 

Trov<*tl,  JoMopli. 

Assistant  Surge.. n,  2  Miiy,  IJ^O!).     Dismisscl  !»  April,  IMIO. 

Trovott,  NaiiiiK'l  K.,  Jr. 

Surj,'eon,  3  March,  iSd!).     Last  uppcurance  on  Records  of  Nnvy  Department,  IS'2'.' 
Dead. 
Trcvitt,  Ben  ill  III  in. 

Master,  U  Sei)teiiilHr,  1812.     Hesii,M)ed  11)  .laniiary,  1815. 

Trevor,  Franeis  N. 

AetiuLT  Third  .Vssistant  Enuinocr,  10  October,   ISOfi.     Thinl  Assistant  Engineer 
2  .luiie,  iSf'.s.     Hesigueil  2(;.iiine,  ISUU. 
Tre/.evaiit,  Feter. 

Pyrser,  10  March,  1799.     Discharged  18  November,  1801,  under  Peace  Establish- 
Dient  Act. 
Tribon,  ]>avid  II. 

Chaplain,  5  ]\-i>ruary,  1872. 

Trilley    Joseph. 

Third  Assistant  Engineer,  11  August,  1800.     Second  Assistant  Engineer,  30  July, 
1802.    First  Assistant  Engineer,  20  July,  18G4.     Chief  Engineer,  31  Junuurv. 
187:^. 
Trimble,  John. 

Sailmaker,  UO  September,  1818.     Died  September,  1824. 

Trimble,  K.  ^I. 

Aetiiii,'  Assistant  Paymaster,  14  October,  18G1.     llesigned  27  October,  18G3. 

Tripler,  Byron. 

Mate,  5  October,  1863.     Honorably  discharged  2  .Vugust,  18C8, 

Triplet t,  James  HI. 

Mate,  12  November,  1862.     Dismissed  19  Deceniber,  1863. 

Tripletl,  Tlioniafii. 

Siirmnii,  IJ  October,  1799.     Resigned  10  July,  1804. 

Triplet!.  Tliomas. 

Surgeon,  0  ,May,  1806.     Resigned  5  July,  1810. 

Tripp,  Allien  \\. 

Mate,  9  September,  18G2.     Dismissed  23  .Vpril,  18G4. 

Tripp,  Georjre  B. 

A(  ting  Assistant  Paymaster,  20  June,  18G2.     Mustered  out  5  August,  1865. 
Tripp,  Greenleaf  Cj». 

Ailing  Ensign,  9  June,  18G4.     Honorably  discharged  4  September,  1865. 
Tripp,  I^y wander  C 

Acting  Assistant  Paymaster,  28  August,  1863.     Mustered  out  24  October,  1860'. 
Trippe,  John. 

Midshipman,  .")  April,  1799.     Master,*',   Mav,  1803.     Lieutenant,  9   January,  1807. 
Died  9  July,  1810. 

TriKt,  II.  B. 

Assistant  Surgeon,  10  June,  1S.'}7.     Resigned  2  July,  1800. 

Trivet t,  Henry  J. 

.\(ting  Kiisign,  18  March,  18G5.     Honorably  discliarged  10  November,  1865. 
Trott.  Henry  I>. 

Ai  ting  Kiisign,  2G  August,  1804.     Resigned  3  May,  180.-). 

Trott,  John  B. 

Acting  Kiisi^n,  -0  July,  1863.     Honorably  discharged  27  August,  1865. 
Trott,  William  S. 

Mate,  8  October,  1803.     Died  2  August,  1864. 
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Trotter,  Charles. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Acting  First  Assistant  Engi- 
neer, 9  October,  18G3.     Honorably  discharged  20  October,  1865 
Trotter,  George  A. 

Midshipman,  20  November,  1848.     Died  27  December,  1849. 
TroKer,  W.  ».  B. 

Midshipman,  1  January,  1825.     Resigned  12  July,  1826. 
Trout,  Jacob  G. 

Mate,  21  August,  1862.-   Appointment  revoked  9  September,  1862. 
Trnfant,  William  B. 

Acting  Ensign,  3  April,  1863.     Honorably  discharged  19  August,  1865. 
Triiitt,  Samuel. 

Midshipman,  18  May,  1809.     Resigned  28  June,  1810. 
Trnnipboiir,  Ulattbew  T. 

Acting  Assistant  Paymaster,  21  January,  1865.     Honorably  discharged  7  Septem- 
ber, 1865. 
Trnndy,  Carlton  A. 

Mate,  2  January,  1863.     Honorably  discharged  9  May,  1865. 
Trundy,  George  A. 

Acting  Volunteer  Lieutenant,  26  August,  1861.     Resigned  24  July,  1862 
Trnssell,  John  M. 

Acting  Third  Assistant  Engineer,  27  March,  1865.     Honorably  discharged  16  Sep- 
tember, 1865. 
Trnxtnn,  Thomas. 

Captain,  4  June,  1794.     Resigned,  date  not  known. 
Trnxtnn,  Thomas,  Jr. 

Midshipman,  1  December,  1798.     Resigned  11  May,  1801. 
Triixtnn,  William  T. 

Midshipman,  9  February,  1841.     Passed  Midshipman,  10  August,  1847.     Master,, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Lieutenant-Commander, 
10  July,  1862.     Commander,  25  July,  1866.     Captain,  25  September,  1873. 
Try  on,  George. 

Midsbi[)maii,  11  September,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 3  October,  1799.     Retired. 
Tryon,  James  Rnfus. 

Acting  Assistant   Surgeon,  19  March,  1863.     Assistant  Surgeon,  23  September, 
1863.      Passed  Assistant    Surgeon,   22    December,    1866.      Surgeon,    30   June, 
1873. 
Tryon,  Moses. 

Captain  16  September,  1798.     Discharged  under  Peace  Establishment  Act,  date 
not  known. 
Tnbbs,  A.  I>ean. 

Acting  Assistant  Surgeon,  23  January,  1864.     Died  6  November,  1865. 
Tubbs,  Samuel. 

Acting  First  Assistant  Engineer,  18  May,  1864.     Honorably  discharged  14  Octo- 
ber, 1865. 
Tuck,  I>aTis  R. 

Assistant  vSmgeon,  10  December,  1814.     Last  appearance   on  Records  of  Navy 
Department,  1815.     Fairfax  C.  H.,  Va. 
Tuck,  John, 

Midshipman,  16  Januaiy,  1809.     Resigned  27  September,  1810. 
Tuck,  Joseph  W. 

Acting  Master,  14  August,  1861.     Honorably  discharged  16  December,  1865. 
Tneker,  B.  W.,  Jr. 

Mate,  23  January,  1862.     Honorably  discharged  1  July,  1868. 
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Tiiokor,  CiiatrloH  K. 

Mute,  20  NoveiuluT,  IHCl.     Rcsigncrl  21   April,  180*2.     Mate,   17  December    1^' 
Risij,'iU'il  10  Sii>tfml)ir,  lH(i:5. 
'I'lK'licr.  <«oorjjo  <'. 

.M:isUr,  ir,  .Iiil\,  IMJ.      Kcsij,'iH-.|  17  Miucli,  ISK!. 
'l'ii<*kor,  .la<*ol>. 

Ai'tiiiLC  l''iist  Assiatunt  Kii^iiiffr.  I  r.  October.  IsCI.      A  ppoiiiiiiu  nt  nv.iU..!  .--i. 
1  Siiitcinlirr,  1804. 

Tiickor,  Jolin. 

Aclini^Tliiid  Assistant  Engineer,  <;  .Viigust,  1804.     Dischar},'!.!  21   .Munh,  iMO.'i. 
Tiiokor,  Joliu  K. 

Miiishipniiin,    1    June,   1820.     Passed   Midshipmun.    10  June.    18:jy.     Lieutenant. 

20  DccenibtT,    18:57.     Commander,   14   SeiitcMiliir     is:,:.       !  >i-^»nia.Hed  18   Apr=' 
ISC.l. 

TiK'kor,  Joliii  T. 

Tliir<l  Assistant   Engineer,    11)   Fcbruury,    1801.     Name  stricken   from  the  liollh 
0  May,  1801. 

TiK'kor,  JoliiiMon  HI. 

-Mate,  i:5  August,  1803.     Resigned  :51  May,  1804. 
Tuokor,  TlioiiiaH  It.,  Jr. 

Acting  Ensign,  22  Juno,  1804.     Honorably  discharged  :!  January,  1808. 
Tiickcruiun,  J.  FranoiM. 

Assistant  Surgeon,  2.'5  January,  1842.     Passed  Assistant  8urgc»in,  l.T  March,  1S47. 
Resigned  15  January,  1852. 
Tudor,  Jacob  Li. 

Acting  Third  Assistant  Engineer,  18  April,  1805.     Honorably  discharged  :}0  Sep- 
tember, 1805. 

Tudor,  Owen. 

Midshipman,  11  September,  1799.     Discharged  10  July,  1801,  under  Peace  Estab 
lishment  Act. 

TuoIIn,   Ilonry  M. 

.Vcting  Tliird  .Vssistant  ^Engineer,  9  August,  1802.     Appointment  revoked  (Sick,) 
27  June,  1803. 

TuflM.    JOiiiOpll. 

Midshipman,  4  April,  1800.     Discharged  0  July,  1801. 
Tullock,  ThoinaH  I... 

Acting  Assistant  Paymaster,  11  May,  1803.     Passed  Assistant  Payma.ster,  23  July, 
1800.     Paymaster,  20  February,  1809.     Lost  in  the '-O/kfirfu,"  24  January,  1870. 
TuniH,  William  W. 

Acting  Second  Assistant  Engineer,  29  May,  1802.     Resigned  6  December,  1864. 
TuiiMtall,  J.  M. 

.\ssistant  Surgeon,    10  December    1814.     Last  appearance  on   Records  of  Navy 
Department,  isi.s.     Dead. 

Tuiistail.  Kioiiard  K. 

Assistant  Surgeon,  28  August,  1850.     Resigned  31  October.  1854. 
Tuoliy,   JainoM. 

Acting  Kusign,  11  June,  1803.     Honorably  discharged  4  January,  18C6. 
Turbilt,   Fitoli. 

Midshipman,  2  Dei-embcr.  1709.     Resigned  23  November,  1800 
Turorall,  IVilliam. 

Gunner,  12  July,  1799.      Resigned  11  Augu.st,  1800. 
Turk,  Jolin  W. 

Midshipman,  4   fclarch,  1823.     Passed  Midshipman,  23  March.  1829.     Lieutenan- 

21  . 1  line,  ]<'>'2.     (Sre  Llringston.) 
Turk,  IViiliiiiii. 

Surgeon,  2  I  J  uly,  1813.     Died  20  Noveml»er,  1854. 
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Turley,  John  A. 

jMidshipmaii,  1  May,  1826.     Dismissed  29  November,  1831. 

'riirubiill,  Frank. 

Midshipman,  20  September,  1861.  Graduated  June,  1866.  Ensign,  12  March, 
18G8.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Retired  list, 
10  July,  1877. 

Turnbiill,  James  S. 

Assistant  Paymaster,  1  November,  1861.     Died  6  February,  1862. 

Turner,  Benjauiin. 

Midshipman,  27  September,  1800.     Lieutenant,  9  March,  1807.     Killed  in  a  duel 
1  October,  1807. 
Turner,  B.  W. 

Midshipman,  21  October,  1824.     Died  30  September,  1828. 
Turner,  Charles  A. 

Mate,  5  June,  1863.     Appointment  revoked  (Sick,)  21  November,  1863. 

Turner,  Charles  C. 

Midshipman,  10  May,   1820.     Lieutenant,  17  May,  1828.     Commander,  20  July, 
1851.     Died  4  March,  1861. 
Turner,  Charles  P. 

Mate,  12  September,  1862.     Resigned  14  March,  1864. 

Turner,  Daniel. 

Midshipman,  1  January,  1808.    Lieutenant,  12  March,  1813.    Commander,  3  March, 
1825.     Captain,  3  March,  1835.     Died  4  February,  1850. 
Turner,  Edward  W. 

Purser,  25  April,  1812.     Died  6  March,  1819. 
Turner,  Eleazer  S. 

Acting  Master,  28  May,  1861.     Dead. 

Turner,  Elisha  Li. 

Acting  Assistant  Paymaster,  3  July,  1862.     Resigned  21  October,  1864. 

Turner,  Frank  W. 

Mate,  15  November,  1861.  Resigned  18  October,  1864.  Mate,  3  January,  1865. 
Honorably  discharged  16  May,  1868. 

Turner,  Frederiek  O. 

Mate,  19  November,  1862.     Resigned  1  December.  1863. 

Turner,  Oeorge  R. 

Lieutenant,  8  January,  1799.  Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act. 

Turner,  Henry  E. 

Midshipman,  30  November,  1814.     Died  October,  1820. 

Turner,  James  S. 

Acting  Second  Assistant  Engineer,  16  October,  1861.  Killed  in  action  30  January, 
1863. 

Turner,  James  W. 

Mate,  21  September,  1861.  Acting  Ensign,  13  September,  1862.  Appointment 
revoked  26  September,  1864. 

Turner,  John. 

Acting  Ensign,  13  June,  1864.     Honorably  discharged  25  November,  1865. 

Turner,  J.  M. 

Midshipman,  18  February,  1841.     Dismissed  by  Court-Martial  5  August,  1843. 

Turner,  E.  TV. 

Mate.     Resigned  28  July,  1862. 

Turner,  Obadiah  C. 

Acting  Assistant  Surgeon,  12  August,  1864.     Resigned  6  July,  1865. 

Turner,  Peter. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
20  December,  1832.     Reserved  list,  13  September,  1855.     Commander  on  Re 
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served  list,  1  Julv,   18C1.     Coimiiotlore  on    Ketind    list,  4    April,   1807.     Di«"! 
19  February,  187l'. 
TiiriUT,  Koiiben  A. 

Acting  Eiisij^ii,  21  January,  1863.     Acting  Master,  21   AugUHt,  1863.     Accident- 
ally killfd  23  August,  1803. 
riirnor    ICohort  91. 

M;ite,  28  April,  1801.     Honorably  discharged  13  October,  1805. 
I'liriior,  Suiiiiiel  A. 

.Mi(lsluj)m:ui,  2  February,  1821).     Uesigni-d  0  June,  1830. 

I'liriK^r,  Saiiiiiol  S. 

.Mid>liii.iiian,  4  Manh,  ISOO.      Died  October,  1822. 

I'lirnor,  Saiiiiiol  V. 

S:iilrii;iki  r,  21»  December,  1857.     Resigned   \x  April,  18r)l. 
Tumor    TIioiiium. 

Midshipman,  21    April,    1825.     Passed    Midshi])man.  4  June,   1831.     Lieutenant, 
22  December,  1835.     Commander,  14  September.  18.55      Oaptain,  16  July,  1802. 
Commodore,  13  December,  1802.     Rear-Admiral,  27  May,   1808.     Retired  list, 
21  April,  1870. 
Turner,  Tlionins  J. 

.Vssistuiit  Surgeon,  10  December,  1853.     Passed  Assistant  Surgeon,  23  May,  185{>. 
Surgeon,  20  June,  1801.     Medical  Inspector,  20  April,  1872.     Medical   Director, 
2  April,  1879. 
rnrner,  M'illiani. 

Assistant  Surgeon,  3  July,  1798.     Surgeon,  31   August.   1799.     Died  27  October, 

Turner    H'illiani  C. 

Mute,  1  •October,  1802.     Acting  Ensign,  8  December,  1862.     Dismissed   10  June, 
1864, 
Turn(>r,  William  11. 

Midshipiu:iii,   22   Julv,   1865.     Graduated   June.    1869.      Ensign,    12  July,    1870. 
Master,  13  April,  1872.     Lieutenant,  13  May,  1875. 

Tu rpin,  KI»on  A. 

Mate,  7  .luiir,  ist;4.     Appointment  revoked  21  December,  1864. 

ruliiiii,  Saiiiuol  K. 

Assistant  Surgeon,  30  July,  1861.     Resigned  28  June,  1864. 

rutii<s  .4. 

A(  liiii,'  Ensii;,,,  o  November,  1863.     Honorably  discharge.!  15  November,  1865. 

TuHlc,  FranoiH. 

Mate,  22   December,  1863.     .Vcting   Ensign.  IS   November.  lN<i4.     Honorably  dis- 
charLjed   24   January,  1869.     Mate,  27  January,  INTO.     Resigned   9   September, 

IsToT 

TutlUs  Iloraoo  P. 

.Vcting  .Vssistant    Paymaster,  17  February,  1803.     .Vssistnnt   Paymaster,  2  July, 
1804.      I'aymaster,  4  May,  1800.     Dismis.sed  3  Mardi,  1875. 

Tutilo,  Joliii  P. 

.Midshipman,  30  November,  1814.     Lieutenant,  13  July,  1S25.     Died  10  June,  1927. 

Tut  lie.  I.uciUH  IJ. 

Acting  A>M>taut  Paymaster,  31  August,  1^04.     Honorably  discharged  21    Novem- 
ber, 1805. 

rultlo.  Ronbon. 

A(  ting  ScK.iid  A.«!sistant  Engineer,  14  July,  1803.     Dismissed  31  August,  1863. 

TulMo,  Roliert  <".  ,    ^  . 

A.  ting  Assistant  Surgeon,  25  September,  1803.    Honorably  discharged  19  Janu:.' 

I'^f.t). 

Tullie.  TlioniaH.  ,, 

Acting    ihini  Assistant  Engineer,  8  July,  1803.     Acting   Second  Assistant  Jr-ug. 
neer,  18  October,  1804.     Appointment  revoked  (Sick.)  9  November,  1»<W. 
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Tnttle,  TVilliam  T.. 

Acting  Master,  14  September,  1861.     Resigned  28  May,  1863. 

Tuxbiiry,  James. 

Master,  24  January,  1809.     Appointment  rLVokeil  8  May,  1809. 

Twaiiibley,  Henry  15. 

Acting  Ensign,  1  June,  18G4.     Honorably  discliarged  :>  August,  1865. 

Twichell,  Thomas  J. 

Mate,  24  January,  lSCn>.     Resigned  8  August,  1803. 

Twiggs,  Dennis. 

Acting   Boatswain,    7    ]\Iarcli.    1877.      Appointment   revoked    18    Aulci-.s^    '' ■ 
Acting  Boatswain,  15  Marcli,  1878.     Appointment  revoked  2  September,    :    ... 

Twining,  Theodore  W. 

Acting  Assistant  Paymaster,  31  July,  1863.     Died  17  August,  1864. 

Tyler,  Asahel  H. 

Acting  Second  Assistant   Engineer,   23   January,    1864.     Honorably   discharged 
19  October,  1865. 

Tyler,  Benjamin  S. 

Assistant  Surgeon,  ''0  December,   1814.     Last  appearance  on   Records  of  Navy 
Department^  1815.     New  York. 

Tyler,  Frederick  H. 

Midshipman,  20  June,  1868.     Graduated  31   May,   1873.     Ensign,  16  July,   1874. 
Master,  11  July,  1880. 

Tyler,  George  S. 

Acting  Third  Assistant  Engineer,  15  December,  1862.     Acting  Second  Assistant 
Engineer,  9  April,  1863.     Honorably  discharged  22  November,  1865. 

Tyler,  George  W. 

Midshipman,  3  October,  1864.     Graduated  June,   1868.     Master.   12  July,  1870. 
Lieutenant,  18  April,  1873. 

Tyler,  Gorham  P. 

Acting  Ensign  and  Pilot,  26  November,  1864.     Honorably  discharged  28  July 
1865. 

Tyler,  Hanson  R. 

Midshipman,  27  July,  1866.     Graduated  7  June,   1870.     Ensign,   13  July,   1871. 
Master,  19  September,  1874. 
Tyler,  Rnlns  C. 

Mate,  8  Uc-tober,  1864.     Resigned  15  June,  1865. 

Tyler.  Tobias. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Departmept, 
1815.     Boston. 
Tyler,  Thomas. 

Boatswain,  11  June,  1839.     Resigned  4  July,  1842. 

Tyler.  William. 

Assistant  Surgeon,  23  May,  1829.     Died  14  January,  1832. 

Tynan,  John  W. 

Third    Assistant  Engineer,   21     Novem!)er,    isr)7.       Second     Assistant   Engineer, 
2  August,  18(10.     Name  stricken  from  the  Rolls,  6  May,  1861. 

Tyrrell,  Stephen  R. 

Acting  Ensign,  15  December,  1862.     Died  whilst  Prisoner  of  ^Var,  6  May,  1864. 

Tyson,  £li|ah  R. 

Third  Assistant  Engineer,  3  August,  1863.     Died  23  March,  1866. 

Tyson,  En  gene  T. 

Mate,  20  March,  1 862.     Honorably  discharged  2  September,  1 866. 

Tyson,  Herbert  B. 

Actincr  Midshipman,  22  October,  1857.     Lieutenant,  1  August,   1862.     Resigned 
14  March.  1866. 
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Uber,  Carlton  A. 

Third   Assistant    Knu'ip- .  r.    i.    .\i;ii.  ii,    l^'i;;.      liftir-»l   27   March,   1HG7.     Second 
Assistant  Kngintei,  Kiiiri'il  list,  21  July,  180V.     Kirst  A&tiiHtunt  Eofjinecr,  He- 
tired  list,  2y  May,  1872. 
rfi'ord.  lloiiry. 

.MaU-,  2>i  September,  1804.     Honorably  discharged  30  September,  18G0. 

I  hler,  Mi  II  ill  111  i:. 

Midshii)nian,  27  July,  lHf,|.  (;rad.i:it.efl  2  June,  1808.  Ensign,  10  April,  lh-..» 
Lost  iu  "  Oiwida,"  24  Junuury,  1870. 

I'lilricli,  <ioorco. 

Master,  J  DecLinl.er,  ISOlt.      TUtd  f.  June.  1822. 

I  IiiK  r,  Albert  F. 

-M.itu,  17  January,  1863.  Aetin^'  Knsign,  7  August.  1800.  Monorably  discharged 
17  Decciuber.  "l8G8. 

I  iiiior,  Philip. 

.Ma:jtcr.  0  February,  iNO^i.      Warrant  revoked  m  May,  1S09. 

rn<l<'r<lo^rii,  Tlioniaw  €!. 

M  ite,  '.i  November,  lytil.      Honorably  discharged  Jl  Aj)ril,  1868. 
I  ndorhill,  Jofj^opli  (■. 

.Mate,  It)  October,  18G:5.     Resigned  30  May,  1865. 
Untiorhill,  Tlilltam  <  . 

Mate,  23  December.  1861.  Aetins;  Knsiirii,  20  September,  1802.  Appointment  re- 
voked 21  January,  1803.  Ke-aiipointed  7  February.  1H03.  Honorably  dis- 
charged 27  October,  1800. 

Undern-ood,  Clark  ]tl. 

Acting  Carpenter,  1  October.  1802.     Resigned  2l»  Jaly,  ISO:'.. 

Underwood,  Kdniiind  IS. 

Midshipman,  26  June,  1  SOU.  Graduated  31  May.  1873.  Ensign,  10  July.  1874. 
Master,  10  March,  1880. 

Cndorwood,  JanieH  P. 

.Mi'lshipinan,  2'J  June,  1869.  Graduated  31  May,  1873.  Ensign.  10  July,  lb74. 
Died 'J  July,  IST'J. 

Underwood,  .lolin  A. 

Midshipman.  7  January,  1832.     Resigned  2  July.  1832. 

Undervrood,  Joh.  A. 

Midsiiipman,  2   Februarj',  1829.     Passed   Midshipman,  3  July,  1835.     Killed   by 
Fejee  Islanders  24  July,  1840. 
Unj^er,  Fdivard. 

Mate,  l.j  September,  1803.     Dismissed  24  May.  1800. 

I'nHworlli,  John. 

IJoatswaiii.  2  July,  1803.     Warrant  revoked  28  February,  1805. 

rpliani.  Charles  C. 

Purser,  \iO  July,  1S:)2.     Died  10  June.  IS'oS. 

I'pliaii.,  Iiieoi^ge  B. 

Acting  Master,  3  September,  1801.     Acting  Volunteer  Lieutenant,  13  April,  1S64. 
Resigned  13  May,  IttOG. 
Uphaiii,  Henry  ^I. 

M:itc,  31  Oetober.  1804.     Honorably  discharged  4  August,  1860, 

I'pliaiii,  Joseph  Itadeer. 

Third  Assistant  Engineer,  18  November.  1802.  Second  Assistant  Engineer 
23  March,  1>«04.  First  Assistant  En^^ineer.  1  January,  1808.  Retired  list,' 
27  December.  1875. 

UpHliiir,  A.  \V. 

Pur.ser,  20  March,  1843.     Died  in  September,  1844. 

UpMhnr,  €»eor;:e  P. 

Mi<lshipiuan.  23  April,  1818.  Lieutenant,  3  March,  1827.  Commander.  27  Feb- 
ruary, 1H47.     Died  3  November,  1852. 


;2ti  GENERAL  NAVY  REGISTER. 

LJpshnr,  John  H. 

Midshipman,  4  November,  1841.  Passed  jMidshipman,  10  August,  1847.  Master,, 
18  April,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  31  January,  1872.  Com- 
modore, 11  July,  1880. 

[Jpstone,  George  li. 

Mate,  10  September,  1864.     Honorably  discharged  27  August,  1865. 

Dpton,  Daniel  P. 

Acting  Volunteer  Lieutenant,  21  October,  1861.     Dismissed  15  August,  1863. 

Upton,  Francis  C. 

Assistant  Paymaster,  14  September,  1861.     Resigned  14  February,  1862. 

Qpton,  Frederick  E. 

Midshipman,  1  November,  1864.  Graduated  3  June,  1868.  Master,  3  December, 
1872.     Retired  list,  21  November,  1877 

[Jpton,  George. 

Mate,  2-i  September,  1863.     Dismissed  19  June,  I860. 

Upton,  William  G. 

Acting  Ensign,  23  December,  1863.     Honorably  discharged  31  July,  1865. 

[Jrann,  William  !>. 

Acting  Master,  29  October,  1861.     Acting  Volunteer  Lieutenant,  18  June,  1864. 
Honorably  discharged  30  October,  1868. 
[Jrner,  Fd^ard  C 

Mate,  5  June,  1863.     Acting  Ensign,  14  December,  1864.     Honorably  discharged 
21  November,  1865. 
[Jrqnhart,  Richard  A. 

Assistant  Surgeon,  7  January,  1875.     Passed  Assistant  Surgeon,  29  May,  1878. 
Jsher,  James  D. 

Midshipman,  24  March,  1837.     Resigned  15  June,  1839. 
Jsher,  IVathaniel  R. 

Cadet  Midshipman,  22   September.   1871.     Graduated   1   June.   1875.    Ensign 
18  July,  1876. 
Jsher,  Richard  R. 

Midshipman,  4  March,  1823.     Dismissed  33  August,  1826. 
Jtley,  Joseph  H. 

Midshipman,  22  September,  1865.     Graduated  7  June,  1870.     Resigned  30  Sep- 
tember, 1874, 
Jtter,  John. 

Mate,  6  December,  1861.  Acting  Ensign,  12  February,  1864.  Acting  Master 
1  November,  1864.    Honorably  discharged  14  February,  1866. 

i^ail,  Ahraham  H. 

Midshipman,  28  September,  1861.  Graduated  September,  1865.  Ensign,  1  De- 
cember, 1866.     Master,  13  March,  1868.     Lieutenant,  26  March,  1869. 

rail,  Abram  Li. 

Acting  Assistant  Surgeon,  17  January,  1863.     Resigned  15  September,  1864. 
rail,  Edward  H. 

:Mate,  23  January,  1863.     Resigned  24  June,  18G3. 
Fail,  Edward  M. 

]\Iidshipman,  1  December,  1821.     Lieutenant,  27  May,   1830.     Dismissed  3  July, 

1843. 

rail,  George  A. 

Midshipman,  27  September,  1867      Graduated  6  June,  1871.     Retired  list,  14  Julj^ 
1874. 
rail,  Samnel. 

Midshipman,  1  January,  1809.     Died  14  April,  1812. 
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Yuilo,  John  II. 

Actii)<x  Third  Assistant  Encfinecr,  9  September,   1802.     Acting;  Second   AssiHtant 
KML,'iiKir,  12  August,  l»Ul.     llonoralily  discharged  21  September,  IHM. 
Val4l<vs,  I»o<Iro  C. 

Mi.lshipMKiii,   17   June,  182:5.     Passed  Midshipman,  2:J  March,  lb29.     Lieutonunt, 
:J  .Miirch,  1S:31.     Kcsigned  6  February,  lb34. 
Vulciiliiie,  Kdwurd  K. 

Mate,   5    Noveinlxr,    Ibd'J.     Acting    Ensign,   3    October,    180:{.     Acting    Master, 

27  SeptenditT,  \b(\l.     Dismissed  2.1  August,  18G8. 
Valli,  Jaoob  K. 

.Mi.l.sliipman,  '21  July,  1798.     Resigned  12  August,  1802. 
Valk,  Milliaiii  W. 

Assistant  Surgeon,  2:5  February,  ls:55.     Resigned  10  October,  1838, 
Vall<N  Ifartlioloiiiow. 

M  idshipiiian,  2t>  January,  1841.     Resigned  :J0  November,  IStl. 
Vallolf,  J.  K. 

.Midshij)nian,  1  January,  1815.     Died  in  1825. 
Vallctte,  K.  A.  F. 

Master,  25  June,  1812.     Lieutenant,  9  December,  1814.     Commander,  U  March, 
1S31.     (See  Lavallette.) 
Yallollo,  Kli. 

Cliiphiin,  20  February,  1800.  Discharged  8  June,  1801,  under  Peace  Establiah- 
ment  Act. 

Vallot to,  S.  I>. 

Midsh Lignum,  8  December,  1835.     (Set  Lavallette.) 
ValloMlior.  iflartin. 

Acting  Ensign,  7  Dtccmbcr,  1804.     Honorably  discharged  27  September,  1865. 
VaiialHtino,  I'oriieliUM  J. 

Midshipman,  27  February,  1833.     Passed  ]\Iidshipman,  S  July,  1830.     Lieutenant, 

11  April.  1845.  Resigned  18  May.  185'.».  Acting  Master,  31  October.  1801. 
Acting  Volunteer  Lieutenant,  12  October,  1803.  Acting  Volimteer  Lieutenant- 
Commander,  14  August,   1805.     Honorably  discliarged   30  April,   1800.     Died 

12  August,  1800. 
Yaiiaiida.  O.  J. 

.M;it( ,  2  1  May,  1804.     Honorably  discharged  8  November,  1865. 
VaiiartHilall,  J. 

Mids  lipman,  24  September,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Van  Ron  roil.  K^hort. 

Master,  22  .lanuary,  1S15.     Resigned  22  February,  1815. 
Van  Itiblior,  Frodoriok. 

Assistant  Surgenii,  2:!  May,  1857.     Dismissed  0  May,  1801. 
Van  ItoMkirk,  Jaiiio^*. 

Mate,  18  l)eeemi)ei,  ia31.     Acting  Master,  14  April,  1802.     Honorably  discharged 
14  January,  1808. 
Van  Krnnt.  €.  II. 

Assistant  Surgeon,  20  May,  1820.     Died  28  July,  1825. 
Van  Kriiiit.  Frank. 

.Veting  'I'liird  Assistant  Engineer,  18  February,  1805.  Honorably  discharge*! 
17  .\pril,  1S0(!.  Acting  Third  Assistant  Engineer,  9  August,  1800.  Mustered 
out  24  September,  iNf.s. 

Van  Itrnnt.  CiorMlioin  J. 

.Midsliipman,  1  .laniiary,  INIS.  Lieutenant.  3  March,  1827.  Commander,  29  May, 
184<!.     Captain,  14  September,  1855.     Commodore,  10  July,  1802.     Ret ire«l  list, 

28  April,  1863.     Died  17  December,  1803. 
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Tan  Bnreii,  John  I>. 

Third  Assistant  Engineer,  13  May,  18C1.     Second  Assistant  Engineer,  21  April, 
18(i3.      First  Assistant  Engineer.   1    .laniiarv,   ISCiT).     liesigned  22  September, 
1868. 
Tan  Bnrcii,  Martin. 

Acting  Tliird  Assistant  Engineer,  5  July,  18(i2.     Dismissed  11  December,  1862. 
Tan  ISnskirk.  J.  IV. 

Acting  Ensi;iu,  13  December,  1862.     Honorably  discliarged   19  September,  1865. 
Van  Biii^kiik.  P.  C. 

.Mate,  28  Febrnary,  1870. 
^  a  lice,  George. 

Mate,  30  July,  1863.     Acting  Ensign,  27  May,  1864.     Died  on  "Peoste,"  4  July, 
1864. 
Vance,  Ijewis  R. 

Acting  Ensign,  2  March,  1864.     Honorably  discharged  21  December,  1865. 

Tanclain,  James  Ji. 

Third  Assistant  Engineer,  11  August,  1860.     Second  Assistant  Engineer,  30  July, 
1862.     First  Assistant  Engineer,  20  July,  1864.     Died  27  September,  1874. 

Vancleare,  G.  W. 

Midshipman,   16    January,  1809.       Lieutenant,   9   December,   1814      Cashiered, 
9  February,  1820. 

Tan  Cleef,  I'harles  H. 

Acting  Midshipman,  2  October,  1850.     Dropped  24  January,  1851. 

Tan  Cleef,  Samwel  M. 

Acting  Third  Assistant  Engineer,  27  February,  1863.     Resigned  13  June,  1865. 

Tan  Cleft,  George  H. 

Civil  Engineer,  27  January,  1870.     Dropped  2  March,  1871. 

Tan  Cleve,  Aaron. 

Acting  Third  Assistant  Engineer  19  April,  1864.     Honorably  discharged  4  Octo- 
ber, 1865. 
Tan  Cleve,  John  W.,  Jr. 

Acting  Assistant  Paymaster,  28  October,  1863.     Mustered  out  7  November,  1865. 

Tan  de  Carr,  William  H. 

Midshipman,   26  July,  1865.     Graduated  7  June,  1870.     Resigned  21   November, 
1873. 
Tandegrift,  IVicholas  G. 

Acting  Third  Assistant  Engineer,  3  August,  1864.     Honorably  discharged  7  Au- 
gust, 1866. 
Tandenbergli,  Vl^illiam. 

Acting  Third   Assistant  Engineer,    17  October,  1861.      Resigned    17   February, 
1862. 

Tandenbos,  Jacob. 

Sailmaker,  3  April,  1807.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Frigate  "  Chesapeake.''^ 

Tanderbilt,  Aaron. 

Mate,  20  July,  1863.     Acting  Ensign,  1   February,  1865.     Honorably  discharged 
12  October,  1865. 
Tanderbilt,  William  W. 

Third   Assistant  Engineer,   18   November,    1862.       Second    Assistant    Engineer, 
23  March,  1864.     Resigned  30  October,  1865. 

Tanderford,  H. 

Boatswain,  15  October,  1830.     Dismissed  10  February,  1831. 

Tandcr  Horst,  £lias. 

Midshipman,  10  September,  1841.     Passed  Midshipman,  10  August,  1847.    Died 
17  March,  1850. 
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YiindorMlioe.  Tlia«l<l4>iiN  I.. 

riiinl  Assistant  Kii^'iiu-.r,  s  Sr|itcinl.cr.  is(;:i.     Siccck!  Assintunt  Engineer,  15  Oc- 
t«)l)cr,  180").     liesigiinl  ^1  Ditembor,  1871. 
Yuii  DouHen,  fiiooreo  II. 

ArtiiiLT  Assistant  Siii.r<c. II.  II  P'ebruary,  1802.      Ucsij^'md  Mt  Manli.  IsCi^. 
Vaaii  *lv  ^'aiifcr,  .1.  i'. 

Mr:'     Jl  O.tdhcr,  isf.i.     Acting  Ensipn. -'S  .laniiarv.  IStil.     Ai.iK)inttnfnt  revoke*! 

VaiHl<'voor,  llaiil&orM4»ii. 

Acting  Mastcr.iiHl  Pilot,  1  Oitobor,  18(;i.      Honorably  .lisj-hargcd  l.'i  August,  180.*). 
Vail  I>iiKer,  <i)(M>rf;<s 

Mate,  21   .luny,  l.s()2.     Dismissed    0    September,  isc.J.      .Maf«'.  2S   May,  ISGH.     Re- 
signed 9  February,  isori. 
Vail  D.yke,  .iloxandor. 

.Midsliijjnum.  10  May,  isju.     Kcsigned  17  .Xiiynst.  is-jo. 
\aii(lyke,  Aloxaiidor. 

.Midshipman,  0  May,  IS'J'J.     Resigned  1(»  Manli.  1S2(;. 
\  ail  Dyko,  Itciijaiiiiii  <>. 

.Mate.    11   .June,    1SU3.       Acting   P]nsign,   27    June,    isr.t        Honorably  <lis<-har"ed 
:51   Octol)er,  1805. 
Tandyke,  Henry. 

Midshipman.   10   March.    170S.     Lieutenant,    1    May,   1800.     Last  uppearance  on 
Records  ofNavy  Department,  8  September,  1S()2.     Killed  in  a  duel. 
VaiKlyko,  J.  C. 

.Midshipman,  4  March,  1823.     Resigned  ."J  .lune,  182:5. 
Van  Forsoii.  ItlorriN. 

Acting  Third  Assistant  Engineer,  30  November,  ivt02.     Resiirned  31  May,  1804. 
Van  GiCMOii.  RaiiMford  lu. 

Assistant  Surgeon,  21  .January,  1802.     Jtesigned  20  May,  1803. 
Van  Giesoii,  Ilonry  C-. 

Acting  Assistant  Surgeon,  10  February,  1804.     Resigned  17  May,  186.'*. 
Van  Hook.  B.  F. 

Midshipman.  2  .lanuary,  1840.     Resigned  I.I.June,  1843. 
Van  Horn.,  William  L,. 

Assistant  Sur<,a<»n,  4  April,  1831.     Surgeon,   8   September,    IS-M.     Died   3    \nril 
1854. 
Van  Honton.  I>.  %¥. 

Acting  Assistant    Paymaster,  7  September,   1804.      Mustered  out   13   December. 
ISO.-). 
Van  HovenlKM*^.  John. 

Third  Assistant  Engineer,  12  August,  1801.     Second  Assistant  Engineer,  21  Ai)ril, 
1803.     First  Assist.int  ?]ngineer,  11  October.  is(i(i. 
Van  IdorMfine.  .fared. 

Acting   Third    Assistant    Engineer,   15   November,  1801.     Resigned    21   Angust. 
1802. 
Van  staler.  Garret f. 

Sailmaker,  25  January,  1873. 
Van  Meter,  Jolin  B. 

Chaplain,  19  December,  1871. 
Van  XeMH,  Ralph  <>. 

Mate,  15  December,  iso;*,.     Honorably  dischorged  S»  M.arch,  1866. 
\  an  Xest,  John  F. 

Mate,  4  .January,  1804.     Drowned  Is  August,  1804. 
Van  Pelt,  Klhert  €. 

Acting  Ensign,  28  November,  1802.     Resigned  3  .March.  lt<C,r,. 
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Tan  Rcnsclaer,  H.  II. 

Midshipman,  10  May,  1820.     Uisinissed  (">  April,  ISCU. 

Tan  Renselaer,  K.  II. 

Lieutenant,  7  January,  1799.     Last  appearance   on  Records  of  Navy  Department, 
16  April,  1800. 
Tan  Ranselaer,  W. 

Midshipman,  1  November,  1830.     Resigned  14  September,  1839. 
Tan  Reypen,  William   K. 

Assistant  Surgeon,  24  January,  1863.  Passed  Assistant  Surgeon,  2G  May,  1805. 
Surgeon,  13  May,  18G8. 

Tausant,  Ira. 

Midsliipnian,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Philadelphia. 

Tansant,  Jobu. 

Assistant  Surgeon,  1  May,  1855.     Passed  Assistant  Surgeon,  4   May,   1860.     Re- 
signed 23  June,  1860. 
Tan  Scliaick,  S. 

Midshipman,  30  December,  1798.     Lieutenant,  18  May,  1804.     Resigned  9  July,. 
1807. 
Tan  Sice,  Edward. 

Acting  Master,  26  August,  1861.     Resigned  7  October,  1864 

Tan  Slyck,  Edgar. 

Acting  Master,  19  July,  1861.     Honorably  discharged  28  October,  1865. 

Tantin,  Claudius. 

Acting  Third  Assistant  Engineer,  17  December,  1863.  Honorablj  discharged 
1  October,  1865. 

Tan  Tine,  Charles  M. 

Third  Assistant  Engineer,  16  January,  1863.  Second  Assistant  Engineer,  28  May, 
1864.     Resigned  4  January,  1866. 

.Tan  Telson,  Henry. 

Mate,  26  October,  1863.     Honorably  discharged  4  November,  1865. 

Tan  Tleck,  William  A. 

Acting  Midshipman,  25  November,  1849.  Acting  Ensign,  1  October,  1863. 
Master,  10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868.     Died  29  June,  1869. 

Van  Toorhis,  Barker. 

Acting  Ensign,  9  September,  1862.  Acting  Master,  23  September,  186-3.  Honora 
bly  discharged  30  August,  1865. 

Tan  Toorhis,  Henry. 

Saihnaker,  11  August,  1819.     Died  30  August,  1826. 

Tan  Toorbis,  Richard. 

Sailmalier,  8  February,  1834.     Retired  list,  31  September,   1861.     Died   13  April, 
1880. 
Tan  Toorhis,  R.  B. 

Master,  28  February,  1809.  Last  apjiearance  on  Records  of  Navy  Department, 
1815.     New  York  Navy  Yard. 

Tan  Warner,  John. 

Acting  Third  Assistant  Engineer,  4  November,  1861.     Resigned  17  November, 
1863. 
Tan  Wert,  William  H. 

Acting  Third  Assistant  Engineer,  35  March,  1864.     Honorably  discharged  14  No- 
vember, 1865. 
Van  Wyck,  Edward  H. 

Assistant  Surgeon,  20  June,  1838.     Retired  list,  8  May,  1861. 

Tan  Wyck,  P.  C. 

Midshipman,  4  December,  1834.     Died  31  December,  1841. 
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Tan  W.vok,  P.  C. 

Assistant  Surgeon,  ;?  March,  1S09.     Last  uppcaranco  on   Records  of  Navv  Dcjiari  • 
meiit,  1815.     Frigate  "  L'o/utilution." 
Tun  IVyok,  lVimliini;ton. 

Mate,  21  May,  l^"'-.     ll«)ii<)ra})ly  discharged  22  .luiic.  \SGt). 
Tan  Wyck,  Milliani. 

.Miilslii|iin:m,  1!)  < ).  ii.i.cr,  1841.     Passed  Midsbipman.  10  .Vugust,  1847.     Lost  in 

"  J'tiijiaiiit','^  '21  Sl'J)t«'IlllilT,  IN.").*). 

Tan  Zandt.  JanioH. 

Acting 'I'iiird  .Xs.-istant  Engineer,  1  Oetoher.  1802.     Acting  Second  .\ssistant  En- 
gineer, 20  December,  lbU3.     Honorably  discluirgcd  4  November,  laiJ.j. 
Tan  Zan<lf.  .TanioM  D. 

Acting  Tliird  Assistiiit  Engineer,  8  .lanuary,  18G4.     Appointment  revoked  (Sick,) 

I'J.Iuiy,  18(;i. 

Tan  Zandt,  Joseph  A. 

Third  Assistant  Engineer.  20  Fel)riiary.  1S17.     Died  7  AprU,  1819. 
Tan  Zan<lf,  NioliolaM  II. 

Midsliipinan.  1!)  Octolxr,  1811.     Passed   ^lidshipman,  10  August,  1847.     Master, 
14  Sei)tendjcr,  1855.     Lieutenant,  15  Sejjtcmber,  1855.     Dismissed  24  December, 

isr.i. 

Tan  Zandt.  IVilliaiu  T.  K. 

Mate,  (5  September,  18ti2.     Resigned  18  June,  1863. 
Tarncy,  William  II. 

Assistant  Naval  Constructor.  29  July,  1869. 
Tarnnni,  Fre<leriok. 

Midsliipman,  18  June,  1812.     Lieutenant,  28  March,  1820.     Commander,  8  March. 
1841.     Dropped  13  September,  1855. 
Tarnnin.  William  I^. 

Mi.Uliipman,  5  June,  1871.     Graduated  20   June,   187C.     Ensign.  20  Novcml.-er. 
1878. 
Tasaallo,  T^.  OuHtav. 

Acting  Master,  11   January,  18G2.     Acting   Volunteer    Lieutenant,   7    November, 
18(54.     Resigned  1  November,  1808. 

TaHso.  James. 

Midsliipman,  18  June,  1812.     Resigned  13  July,  1813. 
TauKliiin,  Cliarlcfii  T.. 

Acting  Assistant  Surgeon,  15  May,  18C3.      Honorably  discharged  21    October, 
1805. 
Tan^^lian,  Fdiwin. 

Acting  Third  Assistant  Engineer,  11   October,  1802.     Acting  Second  Assistant 
Engineer,  14  May,  1804.     Honorably  discharged  19  September,  1SG5. 
Tanfflian,  Iliram  C. 

Acting  Assistant  Surgeon,   10  March,  1864.     Honorably  discharged  21  October, 
1805. 
TaoKlian,  William. 

Master,  12  August,  1822.     Reserved  list,  14  September,  1855.     Died  10  December, 
1850. 
Tanelin,  Ilonry. 

Acting  blaster,  23  September,  1801.     Honorably  discharged  10  Februan,-,  1809. 

Tan  Klin*  llonry  A. 

Mate,  22  June,  18(13.     Resigned  21   July,  1864.     Acting  Ensign,  24  April.  1805. 
Honorably  discharged  20  January,  1800. 

Tanirlin,  John  A. 

Miilsiiipman,  24  September,  1861.     Graduated  September,  1865.     Ensign,  1   De- 
cember, 1860.     Master,  12  March,  1808.     Resigned  0  December,  1870. 
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Tanglin,  ;Wat1ian  F. 

Mate,  13  August,  18G3.     Acting  Ensign,  IT  Fcbniarv,  18Gt.     Honorably  discharged 
1  December,  18G5. 
Teacock,  Gilbert  W. 

Mate.     Disniisricd  IG  iMarcli,  18G3. 

Veatcli,  James  C. 

Acting  Third  Assistant  Engineer,  10  May,  1804.     lIonoral)ly  discharged   12   Octo- 
ber, 18G7. 
Vedder,  Alexander  M. 

Assistant  Surgeon,  13  September,   1856.     Passed  Assistant   Surgeon,  23   March, 
18G1.     Surgeon,  14  November,  1861.     Resigned  29  December,  1864. 
Veeder,  Ten  Eyck  de  W. 

Midshipman,  25  September,  1868.     Graduated  31   May,  1873.     Ensign,   16  July, 
1874. 

Yeiteli,  William. 

Acting  Third  Assistant  Engineer,  18  November,  1861.     Acting  Second  Assistant 
Engineer,  6  November,  1863.     Honorably  discharged  16  October,  1865. 
Veitinger,  Jaeob. 

Acting  Third  Assistant  Engineer,  30  March,  1863.     Honorably  discharged  IG  May. 
1868. 
Teltman,  William  F. 

Mate,  7  August,  1862.     Resigned  6  June,  1864. 

Tenable,  €barles  H. 

Mate,  2  April,  1866       Resigned   17   August,    1867.      Mate,   4    September,   1869. 
Gunner,  5  September,  1871. 

Tenable,  Joseph  O. 

Acting  Gunner,  6  May,  1864.     Honorably  discharged  9  January,  1866. 

Tenable,  Tbomas  P. 

Gunner,  19  March,  1847.     Resigned  15  May,  1854.     Gunner,  22  October,  1855. 

Tennard,  Jolin  li. 

Mate,  9  May,  1862.     Acting  Ensign,  9  May,  1864.     Honorably  discharged  5  Janu- 
ary, 1868.     Mate,  26  April,  1870. 

Ter  Menlen,  Fdmund  €. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  26  May,  1805. 
Surgeon,  26  April,  1872. 

Term  ill  ion,  !>. 

Carpenter,   8  June,   1822.     Last  appearance   on   Records  of  Navy   Department. 
Ordered  to  Sloop  "Peacock." 

Teri»er,  Henry. 

Master,  5  December,  1812.     Last  appearance  on  Records  of  Navy   Department, 
1815.    Charlestown,  Mass. 

Vernon,  Samuel. 

Assistant  Surgeon,  11  January,  1812.     Discharged  5  February,  1814. 

Ternon,  William  G. 

Acting  Third   Assistant  Engineer,   6    September,    1864.     Honorably  discharged 
16  July,  1865. 
Ternon,  William   R. 

Acting   Second  Assistant  Engineer,   28   October,    1864.     Honorably    discharged 
23  September,  1865. 

Tery,  Abraham  A. 

Acting  Ensign,  5  January,  1864.     Honorably  discharged  22  June,  1867. 

Tery,  Edward  W. 

Midshipman,  20  February,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  29  September,  1S71. 

Tery,  Samuel,  Jr. 

Acting  Master,  2  August,  1861.     Honorably  discharged  6  Octoiber,  1867. 
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Tery,  Saiiiiiol  W. 

MidsliiiJinuii,  'S.i  Febrmiry.   ISCiS.      GraflimttMl  .lum-.   iscc.      Eusign,    12  March 
1«(JS.     MasttT,  2()  Marrli,  ISCli.      Liciit.-iiiiiit.  21    March,  1870.  ' 

VoMll«'r.v,  I>avi<l. 

I'.Dai-swaiii,  S  .Imif,  iS'i'J.     Dif.l  li  N'ovi-mluT.  1M2H. 
V<'v<*rM,  l{i<*liai'<l. 

A(  tint;  .MasiiT,  2i\  Au<,Mist,  Isc.l.      |Jfsi;,'iic<I  2.">  March.  1863. 
\  iail.  TiKMiiaH  II. 

.Miti-,  S  FcWiiian,  \si\r,.     Appoiiitinciit  rt-vokcfl  ly  November,  1805. 
Vi<'k«'roy,  Jaoob. 

.Midsliiimiaii,  2.j  Jmir,  ISOO.      Ucsij^'iicd  <;  Fcliniaiy,  180:i. 
Viol  or,  Iloiiry  C. 

'I'hird   Asiiistunt   r:n<,'iift.'(r,   2    Aui,'ust.   IS";,!.     Itt-signod   28   August.    IfiriS.     Re- 
instated  ill   ori^'iiial  ])<)sitioii,    11    April.    18.")}».      Stconrl    Assistant  Eiiixincer, 
20  l)ocemV)er,  IttGO.     First  Assistant  En<^inctr,  1   .Inly,  isril.     Kesi^^ned   f-'.  Dc- 
ceujlicr,  ISGij. 
Vieius  I^oiiIm. 

Midsliipnian,  1  Decenilier,  1809.     Last  appearance   on   Records  of  Navy   Depart- 
ment, 17  August,  IblO. 

Viiiall,  JoM^pli  T. 

Acting   Third  Assistant  Engineer.   1    December,    1864.      Mustercl    out   2   June 
18G8. 

Vilas,  R.  A. 

Acting  Assistant  Paymaster,  10  January,  liH)'>.     Mustered  out  7  Ot  tober,  1m(m. 
Villaxon,  Marceliiio. 

Acting  Third  Assistant  Engineer,  1   March.  18(54.     Acting  Second  Assistant  En- 
gineer, 15  December,  1804.     Honorably  discliarged  10  May.  istKi. 
Viuoont,  David. 

Mate,  2:}  .luly,  1S(;2.     Killed  on  "TF«w;ia,"  14  December,  l.*<(;2. 
Vincent,  Freeman. 

Mate,   1   October,   18G2.      Acting   Ensign,    1    September.    18G3.     Acting   Master, 
20  May,  18G5.     Honorably  discharged  22  November,  ISGo. 
VineenI,  William  J. 

Matp,  ~)  March,  lbtJ2.     Appointment  revoked  11  November.  1865. 
Vinin^,  Seton. 

.Midshipman,  IG  January,  1809.     Resigned  27  July.  1810. 
Vinton,  Benjamin. 

Surgeon.  2  May,  ITUK.     Resigned  31  July,  1«00. 
Vinton,  Fre«leri<'k  It. 

Cadet  Midsiiipman,  21  September,  1871.     Graduated  17  September.  187,')     Ensicn 
U  October,  1S7G.  ' 

Vinton,  Caeorge  A. 

Acting  Gunner,  2:5  January,  18G.').     Honorably  discharged  1  .Vugust,  1805. 
Voelkers,  Fre<ieriek  T. 

Mate,  28  September,  ISGf..     Resigned  11  April.  1MG7. 
Volee,  CiJeorge  IV. 

Act  ini;  Third  Assistant  Engineer,  29  December,  18G2.     Dismissed  24  December 

lNti:5. 

Volliiiii,  Samnel. 

Acting  Third  Assistant  Engineer,  13  January,  1862.     Dropped  2  May,  1868, 
Voorliees,  A.  II. 

Mid>hii»man.  12  July,  1800.      Lost  in  the  "  Insunjnit." 
VoorlieoH,  .laineM. 

Midshipman,  IS  May,  1809.     Killed  in  a  duel  1I»  December.  1»09. 
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Voorliecs,  !L.  D.  D. 

Acting  Master,  8  June,  1861.  Acting  Volunteer  Lieutenant,  20  August,  1861. 
Appointment  revoked,  and  appointed  Acting  Master,  23  September,  1861.  Act- 
incr  Volunteer  Lieutenant,  5  November,  1864.  Honorably  discharged  11  No- 
vember, 1865. 

Voorlioos,  Philip  F. 

Midshipman,  15  November,  1809.  Lieutenant,  9  December,  1814.  Commander, 
24  April,  1828.  Captain,  28  February,  1838.  Reserved  list,  13  September,  1855. 
Died  26  February,  1862. 

Toorliees,  Philip  R. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  16  Jan- 
uary, 1863.  First  Assistant  Engineer,  1  December,  1864.  Resigned  18  Febru- 
ary, 1868. 

Toorliees,  Ralph. 

Midshipman,  1  September,  1811.  Lieutenant,  5  March,  181T.  Commander, 
9  February,  1837.     Died  27  July,  1842. 

Vose,  Edwin  H. 

Acting  Assistant  Surgeon,  2  December,  1863.     Resigned  22  March,  1864. 

Voshel,  James. 

Midshipman,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1815.     Furloughed. 
Vreeland,  Benjamin. 

Assistant  Surgeon,  9  May,  1850.  Passed  Assistant  Surgeon,  30  March,  1857. 
Surgeon,  26  April,  1861.     Died  20  March,  1866. 

Vreeland,  Charles  E. 

Midshipman,  31  July,  1866.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  2  April,  1874. 

Vultee,  Francis  P. 

Mate,  23  November,  1864.     Discharged  May,  1866. 

Waddell,  Charles. 

Midshipman.   14   March,   1840.     Passed  Midshipman,   11   July,   1846.     Died  30 

August,  1847. 

Wadclell,  Henry. 

Midshipman,  29  September,  1832.  Passed  Midshipman,  23  June,  1838.  Died 
27  September,  1839. 

Waddell,  Henry  C. 

Mate,  1861.  Resigned  28  February,  1862.  Mate,  15  October,  1863.  Dismissed 
11  May,  1864. 

Waddell,  James  J. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Dismissed  18  Januar 

1862. 

W^addell,  John. 

Lieutenant,  15  October,  1798.     Resigned  16  January,  1799. 

Wade,  Charles. 

Gunner,  27  September,  1834.     Died  27  February,  1841. 

Wade,  Edwin  L.. 

Sailmaker,  16  May,  1871.     Resigned  14  June,  1875. 

Wade.  Ensene  J. 

Acting  Third  Assistant  Engineer,  27  May,  1861.     Resigned  22  August,  lSe2. 

Wade,  George  H. 

Acting  First  Assistant  Engineer,  28  May,  1861.  Honorably  dischuri^cd  24  No- 
vember, 1865. 

Wade,  George  S. 

Master,  29  oanuary,  1809.     Dismissed  21  July,  1810. 
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Wado.  Iloiiry  €. 

A(  tinu'  M^isicr,  21)  October,  ISGl.      Died   12  Soptomber,  1807. 
U  ado,  John  T. 

Master,  ()   February,  IHOO.      I/ieiitcnaiit,   !)    December,   1811.     Died  25   NovcmiHi, 
181(). 
Uado,  .Toso|>li  M. 

At  tint,'  Assistant  Paymaster,  ;{  June,  ISGl.     Mustered  out  1  March,  1800. 

IVado,  KiiMMoll    \. 

A(tin!^  'I'liinl  Assistant  r.nj^ineer,  21  August,  1804.  Honorably  dischar^cil 
10  June,  ISCT. 

\Vad4'«  TliomaH  I\ 

Actinj^  Lieutenant,  8  Mav,  18G1.  Actini;  Volunteer  Lieutenant,  28  October,  l^f.i 
Master,  12  March,  1S()8.  ],ieutuiant,  IS  December,  1808.  Lieulcnanl-C'om 
maiider,  1  July,  1S70.     Retired  list,  ',\  November,  1«77. 

Wado.  IVilliain. 

Mate,  20  AiiL,'u.-.t,  ISfiJ.      Ilesi<,'ned  7  June,  1805. 
IVado.   William. 

Actin-^  Cwnner,  10  August,  1801.     Dismissed  4  January,  1802. 

IVadoll,  George. 

Acting  Tliiid  Assistant  Engineer,  If)  January,  180:].  Acting  Second  Assistant 
Engineer,  13  August,  180J.     Honorably  discharged  5  September,  1805 

Wadliaiii!4,  Albion   V. 

Midsiiipnian,  20  September,  1804.  (Jraduated  June,  1808.  Ensign,  19  April, 
l.si;!).     Master,  12  July.  1870.     Lieutenant,  25  March,  1873. 

Wadloigli,  Ciioorgc  il. 

Acting  MidHliipmun,  27  September,  1800.     Ensign,  28  May,  180:?.     Master,  10  No 
vemi)cr,   1805.       Lieutenant,    10    November.    18U0.       Lieutenant-Commander. 
12  March,  1808.     Comuiander,  13  March,  18S0. 
WadHwortli,  .llcxandor  S. 

Midsliipman,  2  April,  InOI.  Lieutennnt,  21  April,  1810.  Commander.  27  April. 
1810.     Captain  3  March,  1825.     Died  5  Ajiril,  1»51. 

WailMMordi,  C'liarlCH. 

Purser,  28  May,  1798.     Died  July,  1S09. 
WadMWorfli,  C.  K. 

MidshipMian,  1  December.  1821.     Died  8  May,  1827. 

1Va<lHWorlli,  Iloiiry. 

Midshipman,  28  August,  1799.     Died  1805. 
Wadsuortli,  Ilonry  ^l. 

Mate,  8  December,  1804.     Deserted  5  July,  1805. 

Wads^vortli,  P. 

Acting  Assistant  Surgeon,  10  March,  1805.     Resigned  3  July,  1805. 
Wager,  Cliarles. 

M  idshipiii m,  2  April.  1835.     Resigned  19  February,  1842. 

Wager,  Peter,  Jr. 

Mid8hii)mun,  13  February,  1810.  Passed  iSIidshipman,  11  July,  18-10.  Master. 
1  March,  1855.     Dropped  13  September,  1855. 

Wagg,  Manriee, 

Mate,  21  .Vpiil,  1804.     lIonoral)ly  discharged  0  January,  18CC. 
Waggoner,  J  am  oh  IC. 

Assistant  Surgeon,  29  . 1  uly.  1872.     Passed  Assistant  Surgeon.  21   Dcccmtx^r   '875, 
Wagner,  l>avid. 

.Mate,  13  August,  180.3.     Acting  Ensign,  21  July,  180-1. 

Wagner,  Frederie. 

Actinu'  Third  Ad^ibtunt  Engineer.  3  October,  1803.  Ilodorably  discbargc<I  21  Nt 
veiuber,  1865. 
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Wagner,  Frederic  M. 

Actiiis?  Third  Assistant  Engineer,  4  June,  1864.     Honorably  discharged  18  .June. 

1805. 

IVagiier,  Jaine^. 

Act  iiiir  First  Assistant  Engineer,  15  October,  1SC3.     Appointment  revoked  1  .func, 
1804. 

Wagner,  James  J. 

Acting  First  Assistant  Engineer,  1  October,  18f)2.     Apponitment  revoked  (Sick,) 
1  January,  1804. 
Wagner,  Peter. 

Acting  First  Assistant  Engineer,  23  April,  1863.     Honorably  discharged  20  Feb- 
ruary, 186G. 
Wagner,  W^illiani. 

Acting  Ensign,  1  October,  1863.     Honorably  discharged  6  December,  1865. 
Wagstaif,  Robert  M. 

Mate,  11   December,  1861.     Acting  Ensign,  19  January,   1863.     Honorably  dis- 
charged 25  September,  1867. 
Wahl,  Jacob. 

Acting  Third  Assistant  Engineer,  23  July,  1864.     Honorably  discharged   30  De- 
cember, 1865. 
Wailes,  Jobn  P. 

Midshipman,  1  January,  1812.     Resigned  3  May,  1813. 
Waine,  Thomas. 

Purser,  24  July,  1818.     Last  appearance  on  Records  of  Navy  Department,  1820^ 
Frigate  "/«««." 
Wainwrigbt,  Cnairdner  N. 

Acting  Midshipman,  1  November,  1849.     Dropped  3  September,  1850. 
Wainwright,  Jonathan  M. 

Midshipman,  13  June,  1837.     Passed  Midshipman,  29  June,  1843.    Acting  Master, 
10  November,  1849.     Lieutenant,  17  September,   1850.     Commander,   16  July, 
18G2.     Killed  in  action  1  January,  1863. 
Wainwright,  Jonathan  M. 

Midshipman,  30  .July,  1863.     Graduated  June,  1867.     Ensign,  18  December,  1868. 
Died  19  June,  1870. 
Wainwright,  Joseph  II. 

Mate,  4    April,    1863.     Acting   Ensign,   20   May,    1864.      Honorably   discharged 
9  April,  1866. 
W^ainwright,  Richard. 

Midshipman,  11  May,   1831.     Passed  Midshipman,   15   June,  1837.     Lieutenant, 
8  September,  1841.     Commander,  24  April,  1861.     Killed  in  battle  10  August,. 
1862. 
Wainwright,  Richard. 

Midshipman,  28  September,  1864.     Graduated  June,  1868.     Master,  12  July,  1870. 
Lieutenant,  25  September,  1873. 
WainwrEglit,  Thomas  B. 

Midshipman,  21  September,  1841.     Passed  Midshii)man,  10  August,  1847.     Died 
4  August,  1850. 

Wait,  George  M. 

Acting  Fii>it  Assistant  Engineer,  3  October,  1861.     Resigned  7  February,  1862. 

Wait,  G.  W. 

Acting  Second  Assistant  Engineer,  17  May,  1861.     Resigned  7  February,  18()2. 

Wait,  Horatio  Li. 

Assistant  Paymaster,  14  July,  1862.    Paymaster,  1  April,  1866.    Resigned  22  July, 
1870. 

Wait,  Israel  C. 

Midshipman,  28  December,  1836.     Passed  Midshipman,  1  July,  1843.    Acting  Mas- 
ter, 21  January,  1848.     Lieutenant,  29  May,  1850.     Dropped  13  September,  1855- 
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nail.  \alli:ui  IV. 

Miito,  4  April,  iMdi.     Actin;,'  Knsi;,'ii,  11  Scptcmlior,  18«5:i.     Ilonoral)!}-  liisihai 
19  NovcinlKT,  lb05. 
Waito,  C'o|»liaM  K. 

Aitlii;;  Kiisign,  i:{  .hinuuiy,  l«<il.     Honorably  discliur^cd  15  Miiy,  IHGT. 
Wailc.  riedoriok  II. 

Acting  Kii!>ign,  10  July,  1.S(J:J.     Iloiionibly  <li8clmrgc<l  23  Novembor,  180a. 
Wuito,  Henry. 

AitiiiL,'   Kiist  Assistant  Engineer,  7  December,  18(51.     Acting   Chief  EnginttT, 
1'.)  .Iiinuury,  isii:!.     Honorably  discbarged  29  February,  IbOO. 
Waile.  William  II. 

Aiting  Third   Assistant   Engineer,   11    January,    186.').       Honorably    discharged 
11  Is^ivcmbcr,  18U5. 
Makoflolfl.  C  liarloH  II. 

At  tini^Tliinl  A>sistant  Engineer,  10  March,  1803.     Honorably  discharged  29  July, 

1  SI  I.J. 

Waiiofield,  CieorKC  W. 

Aitiiig Third  Assistant  Engineer,  23  August,  1804.     Honorably  discharged  1 1  Sep- 
tember, ISO"). 
Wakefield,  Henry. 

Acting  Ensign,  7  November,  1863.     Honorably  discharged  22  November,  1805. 
Wakeinan,  liewiH  It. 

fcjailmaker,  31  Oetuljer,  1855.     Resigned  12  June,  1865. 
Wakennliaw,  II.  V. 

Cadet  i^Iidshipinan,  10  June,  1873.     Graduated  18  June,  1879. 
Walbaeli,  John  J.  It. 

Midsliipman,  1  December,  1S27.     Passed  Midshipman,  1-1  June,  1834.     Licutcnanr 
25  February,  1841.      Drct])ped  28  September,  1855.      Lieutenant,  Active  list, 
25  February,  1841.     Resigned  18  February,  1861. 
Walcott,  Ilenry  O. 

-Vcting  Second  Assistant  Engineer,  9    February,   1804.      Appointment   levok-j  i 
19  December,  1804. 
Waleott,  IV.  F. 

I^Iate,  18  January,  1805.     Honorably  discharged  30  October,  1865. 
Walciilf,  John. 

Mi<lsliii)man,  2  March,  1840.     Passed  Jlidshipman,  11  July,  1840.     Master,  SO  Jan- 
uary, 1805.     Dropped  23  September,  1855. 
Waldeiaar,  Charles  F. 

Acting  Ensign,  7  June,  1804.     Died  October,  1864. 
Walflo,  Charles. 

.Master,  10  March,  1813.     Killed  30  August,  1838. 

Waldron.  K.  It. 

Midbhipman,  15  June,  1837.     Died  30  October,  1846. 
UaleH,  Philip  S. 

Assistant  Surgenn,  7  August,  lS5(i.     Passed  Assistant  Surgeon,  25  March,   1801. 
Surgeon,  12  October,  1801.     Medical  Inspector,  30  June,  1873. 
Waike,  Frank  A. 

A>.^istaut  Sur^'con,  31  May,  1854.     Resigned  6  August,  1850. 

VValko,  Henry. 

-Miilshii)nKin,  1  February,  1S27.     Pas.scd  Midshipman,  10  June,  1833.     Lieutenant. 
9  December,  1.S39.     Reserved  list,  13  September,   ls."i5.     Comniandcr  on  Active 
list.  14  September,  1855.     Captain  on  Active  list,   10  July,  18(>2.     Commodore, 
25  July,  1800.     Kear-Admiral,  13  July,  1870.     Retired  list,  20  April,  lull. 
WalkenMliaw,  Samuel  li. 

Acting  First  Assistant  Engineer,  22  October,  1863.     Honoral>iy  discharged  10  Oc 
tobcr,  1805. 
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Walkor,  Xatlinnirl  It. 

Mate,  15  OcIoIht,  ISCl.     Dismissed  27  A nijust,  18(12.     Mute,  23  .Iiim-,  I'^OI.     A.»- 
in<5  Ensign,  i;J  Miircli,  isofi.     llononildy  discliarge<!  21)  October,  IbG."*.     Male, 
22  .luiiL',  l^f.'..     l{esii,'neil  Kl  August,  1»(J7. 
Walkor.  Tli*MMl«>rlc  I.. 

Mitlshiimian,  10  Septciiilx-r,  1S41.     Passed  Midslupman.   10  Aiiirust,  1917.     .Ma* 
ter,  20  .luly,  1855.     Lieutenant,  14  iSepteniber,  1S*5.     Died  17  March,  1^58. 
Walker,  TlioniaiH. 

ArtiiiLj  Tliird   Assistant    Engineer,  20    Februarv     180-1.      Ilonorubly    dUcburgod 
10  .inly.  ibi',r,. 
Walker.  TlioiiiaM  J. 

M:it.',  \r,  .luiie,  ix;;;.     Resigned  11  May,  1865. 
Walker,  TlioiiiaM  W. 

Artiiig  Eii>ign,  ^1  March,  1863.     Dismissed  23  July,  1863. 

Walker,  W.  D. 

Ai  ting  As>istant  Paymaster,  10  November,  1804.     .Mustered  out  5  November,  1805, 

Walker.  William. 

Acting  Ensign,  SI  October.  1802.  Disniisseil  1i>  lunc.  1803.  .Voting  Ensign, 
4  October,  1804.     Deserted  13  .lanuaiy.  18(;."( 

Walker.  William 

Midshipman,  2  Aiuil.  1804.     Appointment  revoked  4  August,  is'j'.i. 

Walker.  William  M, 

Midsiiipniaii,  1  November,  1827.     Passed  Midshipman,  10  June,  1S33.     Lieutenant 

8  Deren»i>er,  18:)8.     Commander,  14   September-.  1855.     Captain.  10  July,  1H03 

Dieti  19  Novemlier,  1800. 
Walker.  William  S. 

Mi<lslii])nian,  30  November,  1814.     Lieutenant,  13  January,  1825.     Captain,  8  Sep 

tember.  1841.    Captain  U  September,  1855.    ComnuHlorc  on  Retired  list,  10  July 

1802.     Died  24  November,  1803. 

Wall,  .4.  O. 

Mi«lshipman,    1    January,   1812.       Lieutenant.    1     Ajjril.    1S18.     Di.-.|    :;i     Vuni^t 
1825. 
Wall,  .4iieiiMfiiH. 

Mi.lsliipinan,  1  September,  1811.     Last  appearance  on   Records  of  Navy  Depart 

incut. 

Wall.  Kllieott  C. 

.Midshipman,  12  February,  1842.     Dismissed  2  Ortol)er.  1845. 

Wall,  John  W. 

Acting  Third  Assistant  Engineer.  28  December.  1801.  Resigned  20  Decemlwr 
1802. 

Wall.  Joliii   W. 

Acting  Third  Assistant  Engineer,  26  October,  1801.  Resignecl  12  February,  1M64 
Acting  Second  Assistant  Engineer,  3  November,  1804.  Honorably  dischargc<J 
7  Octol)er.  1805. 

Wall.  Kiehard. 

Acting  Ensign,  1^  May,  1863.     Dismissed  8  August,  1803. 

Wall.  IColierl  K. 

A-sist:iMl  Surgeon,  37  November,  1844.     Died  15  December,  1858. 

Wallai-e,  Alexander. 

Actiti_'  Ma-t(  r,  5  July.  1802.  Acting  Volunteer  Lieutenant,  1  May.  1S05.  Honor 
iilily  ilitchargci  28  November,  1805. 

Wallace,  FraneiH. 

Mate.  10  June,  18112.     Acting  Ensign,  11  December,  1802.     HonoraMs  .li-.  n  :    ••  . 
25  .Vugust.  isr.5. 
Wallaee,  €i<*or«e  <'. 

Midbhipmau,  2U  July,  1804.     Graduated  June,  1868.     Rcsignc*!  20  May,  1870 
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¥al1aee,  Jmaies. 

Third  Assistant  Engineer,  11  Norember,  185S.     Resigned  8  Aogost,  1859. 

Tallaee,  Jafli«s. 

.vctini:  ^lidshipman,  1    November.  1859.      Ensign.   16  September.   1862.     Died 

•2o  Fer-.u^ry.  ISW. 

Tallace.  John. 

A  -::ng  Master.  21  Janoary,  1863.     Honorably  disrhaiged  11  Accost,  1865. 

Vallaee.  John  S. 

Cr.aplaiD,  10  March.  1863. 
Tallaee.  John  T. 

Midshipman,  1  March,  1835.     Reagncd  27  Joly,  1S27. 

rallaee.  Joecpfc  W. 

Mate.  9  Decerut^r.  lS^-2.     Resigned  13  Horember.  1863.     Mate,  23  Aognst.  1864. 
.Voting  Ensign.  21  April,  1S65. 
Tallaee,  Matthew  J. 

Ao:ing  Third  Assistant  En^ine^-.  29  Kovember.  18W.  Honorablv  discharged 
21  Aognst,  1865. 

Wallace.  Richard  W. 

Mite,  22  September,  ISet  Resigned  20  December.  1866.  Mate.  15  March.  1867. 
Mastered  out  29  Jnly,  1867. 

ITallac-e.  Robert. 

Act  ins  Tfiird  Aamstant  Engiaieer,  20  September,  1863.  Aciii^  Second  Assistant 
Enguieer,  13  March,  1864.    Hraiorably  dischaiged  15  May,  1863. 

JTallacie.  Rash  R. 

Acting  Midahqunaii,  25  May,  1853.  Midshipman,  20  Jnne,  1856.  Passed  Mid- 
sliipmaD,  29  Aptil,  1859.  Master,  5  September,  1859.  Lieutenant,  17  Jamiazy, 
1861.     Lieotenant-OomiDaiider,  1  Ot^oet^  1863.     Gammandez,  23  October. 

Tallaee.  Samnel. 

A        .        ird  Aisiitant  Ensineer.  28  September.  1864.    Hooorably  discharged 
:.  A    -    =:.  l^oo. 
[\  all  are.  AV.  H. 

: : .  :.  7  July,  1832.     Dropped  6  December,  1836. 

Tallaee.  AVilliani  M. 

_T.  1S33.     Resigned  1  Korember,  1833. 

^alla.  h.  (nthhfrt  P. 

Pay  hiqpector,  3  Mazch,  1871.    Fay  Diracfax^  9  Mineh. 

Taller,  tittleton  T. 

?   .    r        .^  '-'---'..    Resigned  13 Jannary,  1853. 

(Tallins.  Bvirn*  T. 

MM-.:      -^  :..    'j  J  see,  1S72.    Gndoated  20  Jane.  1876l     T^naign,  36  Noronber. 

liTT." 

STalli*.  Tolm  E. 

i!y,1863.    Hmorably  discharged  10  September,  1865. 

STalli-.    I    liii   P. 

J,  1864.    Gradnated  20  Jmie,  1869L    Ki^rB,  13  Jnly,  1870. 
3la£tcrr,  m  Aogoct,  1873.     Ueatenant,  14  AngiBt,  1875.    Died  23  Febmaxy. 

iralp'>l<-.  Tloraee. 

\[  L  : .  1S05.     LieatEBant,  13  Jane.  1810.     Resigned  8  December 

PTalsh.  Charles. 

>[id^pman.  2  April,  1801.     Besgned  6  Jane,  1S09l 

ITaUh,  J«h«. 

Profe^^Dr  of  Mathematics,  5  December,  1837.     Last  appeazaace  on  Beoonls  of 
Kavy  Department,  1839. 
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WalHh,  John  J. 

GuuiK  r.  l>i  Ajjril.  1^71. 

WalMh.  John  K. 

Acting  A»»i&taot  Surgeon.  5  September,  1W8.     Honorably  ducharved  8  Septem- 
ber, limrj. 

WalHht  JoHoph  C 

.Mi<ihlji|>iu;iii.   1  NoremlKT,  1»28.     Passed  Midshipman,  14  June,  \KiA.     Lieuten- 
ant, y  Dt-cemWr.  1h:59.      Ri-sij^nffl   i*i  September,   1854.      Acting?   Lieutenant, 
11  Februan-,  IbOJ.     Uesignc-d  1  May,  1802. 
WalHh,  Kein^n. 

Mi'lshiprnan,  '-'•>  November.  1799.     ni-<  Jiarged  12  May.  1801.  under  Peace  Eatab 
libbuK-nt  Act. 
vv'alMh,  S.  W. 

Mi<J>hii)inaii,  l:!  ?'<  l-ruan,.  lf<21.     Resigned  2  December.  1825. 
WalMlrom,  Charles*  C!. 

A.  tiijg  Ensign,  10  Deuember,  1862.     Resigned  27  March.  1865. 
Salter,  Iloraco. 

Acting  Ensign,  14  May,  1863.     Resigned  (Sick,)  18  August,  18G4. 
Waller,  Joweph. 

Acting  Third  Assistant  Engineer.  4  June,  18<J4.     Itesigned  0  June.  1865. 
Walter.  Robert. 

Acting  .Ma>t<;r,JJO  August,  1861.     DiMiiisM-«I  22  October,  1864. 
Walter,  K.  Price. 

.Vctiiig  Master,  4  November,  1861.     Honorably  discharged  14  December,  1865. 
Walters,  C  P. 

Mat..  2  October,  1861.     Acting  Ensign.  4   October.  1862.     Resigned  30  March, 

WalterH,  Henry. 

.Vctiiig  Ensign,  10  January,  1863.     Dismisi^ed  21  November.  I'^o:;. 
WalterH,  Henry. 

.Ma''-.  20  January.  1S64.     Honorably  dischargci  1   November,  1865. 
WakterH,  William  I.. 

Ihirl  Assistant  En^'ineer,  21  May,  1857.     Died  27  May,  1858. 
Waltmeyer,  John  S. 

(Jarpoiitcr,  30  D«  ccmber.  1874. 
Walton.  Kdmund  W. 

Male,  7  April,  1^64.     Appointment  revoked  14  December,  1864. 
Walton,  Janie«*  C. 

(i.. at- wain,  9  ilay,  18-59. 

Walton,  Benjamin  G. 

.\' 'w;,'.^  .\ssistant  .Surgwjn.  15  November,  lb62.     Appointment  revoked   10  April, 

l3'j.j. 

Walton,  JeHKe  Fl«*t<*her. 

I  iiirl  .Vs-i-taat  Engineer,  25  August,  1862.     Resigned  31  March,  186^ 
Walton.  TbomaH  C. 

.V.ibistaut  burgeon,  24  January.  1862.     Passed  Assistant  Surgeim,  •*•  Mi:<  n.  i"'' 
.Surgeon,  22  October,  1868. 

Walton,  Thomafi  O. 

-Vctin:^    Assistant   Kurceon,  22    April.    1873.      Honorably   diKharged    30    Jui 

Walton.  Walter. 

.^I -•      -T  .' .nuary.  1862.      Acting  hn*igi..    .' '.  July,   1864,     H.ri.no.y   >i.-uit.ij 
■:'H  »,'■.■  <-r,]>^ir,. 

Walton,  William. 

LJ<.atr,-.vain.  IT  >.  j>tember,  l»i3.     Die<l  March,  1822. 
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Wamaliug^,  C.  Thomas. 

Acting  Third  Assistant  Engineer,  30  December,  1863.  Honorably  discharged 
30  August,  1865. 

Wainaliii^,  Robert  liCuis. 

Third  Assistant  Engineer,  8  July,  1863.     Resigned  17  November,  1865. 
Wandoll,  Augustus. 

Acting  Third  Assistant  Engineer,  14  September,  1861.  Acting  Second  Assistant 
Engineer,  26  July,  1864.     Honorably  discharged  lr3  December,  1865. 

Wandell,  Martin  £. 

Mate,  19  August,  1862.     Acting  Ensign,  21  August,  1863.     Honorably  discharged 
3  August,  1865.     Mate,  30  January,  1870,     Resigned  9  August,  1871. 
Wanklin,  Henry. 

Acting  Second  Assistant  Engineer,  8  April,  1863.     Honorably  discharged  21  Sep- 
tember, 1865. 
Wappenliaus,  C  F.  B. 

Mate,  23  December,   1863.     Acting  Ensign,  8  January,   1863.     Acting   Master, 
3  May,  1865.     Honorably  discharged  29  September,  1868. 
Warbnrton,  £dgar  T. 

Cadet  Engineer,  Naval  Academy,  1  October,  1873.  Graduated  21  June,  1875, 
Assistant  Engineer,  1  July,  1878. 

Warbnrton,  William  F. 

Acting  Third  Assistant  Engineer,  5  July,  1861.  Acting  Second  Assistant  En- 
gineer, 17  June,  1863.     Honorably  discharged  21  January,  1868. 

Ward,  Aaron. 

Midshii^man,  28  September,  1867.     Graduated  6  June,  1871.     Ensign,  14  July, 
1872.     Master,  8  February,  1875. 
Ward,  Andrew  A. 

Acting  ]\laster,  3  November,  1861.     Resigned  13  October,  1863. 

Ward,  Charles. 

Acting  Third  Assistant  Engineer,  11  June,  1864.    Deserted  March,  1865. 

Ward,  Charles  C. 

Acting  Assistant  Paymaster,  1  December,  1864.     Mustered  out  13  August,  1865. 

Ward,  Daniel. 

Acting  Third  Assistant  Engineer,  18  February,  1864.  Honorably  discharged  8  Oc- 
tober, 1865. 

Ward,  I>aniel. 

Mate,  17  January,  1863.     Boatsw^ain,  11  December,  1873. 

Ward,  E.  C. 

Professor,  4  March,  1835.     Resigned  38  April,  1848, 

Ward,  Fdward  C. 

Midshipman,  2  February,  1839.  Passed  Midshipman,  3  July,  1835.  Lieutenant, 
8  September,  1841.     Dismissed  25  March,  1851. 

Ward,  Flijali. 

Acting  Assistant  Paymaster,  13  May,  1863.     Mustered  out  13  December,  1865. 

War<l,  George  W. 

Acting  Master,  31  October,  1861.     Dismissed  11  October,  1863. 

Ward,  Henry. 

Midshipman,  9  November,  1813.     Lieutenant,  5  March,  1817.     Died  9  Juiy,  1825. 

Ward,  James. 

Acting  Third  Assistant  Engineer,  4  January,  1863.  Honorably  discharged  8  De 
cember,.1865. 

Ward,  James  H. 

Midshipman,  4  March,  1823.  Passed  Midshipman,  33  March,  1820.  Lieutenant, 
3  March,  1831.  Commander,  9  September,  1853.  Killed  in  action  37  June, 
1861. 
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^tanl.  Joliii. 

Assistant  Surgeon,  28  Ajjril,  1H48.     Passecl    Asaistant  Surgooii,  22   April,    inr.j 
Itcsignod  \i  April,  1801. 

Ward,  .Tolin  II. 

A(  iiti_'  Third  Assistant  Engineer,  9  January,  ISO."}.     ll()in>ral)iy  discharged  21  <)• 
toiuT,  IsdO. 

Ward.  JoM. 

(.iuiinrr,  27  December,  18;U.     Dismissed  8  Mareh,  18'.J(5. 

Ward.  Vvtvr  T. 

C":ii))t'iitfr,  8  June,  1870. 
Ward,  Koborf. 

Mi.lsliiiuuaii,  18  May.  ISOH.     Dismis-sod  10  OctolitT.  181  1. 

Ward,  Stilliiiaiii  W. 

Mate,         November,  18C2.     Acting   Ensign,  8   August,  18(51.      Ucsigned   20   May, 

i8r..-). 

Ward.  ThoiiiaN. 

Sailniaktr,  2')  September,  1879. 
Ward,  William. 

Sailmakt  r,  1  I  August,  1884.     Died  24  May,  184-1. 

Ward,  William. 

Midsliipmaii.  1  Kebruarv,  1820.     Pn.ssed  Midshipman,  28  April,  1832.     Lieutenam 
8  -Manli,  l.^:'.:.     I)  led"  10  June,  1838. 
Ward.  William  <>i. 

Mate,  13  March,  180.").     Ilonoraljly  discharged  4  September,  180.'). 

Ward.  William  II. 

Midshi]iniaii,  7  April,  1847.     Resigned  10  Deci  lulu-r,  1852. 

Ward,  William  II. 

Midslii])niaii,   17  February,  1849.    Passed   Mid.shipnum.  12  June,   i8r)0.     Master 
li)  Sipteiui'er,  18')5.     Lieutenant,  9  Se])teniber,  18.'i0.     Dismissed  Hi  July,  1801 

Ward.  William  N. 

Mate,  1  Uctt.litT,  1802.     Resigned  18  Jami.try,  1804. 

Warden,  Z.  I». 

Mid>liii>u.aii,  1  March,  182G.     Cashiered  10  December,  1830. 

Warden,  IlalMfon. 

Acting  Tiiiid   Assistant   Engineer,  20    Deccinber,   1801.       .Vjipoiiitnient    revok'-d 
(Sick.)  21  May,  1802. 

WardU'.  R.  C. 

Assistant  Suigeon,  10  December,  1814.      Drowmil  in  .\iigust.  isi'.t. 

Warilrop,  William. 

Acting;  Kn^ign,  2'»  October,  1862.     Appointment  revoked  (Sick.)  20  January,  18«M 
Wart .  C'liarU':-*  F. 

.\(ting  Kn>ign,  !0  September,  18<;i.     Resigned  :;  May,  1805. 
Ware,  Fduard  II. 

Acting   Assistant   Surgion,  27   A])ril,    1800.     Assistant  Surgeon,    18  .Iun»\    1800 
Passed  Assistant  Surgeon,  10  June,  1870.     Sui'^eon.  2.")  NovcndxT,  isTT.     Di-   ■ 
18  August,  1878. 
Ware.  Jonepli. 

.V<  ting  Jjisign,  10  May,  1804.      Honorably  di.scharged  30  SepteinluT,  180.'i. 

Ware,  Paul,  Jr. 

.VctiuLr  Knsign,  IS  Decend)er,  lso:{.     Honorably  diwliarged  '10  September,  1865. 

Ware,  Tli4»maH  |C. 

I'ursfr.  2S  .!  une,  1>1;!.     Dismissed  13  June,  |n01. 

Warlield,  AiKlerson. 

Surgeon,  1  July,  ITlt'J.      Distdiarged  :'.l    A  ii"usl.  1>>0I .  nnd.r  Pca.i-   Kstablishmiint 
Act 
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WarlioUl.  I.of. 

]\liJshii)iiian,  10  .lulv.  l~W.     Discliargecl  '^  .luly,  1801. 
IVarolsaiii.  Rioliard. 

Aitiug  Third  Assistant  Engineer,  25  September,  1863.     Acting  Second  Assistant 
Euginetr,  2  June,  1865.     Honorably  discharged  15  November,  1865. 
IVarin^.  ArohibaM  H. 

Midshipman,  19  October,  1841.     Resigned  11  July,  1848. 
Warinff.  Henry. 

Acting  Ensign,  8  August,  1863.     Honorably  discharged  S  November,  1865. 
Waring,  Horatio  N. 

Assistant  Surgeou.  12  March,  1813.     Resigned  28  June.  ISlC. 
Waring;,  Howard  S. 

Midshipman,  36  June.   1867.     Graduated    1   .Tune.  1872.     Ensign,   ir,  July,  1873. 
Master,  12  July,  1878. 
Wark.  David. 

Midshipman,  20  June,  1806.     Last  appearance  on  Records  of  Navy  Department, 
5  December,  1S06. 
Warley,  Alexander  F. 

Midshipman,  17  February,   1840.     Passed  Midshipman,  11  July,  1846.     Master, 
1   March,    1855.      Lieutenant,    14   September,    1855.      Resigned  24  December, 
1860. 
Warner,  Charles  K. 

Acting  Third  Assistant  Engineer,  11  December,  1863.     Third  Assistant  Engineer, 
1  February,  1865.     Resigned  11  October,  1866. 
Warner,  Franeis  W. 

Acting  Second  Assistant  Engineer,  3  June,  1861.    Acting  First  Assistant  Engineer, 
30  July,  1863.     Honorably  discharged -24  December,  1865. 
Warner.  Franklin  €. 

Acting  Ensign,  7  July,  1864.     Resigned  26  February,  1867. 

Warner,  George  H. 

Acting  First  Assistant  Engineer,  16  July.   1863.     Appointment  revoked   (Sick,) 
22  December,  1863. 
Warner,  Henry ,R. 

Midshipman,  28  June,  1812.     Lieutenant,  5  March,  1817.    Cashiered  11  December, 
1824. 

Warner,  Hiram. 

Acting  Third  Assistant  Engineer,  27  September,  1862.     Acting  Second  Assistant 
Engineer,  6  October,  1863.     Acting  First  Assistant  Engineer,  31  August,  1864. 
Resigned  7  January,  1865. 
Warner,  James  H. 

Third  Assistant  Engineer,  6  February,  1851.     Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.     First  Assistant  Engineer,  26  June,  1856.     Chief  Engineer,  6  De- 
cember, 1859.     Name  stricken  from  the  Rolls,  8  July,  1861. 
Warner,  John. 

Lieutenant.  2  October,  1798.     Last  appearance  on  Records  of  Navy  Department, 
29  November.  1798. 
Warner,  John. 

blaster,  15 'September,  1813.     Died  24  August,  1814. 
Warner,  John  E. 

Acting  Assistant  Surgeon,  28  July,  1863.     Resigned  12  November,  1864. 

Warner,  Oswald. 

Acting  Assistant  Surgeon,  18  December.  1861.     Resigned  9  Jnne,  1864. 

Warner,  Rnssell. 

Acting  Third  Assistant  Engineer,  11  November.  1864.     Resigned  17  May,  1866. 

WTarner,  Samnel  P.  X. 

Acting  Assistant  Paymaster,  30  June,  1862.     Dismissed  19  February,  1863. 
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Warnlok,  IVilliam  F. 

Mate,  U  JiiiH',  ISC. I.     Hi.nonihly  flischargj'd  C.  nccemhor.  1866. 
Warr4'l,  TlioiiiaM  W. 

.Mi<Uliij)in.iii,  J  .Inly,  1M05.      Dismisst'd  7  .Tami:iry.  1S07. 
IVarri'ii.  AiikiimIiih  A. 

S;iiliii;ikrr,  12  Sipt.nilxT,  IHM. 
Warr<'ii,  ll<>iijaiiiiii  II. 

('lulut  EntxiiKcr,  N.ivul   Ac:i(lcm\,    I    Octolnr.    1S71.      (Irjirliiatrd   JJO   May.    1H7I 
Assistant  Kiii^Mnt'cr,  '^(5  F«'l)riiary,  187.1.     Kctin'<l  list,  11  Jiint',  187H. 
\%'armi,  C'liadliiirii  II. 

Xctin-,' Tliiitl  Assistant   I^ii-rimcr.  'Jd   Ajiril.  isc.i       I{,.^i,rn,-!    i<>.\.,   ,    15   Octol.cT 
IStH. 

Warroii,  CliarloH  S. 

Act  in-,' Assistant  raymastcr,  17  Dccj-nihir.  \^t\\.     Uf8if,'ncil  II  Novcinlx-r,  iscv. 
Warroii,  I^pliraiin   It. 

Acting  Ensiyn,  G  January,    18(5:5.      Ilonorahiy    tlischar^'cd    IS  Septernlifr,    1865. 
Actinj,'  Knsi<,'n,  1  May,  180(5.     Mustered  out  15  ()ct(,i)tT,  1H(;7 
Warroii,  G<»orRe  A. 

Acting  Assistant  Surgeon,  8  July.   1804.     Honorahlv  (lisrliargrd    11   Scptcm»>cr 
1805. 

TVarroii.  IT.  G. 

Mate,  It  December,  1863.     Resigned  25  .Inly,  18n:i. 
War  roil.  Isaao. 

ActiiiL,'  Mastvr,  1801.     Itesigned  23  July,  1802. 
Warroii,  Jonlina  I>. 

Actint,'  Master.  2  October,  1861.     Acting  Volunteir   Lieutenant,   13  May,   1863 
Utsijj:n<'d21  October,  1864. 
Warroii,  \a1iiiiii. 

.Master's  Mate,  0  February,  1815.     Died  1(»  .inni',  1843. 
IVarroii,  O.  B. 

Acting  Master,  22  Man-li,   18(52.      .Vppointnient  revoked  fSick,)  23  November 
18(54. 
Warron.  Robert. 

Lirut(nant,  i:'.  July.  1790.     Discharged  10  May,  l.SOI. 
Warren,  SylvaiiiiH. 

.\tting  Siidnd  Assistant  Engineer,  21   May,  1802.     Honorably  discharged  29    De- 
cember, 18(>."). 

Warrington.  Franklin  V. 

Acting  Third   Assistant   Engineer,   10   December.   \X(>:',.     nonoral)ly    discharged 
14  November,  18(55. 
Warrin};ton,  .iofxepli  II. 

Tliird  Assistant  Engineer,  21  May,  1857.     Resigned  I    February.  1S(50. 
Warrini^ton,  T^ewiM,  Jr. 

Purser,  13  Sei)teml)er,  1841.      Dismissed  11  June.  1863. 
Warrington,  I..ewiM. 

Miclsiii|iinan,    t»    .iaiuiary,    1800.       Lieutenant.    7    Fel)ruary,    1807.      Commander, 
21  .luly,  isi:!.     Captain,  22  November,  1814.     Died  13  October,  1851. 
Warrington,  ^tilvH  K. 

Micisliipnian,   30   .lanuary,    183s.      Passed    Midsliipman,  20   May,  1844.     Mftster. 
2  December,  IS.")  1.     Lieutenant.  1  (5    !>ec.  :nber.  is.",-.'      r>ismi>s<-d    is   .Inl\,  Is.'i'j 
l-ieutenant,  21  December,  la.")}*.     Died  20  Septcml-er,  ^SCd. 
WaHlibiirn,  .Alfred. 

Acting  .Master,  'JS  December,  1801.     Die<l  14  May.  18(55. 

WaHlibiirn.  Henry  W. 

.\ctiiig  .Master.  2(!  February.  1802.      ilonorably  discharged  8  April,  1866. 
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Washburn,  Samuel  B. 

Acting  Master,  H  November,  1861.     Dismissed  30  December,  1861.     Re-appointed 

11  January,  1862.     Acting  Volunteer  Lieutenant.  21  .January,  1864.     Honorably 
discharged  24  October,  1865. 

Wasliburne,  Charles  P. 

Acting  Master,  21  January,  1862.     Appointment  revoked  (Sick,)  20  July,  1864. 
Wasliburne,  Cornelius. 

Mate,   7   January,    1862.     Acting  Ensign,    11   December.   1862.     Honorably   dis- 
charged 16  December,  1865. 
Washington,  Bailey. 

Surgeon,  24  July,  1813.     Died  4  August,  1854. 
Washington,  H.  W.  M. 

Assistant  Surgeon,  17  April,  1856.     Passed  Assistant  Surgeon,  25  March,  1861. 
Dismissed  10  May,  1861. 
Washington,  Richard. 

Acting  Assistant  Paymaster,   18   Julv,    1861.     Assistant  Paymaster,  24  August, 
1861.     Paymaster,  14  April,  1862.     Pay  Inspector,  28  August,  1876. 

Washington,  S.  A. 

Midshipman,  1  November,  1826.     Resigned  17  April,  1834. 
Washington,  S.  N. 

Midshipman,  1  December,  1828.     Lost  in  the  "■Hornet,'"  10  September,  1829. 
Washington,  S.  W. 

Midshipman,  15  November,  1809.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Alexandria. 
Washington,  T.  M. 

Midshipman,  21  October,  1824.     Passed  Midshipman,  4  June,  1831.     Lieutenant, 

12  January,  1886.     Resigned  17  August,  1838. 
Washington,  W.  S.  J. 

Midshipman,  5  February,  1812.     Dismissed  1  May,  1828. 
Wasson,  Alonzo  M.  li. 

Acting  Third  Assistant  Engineer,  18  April,  1863.     Honorably  discharged  7  No- 
vember, 1865. 
Wasson,  William. 

Acting  First  Assistant  Engineer,  17  November,  1862.     Died  7  July,  1863. 

Waterbury,  Samuel  A. 

Acting  Master,  8  May,  1862.     Resigned  25  April,  1865. 

Waterman,  liUeius  A. 

Acting  Ensign,  29  June,  1863.     Honorably  discharged  13  August,  1865.     Acting 
Ensign,  li  December,  1866.     Mustered  out  26  March,  1869. 

Waterman,  Rutus,  Jr. 

Midshipman,  25  September,  1861.     Graduated  June,  1866.     Ensign,  12  March, 
1868.     Master,  21  March,  1869.     Lieutenant,  21  March,  1870.     Resigned   8  De- 
cember, 1871. 
Waterman,  William  li. 

Acting  Third  Assistant  Engineer,  19  September,   1862.     Appointment  revoked 
15  February,  1865. 

Waters,  John  O. 

Mate,   16   September,   1862.       Acting  Ensign,   28   November,    1862.       Resigned 

13  April,  1864. 

Waters,  Kirven. 

Midshipman,  1   September,  1811.     Lieutenant,  30  June,  1814.     Died,  of  wounds 
received  in  action,  26  September,  1815. 
Waters,  Nicholas  B. 

Midshipman,  1  November,  1827.     Resigned  6  October,  1832. 

Waters,  WiUBiam. 

boatswain.  8  December,  1835.     Died  7  September,  18.51. 
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IVAtke^'H,  Kdwar«l  If. 

Actinj^  Eiisi-,'!!,  i:!  January,  18():(.      Died  :;()  .Inly,  ISHl. 
IValkiiiH,  (iaroiK'O. 

Mi.l^liipniaii,  1  l)<-.tinber,  182s.      Dinl  H»  .Inly.  1H:J4. 
WufkliiM,  ]>n.HniUH. 

Miil^liipuMii,  1  .January,  1812.      Uoit^ntd  1  December,  1817. 
IVatkiiiM,  4aeorec  K. 

Acting  Assistant  Paymaster,  .'Jl  Deccmhor,  ISOU.     Honorably  disclmrpofl  .•>  Drrrm- 
ber,  lbC5.     P«sse<l  Assistunt  Puymuster,  2:5  July,  iMtKi.     I'uymHSter,  lU  February, 
1S70. 
fl'atkinH.  Ifcnry  J. 

Acting  Til iril  Assistant  Engineer,  21  September,  lfift2.     Acting  Second  Assiatant 
Engineer,  17  August,  1804.     Honorably  discharged  25  September,  iyC5. 
Watkiiis,  Mayo  Carrinj^ton. 

Mi<Uliipman,  8  May.  18:J4.    Passed  Midshipman,  1<5  .Inly,  1840.    Master, 23  March, 
1S17.     Lieutenant,  15  July,  1847.     Died  IS)  September,  IHGO. 
IVatkiiiM.  Milton  W. 

Sailniaker,  18  Aiiril,  1879. 
WatkiiiM,  Tobias. 

Assistant  Surgeon,  20  July,  1799.     Resigned  1  January,  1801. 
WatkiiiH,  T.  BaMooin. 
Gunner,  5  October,  18*G1. 
Watiiioiigli,  JaineH  II. 

Acting  Midshipman.  24  November,  1843.  Purser,  12  December,  1844.  Pay  Di- 
rectt)r,  3  March,  1871.  Acting  Paymaster  General,  1  March,  1873,  to  23  Febru- 
ary, 1877.     Paymaster  General,  23  February,  1877,  to  17  November,  1877. 

Watmoni^li,  PoiKlleton  Cj>. 

Midshipman,  20  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  20  April,  1859. 
Acting  Lieutenant.  13  May,  1801.  Lieutenant-Commander,  IG  July,  1802.  Re- 
signed 28  July,  18(;5. 

Wadiioiigli.  William  N. 

Acting  Assistant  Paymaster,  7  November,  1802.     Assistant  Paymaster,  30  June, 
1804.     Paymaster,  4  May,  1866. 
Wat  Hon,  Andrew  J. 

Purser,  1  May,  18:51.     Lost  in  ''Levant,''  18  September,  1860. 

WalMon,  A.  Kn^onc. 

Puiser,  31  .VuLTu-^t,  ls3C.  Retired  list,  15  Nove-nber,  1862.  Pay  Director  on 
Retired  list,  3  March,  1871.     Died  10  July,  1H76. 

WatMoii.  C  liarlcH  F. 

Mate.  •J5  August,  1802.     Acting  Ensign,  19  January,  1863.     IIt)noral)ly  tliscliurgcd 
9  November,  1808. 
WatHon,  David. 

At  ting  Assistant  Surgeon,  14  September,  1863.     Resigned  3  July,  1805. 

Wat  Hon,  Kiisont*  W. 

Acting  Eii-i_n,  IS  September.  1803.  Ensign,  12  March,  1808.  Master,  18  De- 
cember, 1m;>.     Lieutenant, '.il  Marcli,  1870. 

WafHon,  E.  W. 

Ai  Mtig  Mastii-,  25  June,  1862.     Resigned  30  August,  IStii. 

IVatHoii,  Frank. 

Mate,  12  May.  1863.  Acting  Ensign,  29  March,  )JS4.  Appointment  revoked 
(Sick.)  25.1.inuary.  1805. 

WatHon.,  Fr'ink. 

Sailinakt  r.3  March,  1877. 

WafHon,  CiJoorKO  W . 

Ai  iiiig  Master,  27  May,  1801.     Resigned  4  Noveaibcr,  1881. 
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Watson,  Henry. 

Mate,  9  December,  180:5.     Honorably  discharged  1  November,  18(58. 

Watson,  James. 

Boatswain,  9  March,  1802.     Resigned  0  April,  1S07. 
Watson,  James. 

Midshipman,  18  June,  1812.     Discliarged  from  tlie  Service  t)  July,  1813. 

Watson,  James. 

Boatswain,  date  not  known.     Died  31  December,  1819. 

Watson,  James  M. 

Midshipman,  1  February,  1823.     Passed   Midshipman,  23  March,  1829.     Lieuten- 
ant, 30  December,  1831.     Reserved  list,  13  September,  1855.     Commander  on 
Reserved  list,  1  February,  1861.     Commodore,  Retired  list,  4  April,  1867.    Died 
17  April,  1873. 
Watson,  James  P. 

Lieutenant,  13   February,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 27  November,  1800. 
Watson,  J.  Crittenden. 

Acting  Midshipman,  29  September,  1856.    Midshipman,  15  June,  1860.     Master, 
19    September,    1861.     Lieutenant,    16    July,    1863.      Lieutenant-Commander, 
25  July,  1866.     Commander,  23  January,  1874. 
Watson,  John. 

Carpenter,  29  July,  1799.     Warrant  given  up. 
Watson,  John  I^. 

Chaplain,  8  August,  1855.     Retired  list,  21  December,  1861. 

Watson,  John  S.,  1st. 

Acting  Master,  9  September,  1861.     Acting  Volunteer  Lieutenant,  7  August,  1865. 
Honorably  discharged  21  October,  1866. 
Watson,  John  S.,  Snd. 

Acting  Master,  17  November,  1863.     Acting  Volunteer  Lieutenant,  3  June,  1864. 
Honorably  discharged  30  October,  1865. 
Watson,  Joseph. 

Purser,  26  May,  1824.     Died  16  February,  1831. 

WatsoHi,  Joseph. 

Actiii;^  Assistant  Paymaster,  18  August,  1862.     Honorably  discharged   7  Novem- 
ber, 1865. 

Watson,  Jo^hna. 

Midshipman,  4  July,  1805.     Died  1  June,  1811. 

Watson,  M.  ».  E.  W. 

Midshipman,  21  October,  1831.     Dismissed  20  May,  1836. 

Watson,  Benhen  H, 

Acting    Third    Assistant    Engineer,   4   October,    1864.      Honorably   discharged 
29  August,  1865. 
Watson,  Thomas  G. 

Acting  Ensign,  10  June,  1864.     Honorably  discharged  23  February,  1867. 

Watson,  W.  Ar^.yle. 

Acting  Assistant  Surgeon,  21  May,  1801.     Resigned  3  February,  1864. 

Watson,  li^  -iiaiiinn. 

Acting  Muster,  26  August,  1861.     Resigned  29  July,  1862.     Re-appointed  4  A  ugust, 
1862.     Honorably  discharged  29  October,  1865. 
Watson,  William  H. 

Midshi^jman,  1  January,  180S.     Lieutenant,  7  March,  1813.     Died  13  Septenil)er, 
1823. 

Watters,  H.  H. 

Midshipman,  1  June,  1826.     Resigned  16  March,  1830. 
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WatferM,  John. 

Alidsliipman,   I'i  February,  ISId.     I'asscd   Mi^Isliipnian,  8  June,    18.')2.     Master, 
1/5  Sc|)tcinl)cr,  18")."».     Lieutenant,  lu  SeptrciliiT,  is")").     Lieuteniint-Coinmiin<l<'r, 
1(J  July,  IW2.     Commander,  '2r,  July,  1>S(;(5.     Died  22  Juimary,  lb74. 
WiifterH,  JoHoph. 

Tliird   Assistant  Em^ineer,  23  Octol)cr,  1800.     Second  AsHistant  Enijini'er,  s  I  • 
ceniber,  1802.     First  Assistant  Engineer,  1  December,  1801.     Died  i:{  Soptcml.. 

ist;(j. 
U'aittorN,  William  II. 

Actinia  Tliird   Assistant   Engineer,    17   November,    1801.     Honorably   dischar::'-' 
27  October,  18<;.-). 
WaltloM,  C'iiarloH  T. 

Mi.lsliipmin,  1  May,  1822.     Died  10  November,  1822. 
WalfH,  Aiidrow  C 

Ma^e,  2'J  N.)VLnibcr,  1804.      Resigned  1)  May,  1805. 
WaffN,  I-^d^vard. 

Midsliipman,  1>5  June,  1812.     Last  appearance  on   Records  of  Navy   DcpartrMi-nt, 
2'>  8iptLinl>cr,  1815.     Killed  by  a  fail  from  masthead. 
WatfH,  George. 

Master,  20  April,  1812.     Killed  in  action  28  November,  1812. 
WatfN,  II.  K. 

Acting    As.siatant    Surgeon,   2!)     April,    1804.      Honorably   discharged    2    April, 
1800. 
WaftH,  James  £. 

Third  Assistant  Engineer,  17  March,  ISO:}.     Second  Assistant   Engineer,  28   Si , 
tember,  18(j4.     Drowned  9  July,  1871. 

WattA,  Joseph. 

Acting  Third  Assistant  Engineer,  9  July,  1808.     Acting  Second  Assistant  Engi 
necr,  21  October,  1804.     Resigned  12  May.  iso.l. 
Watts.  Thomas. 

Master,  '.>  IVljniary,  1809.    Last  appearance  on  Records  of  Navy  Department,  181 
Charleston,  S.  C. 
Watts,  William. 

Midshipman,  10  April,  1862.     Graduated  June,  1800.     Ensign,  12   March,    iso 
Master,  20  March,  1809.     Lieutenant,  21  March,  1870. 
Wangli,  Alexander. 

Acting  Mast(  r,  0  December,  1801.     .Vppointment  revoked  13  January,  1804. 
Waiigli,  Kdnard  J. 

Gunner,  1  July,  1801.     Dismissed  4  April,  l.s7'.t. 
Waiigli,  Jos. 

Mulshipman,  30  November,  1814.     Resigned  21  February,  1815. 
Waiigh,  William  F. 

AssisUint  Siirijeun,  3  April,  187:!.     Resigned  1  April,  1870. 
Waiikliii,  Henry. 

Acting  Third  Assistant    Engineer,   20   September,    1802.     Honorably  dischari:.- 1 
21  September,  1S05. 
H'ankliii,  John  I>. 

Acting  Third  Assistant  Engineer,  f,  May,  1804.     Ilonorablv  discharged  »  Decem- 
ber, isc.'i. 

Way,  Francis  S. 

.Mate,  11  Sejjtcmber,  1802.     Dismissed  18  January,  1804. 
Wayne,  Charles. 

Assistant  Surgeon,  29  August,  lS2r).      Died  19  August,  1828. 
Wayne,  T.  S. 

Midshipman,  1  January,  1S25.     Resigned  18  December,  1827. 
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IVayiie,  IVilliani  A. 

Midshipman,  27  October,  1833.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 

4  Juue,  1844.     Resigned  1  May,  18G1 

Wayne,  William  C. 

Midshipman,  17  Deceml>er,  1810.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Sloop  "  Wasp.'' 
Wearer,  Aaron  W. 

Midsliipman,  10  May,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  15  Sep- 
tember, 1855.  Lieutenant,  11  September,  1855.  Lieutenant-Commander.  16 
July,  1862.     Commander,  25  July,  1866.     Captain  8  August,  1876. 

Wearer,  Charles  H. 

Mate,  7  Janiuuy,  1862.     Resigned  22  June,  1863. 
Weaver,  Calvin  R. 

Acting  Second  Assistant  Engineer,   10  October,   1862.     Honorably  discharged 

19  September,  1865. 
Weaver,  I>.  Edward. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Acting  Chief  Engineer,  9  June, 
1863.     Resigned  26  July,  1864. 
W^eaver,  George  F. 

Midshipman,  3  August,  1816.     Died  5  October,  1835. 
Weaver,  James  B. 

Midshipman,  30  November,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.     Master,  1  December,  1866.     Resigned  4  December,  1867. 

Weaver,  ii^aniuel. 

Acting  Second  Assistant  Engineer,  9  December,  1863.     Honorably   discharged 

20  October,  1865. 
Weaver,  W  illiani  A. 

Midshipman,  4  February,  1811.     Lieutenant,  27  April,  1816.     Cashiered  27  No- 
vember, 1824. 
Weaver,  William  Dixon. 

Cadet  Engineer,  Naval   Academy,   14  September,   1876.      Graduated   10  June, 
1880. 
Weaver,  William  H. 

Midshipman,  19  October,  1841.     Passed  Midshipman,  10  August,  1847.    Died 
24  Sej)tember,  1851. 
Weaver,  William  JL. 

Mate,  7  January,  1862.     Resigned  22  June,  1863. 

WebU,  Cbarles. 

Assistant  Surgeon,  30  March,  1800.     Surgeon,   19   November,   1800.     Cashiered 

10  July,  1801. 

Webb,  Charles  li. 

Acting  Assistant  Paymaster,  17  December,  1861.  Appointment  revoked  (Sick,) 
12  December,  1862. 

Webb,  Franeis  R. 

Acting  Ensign,  14  October,  1862.  Acting  Master,  23  January,  1864.  Honorably 
discharged  4  October,  1805. 

Webb,  Gilbert. 

Acting  Third  Assistant  Engineer,  8  August,  1863.     Resigned  15  August,  1865. 

Webb,  Henry. 

Mate,  7  March,  1864.     Dismissed  11  April,  1865. 

Webb,  James. 

Sailmaker,  11  November,  1798.    Last  appearance  on  Records  of  Navy  Department, 

5  December,  1798.     Discharged. 
Webb,  James  P. 

Midshipman,  2  April,  1804.     Resigned  15  May,  1800. 
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Webb,  J  am  OH  R. 

Actiiit^   Second   Assistant    Enj,'inct'r,   27   January.    180:].     Tlonorably    dischar;,'!-, ! 
2a  October,  18(>.>. 

Webb,  John. 

Boatswain,  13  Novcnihrr,   ITM'.i.      Discliarged    II   Scptembfr,  1801,   under   Peace 
EstahlLshnu'nt  Act. 

Ucbb,  John  II. 

A(  tint,'  Assistant  Paymaster,  It  Marcli,  \H(V.].     Dismisac.l  10  November,  18G3. 

U'ohb.  John  M. 

Carpenter,  21  January,  ISIO.     Died  1  c,  June,  1847. 

Webb,  John  S. 

Alidshipman,  4  June,  1709.     Discharged  ."5  June,  1801,  under  i'eaee  Kstublishmcnt 
Act. 
Webb.  Koberf  I.eNlie. 

'I'liird  Assistant  Eni,'ineer,  11  February,  1802.  Second  Assistant  Engineer,  IS  Or 
tobcr,  18f.:5.  Dropped  9  Marcli,  1808.  Uestored  to  original  jjlacc.  0  Ajjril. 
1808.     Died  13  June,  1870. 

Webb,  ThoniiLS  C 

Assistant  .Naval  Constructor.  27  February,  18G.1.     Naval  Constructor.  17  July,  isc- 

Webb.  ThoniUM  T. 

.Miilsliipmaii,    1   Januarv,   1808.      Lieutenant.   19  December,  1814.      Conomander. 

8  Manli,  1831.     Captain,  8  March,  1841.     Died  11  April,  1853. 

Webb,  ThoiniiH  m.. 

Mate,  T)  September,  1803.     Appointment  revoked  (Sick.)  24  October,  1804. 

Webb.  William  A. 

Mitlsliiimian,   20   January,    1838.     Passed    Midshipman,    2    July,   1845.      Master. 

9  October,  18.j3.     Lieutenant,  12  June,  18.J4.     Resigned  17  May,  1801. 

Webb,  William   II. 

Mate,  19  June,  1S02.  Acting  Ensign,  27  January,  1804.  Ensign,  12  March,  1808. 
Master,  18  December,  1808.     Lieutenant,  21  March,  1870. 

Webber,  Cileorge  C 

Acting  Assistant  Surgeon,   14  November,   1803.     Honorably  discharged  12  July. 
1805. 
Webber,  John. 

Gunner,  20  May,  18.12.     Died  28  November,  1809. 

Webber,  John  J.  \. 

Acting  l^Iaster,  28  December,  1801.     Dismissed  21  June.  1803. 

Weblier,  Suninel  G. 

Assistant  Surgeon,  22  May,  1802.     Resigned   10  Ai)rii.  180.-). 

Webber,  W  illiam   E. 

Acting  Gunner,  9  September,  1802.  Honorably  discharged  28  February,  1806. 
Gunner,  27  August,  1872. 

Weber,  I.awrenee. 

Acting  Ensign,  13  January,  1804.     Resigned  22  October,  1804. 

Wel»er,  Robert  li. 

.Vssistant  Surgeon,  20  May,  1859.  Passed  Assistant  Surgeon,  17  December,  1802. 
Surgeon,  2')  .lanuary,  1803.     Retired  list,  23  November,  1803. 

WebMfer,  KdMin. 

Acting  Assistant  Paymaster,  19  April,  1804.  Honorably  discharged  2t>  Septcml«er. 
1805. 

WebMler,  Harrle. 

Acting  Thinl  Assistant  Engineer,  8  February,  1802.  Third  Assistant  Engineer. 
20  .May,  1804.  Retired  list,  29  December,  180.^.  Restored  to  Active  list  as  Tlurd 
Assistant  Engineer,  with  original  dnte  and  j)osition,  20  January,  l^tOO.  Second 
Assistant  Engineer.  1  Januarv,  1808.  Passed  Assistant  Engineer,  29  October, 
1H74. 

4*^ 
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Webster,  H.  C. 

Mate,  19  September,  1861.     Died  19  September,  1862. 

Webster,  .Tobn. 

Acting  Third  Assistant  Engineer.  2  July,  1862.     Honorably  discharged  24  Decem- 
ber, 1865. 
Webster,  Jobn  A. 

Master,  1  March,  1814.     Discharged  15  April,  1815. 

Webster,  John  li. 

Acting  Assistant  Paymaster,  9  October,  1862.     Resigned. 

Webster,  I^ewis  D. 

Midshipman,  26  September,  1863.     Graduated  June,  1867.     Ensign,  IS  December,. 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1R71.    Resigned  28  Feb- 
ruary, 1878. 
Webster,  Milton. 

Acting  Ensign,  24  June,  1863.     Honorably  discharged  19  September,  loG7. 

Webster,  l^elson. 

Midshipman,  16  January,  1809.     Lieutenant,  9  December,  1814.     Died  24  August,,, 
1825. 
Webster,  Thaddens  D. 

Acting  Third  Assistant  Engineer,  4  January,  1862.     Resigned  19  October,  1864. 

Webster,  Walter  A. 

Acting  Third  Assistant  Engineer,  27  December,  1864.     Honorably  discharged 
14  September,  1865. 
Webster,  William  E. 

Acting  Third  Assistant  Engineer,  23  March,  1863.     Honorably  discharged  12  No- 
vember, 1868. 

Wedderburni,  A.  J. 

Assistant  Surgeon,  22  December,   1835.     Passed  Assistant  Surgeon,  1   January,. 
1842.     Resigned  14  June,  1844. 
Wederstrandt,  P.  C. 

Midshipman,  16  March,  1798.  Lieutenant,  25  June,  1800.  Commander, 27  August, 
1807.     Resigned  2  May,  1810. 

Weed,  John  B. 

Midshipman,  13  December,  1837.     Dismissed  13  July,  1838. 

Weed,  Joseph  I>. 

Mate,  23  January,  1862.     Resigned  (Sick,)  26  March,  1863. 

Weeden,  George  W. 

Acting  Master,  4  December,  1861.     Resigned  5  August,  1862. 

Weeden,  Charles  li. 

Mate,  26  March,  1863.     Acting  Ensign,  18  June,  1864.     Resigned  2  December^ 
1864. 
Weeks,  Benjamin  S. 

Acting  Master,  20  December,  1861.     Resigned  18  April,  1865. 

Weeks,  Sdninnd  €. 

Acting  Master,  4  September,  1861.     Resigned  6  July,  1864. 

Weeks,  George  M. 

Acting  Assistant  Surgeon,  1  July,  1862.     Resigned  18  November,  1863. 

Weeks,  James  C 

Acting  Ensign,  22  June,  1863.     Honorably  discharged  5  November.  1865. 

Ween»s,  Edward  D. 

Third  Assistant  Engineer,  25  March,  1862.  Second  Assistant  Engineer,  1  Novem- 
ber, 1863.     Resigned  6  September,  1867. 

Weems.  John. 

Midsliipman,  1  March,  1825.  Resigned  20  June,  1827.  Midshipman,  4  August, 
1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant,  22  December,  IS^JS. 
Died  29  Mav,  1840. 
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Wc'Oiiis,  \.    I'. 

Assistant  Surgeon,  21  September.  1H(»2.     Surt^eon,  1  .!nly,  isOH.     KcAi^rned  20  F<  ! 
niary,  I80(i. 
Wi'ciiiM.  Kail  SI. 

.Mi.l>liil)in  .11,  1  January,  1S18.     Died  October,  IHi'.l 
\l  <'Ki»iiiiii.  All»«'rt. 

.Mii|.>lii|>iii:iip.  J-.'  September,  1870.     Graduated  1  June,  1874.     KeHiKnod  Iti  Mar. 

IS?.). 

\V<'i4loiil»«'rii.  <iiarl4><H. 

Mute,  8  April,  18C.2.     Acting  Ensign,  2  September,  186H.     Honorably  discharged 
10  ScptenilKT,  1805. 
IVeiiliniiii.  John. 

ActiiiL;  .Midsliipinan,  22  September,  1857.     Midshipman,  1  June,  1801.     Lio*itei, 
ant.    10  July,    1802.      Lieutenant-Commander.   'J'i    .Iiilv,    1800.      Uetired    li.st, 
30  June,  1870. 

Weil,  Naiiinel  II. 

Actii:^  Assistant  Surgeon,  1:5  January,  180:i.     Ucsigned  22  Fel.r-.iar\.  IHCi. 
Weir.  Androvi. 

MiiMiipiiiiui,  0  July,  1830.     Passefl    Midahipnian,  1    July,  1812.     .Master.  2   J ir.^ 
ll^r.t.     Lieutenant,  22  January,  18.10.     Resigned  8  June,  IS."):?. 
Moir,  Kobort. 

Tliird  .Vssi.stant  Engineer,  2i5  August,  1802.     Second  .Assistant  Engineer,  20  Kel 
ruary,  1804.     Resigned  10  June,  1805. 
Weir,  Robert  3IeQ. 

Acting  Second  A,s.«istant  Engineer,  2  September,   1864.     Honorably  discharged 

20  Mav,  1808. 
WeiHenlhall,  T.  V. 

Assistant  Surgeon,  10  December,  1814.     Dismissed  7  Ajjril,  1829. 

Welcli,  .4riHtide8. 

Purser,  27  Jime,  1840.     Resigned  9  February.  1856. 
Welch,  C'liarleM  P. 

Midshipnian,  2!)  September,  1804.     Graduated  June,  1868.     Ensign,  19  April,  180ft. 
Retired  list,  8  November,  1872. 
Weleh,  Daniel. 

Mate,  1  October,  1862.     Died  18  March,  1803. 

Welch,  Daniel. 

Acting  Third  Assistant  Engineer,  29  April,  1804.     Honorably  discharged  28  Ak 
gusr,  1805. 
Welch,  George  K. 

.Vctiug  Volunteer  Lieutenant,  31  October,  1801.    Resigned  12  April,  1862.    Acting 
Volunteer    Lieutenant,   1    July,   1802.      Honorably   discharged    13   September. 
1805. 
Welch,  John   II. 

Acting  KiisiL,'!!.  10  April,  1863.     .\cting  Master,  I   August.  18(M.     Honorably  dis- 
charm-'l  10  I)..eml)er,  1805. 

Welch,  William. 

Mate,   13  June,    1804.     Honorably   discharged    15   -May,  I8f>0.     Mate,  30   August. 
1800.      Ensign,    12   March,    1808.      Master,    18   December,    1868.     Lieutenant. 

21  March,  1870. 

Welrh.  William  E. 

Acting  .Master,  4  Noveuil>er.  1>«>I.      Dismissed  0  .\ugust.  1802. 

Welcker,  William. 

Acting  Third  Assistant  Enu'incer,  4    N«)vember,  1803.     Acting  Second   As-Msi.uit 
Engineer,  9  December,  1n04.     Honorably  diwharged  25  August.  1^07. 

Weld,  A.  D. 

.\eling  Assistant  Paymaster.  0  February.  Im)',-.'       t)e-id. 


T56  GENEUAl.  NAVY   REGISTER. 

Weld,  Francis  91. 

Assistant  Surgeon,  22  May,  1802.     Resigned  31  December,  18G3. 
Weld,  William  W. 

Mate,  19  Soptenil)er,  1861.  Acting  Ensign,  26  Sei^tember,  1862  Honorably  dis- 
cliarged  26  December,  1865. 

Weldon,  James. 

Master's  Mate,  23  April,  1805.     Appointment  revoked  22  Maj%  1805. 
Weldoii,  William  H. 

Assistant  l^iyuiaster,  25  St2)tcmber,  1861.     Resigned  31  December,  1863. 
Welles,  diaries 

Mate,  28  July,  1862.     Acting  Ensign,  19  January,  1864.     Honorably  discharged 
24  August,  1865. 
Welles,  Joseph  I>. 

Mate,  12  September,  1862.     Acting  Ensign,  9  May,  1863.     Acting  Master,  7  No- 
vember, 1864.     Honorably  discharged  22  April,  1866. 
Wells,  Alexander  H. 

Midshipman,  14  December,  1831.     Drowned  30  November,  1836. 
Wells.  Benjamin  A. 

Assistant  Surgeon,  10  December,  1814.     Died  26  November,  1825. 
Wells,  Benjamin  F. 

Midshiioman,  22  September,  1841.     Dismissed  28  August,  1849. 
Wells,  Bezaleel. 

Midshipman,   1   July,  1825.     Last  appearance  on  Records  of  Navy  Department, 
1826.     Dead. 
Wells,  Ctiarles. 

Midshipman,  22  December,  1847.     Dropped  28  February,  1849. 

Wells,  Charles  C. 

Acting  Master,  5  October,  1861.  Honorably  discharged  21  December,  1865. 
Acting  Master,  11  December,  1866.     Mustered  out  16  May,  1867. 

Wells,  Charles  J.  S. 

Assistant  Surgeon,  24  January,  1862.     Passed  Assistant  Surgeon,  30  October,  1865. 
Surgeon,  6  July,  1872.     Died  1  January,  1881. 
Wells,  Charles  S. 

Mate,  18  December,  1863.     Died  28  April,  1864. 

Wells,  Clark  H. 

Midshipman,  25  September,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
1  March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  19  June,  1871.  Com- 
modore, 32  January,  1880. 

Wells,  Fdwin. 

Third  Assistant  Engineer,  1  July,  1861.     Second  Assistant  Engineer,  18  December, 
1862.     First  Assistant  Engineer,  30  January,  1865.     Chief  Engineer,  31   May, 
1880. 
Wells,  F.  O. 

Mate.     Dismissed  16  March,  l863. 

Wells,  Francis  S. 

Acting  Master,  8  June,  1861.     Acting  Volunteer  Lieutenant,  7  May,  1863.     Acting 
Volunteer    Lieutenant-Commander,    27    May,    1865.       Honorably    discharged 
31  March,  1866. 
Wells,  Frederick. 

Acting  Assistant  Paymaster,  5  April,  1865.  Honorably  discharged  30  October, 
1865. 

Wells,  George. 

Midshipman,  18  December,  1833.  Passed  Midshipman,  8  July,  1839.  Lieutenant. 
20  September  1845.     Retired  4  Februarv,  1862.     Died  27  October,  1864, 
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WellH,  Iloiiry. 

Assistant  Siir<;con,  2')  July,  1708.     Surgeon,  2  Auf^ust,  \l',i'.i.     Last  appearance  on 
Records  of  Navy  Department. 
WcllH,  Iloiiry. 

Miilsliipinun,  20  June.  iy()ii.     Lieutenant.  0  January.  18i:5.     Itesignud  'i  Fchruarv, 

IVolls,  lloiiry  n. 

Assistant  SurL,'ei>n,   'M  July,    1801.      I'assed  Assistant   Surgeon,   22  Juno.    Isr.l. 
Surgeon,  9  October,  18GG. 
WoIIm.  lloiiry  X. 

Mute,  22  Ai)iil,  180:{.     Acting  Ensign,  17  February,  1804.     Honorably  discharged 
(J  .1  uue,   lytJG. 
WoIIn,  Howard. 

.Vssistant  Surgeon,  10  December,  187:].     Passed   Assistant  Surgeon,  22    Dtcembcr, 
1870. 

WoIIm,  JnuiOA. 

Surgeon,   24    Ajiril,    1799.     Last    appearance   on    Records  of  Navy   Department, 

11  Januiiry.  1800.     Dead. 

Wolls,  John   C. 

Acting  Master,  20  February,  1802.     Acting  Volunteer   Lieutenant,  10  July,  1  HO."!. 
Honorably  discharged  21  November.  IHO."). 

lVell>4,  John   ('. 

.Vcting  Third  Assistant  Engineer.  17  Octol.t-r.  ISO:!.     Honorably  discharged  2  No- 
vemlKT,  1805. 
WollH,  John  T. 

Acting  Assistant  Surgeon,  1  June,  1871.     Resigned  1  September,  1874. 

WellH,  Jo»«oi>h  E. 

Acting    Second    Assistant    Engineer,    20    June,    1804.      Honorably   discharged 
21  August,  1805. 
M'ellM,  I.ynian. 

Aiting  .Master,  22  November.  1801.     Honorably  discharged  10  February,  1809. 
Woll'^.    Kohort. 

.Muster,  8  September,  1798.      Last  appearance  on  Records  of  Navy  Department. 

^VellM,  William. 

Lieut,  nant,  17  February,  1800.      Discharged  i:!  May.  isul    under  IV-ice  Establish- 
ment Act. 
IVollM.  William  H. 

Acting  First  A.ssistant  Engineer,  24  August,  18r>:;.     Resiirned  1  .\ugust,  1864. 

WolN,  William  N. 

Acting  Mast.-r,  19  Septeml)er,  1801.      Honorably  ilischargwl  20  October,  1865. 

WolN.  William  R. 

.\(  ting  .Mil-id.  2:J  October,  1802.     Acting    Volunteer    Lieutenant,   7    December. 

isc.:!.     liiiiioiably  discharged  5  September,  isf)."). 

WoIIm,  William  S. 

Third    Assistant   Eni,'ineer,    18    November.    1H02.       >r...iiM    .vM.^tiint     Engineer, 
2:i  March,  1804.     Resigned  12  October,  1H70. 

WoNhc   Fdwin. 

.Mi.ishipin;  11,1  May,  1822.     Resigncl    11  August.  1825. 

Welwli,  lioorge  P. 

Midshipman,  4    S-ptcmber.    ISJO.     Passed   Midshipman,   11   July,  1840.     Mast. 

12  .Vugust,  1854.     Lieutenant,  18  April,  1855.     Died  20  April,  1800. 

WoIhIi.  John. 

Boatswain,  4  Januarj',  182:5.      Died  in  1825. 

WcImIi,  Joseph. 

Acting  Assistant  Surgeon,  10  September,  1804.     Dismissed  18  February,  ISO.. 
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Welsh,  Robert  P. 

Midshipman,  1  April,  1828.     Resigned  G  July,  1835. 
Welsh,  Thomas. 

Mate,  6  Julj',  1808.     Acting  Ensign,  20  November,  1864.     Honorably  discharged 
12  March,  186G. 
Welsh,  Thomas. 

Acting  Assistant  Surgeon,  1  Seiitember,  18G1.     Resigned  ;;o  April.  18G4. 
Weltou,  Henry, 

Gunner,  17  October,  1840.      Resigned  23  February.   1843.      Gunner,  '^7  Marcli, 
1847.     Appointment  revoked  6  March,  1848. 
Welton,  Henry. 

Acting  Ensign,  9  January,  1861.     Acting  Master.  4  January,   1865.     Honorably 
discharged  3  October,  18G5. 
Welton,  Henry. 

Boatswain,  8  August,  1837.     Appointment  revoked  12  May,  1838. 
Wemple,  DaTid  I>. 

Acting  Midshipman,  24  September,  1858.     Ensign,  25  November.  1862.     Lieuten- 
ant, 22  February,  1864.     Killed  24  December,  1864. 
Wendell,  J.  W. 

Midshipman,  18  June,  1812.     Resigned  16  December,  1814. 
Wendell,  Tunis  H. 

Mate.     Resigned  13  December,  1862.     Mate,  23  July,  1864.     Died  22  June,  1871. 
Wentworth,  Jere.  C 

Mate,  2  March,  1863.     Acting  Ensign,  1  December,  1863.     Acting  Master,  29  June, 
1864.     Honorably  discharged  20  May,  1865. 

Wentworth,  I^eonard. 

Carpenter,  5  June,  1861.     Dismissed  80  September,  1864. 

Wentworth,  Walter  W. 

Acting  Assistant  Surgeon,  28  April,  1863.    Honorably  discharged  28  November, 
1865. 
Werden,  Reed. 

Midshipman,  9  Januarv,  1834.     Passed  Midshipman,  16  July,  1840.     Lieutenant, 
27  February,  1847.     Commander,  16  July,  1862.     Captain,  25  July,  1866.     Com- 
modore, 27  Ajiril,  1871.      Rear-Admiral,  4  February,  1875.     Retired  list,  27 
March,  1877. 
Werlhoflf,  Theodore. 

Acting  Master,  15  May,  1862.     Honorably  discharged  10  August,  1865. 

Werlich,  PereiTal  J. 

Cadet  Midshipman,  6  June,  1873.     Graduated  18  June,  1879. 

Werner,  Theodore  J. 

]\Iate,    1  February,  1863.     Acting  Ensign,  8  May,  1865.     Honorably  discharged 
30  November,  1868. 
Werner,  Joseph. 

Acting  Third  Assistant  Engineer,  3  January,  1863.     Honorably  discharged  4  Oc- 
tober, 1865. 
Wesoott,  William. 

Master,  -i  December,  1800.     Last  appearance  on  Records  of  Navy  Dejiartment. 

Wesoott,  William  H. 

Acting  Assistant  Sursjeon,  4  August,  1862,     Assistant  Surgeon,  21  June,  1864. 

Resigned  27  April,  1865. 
Weskett,  8amnel. 

Acting  Ensign  and  Pilot,  1  January,  1865.    Honorably  discharged  14  August, 

1865. 

Wessels,  Frederick. 

Assistant  Surgeon,  11  March,  1829.     Died  15  November,  1834. 
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IVofxHon,  CaOorKO  M. 

A(  tin;,'  Assistiiut  Paymaster,  '21  July.  lSfi*2.     l{csigiu'<l  4  DeffiiilKr,  180*2. 
Went,  Abiior. 

Acting'  Master,  IS  I)<(cinbcr,  18G1.     Resigned  20  June,  1803. 
IVoHl,  AloxandiT  F.   II. 

Aotiii;;    Kiisij,'!!,   'J'.i   April,   IsiU!.       Rrsifjncd   25   Miirrli,   1864.      Actinf^   Kiisign, 
21    April,   isiil.       lluii()ral>ly  <li«ciiar;^ctl    14    October,   1805.      Acting  P^nsign, 
21  NdVL-mlx  r,  ISCi;.     Must«M"(Ml  out  14  Muy,  18GS. 
UoNt,  C  hiirloM  II. 

Actiiii^  A.-.-i.--taiit  Paymaster,  (»  DeccmluT,  1801.     l{esi<rn«il  •_'>  1)(( cmlitr,  l!?til. 
Ui>Mt,  Clifl'orcl  II.      * 

.Midshipman,  22  September,  ISC,:!,     (jraduatod  Juiu',  IHilT.     Ensign.  18  Dwember, 
1808.     Master,  21  March,  ISTO.      Mentenant,  21  March,  1871. 
lVO!*tt,  Cii«'orK<*. 

Acting  TliinI  Assistant  Engineer,  10  June.  lSfi2.  Ucsii^ncd  0  June,  ISOIl.  Acting 
Third  Assistant  Engineer,  8  November.  ISOI.  Honoralily  di.scburged  24  Sep- 
tember, 1805. 

Wc^l,  C«<'orKe  K. 

Midsliiitinan,  27  M"rch,  1830.     Itesigned  21  June.  1S41, 

WomI.  CiJeorKe  S. 

.\(ting  Ensign,  0  December,  Isc,-,'.     Died  '.(  August,  1803. 
Uost,  II. 

Mate,  2'.), July,  1802.     Ap])ointuieiit  revoked  (Sick,)  13  July,  1863. 
^VcHt.  James. 

^late,  1  November,  1802.     Acting  Ensign.  2!t  .March,  1805.    lI«)nonibIv  discharged 
i:;  :\Iay,"  1805. 
West,  James  K. 

Jlidshipman,  12  June,  179il.     Discharged   12  October,   1801,  under  Peace   Eetab 
lishment  Act. 
West,  JoIV. 

Master,  12  May,  1813.     Resigned  4  October,  1813. 

West,  John. 

Acting  Master,  24  July,  1S(;2.     Honorably  discharged  2fi  Octolier,  1865. 

West,  Joliii. 

Eieutenant,  4  July,  1798.     Resigned  2:".  January.  1709. 

West,  John  W. 

Midshipman,  3  November,  181s.     Lieutenant,  3  March,  1827.     Dismissed  22  No- 
vember, 1S44.     Master.  19  March,  1847.     Died  24  November,  1852. 

West,  John  W.  *  x..     •      .  ««  xr 

Midshipman,  3  November.  1318.     Lieutenant.  3  March,  1827.     Dismissed  23  No- 

vemlxr,  1844. 

West,  Tew  Is. 

.Voting  Master,  23  August,  1801.     Resigned  25  March,  1805. 

West,  MontKomery.  „  .,      ,.    i         , 

Acting  Third   Assistant  Engineer,  9  Sei)tember,  1803.      Ilimorably    discharged 

27  October,  1805. 

West,  XathjTiiiel  T.  «.,..-     i, 
Midshipman,  IS  February,  1844.  Passed  Midshipman.   10  August,  184..     Re- 
served list,  13  September,  1855.  Ensign  (retired.)  10  March,  1803.    Comnian.l.  r 
Reserved  list,  4  April,  1867. 

West,  Thomas.  _      ,       ,„.,. 

A(  ting  Ensign,  3  January,  1864.     Honorably  discharged  28  Of-tober,  180.). 

West,  William  C.  ..,„.-     m    .  , 

Mi.lshipman,  30  Januarv,  1841.  Passed  Midshipman.  10  August.  184..  MaMcr. 
14  September.  1855.  'Lieutenant.  15  September,  1855.  Lieutenant-Commander. 
16  July,  1H02.  Retired  List.  2f.  April,  1800.  Commander  on  Retired  Iwl, 
4  A"pril,'l807.     Died  22  June,  1879. 
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West,  William  H. 

Acting  Master,   IG  IMay,  ISill.     Acting  Volunteer  Lieutenant,  24  February,  1862. 
Acting  Volunteer  Lieutenant-Commander,  30  November,  1864.     Honorably  dis- 
charged 24  October,  ISOo. 
West,  William  H.  G. 

Tliird  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  19  Feb- 
ruary, 18(i;i  First  Assistant  Engineer,  1  January,  1865.  Drowned  at  Cape 
May",  19  July,  1872. 

Westcott,  Bayse  X. 

Midshipman,  5  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master, 
18  October,  1850.  Lieutenant,  11  June,  1851.  Retired  list,  14  May,  1863. 
Commander,  Retired  list,  4  April,  1867. 

Westcott,  Edward  R. 

Acting  Ensign,  26  October,  1864.     Died  9  March,  1865. 

Westcott,  Hampton. 

Midshipman,  10  May,  1820.     Lieutenant,  17  May,  1826. 

Westcott,  John  J. 

Acting  Ensign,  24  February,  1865.     Appointment  revoked  28  January,  1865 

Westcott,  R.  T. 

Acting  Ensign,  16  October,  1862.     Resigned  23  October,  1863. 
Western,  Henry,  Jr. 

Mate,  13  September,  1862.     Acting  Ensign,  7  June,  1865.     Honorably  discharged 
3  December,  1865. 
Westervelt,  Jacob. 

Acting  ]M aster,  8  February,  1862.     Killed  in  action  25  February,  1864. 

Westfall,  licwis. 

Acting  Assistant  Surgeon,  19  March,  1863.    Honorably  discharged  6  November, 
1865. 
Westingliouse,  George,  Jr. 

Acting   Third   Assistant   Engineer,    1    December,    1864.     Honorably   discharged 
1  August,  1865. 
Westinglionse,  John. 

Acting  Third  Assistant  Engineer,  24  August,  1863.  Acting  Second  Assistant 
Engineer,  11  July,  1864.     Honorably  discharged  31  October,  1865. 

Weston,  Abijah. 

MidshijDman,  2  July,  1801.     Resigned  4  November,  1805. 

Weston,  Alfred. 

Acting  Master,  4  November,  1861.  Acting  Volunteer  Lieutenant,  17  December, 
1864.  Honorably  discharged  27  February,  1867.  Acting  Master,  5  April,  1867. 
Mustered  out  2  October,  1868. 

Weston,  Charles. 

Midshipman,  11  March,  1837.  Cashiered  27  October,  1842.  Acting  Lieutenant, 
13  May,  1861.     Resigned  16  August,  1861. 

Weston,  Daniel. 

Acting  Third  Assistant  Engineer,  7  July,  1864.  Honorably  discharged  28  Octo- 
ber, 18G5. 

Weston,  Ciicorge. 

Gunner,  1  August,  1800.     Dismissed  7  May,  1804. 

Weston,  Gerald. 

Mate,  27  January,  18o4.     Honorably  discharged  1  August,  1866. 

Wetherell,  Hiram  B.,  Jr. 

Acting  Assistant  Paymaster,  13  July,  1863.     Mustered  out  25  March,  1866. 
Wetherell,  Milford  H. 

Acting  Assistant  Surgeon,  27  April,  1865.  Honorably  discharsred  15  March- 
1866. 
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TFetinoro,  Henry  S. 

Mate,  1801.     Hesigncil  2  May,  \W2.     Miirn.  1   October,  18«2.     Actini?  EnBifjn. 
December,  1HG2.     Actin<^  Master,  14  D^'cember,  IStilJ.     Acting  Volunteer  l^ien 
tcmiat,  9  July,  l^<r>l.     Honorably  diHchurgcd  14  November,  lb05. 
Wcfiiiorc,  IVilliaiu  C. 

Midsiiipman,  IS  June,  1812.     Lieutenant,  13  January,  1825.     Commander,  8  Soj' 
teinber,  1841.     Died  7  August,  184G. 
Wcy,  KiiliiM  S. 

Midbhipman,  5  April.  1S.34.     Resigned  l.";  July,  1837. 
Wcyiiian,  E.  A. 

Midsiiipman,  30  March,  1838.     Resigned  21  September,  1839. 
Whaleii,  I>aniel. 

Acting  Assistant  Paymaster,  5  March,  1802.     Resigned   12  F'el)ruarv,  1800. 
Whall,  Charles  F. 

Mate.     Killeil  "j  November,  1802. 
Whan  II,  l>avi<l. 

Purser,  'J.April,  1804.     Resigned  17  April,  1S09. 
Wharton,  .Irthnr  D. 

Acting  Midshijunan, 23  September,  1850.     Midshipman,  1.")  June,  1800.     DismiBsed 
20  August,  1801. 
Wharton,  Kenjaniin  It.  II. 

Third    Assistant   En;,nii(er,   21    November,    ISl".      Second   Assistant    Enginetr. 

3  August,  Is.lO.     Firat  Assistant  Engineer,  10  October,  1801.     Chief  Engineer 
10  November,  1803. 

Wharton,  J.  P. 

Midshipman,  19  October,  1799.     Discharged  20  May,  1801,  under  Peace  Establihh 
ment  Act. 
Wheafon,  Seth. 

Midshipman,  4  March,  1814.     Last  appearance  on  Records  of  Navy  Departmenv 
1810. 
Whedon,  Robert  II. 

Acting  Assistant  Surgeon,  10  October,  1803.     Honorably  discharged   1  November 
1805.     Acting  Assistant  Surgeon,  27  April,  1800.     Assistant  Surgeon,  18  Jum 
1800.     Resigned  19  October,  1809. 
Wheeden,  .HadiHon. 

Sailuiaker,  19  August,  1834.     Iletired  27  February,  1802.     Died  2S  March,   187.". 
Wheelen,  K.  S. 

Acting  Assistant  Paymaster,  1861.     Appointment  revoked  20  December,  1861. 
Wheeler,  Byron  C. 

Mate,  15  0(  tolfer,  1803.     Acting  Ensign,  23  July,  1864.     Honorably  discharge<l 

4  Novemi>er,  1805. 
Wheeler,  Kclinnnd  S. 

Acting  Assibiant  Paymaster,  24  September,  1803.     Mustered  out  31  October.  186'. 
Wheeler,  Fre«leri«'k  li. 

Acting  Assistant  Paunaster,  24  August,  1864.     Mustered  out  29  August,  1865. 
Wheeler,   Frederick  A. 

.Mate,  5  March,  1804.     Reftigne«l  20  March,  1805. 
Wheeler,  Henry. 

Mate,  8  Novenil'er,  1802.     Acting  Ensign   and  Pilot,  20  July,  1804.     Honorably 
discharged  3  November,  ls(;."j. 
Wheeler,  Horace  li. 

.\cting  Assistant  Suri,'eon.  21  May,  1S02.     Honorably  dischargi-d  13  Augunt.  1866. 
Wheeler,  James   II. 

Acting   Master,  29   October,   18<51.      Acting    Voluntr.r    I  !i  uf.n mt,   7    Fibruary, 
1865.     Honorably  discharged  11  February,  1807. 
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"Wheeler,  Joel  M. 

Actiug  Third  Assistant  Eifgineer,  23  July,  1863.     Acting  Second  Assistant  Engi- 
neer, 2  September,  1864.     Honorably  discharged  3  May,  1868. 
Wheeler,  Mortimer  M. 

Acting  Ensign,  23  January,  1864.     Honorably  discharged  -^  February,  1867. 
Wheeler,  Russell  M. 

Acting  Third  Assistant  Engineer,  26  October,  1863.      Acting  Second  Assistant 
Engineer,  13  February,  1865.     Honorably  discharged  9  December,  186."). 
IVheeler,  Thomas  H. 

Mate,  28  Januarv,  1864.    Acting  Ensign,  2  December,  1864.    Honorably  discharged 
28  October,  1865. 
Wheeler,  William  C. 

Third  Assistant  Engineer,  14  April,  i847.     Second  Assistant  Engineer,  26  Febru- 
ary, 1851.     First  Assistant  Engineer,  26  June,  1856.     Chiet  Engineer,  10  April, 
1861.     Dismissed  17  January, 'l  863. 
Wheeler,  William  H. 

Acting  Midshipman,  7  Decemoer,  1859.     Acting  Ensign,!   October,  1863.     Mas- 
ter, 10  May.  1866.     Lieutenant,  21   February,  1867.      Lieutenant-Commander, 
12  March,  1868.     Died  14  March,  1876. 
Wheeler,  William  li. 

Assistant  Surgeon,  30  July,  1 864.     Resigned  9  May,  1864.     Acting  Assistant  Sur- 
geon, 11  July,  1864.     Acting  Passed  Assistant  Surgeon,  20  September,   1866. 
Honorably  dischargea  15  November,  1868. 
Wheeloek,  E.  M. 

Acting  Ensign,  1  October,  1862.     Appointment  revoked  27  April,  1863. 
Wheeloek,  Frederick  P. 

Midshipman,  10  March,  1840.    Passed  Midshipman,  11  July,  1846.    Died  11  April, 
1848. 
Wheelwright,  Charles  W. 

Assistant  Surgeon,  17  October,  1839.    Surgeon,  5  April,  1854.    Died  30  July,  1862. 
Whelen,  Henry. 

Midshipman,  23  September,  1862.     Graduated   June,  1866.     Ensign,  12  March, 
1868.     Master,  26  March,  1869.     Lieutenant,  21  March,  1870.     Resit^ned  2  June, 
1873. 
Wlielen,  William. 

Assistant  Surgeon,  3  January,  1828.     Surgeon,  9  February,  1837.     Died  11  June, 
1865. 
Whetcroft,  W.  W. 

Midshipman,  1823.     Resigned  26  Novembar,  1827. 

W^herry,  William. 

Mate,  1  October,  1862.     Resigned  20  July,  1863. 

Wliidbee,  J.  W. 

Midshipman,  16  January,  1800.  Last  appearance  on  Records  ofNavy  Department, 
17  March,  1800. 

Widdeu,  Philon  €. 

Acting  Assistant  Surgeon,  16  December,  1863.    Honorably  discharged  19  October, 
1865. 
Whifflin,  Julius  W. 

Acting  Assistant  Paymaster,  17  December,  1861.     Resigned  23  Sej^tember,  1864. 

Whipple,  Arnold. 

Midshipman,  6  October,  1798.     Discharged  30  April,  ISOl,  under  Peace  Establish- 
ment Act. 
Whipple,  Edward  A. 

Third  Assistant  Engineer  10  July,  1847.  Second  Assistant  Engineer,  31  October, 
1848.  First  Assistant  Engineer,  26  February,  1851.  Resigned  20  February, 
1854. 
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Whipplo,  Fdvtard  A. 

Acliug  First  Assistani    lliiu'iiu'tT,  13  Novcmlicr.  \xn'2.     Acting  Chief  Engineer, 
27  .January,  l»tJ:}.     lion»>rubiy  disclmrgud  IJ  Si-pteuibcr,  18«(J, 
Wliipplo.  C.oorKO. 

An  iiiLC  I'irst  A^>irttant  Engineer,  28  July,  1862.     Resigned  S")  Fehruury.  1803. 
WliippUN  ^.oorjfo  IV. 

A.iiiir   First    Assistant  Engineer,   1.')   FLl)ruary.    I8C2.     Ketiigncd    2r>    February, 

iMi;;. 
Whipple.  John  1*. 

Tlmil  Assistant  Engineer,  i:?  March.  1«I7.  Sorond  Assistant  Entrincrr,  13  Sep- 
tember, IK  I  J).  First  Assistant  Engineer,  2U  February,  lt>3l.  Chief  Engineer, 
'21  June,  \i>'>'t.     Died  2(>  September,  l»<;i. 

Whipple,  P.  n. 

iMia.-liipnian,  18  June,  1812.     Lieutenant,  28  March,  1820.     Died  11  May,  1827. 
IVhiAllor,  W. 

Midsliipman.  !<0  April,  1800.     Last  appearance  on  Records  of  Navy  Department, 
9  Juno,  IbOO. 
Whi(ak<'r.  C  arroll. 

.Male,  22  February,  1SG.5.     Honorably  discharged    \'>  August,  ISO."}. 
Whitakor,  John   <>!. 

Mi<lshipnian,  1(1  >iptember,  1841.     Resigned  22  May,  1849. 

White.  C.  I>. 

Acting  Assistant  Surgeon,  ti  December,  1873.     Honorably  discharged  .'JO  June, 
1S7S). 
White,  Charles. 

Mate,  18  January,  18C4.     Honorably  discharged  2(i  October,  1805. 
White,  Cbarlen  n. 

Assistant  SurLremi,  24  January,  18G3.     Passed  Assistant  Surgeon,  ?,0  October,  1865. 
Surgeon,  18  November,  1SG9. 
White.  Charles  W. 

Acting  Third  Assistant  Engineer,  9  December.    ISO."].      Resigned  8  September, 
18G4. 
White.  Collins  1>. 

Acting  Assistant  Surgeon,  19  December,  1862.     Honorably  discharged  30  Septem- 
l)er,""l8(;o. 
White.  Kdward  W. 

Acting  ]\Iaster,  21  January,  1862.     Honorably  discharged  15  July,  1867.     Acting 
Master,  27  July,  1867.    'Mustered  out 9  July,  1868. 
White,  Kdiiin. 

Midsliii)inan,  25  Noveinl>er,  1861.  Graduated  November  1864.  Ensign,  1  No- 
veml)er,  IsCiC.  Master,  1  December,  1806.  Lieutenant,  r!  March,  1868.  Lieu- 
tenunt-Comujander,  15  September,  1869. 

White,  George. 

Acting  Third  Assistant  Engineer,  1  February,  1863.     Dismissed  13  July,  1863. 

White,  George  II. 

Acting  Midsliipman,  28  September,  1854.  Midshipman,  11  Jiuie,  1858.  Passed 
Midshipman,  28  January,  1861.  Master,  28  Fcl)ruary,  iNf.l.  Lieutenant, 
19  .\.pril,  1861.  Lieutenant- Conmiander, 3  March,  1865.  Commander,  !3  August, 
1872. 

White.  George  II. 

ili.lshipinan,  1  .Inne,  1828.     Resigned  17  July,  1829. 

White,  George  II. 

Third  Assistant  Engineer,  21  Julv,  1858.  Resigned  14  October,  1^59  Tliird 
Assistant  Engineer,  23  May,  1861,  Second  Assistant  Engineer,  2H  October,  18H2. 
First  Assistant  Engineer,  1  January,  1865.     Chief  Engineer,  23  November,  ltt7tt. 
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Wbite,  George  II. 

Purser,  13  September,  1841.     Retired  18  April,  180:3.     Died  18  November,  1867. 

White,  George  II. 

Mate,  24  September,  1861.     Resigned  21  June,  1864. 

White,  George  Ifl. 

Midsliijiman,  1  November,  1828.    Passed  Midshipman,  14  June,  1834.    Lieutenant,. 

25  February,  1841.     Reserved  list,  13  September,  1855.     Captain,  Reserved  list, 
4  April,  1867. 

White,  George  W. 

Acting  Assistant  Paymaster,  10  February,  1865.     IMustered  out  27  October,  1SG5. 

White,  Gideon,  Jr. 

Surgeon's  Mate,  10  December,  1814.     Assistant  Surgeon,  2  May,  1825.     Dismissed 
12  January,  1832. 
White,  Henry. 

Mate,  1  November,  1864.     Honorably  discharged  13  June,  1867. 

White,  Henry  €. 

Midshipman,  16  October,  1861.  Graduated  November,  1864.  Ensign,  1  Novem- 
ber, 1866.  Master,  1  December,  1806.  Lieutenant,  12  March,  1868.  Lieutenant- 
Commander,  26  March,  1869. 

White,  Henry  C. 

Acting  Second  Assistant  Engineer,  27  February,  1865.  Honorably  discharged 
6  September,  1865. 

White,  Isaac. 

Carpenter,  29  November,  1825.     Discharged  15  December,  1828. 

White,  James. 

Midshipman,  20  August,  1814.     Resigned  22  August,  1815. 

White,  Jantes  H. 

Acting  Third  Assistant  Engineer,  3  January,  1865.  Honorably  discharged 
10  August,  1865. 

White,  J.  Henry. 

Mate,  27  October,  1862.     Resigned  11  October,  1864. 

White,  John. 

Mate,  8  October,  1862.  Acting  Ensign,  26  August,  1863.  Acting  Master,  15  De- 
cember, 1864.     Lost  on  ''Patapsco''  15  Jan.uary,  1865. 

White,  John. 

Master,  24  April,  1814.  Lieutenant,  -27  April,  1816.  Commander,  9  February^ 
1837.     Died  14  April,  1840. 

White,  John. 

Acting  Master,  7  October,  1861.     Died  30  October,  1861. 

White,  John. 

Master,  2  December,  1813.     Resigned  20  April,  1814. 

White,  John. 

Mate,  8  April,  1864.     Resigned  (Sick.)  6  October,  1864. 

White,  John. 

Acting  Third  Assistant  Engineer,  16  November,  1863.     Died  15  April,  1864. 

White,  John  B. 

Acting  Assistant  Surgeon,  12  May,  1865.     Honorably  discharged  27  Augtui,  1S66- 

White,  John  J. 

Midshiijniau,    1     July,    1820.     Passed    Midshipman.    10    June,    1S33.     Resigned 

26  Februarj',  1839. 

White,  Joseph. 

Cari)enter,  29  August,  1825.  Last  appearance  on  Records  of  Navy  Department, 
1827.     Frigate  "  Constellation^ 

White,  Joshua. 

Midshipman,  1  June,  1812.     Resigned  30  January,  1817. 
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Whifo,  I.cvorott  II. 

Mutf,  HO  August,  l^'.l.     Ai'tiiit,'    Kiisi<jri.  'JO  Novcrnlx-r,   1864.     Appointtiit-ot  re- 
voked 13  Jiiiiimiy,  l^iu. 
White,  I.utlior. 

Guiiiur,  'j;{  August,  1800.     Last  appeiiruiicc  on  Records  of  Navy  Department. 
While,  .Mieiiaol. 

J}<):its\vaiii,  date  not  known,     fiiist  appearance  on  Records  of  Navy  Department 
Whifo,  «>H<'ur. 

Midsliipinan,  21  Reptember,  18fil.     Graduated  October,  18fi5.     Ensign,  1   Decem- 
l.Li-,  l^tiC.     Master,  1'3  March.  18riM.     Uesi^'ned  28  November,  18<58. 

While,  Philip  II. 

Third  Assistant  EnL,'in«'er.  Id  (^ctolx-r.  LSCd.  Second  Assistant  Engineer,  :{ 
Aui,'ust,  180:3.     Rwigned  'J7   .Vprii.  istir). 

While.  Philip,  Jr. 

At  ting    'lliird    Assistant    Engineer.    20    April,     1805.      Honorably    discharged 

•Jl  .lanuary,  1808. 

While.  Philo. 

Purser,  11  May,  1830.  Resigned  :51  October,  18:U.  I'ur.>^er.  1 :'.  April.  is:!7.  Kr- 
signcd  15  September,  1845. 

TVhite.  Robert  II. 

Acting  Third  Assistant  Engineer,  29  September,   1862.      Resigned   11   October, 
1802. 
White.  Samuel. 

('arprntcr.  4  May,  1841.     Died  20  August,  1843. 

While.  Saiiiiiel  G. 

Assistant  Surgeon,  26  April,  1847.     Resigned  16  May,  1849. 

While,  Saiiiiiel  J. 

Acting  Master  and  Pihit,  1  October,  1864.     Resigned  27  March.  1865. 

While,  Truman  B. 

Saihnaker,  25  July,  1870. 

While.  I  .  S.  C;. 

Civil  I'.nginecr,  22  January,  1877. 

While.  William. 

Mate.  22  May,  1803.     Honorably  discharged  2  November,  1867. 

White,  William. 

Mate,  10  February,  1864.     Acting  Ensign,  25  November,  1864.     Honorably  dis- 
charged 1  August,  1865. 
White,  William  A. 

Master,  15  July,  1812.     Killed  in  action,  1  June,  1813. 
White,  William  K. 

Mate,  25  January,  1802.     Dismissed  :{0  September,  1862. 

White,  William  II. 

Acting  Third  Assistant  Engineer,  12  January.  1805.  Honorably  discharired  14  No- 
vend)er,  1865.  Acting  Third  Assistant  Engineer,  4  December,  I'^iiO.  Died 
9  Fel.ruary,  1808. 

White,  William   II. 

Acting  Third  Assistant  Engineer,  5  July,  1802.     Resigned  (Sick.)  3   November, 
1804. 
White,  William  P. 

Cadet  Mi<lshipnian,  30  June,  1874.     Graduated  4  June,  1880. 

Whileliead,  Fre«lerlek. 

Mate,  24  August,  1804.     Resigned  29  March,  1865. 

Whitehead,  Ira  €. 

Acting  Assistant  Surgeon.  12  August,  1861.  Resigned  10  March.  l^'rtS.  A^rting 
Assrstant  Burgeon,  25  February,  1871.     Honorably  tliscluirgcd  30  June.  1879. 
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Wbitcliead,  Savill. 

Acting  Third  Assistant  Engineer,  11  May,  1864.    Honorably  disc'hai'ged  2  Novem- 
ber, 18G5. 
Whitehead,  ThoiiiaiJi. 

Boatswuiii,  27  May,  1800.      Last  appearance  on  Records  of  Navy  Department, 
8  October,  1808.  ' 
Whitehead,  William. 

Boatswain,  5  May,  1838.     Died  9  April,  1854. 
Whitehead,  William. 

Acting  Midshipman,  23  September,  1856.     Midshipman,  15  June,  1860.     Master, 
19    September,    1861.      Lieutenant.    16    July,    1862.      Lieutenant-Commander^ 
25  July,  1806.     Commander,  4  June,  1874. 
Whitehill,  J.  F. 

Assistant  Surgeon,  16  May,  1829.     Lost  in  the  '■'Hornet,  10  September,  1829. 
Wliitehill,  Robert,  Jr. 

Acting  Third  Assistant  Engineer,  2  December,  1863.     Acting  Second  Assistant- 
Engineer,  16  February,  1865.     Acting  First  Assistant  Engineer,  7   March,  1865. 
Honorably  discharged  8  August,  1865. 
Whitelionse,  Edward  ]V. 

Acting  Assistant  Paymaster,  24  December,  1862.     Assistant  Paymaster,  23  Jul}, 
1866.     Passed  Assistant  Paymaster,  6  September,  1867.     Paymaster,  13  April., 
1877. 
Whitehoiise,  Samuel  IV. 

Carpenter,  17  July,    861. 
Whiteside,  Franklin  W. 

Mate,  17  March,  1864.     Honorably  discharged  1  September,  1865. 

Whiteside,  James  F. 

Mate.     Appointment  revoked  30  July,  1862. 

Wliitesides,  John  A. 

Mate,  26  December,  1863.     Honorably  discharged  3  November,  1865. 

Whitesides,  William. 

Midshipman,  24  June,  1799.     Lost  in  the  '^ Insurgent.'''' 

Whitfield,  Frederick  A. 

Acting  Third  Assistant  Engineer,  17  February,  1862.     Died  14  October,  1865. 

Whitfield,  George. 

Mate,  19  January,  1862.     Dismissed  18  January,  1862. 

Whitfield,  W.  A. 

Midshipman,  16  December,  1836.     Resigned  6  December,  1838. 
Whitfield,  William  F. 

Midshipman,  2  June,  1870.     Graduated  1  June,  1874.     Ensign,  17  July,  1875. 

Whitin,  liOnis  F. 

Acting  Assistant   Paymaster,  20   January,  1865.      ]\[ustered   out   10   November. 
1865. 
Whiting,  Adoniram. 

Mate,  8  January,  1862.     Honorably  discharged  4  October,  1866. 

Whiting,  Charles  G. 

Acting  Ensign,  5  August,  1864.     Honorably  tUscharged  22  January,  1866. 

Whiting,  F.  B. 

Midshipman,  6  July,  1803.     Resigned  6  December,  1805. 

Whiting,  George  B. 

Acting  Chief  Engineer,  28  February,  1865.     Honorably  discharged   ;!1  -October, 
1868. 

Whiting,  Henry  W. 

Acting  Third  Assistant  Engineer,  19  April,  1864.     Honorably  discharged  3  No- 
vember, 1865. 
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Mliifin^;,  JniiiOM  R. 

A.>>Utant  Sur^'ct)!!,  1  -May,  1851.     Died  1  .Tune,  1855. 
UliiliiiK,  J II  III  OH  M. 

Acting  (iiiiuur,    I    <>(;tul)iT.    18G4.       IlKHorably   dischargcil   ;J0   September.    !«•'■■ 
Wliiliiis*  IIoImmS. 

Axsistiint  SurgLuii,  -J  1  .lunr,  187."). 

IVliiliiie*  Suiniiol. 

lloatswiiiii,  for  duty  in  the  Arctic   E.xpedkion,  9  May,  1855.     Appointment  emlcd 
with  return  of  Ex])edition,  1857. 
WhitiiiK,  IVillinm. 

Hoatswaiii,  11)  February,  1848.     Accidentally  killed  1  April,  1855, 
U'hitiiie,  IVilliam  ». 

Miilshipnum,  10  February,  lfc<;u.     I'assed  Midshipman,  4  June,  1830.     Lieutenant. 
8  Sei)tember,  1841.     Reserved  list,  28  September,  1855.     Commander  on  Retired 
list,  21  July,  IHC.l.     (Uiptain   on   Retiretl  list.  4  April,  1807.     ('ommodore.  Re- 
tired list,  15  Fel)ruary,  1872. 
Wliifiiit;,  M  illiaiii  1>. 

Miilsliipman,    1  March,    1841.     Passed   Midshipman,   10   Auj^ust,   1847.      .Master. 
1  May,  1855.    Lieutenant,  14  Sej)tember,  1855.    Lieutenant-Commander.  10  July. 
1802.     Commander,  25  July,   1800.     Captain,    lit  August,  1872.     Chief,  llurea'ii 
Navigation,  11  Juno,  1878. 
Whiting,  Willinm  II. 

Acting  ^lidshipnian,  21  September,  1800.     Acting  Ensign,  1  October,  180::.     .Ma- 
ter, 10  Mav,  1800.      Tiieutenant,  21    Februarv,  1807.     Lieutcnant-Conimander. 
13  March,  1808. 
WhitiiiK,  Willinin  ^V. 

Acting  Second  Assistant  Engineer,  28  October,  1801.     Acting  First  Assistant  En- 
gineer, 17  March,  1804.     Honorably  discharged  11  January,  1800. 
Whitloek.  E.  D. 

Midshipman,  1  January,   1812.     Lieutenant,   1    .Vpril,   1818.     Dismissed  23  Ma- 
1832. 
Wliiflook,  iNnac. 

Mltlsliipman,  4  April,  1800.     Lost  in  the  '■'■  Ingurgenty 
Whidiian,  C.  S. 

Mate.     Resigned  24  July,  1802. 
IVhitiiiaii,  John  F. 

Acting   Ensign,   1   July,  1804.     Honorably   discharjred  4    October,  1800.     Actin_ 
Ensign,  11  December,  1800.     Mustered  out  27  March,  1809. 
lVhitini«n,  Joseph  A. 

Mate,  17  April,  IbC.O.     Apjjointment  revoked  27  July.  1800. 
WhifiiiarNh,  Zaohariah,  Jr. 

Riiatswain,  3  Fel'ruary.  I'^H*.     Died  20  November,  1809. 
Whit  more,  A.  II. 

Acting   Second   Assistant   Engineer    24    October,    1802.     .Appointment   revoked 
(Sick.)  19  December,  1>'02. 
Whiliiiore,  Benjamin. 

.Miilsliipman,  lil  .lanuaiv,  1800.     Resigne<l  10  February,  1801. 
Wiiifiiiore,  Ilenjaiiiin. 

.V(  ting  Master,  2  1  .March,  IS(',2.     Ilunorabiy  discharged  10  November,  1865. 
IVhiliiiore,  Henry  C. 

Mate,  23  DefM-nilicr,  1801.     .Vcting  Ensign,  18  March,  1804.     Honorably  discharge) 
18  August,  lb(J8. 
Whit  III  ore.  JoHepli. 

Muster,  21  August,  1700.     Discharged  SO  April,  isoi.  under  Peace  Establishment 
Act 
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Whitniore,  Walter  P. 

Acting  Third    Assistant    Engineer,   17    August,    1864.      Honorably    discharged 
23  November,  1SG5. 
Whitniorc,  William  B. 

Acting  Third  Assistant  Engineer,  11  December,  1861.      Honorably  discharged 

1  December,  1865. 
Whitinorc,  William  T. 

Acting  Assistant  Paymaster,  18  August,  1862.    Honorably  discharged  3  October, 

1865. 
Wliitiiey,  Alfre*!  C. 

Acting  Second   Assistant  Engineer,  3  November,  1863.     Acting  First  Assistant 

Engineer,  13  September,  1864.    . 

Whitney,  David  V. 

Acting  Assistant  Surgeon,  26  May,  1863.  Assistant  Surgeon,  22  September,  1863. 
Dismissed  8  May,  1866. 

Whitney,  George  E. 

Acting  Third  Assistant  Engineer,  2  June,  1862.  Acting  Second  Assistant  En- 
gineer, 7  March,  1865.     Honorably  discharged  6  May,  1866. 

Whitney,  Isaac. 

Sailmaker,  10  January,  1837.     Appointment  revoked  2  November,  1847. 

Whitney,  John  M. 

Acting  Assistant  Surgeon,  27  June,  1861.     Drowned  16  August,  1864. 

Whitney,  Thomas  H. 

Assistant  Surgeon,  30  July,  1861.     Resigned  9  May,  1864. 

Whitney,  W.  H. 

Mate,  6  January,  1863.     Dismissed  4  June,  1863. 

Vhitney,  William. 

Sailmaker,  16  May,  1871.     Died  3  January,  1874. 

Whittaker,  Ezra  J. 

Third  Assistant  Engineer,  19  February,  1861.     Second  Assistant  Engineer,  17  De- 
cember, 1862.     First  Assistant  Engineer,  1   December,  1864.     Chief  Engineer, 
6  June,  1873. 
Whittaker,  Frederick  W.  H. 

Acting  Third  Assistant  Engineer,  26  February,  1862.  Resigned  16  August,  1862. 
Acting  Third  Assistant  Engineer,  13  September,  1862.  Acting  Second  Assistant 
Engineer,  20  July,  1863.     Resigned  15  February,  1865. 

Whittaker,  James. 

Acting  First  Assistant  Engineer,  21   November,  1862.      Appointment  revoked 
(Sick,)  12  May,  1863. 
Whittaker,  James  Washington. 

Third  Assistant  Engineer,  21    November,   1857.      Second   Assistant    Engineer, 

2  August,  1859.     First  Assistant  Engineer,  16  October,  1861.     Chief  Engineer, 
10  November,  1863. 

Whittaker,  John. 

Acting  Third  Assistant  Engineer,  21  August,  1861.  Acting  Second  Assistant 
Engineer,  12  November,  1863.     Resigned  5  June,  1865. 

Whittaker,  John  A. 

Acting  Third  Assistant  Engineer,  17  February,  1862.      Honorably  discharged 
15  August,  1865. 
Whittaker,  Robert. 

Boatswain,  16  February,  1842.     Died  27  September,  1858. 

Whittemore,  George  H. 

Acting  Third  Assistaut  Engineer,  30  December,  1863.  Acting  Second  Assistant 
Engineer,  18  April,  1865.     Honorably  discharged  22  December,  1868. 

Whittemore,  Harry  D. 

Acting  Ensign,  1  June,  1864.     Appointment  revoked  6  November,  1866. 
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fVhitteiiioro,  Ifoiiry  M. 

Actiri",'  Assistant  Paymaster,  11  July,  1803.     Mustered  out  12  December,  18C5. 
Wliiftoniore,  John  M. 

Third  Assistant  EnicinccT,  21  August,  1801      Killed  in  action  7  November,  1801. 
Wliitfoiiioro,  ^oiiaiiKli. 

Actinj,'  Assistant  Payiuii^tcr,  li)  October,  1801.     Died  20  Apr-il,  1802. 

IVIiiHeiiiore,  Tlieo.  W. 

Acting  Assistant  Paymaster,  12  March,  1803.     Honorably  dbcbargcd  2  February, 
ISGO. 
Wliill«'iiioro,  W.  .11. 

AitiniT  Assistant  Paymaster,  18  August,  1802.     Kesiriied  17  February,  1804. 
IVliilloii.  ]:iijali. 

Gumicr,  1  .lanuary,  1M18.     Resigned  in  1825. 
Tl'liitllioiiio,  l>c  \Mtt  V. 

Midsliipnian,  10  .Sei)tenil)er,  1847.     Resigned  12  July,  1849. 
Whittior,  A.  H, 

Midshipman.  8  July,  1833.     Passed  Midsliipman,  8  July,  1839.     Died  24  January, 
1841. 

Wlitllior.  Ifiuliis  A. 

Actini,'  ^lidshipman,  4  Marcli,  1850.     Droj)pcd  24  January,  1851. 
^Vliitfiii^toii,  C-.  S. 

Midshipman,  18  June,  1812.     Resigned  17  February,  1820. 
Whitliiigtoii,  Cieor^e  II. 

AciiiiL,'  Third    Assistant    Engineer,   20   August,    1803.       Honorably   discharged 

21")  .Viigust,  180."). 

IVliifliiiKfoii,  Henry. 

C'arp.iit.r.  11  December,  1827.     Died  23  January,  1828. 
W'bittinKton,  S.  B. 

Assistant  Surgeon,  7  Julv,  1812.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.     Sloop  "  Ontario:' 

Wliilllo.  Jolin  S. 

Assistant  SurL,'eun,  20  June,  1838.     Died  5  April,  1850. 
IV  hit  lie.  William  C. 

Midshii)niaii,   10  Mav,  1820.     Lieutenant,  17  May,  1828.     Commander,  4  August, 
lsr,0.     Resigned  20  Ai)ril,  1801. 
Whittle,  William  C,  Jr. 

Acting  Midslii])man,  28  September,  1854.     Midshipman,  11   June,  1858.     Passed 
Midshipman,  28  January,  1801      Master,  28  February,  1861.     Resigned  15  May, 
l^iil.  ■ 
Wliittle!<4ey,  John  C 

Acting  Master,  20  August,  1801.     Resigned  21  November,  1861. 
Whittlesey,  W.  C. 

Suru'enn,  27  April,  1810.     Last  appearance  on  Records  of  Navy  Department,  1819. 
Furloughcd. 
Whit  ton,  EliMha. 

Gimmr,  13  April,  1838.     Died  17  June,  1849. 
Whitton,  William  II. 

Mate,  2  June,  lMi4.     Appointment  revoked  10  August,  1804. 
WliitMorth,  Iloraee. 

Acting   Third    Assistant    En<_'in«>er,  8    December.    1803.      Honorably  tli»chan»©d 
16  Noveml)er,  18()5.     Acting  Thir<l  AssisUnt  Engineer,  26  Apri'.,  1800.     Mu*> 
tercd  out  7  Decemiier,  l8(i'S. 
Whyhorn,  I>avi<l  T. 

Acting  Assi.staut  Surgeon,  10  March,  1804.     Resigned  9  September,  1803. 
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IVliytc,  Marry  M. 

Acting  Third  Assistant  Engineer.  23  August,  18G4.     Honorably  discharged  4   De- 
cember, 18G5. 

Wickes,  Koscoe  V. 

Mate,  l;5  October,  1868.     Resigned  19  August,  1871. 

Wickes,  Silas  O. 

Assistant  Surgeon,  24  July,  1813.    Surgeon,  27  March,  1818.     Died  21  August,  1819. 
Wickliain,  George. 

IMidshipman,  5  January,  1832.     Passed  Midshi^jman,  23  June,  1838.     Resigned 
26  July,  1839. 
V/ickwisc,  Jonathan  W. 

Mate,  31  December,  1863.     Appointment  revoked  8  November,  1864. 
Widgeon.  William. 

Sailmaker,  20  June,  1812.     Resigned  12  June,  1815. 

Widnp,  Allen  W. 

Mate,  21  November,  1863.     Resigned  24  April,  1865 
Wigand,  Raymond. 

Mate,  24  January,  1863.     Dismissed  30  June,  1863. 
W^iggin,  Alexander  S. 

Acting  Master,  27   February,  1862.     Died  from  w^ounds  received  in  action  at 
Bayou  Teche,  La.,  9  February,  1863. 

Wiggin,  George. 

Acting  Master,  3  July,  1861.     Acting  Volunteer  Lieutenant,    3  November,   1862. 
Honorably  discharged  25  February,  1865. 

Wight,  Charles  I.. 

Cadet  Engineer,  Naval  Academy,   1    October,   187-^.     Graduated  20  June,  1878. 

Wight,  Danforth  P. 

Acting    Assistant    Paymaster,  20    January,    1864.     Passed   Assistant   Paymaster,. 
23  July,  1866.     Paymaster,  12  February,  1870. 

Wight,  James  M. 

Midshipman,    1  July,   1867.     Graduated   6  June,  1871.     Ensign,  14  July,  1872, 
Master,  30  June,  1878.     Lost  on  "  Huron.;''  24  November,  1877. 

Wight,  liOthrop. 

Mate,  19  A\igust,  1862.     Acting  Ensign,  21   May,  1863.     Acting  Master,   2   July, 
1864.     Honorably  discharged  19  August,  1865. 

Wightman,  George  A. 

Acting  Sailmaker,  5  June,  1861.     Resigned  3  October,  1861. 

Wiekotr,  Holmes. 

Acting  Assistant  Surgeon,  29  June,  1871.     Assistant  Su-rgeon,  26  February,  1875. 
Died  17  July,  1878. 

Wilbnr,  Charles  C. 

Mate,  4  January,  1864.     Acting  Ensign,  27  September,  1864.      Honorably  dis- 
charged 28  October,  1866. 

Wilbur,  James  B. 

Acting  Third  Assistant  Engineer,  24  June,  1863.     Resigned  23  June,  1865. 

Wileox,  Abraham  XI. 

Acting  First  Assistant  Engineer,  21  March,  1865.     Honorably  discharged  6  Sep- 
tember, 1866. 

Wilcox,  Amos  C. 

Acting  Third  Assistant  Engineer,  19  April,  1864.     Honorably  discharged  26  Oc- 
tober, 1865. 

Wilcox,  B.  C. 

Midshipman,  1  April,  1827.     Resigned  15  December,  1838. 

Wilcox,  Calvin  S. 

Mate,  15  September,  1863.     Acting  Ensign,  13  December,  1864.    Honorably  dis- 
charged 10  August,  1865. 
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Wilcox,  l>uvid  I.. 

Actifii,'  Master,  14  August,  18G1.     Ucsigued  17  Junuiiry,  IbO'i. 
Wil<'4»\,  Iloiiry  F. 

Acriiii^   Srcond    Assistant   Kngiiu-cr,  25   January,  18G-1.      Honorably  dischur';i<l 
].->  August,  ISr.o. 
'\Vil<'«»\,  Joliii. 

M;itc.     Dismissed  2(3  May,  18r.:j. 
AViloox,  Kioli»r<l 

M.itf,  ir,  April,  1SG3.     Resigned  '.i  December,  1864. 
Wilcox,  Siiiiinol. 

Midshipman,  1 1  June,  1810.     Resigned  17  August,  18-47, 
Wilooxson,  JaiiiOH. 

Midshipmiin,  IS  NDVcmbcr,  ISf.O.     Passed   ^lidshipman,  2  July,  1845.     Drowned 
21  December,  1850. 
Willi,  Fdivard  X. 

.Mate,  4  April,  180 1.     Honorably  discharged  !{  November,  18G5. 

Wildo,  Geoi-KO  F.  T. 

Mi(lshi})mnn,  ;iO  November,   18G1.     flraduated  November,   1SG4.     Ensign,  1   No- 
vemlKT.  ISGG.     Master,  1   December,  18GG.     Lieutenant,  12  .March,  1«G8.     Lieu- 
tenant-Commander, 2G  June,  l.SGO. 
Wildc.  Richard, 

.MiilshipiiKui,  1  December,  1809.     Resigned  1  November,  1810. 

Wilder,  Charles  It. 

Acting  Miister,  17  October,  18G1.     Acting  Volunteer  Lieutenant,  12  April,  18G4. 
Killed  in  action  at  Smithfield,  Virginia,  14  April,  18G4. 
Wiltlcr,  Henry  m. 

Acting  Gunner,  25  May,  18G5.     Honorably  discharged  12  October,  1805. 
Wildes,  Frank. 

Acting  Midshipman,  21  September.  ISGO.     Ensign,  28  May,  1803.     Master,  10  No- 
vember,   1805.       Lieutenant,    10    November,    1800.       Lieutenant-CommaDder, 
12  ]\I:irch,  1808.     Commander,  1  April,  1880. 
Wildes,  William. 

Lieutenant,  2:J  Ai)ril,  1799.     Resigned  4  August,  1800. 
Wildnian,  James  T. 

Acting  Assistant  Paymaster,  11  January,  1804.     Honorably  discharged  5  June, 
18G5. 
Wiley,  Charles. 

Acting  Ensign,  4  May,  1803.     Resigned  30  March,  1805. 
Wiley,  Fd^vin  H. 

Midshipman,   27   July,   1805.     Graduated   June,    18G9.     Ensign,    12   July,    1S70. 
Master,  12  July,  1871.     Resigned  1  July,  1875. 
Wiley,  CJeorjfo. 

Purser,  4  August,  1800.     Dismissed  8  October,  1800. 
Wiley,  CjJeorRc  F. 

Mate,  24  Jujie,  1SG7.     Resigned  G  May,  1868. 
Wiley,  James. 

Miilshipmim,  9  March,  1840.     Resigned  8  June,  1847. 
Wiley,  J.  II. 

Mate,    19   September,    1801.      .Vcting   Ensign,    13   September,   1802.     Dismissed 
7  June,  l!S(i3. 
Wiley,  John  N. 

.V^sistant  Surgeon,  9  May,  1825.     Died  20  June,  1S52. 

Wiley,  Robert. 

Acting  J:iisign,  14  August,  18G2.     Killed  on  the  •  .)ront'jomery"   15  January,  18G."L 

Wilhelm,  William. 

Mate,  14  April,  18G2.     Resigned  30  April,  1804. 
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Wilkes,  Charles. 

Midshipman,  1  January,  1818.  Lieutenant,  28  April,  1826.  Commander,  13  July, 
1843.  Captain  14  September,  1855.  Retired  list,  21  December,  1861.  Com- 
modore on  Retired  list  from  16  July,  1862.  Rear-Admiral,  Retired  list,  6  Au- 
gust, 1866.     Died  8  February,  1877. 

Wilkes,  John,  Jr. 

Midshipman,  9  September,  1841.    Passed  Midshipman,  10  August,  1847.    Resigned 
3  November,  1854. 
Wilkins,  Charles  R. 

Acting  Master,  27  March,  1862.     Honorably  discharged  12  December,  1865. 

Wilkins,  George  F. 

Acting   Ensign,   22  May,   1863.      Acting   Master,   5    September,    1864.      Master, 
12  March,  1868.     Lieutenant,    18   December,  1868.     Retired  list,  31    October, 
1879. 
Wilkins,  Heber  C. 

Acting  Third  Assistant  Engineer,  22  June,  1864.    Honorably  discharged  17  July, 
1885. 
Wilkins,  Henry. 

Mate.     Resigned  18  March,  1863. 

Wilkins,  Henry  H. 

Acting  Assistant  Surgeon,  3  October,  1864.     Resigned  12  May,  1865, 

Wilkins,  James. 

Acting  Second  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  6  De- 
cember, 1865. 
Wilkins    John. 

Gunner,  12  January,  1853.     Dismissed  23  Febru<iry,  1853. 

Wilkins,  L..  M. 

Midshipman,  13  June,  1831.     Resigned  5  December,  1837. 

Wilkins,  William  W. 

Acting  Assistant  Surgeon,  21  October,  1861.     Resigned  22  December,  1862. 

Wilkinson,  Alfred. 

Acting    Third    Assistant    Engineer,    11    January,    1864.     Honorably    discharged 
9  December,  1865. 
Wilkinson,  O    B. 

Midshipman.  1  February,  1823.     Died  in  1825. 
Wilkinson,  George  W. 

Third  Assistant  Engineer.,  21  September,  1861.     Resigned  22  September,  1863. 

Wilkinson,  H. 

Master,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Lake  Ontario, 
Wilkinson,  James. 

Acting  First  Assistant  Engineer,  14  November,  1861.     Resigned  7  January,  1863. 

Wilkinson,  J.  B. 

Purser,  26  March,  1814.     Resigned  2  June,  1829. 

Wilkinson,  J.  B. 

Midshipman,  15  November,  1799.     Last  appearance  on  Records  of  Navy  Depart- 
ment. 
Wilkinson,  Jesse. 

Midshipman,  4  July,  1805.  Lieutenant,  10  April,  1810.  Commander,  18  April, 
1818.  Captain,  11  March,  1829,  Reserved  list,  13  September,  1855.  Died 
23  March,  1861. 

Wilkinson,  John. 

Midshipman.  18  December,  1837.  Passed  Midshipman,  29  Jime,  1843.  Master, 
25  June,  1850.     Lieutenant,  5  November,  1850.     Dismissed  20  April,  1861. 

Wilkinson,  John  H. 

Mate,  30  October,  1862.     Dismissed  11  July,  1863. 
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IVilkiiiMon,  J.  >f. 

MiilsliiiJinan,  130  November,  lyi  1.      Hesiyncil  tj  March,  l^ir). 
Wilkinson,  Kirliard. 

ActiiiLC  Kiisigii,  'J^^  October,  \>iW.     iroiioriil)ly  (liswliiirfjcd  22  .lime,  IMO.'j. 
WilkiiiMOii,  Ilobort. 

A(  tiiiir  Kiisii^ii,  1  October,  \HiV2.     Honorubly  (liMchargeil  II  April.  isiW,. 
WilkiiiHoii,  S.  W. 

Mi.lsliipiiiiin,  1   April,  1828.     Passed    Mi.lsljipiiiaii.  1  J    Iiiiie,  is:!|.      Died   11   No- 
veinber,  18:59. 
IVilkiiiNOii,  T.  II. 

M  i(l,-liipman,  1  .laiuuiry,  1812.     Dismissed  (J  May.  1812. 
MilkiiiMoii,  Milliaiii  IV. 

.Mi.|slii|iiiiaii, -l  Novemlicr,  1841.     Passed  Midsliii)inaii,  10  .\.iit,'iist,  1'<17.      Rc>i-_jiiL'd 
7  .Manli,  18.")1. 
WilkH,  1  rank  II. 

Mate,  22  Octol)er,  1801.     Actintj  Ensi^'ii.  i:5  .lamiary.  1S(;:1.     AetitiLC  Master,  rcroin- 
mendatioii  of  Admiral  Lee,  0  Sei>teml)er,  18<'>I.     Resigned  15  Mareli.  IMd."}. 
^Vilky,  TlioiiiaM. 

Liciifiiuiiit,  2.1  ^lay,  1708.      Last  appearance  on  Records  nf  \'  iw  T)ii):irtiniTit. 
l.j  April,  isoi.     Declined. 
VVillard,  And  row. 

Actiiij^  Ensign,  20  July,  18G1.     Honorably  discharged  0  August,  1865. 
H'illard,  C'liarlos  F. 

Mate,  19  July,  18G2.     Resigned  25  March,  1803. 
Hillard,  CSoorKC  J. 

Midshipman,  1  May,  1822.     Struck  oflf  23  August,  1828. 
Millard,  J.  n. 

Acting  Ensign,  8  October,  1802.     Honorably  discharged  22  November,  1865. 
M  illard,  LewiH  II. 

•Vet iiig  Assistant  Surgeon,  29  September,  1802.  .Vppointment  revoked  9  March, 
ls(!l. 

Willard    Robert. 

Acting  Assistant  Surgeon,  0  May,  180:>.     Assistant  Surgeon,  1    .hme,  lso:i.     Re- 
signed !il  May,  1805. 
Willoomb.  Charlos  I.. 

Acting  Master,  It  AuL'Ust,  1801.     Appointment  revoked  17  March.  1804.     Artinu 
Ensign,  3  June,  1804.     Acting  Master,  7   March,  180').     Honorably  discharged 
20  October,  1805. 
Will  CO  V,  William  IT. 

Mid^-llipm:m,  I'.O  January,  1841.     Passed  Mid.sliipman,  10  August,  1847.     Master, 
2  March,  ls.").i.     Lieutenant.  14  September,  1855.     Resigned  20  June,  1857. 
Will<ov.  William   II. 

I'n.f.sx.r,  3  June,  1858.     Died  20  August,  1870. 

Willooxoii,  Jolin   S. 

Acting  Third  Assistant  Engineer,   1   October,   1S(;2.       Acting   Second   Assistant 
Engineer,  6  October,  1803.     Honorably  discharged  12  November,  lbG5. 
WilSoM.  William  S. 

Aysi.-tai.L  >  'irueon,  28  March,  1808.     Died  29  January,  1870. 
Willoft,  Namnol  K. 

Assistant  SuiLreon,  24  September,  1800.  Last  appearance  on  Records  of  Navy 
Department,  31  December,  1803. 

Willeft,  SilnH  S. 

Mate,  2<>  December,  1802.  Acting  P^naign,  1 1  May.  1S05.  Honorably  dis«li;iri:cd 
27  February,  IsfiO.  Acting  Ensign,  27  April.  IniW..  Miistercd  out  8  Februar}. 
1868.     Mate,  0  August,  1809.     Kesigned  15  March,  1873. 
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Willott,  Stephen  £. 

Mate,  31  December,  18G1.     Acting  Ensign,  23  November,  1864.      Appointment 
revoked  24  July,  ISGO. 

Wiliest.  William  M.,  Jr. 

Til inl  Assistant  Engineer,  ^1  December,  1853.     llesigncil  (i  March,  U;-"J7. 

Willeiis,  Albert  B. 

Cadet  Engineer,  Naval  Academy,  1  October,  1872.     Graduated  30  May,   1874. 
Assistant  Engineer,  20  February,  1875.     Resigned  31  December,  1871). 

Willetts,  Nicholas  B. 

Gunner,  26  July,  1858.     Acting  Master,  10  July,  1863.     Ilouorablv  discharged 
24  October,  1865.     Ensign,  12  March,  1868.     Died  23  IMarcb,  1868." 
Willey,  GraiiTille  C. 

Actino-  Third  Assistant  Engineer,  12  January,  1864.     Resigned  16  July,  1864. 

Willey,  liCTi  C. 

Mate,  25  May,  1863.     Died  13  September,  1863. 

Willey,  O.  S. 

Mate.     Dismissed  27  Marcli,  1863. 

Willey,  William  A. 

Acting  First  Assistant  Engineer,  1  October,  1862.     Honorably  discharged  11   No- 
vember, 1865. 
Williams,  Alexander. 

Assistant  Surgeon,  28  March,  1820.     Resigned  14  June,  1820. 

Williams,  Anthony. 

Acting  Third  Assistant  Engineer,  21  October,  1862.     Acting  Second  Assistant 
Eno^ineer,  10  September,  1864.     Honorably  discharged  2  October,  1866. 

Williams,  Angnstus  P. 

Acting  Assistant  Surgeon,  30  May,  1861.     Resigned  7  June,  1861. 

Williams,   B.  T. 

Midshipman,  9  November,  1813.     Resigned  19  April,  1815. 

Williams,  B.  T. 

Assistant  Surgeon,  27  April,  1818.     Last  appearance  on  Records  of  Navy  Depart- 
ment, 1821.     Schooner  ''Lynxy 

Williams,  Charles  I.. 

Acting  Third  Assistant  Engineer,  23  December,  1864.     Honorably  discharged 
7  July,  1865. 
Williams,  Charles  S. 

xVssistant  Paymaster,  16  June,  1880. 

Williams,  Charles  W. 

Actin^'-   Third    Assistant  Engineer,  19    October,  1863.      Honorably   discharged 
22  August,  1865. 
Williams,  C.  Henry. 

Mate.     Deserted  1  May,  1862. 
Williams,  Conrtland  P. 

Actino-  Ensign,  30  January,  1863.    Acting  Master,  11  November,  1863.    Honorably 
discharged  13  August,  1866. 
Williams,  Edward,  Jr. 

Carpenter,  4  November,  1852.     Dismissed  12  July,  1861. 

Williams,  E.  Conrt. 

Mate,  1  October,  1862.    Acting  Ensign,  15  February,  1864.    Honorably  discharged 
15  September,  1865. 
Williams,  Edward  P. 

Midshipman,  9  September,  1847.     Passed  Midshipman,  10  June,  1853.     Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant-Commander, 

16  July,  1863.      Commander,  25  July,  1866.     Lost  on  "0/ieicZa,"  24  January, 
1870. 
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Williams,  FlnviiiH  J. 

Artin^  Assiatunt  Surgeon.  IS  Marrli,  18CI.     Resigned  24  February,  1805, 
WilliiiiiiM,  iieorfiv. 

iJMitsw  liii,  1-3  July,  nno.     Dismissed  15  September,  1800. 
UilliaiiiH,  <aOor};4'. 

A(  iiM!,r  .Master,  12  Aui,'ust.  isiil.     Rcsifrni.,!  17  December.  1804. 
M'illiaiim,  i»o<*rfsv. 

i;.Mi.sw..in,  11  .)iil\.   isie.     l^isiiiissfil  11  November,  1851. 
U'illiaiiiN.  C«oor;;<'  <'. 

-Mate,  10. June,  18(!J.     Actiiii,'   Kiisi^r,,,  o   December.  1  so:!,     ironorabjv  disclmrL'ed 
10  November,  1805.  • 

U  illiaiim,  Goorso   .^I. 

M  i.lsliipmaii,  W  Sej)teml)cr.  lS(i:{.     Graduated  June,  1807.     Ensign,  18  December 
istis.     Itesigned  X!0  Octoi)er,  1800. 
\l  illiaiiiH,  facorge  Ifi. 

Mate.  5  .Vjjril,  1m;i.     .Vpixjintnient  revoked  (Sick.)  lO.luiu-,  1804. 
U  illnaiiiM,  iaOCM'ico   W. 

Acting  i;iisign,  ;50  January,  180:!.     Honorably  discharged  :jO  September,  1805. 
UilliaiiiH,  lloiiry. 

e'aipenter,  1  June,  1880. 
Williaiim,  Iloiiry  £. 

Acting  Master,  22  November,  1801.     Dismissed  7  October,  1802. 
1\  illiaiii^ii,  James. 

Midsliipman,   1    September,  1811.     Lieutenant,  28  March.   l''2n.     Died    14   Ma^ 
is:;  7. 

IVilliaiiis.  James. 

Male,  0  Deceml;er,  1802.     Honorably  discharged  28  October,  1805. 
M'illiaiiis.  James. 

I!<.:il^\vain,  1  I  October,  1854.     Dismissed  2  April,  1855. 
U  illiauis.  James. 

Mate,  2  .March,  1800.     Resigned  24  June,  1807. 
Williams,  James. 

Acting  Second  Assistant  Engineer.  12  April,  1801.     Honorably  discharged  28  An 
gust,  i:!05. 
Williams,  James, 

M:ite,  :5  Xuvcniber,  1804.     Ap;)ointment  revoked  25  November,  1805. 
Williams,  James  It. 

.Vcting  KnsJL^ni.  11   ;March.,  isr.:!.     Acting  Master,  1    September,  1804.     Ilonoral.;. 
.lischaiged  20  December,  ISf.r.. 

Williams,  James  M. 

Acting    Master,  :'.(>  May,  1801       Acting  Volunteer  Lieutenant,   12    April,   ISi'il 
Honorably    di.schargcd   2    March,    1806.      Acting   Master,   0    December,    180f; 
Mustered  out  21   March.  1807.     Acting  Master,  0  April,  1807.     Mustered  out 
8  September,  1808. 
Williaius,  James  S. 

.Mite.  4   December,   1801.     Acting  P^nsign,  24   November,  1802.     Acting  Muster, 
20  Dcccinl)cr,  1803.     Honorably  discharged  7  December,  1865. 
Williams,  John. 

Master,  7  August.  1812.     Dismissed  9  March,  1813. 

Williams,  John. 

.Mate,  20  June,  1S0:5.     Discharged  4  February,  1868. 

Williams,  John. 

Mate.  14  April,  1802.     Deserted  2'.t  September.  1862. 

Williams,  John 

Mute,  28  June,  1802.     Resigned  (Sick,)  19  December,  1864. 
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Williams,  John. 

Acting  Ensign,  20  August,  1863.     Honorably  discharged  12  October,  1865. 

Williams,  John. 

Acting  Master,  4  March,  1863.     Dismissed  7  May,  1862. 

Williams,  John  A. 

Acting  Ensign,  24  June,  1864.     Honorably  discharged  14  September,  1865. 

Williams,  John  I>. 

Acting  Third  Assistant  Engineer,  26  May,  1864.     Resigned  16  March,  1865. 

Williams,  John  H. 

Mate,  15  January,  1864.     Deserted  13  May,  1864, 

Williams,  John  R. 

Acting  Third  Assistant  Engineer,  1  October,  1862.     Resigned  15  May,  1863. 

Williams,  J.  T. 

Midshipman,  1  April,  1828.  Passed  Midshipman,  14  June,  1834.  ResigntuV 
13  September,  1838. 

Williams,  I^CTvis  £. 

Acting  Third  Assistant  Engineer,  17  August,  1864.     Resigned  10  January,  1865. 

Williams,  liCwis  J. 

Assistant  Surgeon,  25  January,  1842.     Surgeon,  30  August,  1856.     Medical  Inspec- 
tor, 3  March,  1871.     Medical  Director,^28  May,  1871. 
Williams,  liloyd  A. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer,  9  May, 
1857.  First  Assistant  Engineer,  2  August,  1859.  Retired  20  December,  1866. 
Chief  Engineer,  Retired  list,  24  July,  1867.     Died  28  December,  1873. 

Williams,  Peter. 

Mate,  25  March,  1862.     Acting  Ensign,  10  .January,  1863.     Honorably  discharged 
9  November,  1867. 
Willianis,  Richard. 

Acting  Third  Assistant  Engineer,  22  June,  1863.     Resigned  27  August,  1863. 

Williams,  R.  M. 

Acting  Ensign,  4  June,  18G3.     Resigned  23  December,  1863. 
Williams,  Roberi  A.  ^ 

Carpenter,  26  July,  1859. 
Williams,  Siephen. 

22  April,  1813.     Dismissed  2  April,  1814. 
Williams,  Theodore  S. 

Midshipman,  27  Septemher.   1862.     Graduated  June,  1866.     Ensign,  12  March,, 
1868.     Master,  26  March,  1869.     Died  13  June,  1871. 
Williams,  Thomas. 

Captain,  17  July,  1798.     Resigned  28  May,  1799. 

Williams,  Thomas. 

Acting  Ensign,  16  May,  1864.     Resigned  20  June,  1865. 

Williams,  Thomas  W. 

Acting  Master,  3  April,  1862.     Dismissed  17  April,  1863. 

Williams,  Wesley. 

Acting  Midshipman,  4  October,  1850.     Dismissed  12  June,  1851. 

Willianis,  William. 

Acting  Master,  28  March,  1862.     Honorably  discharged  4  December,  1868. 

Williams,  William  C. 

Mate,  24  January,  1863.  Acting  Ensign,  20  March,  1865.  Appointment  revoked 
20  April,  1865. 

Williams,  William  C. 

Acting  Ensign  and  Pilot,  30  October,  1864.     Dismissed  18  November,  1864. 

Williams,  William  H. 

Midshipman,  8  August,  1799.     Resigned  20  August,  1799. 
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WillinniH.  Wllliniii  II. 

ActiiiL,' Knsit;ii,  1.1  July.  ISCil.      lIoiioniMy 'liwliartjcd  11  Mav.  ls(;r», 
IVilliaiiiM,  IVilliaiii  II.  M. 

A>sisfriiit  Piivm:istiT,  <>  Soptcinlicr,  Isci.  I'aviiiiistrr,  11  April.  isr»2.  Rcsiirm-d 
31  Marcli,  iy(it). 

WilliniiiH,  IVilllnni  M . 

Aftiiiir  Assistant  Pavmastcr,  1 1  July.  18G1.    Assistant  Piiymaster.  29  August,  1801. 
ruMuastrr,  t}  Fe'.jiiiary,  IbO'i.     Pay  Inspector,  21  Octoln-r,  1N71. 
U  illiaiiiH,  Zaimoii  T. 

Acting  Third  Assistant  Engineer,  20  August,  lHfi:j.     Ilesigntd  12  November,  1804. 
WilliaiiiMoii,  AndroM   F. 

Matf,  2;i  May,  lyOJ.      Kosigucd  7  Fel>ruury,  ISO.'i. 
TVillinniNoii,  C'liairloH  II. 

Assistant  SiirL,ann,  21  Si'pteiuber,  1850.  Passed  Assistant  Surgeon,  24  September. 
1855.     Dismissed  10  May,  1801. 

WilliaiiiNoii.  C  Ti. 

Mi<lsliipinan,  1  Scptombor,  ISll.     Liciiti-nant,  5  March.  1817.    Commander,  0  Feb 
ruary.  1n;57,     Cashiered  27  October,  1812. 
M'illiaiimoii,  I>avi<l. 

Mi.lshipuKin,  11  April,  1837.     Resigned  10  May,  1843. 

IVillianisoii,  Ciabi-iol  G. 

Miilshipnian,  2  Juno,  1824.  Passed  Midshipman,  20  February,  1830.  Lieutenant, 
29  Marti),  1834.  Reserved  list,  13  Srptiinbcr,  1855.  Commander  on  Active 
list,  14  Septeniljcr,  1855.     Died  17  October,  1859. 

Williaiiison,  George. 

Midshipman,  8  May,  1799.     Discharged  5  June,  1801,  under  Peace  Establishment 
Act. 
IVilliaiimoii,  George  II. 

Mate,  12  NnvchilH'r,  180:'..     Resigned  31  May,  1864. 
IVilliaiiiNon,  JaiiieH  V. 

.Midshii)inan,  7  Jaii'iary,  1832.     Passed  Midshipman,  8  July,  1839.     Lieutenant, 
25  NovemlK-r,  1844.     Commander,  10  July,  1802.     Captain,   10  October,  1866. 
Died  24  July,  1871. 
M'illiaiiisoii,  J.  IS. 

Matf,  8  July.  1^02.     Dismissed  25  February,  18G3. 

Williaiii*ion,  J.  I>. 

Midsliipnian,  1  Sci)tember,  1811.  Lieutenant,  27  April,  1810.  Commander,  9  Feb- 
ruary, 1837.     Died  10  April,  1844. 

IVillianiHon,  J.  G. 

Gunner,  20  June,  1839.     Appointment  revoked  20  November,  1847. 

IVilliaiiisoii,  John  I>. 

Acting  Second  Assistant  Engineer,  2  December.  1861.  Acting  First  Assistant 
Enirinetr,  27  July,  1803.  Acting  Chief  Engineer,  30  July,  1804.  Honorably 
discharged  2  October,  1865. 

Willianison,  J.  S. 

Master,  4  August,  1807.     Last  appearance  on  Records  of  Navy  Department,  1815. 
Nt'w  Orleans. 
^VilliaiiiMoii.  TlioinaH. 

Third  Assistant  Eni,'ini'er,  21   May,  1853.     Second  Assistant  Engineer,  25  Jan- 
1855.     First  Assistant  Engineer,  23  April,  1859.     Chief  iSngiueer,  6  Aagust, 

is(;i. 

M'illiaiiiHoii.  TlioiiiaH. 

As~i>i.int  Surgeon,  :j7  .May,  I818.     Died  12  .January,  1859. 
MilliaiiiHon,  V.  li. 

Midshipman,  12  March,  1832.     Dieil  0  September.  1834. 
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Williamson,  William. 

Assistant  Surgeou,  2y  March,  1820.     Resigned  2  November,  1827. 
Williamson.^  William  C 

Third  Assistant  Engineer,  19  Fcl'niary,  1861.  Second  Assistant  Engineer,  IC  Jan- 
uary, 1863.  First  Assistant  Engineer,  1  December,  1864.  Resigned  10  January, 
1866. 

Williamson,  William  P. 

Chief  Engineer,  20  October,  1842.     Name  stricken  from  the  Itolls,  6  May,  1861. 

Williamsoii,  W.  S. 

Midsbii.mau,  2  February,  1829.     Resigned  29  June,  1836. 

Willis,  £lias. 

Mi(ij.hi])nian,  4  June,  1799.  Last  api^earance  on  Records  of  Navy  Department, 
24  J  Line,  1799.     Lost  at  Sea. 

Willis,  Foster. 

Acting  Master,  22  January,  1862.     Resigned  24  April,  1865. 

Willis,  George  R. 

BoatsAvaiu,  22  October,  1878. 
Willis,  Henry. 

Midshipman,  10  September,  1841.     Dismissed  28  August,  1849. 

Willis,  Robert. 

Lieutenant,  14  February,  1799.  Last  appearance  on  Records  of  Navy  Department, 
3  May,  1800. 

Willis,  Thomas  X. 

Midshipman,  13  August,  1799.  Last  api^earance  on  Records  of  Navy  Dej)artment, 
3  December,  1800.     Furloughed. 

Willison,  Cliarles. 

Midshipman,  2  January,  1800.     Resigned  5  July,  1803. 

Williss,  John  W. 

Midshipman,  1  May,  1825.     Resigned  7  October,  1831. 

Williston,  John. 

Carpenter,  17  November,  1831.     Resigned  14  October,  1836. 

Willislon,  Joseph. 

Master,  26  November,  1814.     Died  14  April,  1833. 

Willits,  George  S 

Cadet  Engineer,  Naval  Academy,  1  October,  1873.  Graduated  21  June,  1875. 
Assistant  Engineer,  1  July,  1877. 

IVillitson,  Joseph. 

Midshipman,  5  June,  1799.     Resigned  15  August,  1801. 

Willitson,  Joseph. 

Midshipman,  11  June,  1799.  Last  appearance  on  Records  of  Navy  Department, 
28  November,  1800      Furloughed. 

W^illmnth,  George. 

Boatswain,  16  September,  1841.  Retired  list,  2 1  December,  1861.  Died  5  August, 
1ST3. 

Willmuth,  John  A.  H. 

Mate,  25  August,  1862.  Acting  Ensign,  19  September,  1865.  Honorably  dis- 
charged 9  January,  1869.     Mate,  20  April,  1870. 

Willson,  John. 

Assistant  Surgeon,  30  July,  1861.     Resigned  14  July,  1862. 

Willson,  William  G.  G. 

Assistant  Surgeon,  9  December,  1839.     Resigned  8  September,  1843. 

Willson,  William  G.  G. 

Assistant  Surgeon,  1  December,  1876.  Passed  Assistant  Surgeon,  7  August, 
1880 
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1Vill8on.  IVilliam  II. 

Aciii.^'  As.si^,l;lllt  hiiiLrfoii,  1  Oftolar.  IbiW.     Ucsigiiftl  D  September,  18C4. 
IViliiiar,  JaiiK'N. 

lJi..it.-\\:iin,  '.»  JuDi',  ISOo.     Dismissttl  18  June,  1807. 
M'iliii4'r,  Ahraliain. 

Mi.Uliil)ii.;iii,  4  April,  1790.     Resigned  10  Febnmrv,  1800. 
WiliiMM*.  Kiniiiaiiiiol. 

Mi.l^.llil)maIl.  1  .luiie,  ItsOS.     Resigned  IS  Spptcinber,  1812. 
IViliiKM'.  JaiiiOK  P. 

Miilsliipiiiiin,   'J7    December,   ISOC.       !/u-i::c::ai:t.    Hi   Febrimry,   1S09.     Killed    iu 
iicti«m  28  March,  1«14. 
Wiliiier,  J.  It.  n. 

Cliaplaiu,  7  March,  18:59.     Resigned  23  July.  1844. 
IVilinor.  JoHopli  K. 

(  a<lct  EiiL,'inccr,  Nuvul  Academy,  1  October,  1874.     Graduated  20  June,  1878. 
^Viliior,  Frank  A. 

Midsliipnian,  :!0  June,  1869.     Graduated  31   May,  1873.     Ensign,  10  July,  1874. 
Masttr,  •>:>  March,  1880. 
IVilKoii,  Albert. 

Acting  Muster,  29  October,  1861.     Appointment  revoked  (Sick,)   18  February, 
1862. 
IVilsoii,  Aloxaiiilor  W. 

^lidshipinan,  ~T  November,  1825.     Resigned  13  June,  1829. 
U'ili^on,  AiKirow. 

Gunner,  2 1  September,  1859.     Dismissed  8  January,  1866. 
IVilsoii,  AiKlrew. 

Acting  Second  Assistant  Engineer,  4  September,  1863.     Resigned  15  June,  1865. 
WilHoii,  Itc'iijaiiiiii  F. 

Acting  Assistant  Surgeon,  15  August,  1801.     Resigned  18  Februar}',  1864. 
Wilson,  Itoiijainin  T. 

Midshijinian,  15  October,  1834.     Dismissed  10  January,  1838. 
l^'ilsoii,  Bryoc. 

Actinvc  Tliird  Assistant  Engineer,  22  November,  1862.     Acting   Sccnntl  Assistant 
Engineer,  28  December,  1863.     Honorably  discharged  30  December,  1868. 
W'ili^oii,  Byron. 

Acting   Midshipman,  31  January,  1853.     Midshipman,   10  June,   1857.      Passed 
Midshipman,  25  June,  18G0.     Master,  24  October,  1860.     Lieutenant,  10  Ai>ril. 
18(51.     Lieutenant-Commander,  5  November,  1863.     Commamler,  20  January, 
1S72. 
lViI«ion.  fn'sar  R. 

Midshipman,  30  November,  1814.     Resigned  31  Decemlicr,  Isltj.     .Master.  1  .lanu- 
ary,  la  17.     Died  November,  1820. 
IVilson,  CharleH. 

Acting  Ensitrn.  21  June,  1864.     Honorably  discharged   19  October.  1868.     Mate, 
25  January,  1S70. 
WilHoii,  C'liarloM  Howard. 

Acting  Third  Assistant  Engineer,  14  July,  1864.     Died  24  April,  \^><>. 
IVilMoii,  C'liarloH  II. 

Acting  Third  Assistant  Engineer,  3  January,  1865.    Honorably  dischnr-'od  'J  Or'o- 
ber,  18G5. 
Wilson,  V'liarloH  W . 

At  ting  Mister.  2;;  April,  1862.     Acting  Volunteer   Lieutenant,  8  February,  1864. 
liuuorubly  discharged  12  November,  1866. 
WilHon,  Daviti. 

Mute,  29  April,  1804.     Appointment  revoked  9  August,  1865. 
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Wilson,  Downs  li. 

Midshipman,  22  June,  1867.     Graduated  6  June,  1871.     Ensign,  14  Julj     1872. 
Master,  21  September,  1S76. 
Wilson,  Fletcher  A. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  21  Octo- 
ber, 1861.  First  Assistant  Engineer,  1  October,  1863.  Chief  Engineer,  5  March,, 
1871. 

Wilson,  George. 

Acting  Assistant  Paymaster,  3  August,  1861.     Resigned  19  October,  1861. 

Wilson,  George  M. 

Master,  24  July,  1812.     Resigned  20  May,  1818. 
Wilson,  George  X. 

Acting  First  Assistant  Engineer,  28  November,   1863.      Honorably   (4ischarged 
4  November,  1865. 
Wilson,  George  W. 

Mate,  9  July,  1863.     Honorably  discharged  IS  May,  1865.     Mate,  25  July,  1866. 
Discharged  23  April,  1867. 
Wilson,  George  W. 

Acting  Assistant  Surgeon,  25  September,  1862.     Died  24  September,  1864. 
Wilson,  G.  P. 

Gunner,  24  July,  1827.     Dropped. 
Wilson,  Henry. 

Acting  Master  18  November,  1862.     Resigned  3  March,  1863. 
Wilson,  Henry. 

Midshipman,  2     October,  1847.     Passed  Midshipman,  10  June,  1853.      Master, 

15  September,  1855.     Lieutenant,  16  September,  1855.     Lieutenant- Commander, 

16  July,  1862.     Commander,  30  April,  1867.     Captain,  9  May,  1878. 
Wilson,  Henry. 

Acting  Third  Assistant  Engineer,    13   February,    1865.     Honoi-ablv   discharged 
9  August,  1866. 
Wilson,  Henry. 

Purser,  17  June,  1846.     Resigned  11  February,  1851. 

Wilson,  Horatio  R. 

Midshipman,  17  April,  1862.     Graduated  June,  1866.     Ensign,  12  March,  1868. 
Master,   26    March,   1869.      Lieutenant,   21    March,   1870.      Died   23   January, 
1875. 
Wilson,  Jacob. 

Acting  Second  Assistant  Engineer,  5  June,  1863.     ApiJointment  revoked   (Sick,) 
26  June,  1863.     Acting  First  Assistant  Engineer,  19  February,  1864.     Appoint- 
ment revoked  (Sick,)  18  July,  1864. 
Wilson,  James. 

Midshipman,  2  April,  1804.  Lieutenant,  19  May,  1812.  Last  appearance  on 
Records  oi  Navy  Department,  1814. 

Wilson,  James. 

Midshipman,  18  May,  1809.     Appointment  revoked  24  July,  1809. 
Wilson,  James. 

Acting  Third  Assistant  Engineer,  19  September,   1864.     Honorably  discliarged 
25  July,  1865. 
Wilson,  James. 

Acting  Assistant  Surgeon,  1  September,  1863.     Assistant  Surgeon,  21  June,  1864. 
Wholly  retired  24  April,  1866. 
Wilson,  James. 

Acting  Ensign,  12  November,  1863.     Dismissed  18  July,  1864. 
WiI$«on,  James. 

Boatswain,  8  August,  1866.     Dismissed  8  April,  1871. 
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IV'ilson,  Jnnio«. 

JShite,  21   May,  ISfia.     Actin-,'  Ensign,   :;()   August.  1805.     Honorably  diBcLargc I 
y  November,  1b(>S. 
WilMon,  J  31  III  OH. 

M  lie,  1  Uciulur,  18GI.     Appointment  revoked  28  September,  18C0. 

IVilHOII,    JlllllOM. 

.N.iie,  3  Novcmljcr,  18C5.     Appointment  revoked  3  August,  18G0. 
^VilMoii,  JaiiicH  II. 

Aciiiitf  Tliird   As-iist:int   Engineer,   28    February,    ISCJ.     Honorably   discharged 
1-3  February,  l^f,!!. 
IVilMon,  JaiiioM  I^. 

-Vcting  Eu^i;^Mi,  10  December,  1801.     llDiiorably  discharged  15  September,  1865. 
IVilMoii,  JainoH  P. 

Midshipman,  1   Janunrv.  1817.     Lieutenant,   28   .Vprll.  1820.     Commander,  8   No- 
vember, 1812.     Died  13  March,  1S48. 
IVil^on,  JniiiOM  It. 

l*ur.-«r,  2.7  April,  1S12.     Last  appearance  on   Records  of  Navy  Department,  1815. 
Furloughed. 
Tl^ilNoii,  JaiiioH  W. 

Acting  Assistant  Surgeon,  3   February,  180.3.     Honorably  discliargod   9  October, 
18Gb. 
lI'ilNOil,  Jarvis. 

Acting  Ensign  and  Pilot,  20  November,  18G4.     Honorably  discharged -1  Ortijber, 
IbOo. 
WilHon,  John. 

Acting  First  Assistant  Engineer,  ;i  May,  18G4.     Honorably  discharged  13  October. 
ItrOo. 
WilMoii,  Joliii. 

'Iliiid  Assi.-tant  Engineer,  19  February,  ISGl.     Second  .Vssistant  Engineer.  17  De- 
cember, 1802.     Resigned  19  May,  1800. 
Wilson,  John  A. 

Acting  Sei'uid  Assistant  Engineer,  19  July,  1801.     Honorably  discharged  19  Sep- 
tember, 1^05. 
Wilson,  John  A. 

Acting  Master  and  Pilot,  1  January,  180o.    Honorably  discharged  1  August,  1805. 
Wilson,  John  C 

Mitlishipmau,  20  July.  1805,     Graduated  June,  1809.    Ensign,  13  July,  1870.    Mas- 
ter, 9  December,  1871.     Lieutenant,  3  February,  1875. 
Wilnon,  John  II. 

i\Iate,  7  November,  1863.     Resigned  17  October,  1804. 
Wilson,  John  II. 

Acting  Tliird  Assistant  Engineer,  22   November,   1804.     Honorably   discharged 
27  October,  isc.j. 
Wilson,  John  II. 

Mall'.  13  June,  1^03.     Honorably  discharged  7  September,  1^05. 
Wilson,  John  J. 

Acting  fceeond  Assistant  Engineer,  27  December,   18G4.     Honorably  ilischurged 
1  December,  lb05. 
Wilson,  John  K. 

Miilfthipiii m.  3  March,  1841.      Passed  Midshipman,   10  August,   18'7.     Masfor, 
14  September,  1855.     Lieutenant,  15  September,  1855.     Rcbigned   9  .May,  l&oO. 

Wilson,  Jolin  Ij. 

Acting  Seettnd  .Vssistant  Engineer,  4  March,  1803.     Dismissed   17  October,  1863. 

Wilson,  John  O. 

Midshipman,  2  February,  1829.     Resigned  1  July,  1830. 
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l¥iIs>ion,  Joliii  S. 

Gunner,  date  not  known.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Brig  ''  Firefly:'' 

Wilson.  Jot^eph. 

Purser.  24  July,  ISlo.     Retired  list,  31  December,  1861.     Pay  Director  on  Retired 
list,  3  March,  1871.     Died  19  June,  1875. 
Tl'ilsoii,  Joseph. 

Sail  maker,  13  April,  1870. 

Tl'ilsoii,  Joseph. 

Assistant  Surgeon,  18  Mav,  1843.  Surgeon,  23  May,  1857.  Medical  Inspector, 
3  March,  1871.     MedicalDirector,  26  April,  1873.     Retired  list,  6  January,  1878. 

Wilson,  Josiah  M. 

Midshipman,  31  September,  1861.     Graduated  October,  1865.     Ensign,!  Decem- 
ber, 1866.     Master,  13  March,  1868.     Retired  list,  7  March,  1870.     Died  29  Oc- 
tober, 1871. 
Wilson,  ]fIason. 

Midshipman,  1  January,  1818.     Died  31  October,  1833. 

Wilson,  Matt.  II. 

Mate,  7  December,  1861.     Resigned  8  March,  1865. 

Wilson,  Miles. 

Carpenter,  31  March,  1838.     Resigned  6  September,  1838. 

Wilson,  Nathaniel. 

Purser,  6  October,  1839.     Died  36  October.  1849. 
Wilson,  Richard  A. 

Midshipman,  3  January,  1804.     Resigned  6  December,  1805. 

Wilson  Robert  H. 

Acting  Midshipman,  18  June,  1850.     Resigned  14  December,  1850. 

Wilson,  i^aniuel  li. 

Midshipman,  20  September,  1861.  Graduated  November,  1864.  Ensign,  1  No- 
vember, 1866.  Master,  1  December,  1866.  Lieutenant,  13  March,  1868.  Lieu- 
tenant-Commander, 31  December,  1869.     Died  1  August,  1879. 

Wilson,  Stephen. 

Midshipman,  15  November,  1809.     Dismissed  3  May,  1813. 

Wilson,  Stephen  B. 

Midshipman,  1  January,  1813.  Lieutenant,  13  January,  1825.  Commander, 
8  September,  1841.     Captain,  14  September,  1855.     Died  15  March,  ls63. 

Wilson,  Theodore  D. 

Carpenter,  3  August,  1861.  Resigned  34  May,  1866.  Assistant  Naval  Constructor, 
17  May,  1866.     Naval  Constructor,  1  July,  1873. 

Wilson,  Thomas. 

Boatswain,  27  July,  1799.  Last  appearance  on  Records  of  Navy  Department, 
29  July,  1799. 

Wilson,  Thomas. 

Mate,  15  October,  1863.     Appointment  revoked  5  January,  1807. 

Wilson,  Thomas  E. 

Acting  Third  Assistant  Engineer,  4  November,  1863.  Honorably  discharged 
13  August,  1865. 

Wilson,  Thomas  P. 

Midshipman,  SO  September,  1861.  Graduated  October,  1865.  Ensign  1  Decem- 
ber, 1866.  Master,  13  March,  1868.  Lieutenant,  26  March,  1869.  Retired  list, 
3  August,  1873.     Died  10  March,  1877. 

Wilson,  Thomas  R. 

Midshipman,  S3  January,  1816.     Killed  in  1831. 

Wilson,  Thomas  R. 

Gunner,  31  January,  1853. 
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WilNoii,  TliouiaH  N. 

Mitisliipmuii,  7  April,  1802.     Graduated  November,  l!^<>t.     Ilesigned  28  Aufjus- 

ISO."). 

tviiH<»ii,  w.  c;.  <>. 

Assistant  Sm^jt-oii,  D  December,  1839.     Resigned  8  September.  l»i:J. 
Wilson,  William. 

(.iiiiiiur.  ll>  .luiic,  18(51. 
\l  ilMoii.  M  illiaiii. 

.Miclslii|)iii;iii,  1  .l.miuiry,  lyOS.     [Str  Marine  Crops., 
Wilson.  WilUsini  A. 

ArtiiiLC  A^.^i^iaiit  Suii,'eoii,  I  October,  1802.     Resigned  M  September,  1804 
Wilson.  William  K. 

.Mat.-.  -J  St  piiiiil.ir,  Ksijl.     Rcsigne<i  :?  May,  1S05. 
W  ilthaiik,  .lamcM. 

Ciiai'laiii,  ;!0  Srptiiiibcr,  18:{!».      Rcsij^iu'tl  12  October,  18^1}.     (iiajilaiii,  2.")    Fehru 
ury,  18:]7.     Died  1!)  March,  1812. 
Willoii.  Kioliard  W. 

Actinia   Third    .\ssistaMt    Engineer,  2  September,   1804.     Ilonorubl-    discharfjed' 
li)  .July,  Ibt;'.. 
Wiltso,  Gilbort  C. 

Acting  Mitlshii)nian,  20  September,  18r>.').  Midshipman,  0  June,  is'i'j.  l.iciiicnir' 
81  August,  1801.  Lieutenant-Commander,  0  .January,  1800.  ConunainU  . 
8  Novcml)or,  187:). 

Wiltsoe,  Isaac  P. 

Mate,  0  June,  IbO;}.     Acting  Ensign,  4  November,  1804.     Honorably  discliargt  ■• 
oO  November,  1805. 
W'iltz,  Alexandei*. 

Mate,  ao  August,  1804.     Drowned  27  August,  1804. 

W'ilfzo,  Koliort. 

Mate,  18  January,  1808.     Mustered  out  13  March,  1809. 
Winaiis,  GoorRC  W. 

Acting  Assistant  Paymaster,  30  October,  1803.     Drowned  1804. 
W'inaiis,  Herman  W. 

Acting  Third  Assishint  Engineer,  8  May,  ISC'?.     Appointment  revoked  (Sick.; 
18  June,  1804. 
Winans,  John. 

Midshipnuu),  1  July,  1825.     Died  31  January,  1831. 
Winans,  Nelson. 

Acting  Chief  Engineer,  9  March,  1803.     Honorably  discharged  28  September,  180". 
Winch,  ThoniaH  G. 

Midshipman,  20  September,  1872.     Graduated  20  June,  1870.     Died  8  Jain. 
1»79. 
Winchester,  Felix. 

Acting  Midshipman,  25  October,  1849.     Dropped  3  September,  1850. 
Winchesfer,  John  F. 

Acting  Master,  9  August,  1801.     Honorably  discharged  30  September,  1805. 
Winchester,  J.  O. 

Acting  Ensign,  27  July,  1803.     Honorably  discharged  9  August,  1805.     Actin  - 
Ensign,  11  December,  1800.     Mustered  out  27  March,  1809. 
Winchester,  IVilliam. 

Boatswain,  28  Octulxr,  1858.     Dismissed   17  October,  1808.     Acting  IJoatswain. 
81  July,  1809.     Ajjpointnu'nt  revoked  20  December,  1^*09.     Acting  Hoatswai::. 
21  Noveniber,  1873.     Ai)pointment  revoked  11  July,  1874. 
Win({er,  Kdwnrd  li. 

Mitl>hipnian,  29  April.  1830.  Passed  Midshipman,  1  July.  1842.  Master,  25  Oc- 
tober, IbVJ.     Lieutenant,  20  April,  1850.     Dismissed  22'April,  1801. 
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Winder,  lievin  W. 

Midshipman,  8  June,  1799.     Resigned  25  March,  1801. 
Winder,  Thomas  Jones. 

Surgeon,  24  September,  1799.     Resigned,  date  not  linown. 
Winder,  William. 

Midshipman,  21   September,  1809.     Graduated  31  May,  1873.     Ensign,  16  July, 
1S74. 
Windsor,  William  Angustus. 

Third  Assistant  Engineer,  16  September,  1862.  Second  Assistant  Engineer, 
1  March,  18(54.     First  Assistant  Engineer,  1  January,  1808 

Wines,  Cliarles. 

Acting  Third  Assistant  Engineer,  24  February,  1863.     Acting  Second  Assistant 
Engineer,  1  March,  1864.     Appointment  revoked  (Sick,)  22  September,  1804. 
Wing,  Frank  H. 

Mate,  21  February,  1865.  Honora])ly  discharged  10  September,  1868.  Mate,  18 
January,  1870.     Appointment  revoked  8  April,  1873. 

Wing,  George  E. 

Acting  Ensign,  21  August,  1863.     Honorably  discharged  15  November,  1865 

Wing,  James. 

Acting  Assistant  Paymaster,  8  February,  1863.     Resigned  13  August,  1862. 

Wing,  William. 

Acting  Ensign,  28  April,  1864.     Honorably  discharged  27  October,  1805. 

Wingate,  George  E. 

Acting  Ensign,  31  October,  1863.  Master,  12  March,  1868.  Lieutenant,  18  De- 
cember, 1868.     Lieutenant-Commander,  13  July,  1870. 

Wingate,  James  W. 

Sailmaker,  17  January,  1876. 

Wingate,  Henry  T. 

Midshipman,  13  December,  1831.  Passed  Midshij^man,  15  June,  1837.  Lieuten- 
ant, 8  September,  1841.     Died  4  May,  1854. 

Wingate,  James  W. 

Sailmaker,  17  January,  1876. 
Wingate,  John  I>. 

Mate,  9  December,  1862.     Honorably  discharged  25  November,  1865. 
Wingate,  William  H. 

Acting  Third  Assistant  Engineer,  14  October,  1864.     Honorably  discharged  20  Oc> 
1867. 
Wingerd,  George  B. 

,  Midshipman,  1  March,  1825.     Dismissed  by  Court-Martial  6  November,  1838. 

Winget,  Daniel. 

Mate,  31  March,  1863.     Resigned  23  March,  1864. 
Wingood,  William,  Jr. 

Mate,  28  August,  1862.  Acting  Ensign,  21  September,  1864.  Honorably  dis- 
charged 1  November,  1865. 

Winloclc,  James  H. 

Midshipman,  25  September,  1868.     Graduated  1  June,  1873.     Died  2  March,  1873. 

Winlocli,  Josepli. 

Professor,  26  June,  1856.     Resigned  1  May,  1866. 

Winn,  Charles  F. 

Mids'jipman,  1  January,  1818.     Died  3  May,  1820. 

Winn,  Fdward  A. 

Mate,  17  August,  1866.     Mustered  out  4  September,  1868. 

W^inn,  John  K. 

Mate,  8  September,  1862.  Acting  Ensign,  2  June,  1863.  Acting  Master,  6  August, 
1804.  Acting  Volunteer  Lieutenant,  27  July,  1805,  Master,  13  March,  i868. 
Lieutenant,  18  December,  1868.     Lieatenant-Commander,  11  December,  i877. 
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Win II,  Minor. 

.Miilsliiimiuii,  16  January,  ISOil.     Resigned  8  May,  1809. 
U'iiiii.   Tiiiinfliy. 

i'mstr,  17  May,'l815.     Died  18  February,  t83«. 
Winn,  JoMopli. 

Ai  tiiiL;  VoliiniecT  Lieutenant,  28  September,  1801.     Resigned  24  July,  18C2. 
Winneinoro,  I'dward. 

Acting  Ensign,  (5  June,   18Gt.     Died  of  wounds  at   Fort   Fisher,  24    December, 
1804. 
Win  ram,  John. 

Male,  !i  -liiiu',  ISC.:!.     Hononibly  discliarged  3  October,  1805. 
Win  ram.  Samnol  IC. 

M.ilf,  '2[  .hiiiu.iry,  I8t;:j.     Ik'signod  :51  May,  1804. 
WinMliip,  Alviu  .1. 

Actinia   Swoiid   Assistant   Enj,'ineer,   25    August,    1804.      Honorably   discharged 
21  .luly,  1805. 
WinNliip,  Ainoiii. 

Suii^'ion,  12  Stptcmber,  1799.     Last  apjjcarunco  on  Records  of  Navy  Department, 
11  August,  1800. 
Winfi4liip.  K.  K. 

Acting  .Vssistant  Paymaster,  18  December,  1802.     Resigned  11    Xnvrmber,  1864. 
WinHliip,  TlioniaH. 

Acting  Tliird   Assistant  Engineer,  28  May,  1S02.     Acting  Second   .Vssistant  E:i 
gineer,  27  November,  1803.     Resigned  10  March,  1805. 
Winslow,  Cameron  ]tl. 

Midsliipman,  29  September,  1870.     Graduated  21   June,   1875.     Ensign,  18  Jnly, 
1870. 
WiuKlow,  Fdward  D. 

Acting  Assistant  Surgeon,  1  October,  1802.     Appointment  revoked  18  Novcml)er, 
1803. 
Winalow,  Fzra  I>. 

Cliaplain  10  March,  1803.     Wholly  Retired  from  service  11  January,  1809 
Winslow,  Francis. 

Midsliipmau,  8  .)  uly,  1833.    Passed  Midshipman,  8  June,  1839.    Lieutenant,  24  No- 
vember, LSI  t.     Commander,  0  May,  1802.     Died  20  August,  1862. 
Winslow,  Francis. 

Midshipman.  20  Jidy,  1805.  Graduated  7  June,  1870.  Ensign,  13  July,  1871. 
Master,  7  October, 'l  874. 

Winsloir,  George  F. 

Mate, '..")  January,  18(;2.     Acting  Ensign,  23  ^lay,  18U3.     Acting  Master,  14  Janu- 
ary, 1804,     Honorably  discliarged  5  January,  1808. 
Winslow,  George  F. 

Acting  Assistant  SiUTTcnn,   20   July,   18fl2.      Assistant   Surgeon.   28   May,  18C4. 
Passed  Assistant  Surgeon,  14  June,  1807.     Surgeon,  2  April,  1875. 
Winslow,  Henry  A. 

Mate,  20  Aligner.  1803.     Acting  Ensign,  31  October,  1804.     Honorably  discharged 
28  August,  1.^05. 
WinsloWs  Herbert. 

Mulshipman,  20  July,  1805.  Graduated  June,  1809.  Ensign,  12  July,  1870.  Mas- 
ter, 1  April,  1872.     Lieutenant,  3  Alay,  lb75. 

Winslow,  J'olm  .A. 

Midsliipniaii.  ",  February,  1827.  Passed  Midshipman.  10  June,  1833.  Lieutenant, 
9  December,  1839.  Commander,  14  Septcml)er,  1855.  Cai)t.iiii.  10  July.  18r,2. 
Commodore,  19  June,  1804.  Rear-Admiral,  2  March,  1870.  Died  29  September, 
1873. 
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Wiiislow,  William  H. 

Mate,  28  June,  18G2.     Acting  Ensign,  3  October,  1863.     Acting  Master,  13  Sep- 
tember, 18G3.     Honorably  discharged  26  October,  1865. 

IVinsloiv,  William  R. 

Acting  Assistant  Paymaster,  24  December,  1863.  Assistant  Paymaster,  2  July, 
1864.     Paymaster,  4  May,  1866.     Died  25  February,  1869. 

Winsor,  Gnstavns  A. 

Acting  Ensign,  8  June,  1864.     Appointment  revoked  (Sick,)  8  June,  1864. 

Wiiisor,  Horace  E» 

Third  Assistant  Engineer,  21  May,  1853.  Second  Assistant  Engineer,  27  July, 
1855.     Resigned  20  August,  1856. 

Winston,  Jolin  Li. 

Acting  First  Assistant  Engineer,  13  August,  1863.  Honorably  discharged  20  No- 
vember, 1865. 

Winter,  Asa  C 

Acting  Assistant  Paymaster,  1  August,  1861.     Died  28  June,  1864. 

Winter,  James. 

Acting    Assistant    Paymaster,   10    October,   1863.     Mustered    out    13    October, 
1865. 
Winter,  Ricbard. 

Midshipman,  15  November,  1809.     Lieutenant,  9  December,  1814.     Died  January, 
1819. 
Winter,  Walter. 

Midshipman,  22  March,  1799.     Lieutenant,  26  April,  1809.     Last  appearance  on 
Records  of  Navy  Department,  1  June,  1813.     Drowned. 
Winters,  James  F. 

Acting  Third  Assistant  Engineer,  22  October,  1863.     Honorably  discharged  23  Oc- 
tober, 1865. 
Winton,  DaTicl  T,. 

Acting  Third  Assistant  Engineer,  21  July,  1863.     Resigned  30  January,  1864. 

Winton,  J.  li. 

Mate,  24  September,  1861.     Dismissed  21  April,  1862.     Acting  Ensign,  29  June, 
1863.     Dismissed  17  October,  1873. 
Wise,  Edward  £. 

Midshipman,  5  June,  1871.     Graduated  20  June,  1876.     Resigned  1   September, 
188fl. 
Wise,  Francis. 

Midshipman,  25  August,  1802.     Dismissed  22  December,  1803. 

Wise,  Frederick  M. 

Midshipman,  23  September,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.     Master,  21  March,  1870.    Lieutenant,  21  March,  1871. 

Wise,  George  E. 

Acting  Ensign,  38  November,  1864.     Resigned  22  May,  1865. 

Wise,  George  S. 

Purser,  25  April,  1813.     Died  20  November,  1824. 

Wise,  Henry  A. 

Midshipman,  8  February,  1834.  Passed  Midshipman,  16  July,  1840.  Master, 
31  October,  1846.  Lieutenant,  25  February,  1847.  Commander,  16  July,  1862. 
Captain,  29  December,  1866.     Died  2  April,  1869. 

Wise,  John. 

Assistant  Sr.rgeon,  10  December,  1814.     Resigned  24  August,  1818. 

Wise,  Jolsjs. 

Acting  Assistant  Surgeon,  1  October,  1862.     Resigned  4  Juue,  1864. 

Wise,  Joliu  €. 

Assistant  Surgeon,  28  April,  1870.    Passed  Assistant  Surgeon,  10  June,  1874. 
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WiHe.  IV i Ilium  €. 

Actini;  aiiilshipiniin,  29  Septc-nlx-r,   18(50.      Knsifjn,  1   October,  IfiCIJ.      Muster, 
10  May,  180(5.    Lieutenant,  21  Kolirnary,  1807.    Lieuton:int-('onmmnder,  12  Mar«h. 

IVisli,  John  A. 

Mitishipmim,  7  December,  ISIO.     lieutenant,  27   .Vpril,  ISHi.     Died  25  October, 
is:}:i 
WiHiiart,  AloMiiider. 

Acting  Millsl'ilinian,  2  October,  IS.")!).     Kesigneil  22  March,  1851. 
Hlnnor,  Goorgo. 

Carpenter,  ilO  December,  1841.     Died  21  March,  180G. 

Winiioi,  Iloiir.v  C 

MidshipiiKiii,    17  April,  1802.     (Jraduated  June,   18G0.     Kn8i;,'n,  12  March,  1868. 
Master,  20  ^March,  1809.     Lieutenant,  21  March,  1870.     Uesi-rncd  17  April,  187S. 
WiHnor,  Robert. 

Mate.  22  May,  1802.     Died  28  .lune,  1801. 
WiKHinp^,  Ilornian 

]\Iate,  20  Feljniary,  1801.     Tiesigncd  8  May,  1805. 
Wislor,  Owen  J. 

Assistant  iSurgcon,  0  March,  1848.     Resigned  24  July,  1852. 
U  iswall,  William  J. 

Midsliipnian,  1  January,  1825.     Resigned  7  February,  1827. 
Widiam,  TliomaH  .4. 

Aeling  Ensign,  29  December,  1S0:{.     Honorably  disehargcil  2  October,  1865 
Willierhee.  John  J. 

Acting  .\ssistaut  Surgeon,  7  January,  180:i.     Died  oO  August,  18G3. 

WidierelK  A.  D. 

Acting  Third  Assistant  Engineer,  27  July,  180:^     Acting  Second  Assistant  En- 
ginee.-,  2  May,  1804.     Appointment  revoked  (Sick.)  20  .Vpril,  1865. 
Witlierell,  J.  ». 

Midshipman,  10  March,  1S20.     Died  20  October,  1822. 
WillierN,  J.  FraneiH. 

Acting  Tliird   Assistant  Engineer.  2   November,   1864.     Honorably  discharged 
4  December,  1805. 
Witlierspoon,  David. 

^Midshipman,  11  December,  1799.     Resigned  1  January,  1801. 
IVitlier^spoon,  Jolin. 

^lidsiiiimian,  5  February,  1800.     Discharged  12  October,  1801,  under  Peace  Estab- 
ment  Act. 
IVitliinj^ton,  Samuel  I>. 

]Mate,  \[)  Novenilier,  1801.     Resigned  13  February,  1805. 
IVitliington.  Scunner. 

Acting  Ma^ter,  29  October,  1861.     Resigned  31  December,  1863. 

Witxel,  Horace  M. 

Cadet  Midshipman,  5  June,  1873.     Oraduated  18  June,  1879.     Ensign,  18  March, 
1880. 
Tl'ixon,  Onear  F, 

Mate,  17  December,  18G2.     Acting  Ensign,  'dl  Dccenibcr,  1803.     Resigned  10  >I  ly. 
1805. 
Woart,  M  illiam. 

Midsliipman,  29   September,  1803.     Graduated   June,  1808.     Drowned    IS  June, 
1809. 
Wolhert,  Frederick  «. 

MidsViipman,  18  June,  1812.     Lieutenant,  28  March,  1820.     Cashiered    ITS.Mttm- 
ber,  1825. 
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Woloott,  OliTer  S. 

iMidsliipmau,  1  Januarj",  1S18.     Resi<^iic(l  ];>  Marcli,  1819. 
Wold,  linuritz. 

Acting  Ensign,  3  August,  1863.     Honorable  discharge  J  10  September,  1865. 
Wolfe,  Henry. 

Mate,  IG  February,  1864.     Honorably  discharged  12  August,  1865. 
Wolfenden,  Joliii. 

Master,  27  June,  1813,    Discharged  10  June,  1815. 
Wolff,  Charles. 

Acting  Third  Assistant    Engineer,   20  October,   1863.      Honorably  discharged 
29  August,  1865. 
Wolfley,  liCwis. 

Assistant  Surgeon,  21  June,  1832.     Passed  Assistant  Surgeon,  8  November,  1836. 
Surgeon,  29  July,  1841.     Died  31  July,  1844. 
Wolsteulioline,  John. 

Mate,  21  January,  1804.     Resigned  10  May,  1865. 
Woobridge,  D.  O. 

1  January,  1825.     Died  21  January,  1832. 
Wood,  Albert  N. 

Cadet  Midshipman,  24  September,  1873.     Graduated  4  June,  1880. 
Wood,  Alonzo  ]>. 

Acting  Third  Assistant  Engineer,  10  November,  1863.     Acting  Second  Assistant 
Engineer,  24  January,  1805.     Honorably  discharged  16  August,  1806. 
Wood,  JBenjaniin  F. 

Third  Assistant  Engineer,  1   July,  1861.     Second  Assistant  Engineer,  21   April, 
1863.     First  Assistant  Engineer,  11  October,  1866. 
Wood,  Chester  O. 

Acting  Third  Assistant  Engineer,  9  August,  1864.     Honorably  discharged  15  Sep- 
tember, 1865. 
Wood,  D.  R. 

Midshipman,  3  March,  1841.     Resigned  26  October,  1841. 

Wood,  Xldirard  P. 

Midshipman,  1  October,  1863.     Graduated  June,  1867.     Ensign,  18  December, 
1868.     Master,  21  March,  1870.     Lieutenant,  21  March,  1871. 
Wood,  £dwin  HH, 

Mate,  1   October,  1862.      Acting  Ensign,  28  November,  1863.      Honorably  dis- 
charged 18  September,  1805. 
Wood,  Frederick. 

Acting  Ensign,  22  October,  1864.     Honorably  discharged  1  July,  1865. 

Wood,  George  H. 

Mate,  24  April,  1862.     Acting  Ensign,  16  September,  1862.     Honorably  discharged 
28  October,  1865. 

Wood,  George  W. 

Acting  ]\[iiltfliipman,  23  September,  1859.     Ensign,  24  February,  1863.    Lieutenant, 
22   February,   1804,       Lieutenant-Commander,   25    July,    1866.       Commander, 
26  February,  1878. 
Wood,  George  W^ 

Mute,  26  February,  1868.     Mustered  out  30  November,  1868. 

Wood,  Godfrey. 

Lieutenant,  16  February,  1800.     Resigned  11  August,  1802. 

Wood,  Henry. 

Chaplain,  11  September,  1856.     Retired  list,  21  December,  1861.     Died  8  October, 
1873. 
Wood,  Henry. 

Acting  Third  Assistant  Engineer.     Dismissed  11  August,  1864. 
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Wood,  H.  p.  T. 

Alidshipnuin,  1  March,  1825.     Punsed  Miflshipinan. 'JS  April,  1832.     Died  U  <)<  t.. 
bcr,  1 «:!(!. 
Wood,  J  a  111  CM  It.  ^ 

Actiii<^  Master,  25  Januury,  liJ'Vi.     Ilnnoralfly  disclmrj^cd  »  .lanuary,  laoo.     .\«  t 
iiig  MiistiT,  20  June,  18(J().     Mustered  out  U  Noveuiber,  18Gti. 
Wood,  JaiiM'M  ]>. 

Ai  lin;^'  Mailer,  2S  Septeinl>er,  ISOI.     liesi^'tied  25  March,  18C3. 
Woo<l,  .laiiiO!<i  1*. 

Sailniai<er,  21  Nnveiuher,  1^11.     Itesi^'ried  28  April,  18-lU. 
Woo«l,  John. 

Midslupman,  18  July,  1800.     Resigned  t  March,  1804. 
Woo<l,  John. 

Miilshipniaii,  7  December,  1799.     Last  appearance  on   Records  ol"  Navy  Depart- 
ment.    Dead. 
Wood,  John  F. 

.Vcting  Assistant  Paymaster,  27  September,  18U2.     Mustered  out  17  October,  1865. 
W  ood,  John  Taylor. 

.Midshipuian,  7  A])ril,  18-17.     Passed  Mid8hii)man,  10  June,  1853.     Master.  15  Sep- 
tember, iy.j.").     Lieutenant,  1(5  September,  1855.     Dismissed  2  April,  1801. 
Wood,  Joseph  II. 

-Veting  Assistant  Paymaster,  28  September,  1803.     Mustered  out  13  June,  1800. 
Woo<l,  Josepli  Ijoarnod. 

t'adet  Engineer,  Naval  Academy,  14_September,  1870.     Graduated   10  June,  1880. 
Wood,  liOniuel  C 

Acting  ]\Iaster,  22  May,  1801.     Resigned  22  June,  1802. 
Wood,  Ki.  <'.,  Jr. 

•Vctiiig  Assistant  Paymaster,  C  April,  1805.     Mustered  out  3  September,  1805. 
Wood,  Minard. 

Mate,  20  June,  1802.     Appointment  revoked  28  November,  1802. 
Wood,  Moses  li. 

Cadet  Midsliipman,  21    September,    1871.     Graduated  21    June,    1875.     Ensign, 
18  July,  1870. 
Wood,  Oliver  W. 

Midshipman,  30  November,  18M.     Died  iu  1822. 
Wood,  Naninel  S. 

Acting  Assistanc  Paymaster,  27  September,   1802.     Passed  Assistant   Paymaster, 
23  July,  1800.     Resigned  19  March,  1808. 
Wood,  Theodore  T. 

Midsliii)nian,  29  September,  1864.     Graduated  June,  1808.     Master,  12  July,  1870. 
Liemeiiant,  2  April,  1873. 
Woo<l,  Tlionias  C 

.Mi.lshipnian,  o(t  July,  1800.     Graduated  0  June,  1871.     Ensign,  14  July,  1872. 
Wood,  William  II. 

Aciing  Master,  2")  July,  1801.     Acting  Volunteer  Lieutenant,  24  December,  1804. 
llui.orably  dis(-harge(l  23  February,  1800.     Acting  Master,  25  July,  1800.     Mus- 
toreil  out  13  April,  1808. 
Wood,  William  II. 

Mate.  23  Septeiiiljcr,  1803.     Honorably  discharged  5  Dictiuiier,  \b(j't. 
Wood,  William  yi. 

.Vssistaiit  Suru'con,  10  Mav,  1S20.    Surgeon,  20  Fel)ruarv,  1838.     iMcdical  Dinctor, 
3  March,  1871.     Retired  list,  27  .May,  1871.     Died  1  Slarch.  18fS0. 
Uood.  William  Maxwell. 

Mi.l  Ii;i  i..;.n.  20  .Inly,  180-».     Graduatc<l  7  June,   1870.     Ensign,   13  July.  1871. 
Master,  3  August,  1873.     Lieutenant,  11  DecemlH-r,  !-77 
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Wood,  William  W.  W. 

Cliicf  Engineer,  15  March,  isi,"i.     Chief  of  Bureau  Steam  Engineering,  20  March, 
1^73.     Successor  aijpointed  3  March,  1877.     Retired  list,  31  May,  1880. 
Wo<»dbri<Igc,  Henry  R. 

Purser,  27  March,  ISG'i.     Died  25  October,  1861. 
Woodbwry,  George  A. 

3Iate,  y  November,  1864:     Honorably  discharged  80  June,  1865. 
Woodbury,  Jesse  P. 

Acting  Assistant  Paymaster,  14  August,  1861.     Assistant  Paymaster,  24  Septem- 
ber, 1SG2.     Resigned  18  April,  18G6. 
Woodbury,  Josiah  i>r. 

Acting  Assistant  Paymaster,   10  November,   1862.     Killed  in  action  17  August, 
1863. 
Woodbury,  liCander  S. 

Acting  Assistant  Paymaster,   20  January,  1865.     Honorably  discharged  25  Sep- 
tember, 1865. 

Woodend,  George  R. 

Third  Assistant  Engineer,  21  May,  1853.     Resigned  20  April,  1857. 

Woodliouse,  Samuel. 

Midshipman,  2  May,  1801.     Lieutenant,   4    May,  1808.     Commander,  27   April, 
1816.     Captain,  3  March,  1827.     Died  16  July,  1843. 
Woodhull,  Maxwell. 

Midshipman,  4  June,  1832.     Passed   Midshipman,  26   June,    1838.     Lieutenant, 
17  July,  1843.     Commander,  1  July,  1861.     Died  19  February,  1863. 
Woodhull,  William  W. 

Acting  Assistant  Paymaster,  13  May,  1863.     Passed  Assistant  Paymaster,  23  July, 
1866.     Paymaster,  10  February.  1870. 
Woodland,  Charles. 

Buaiswain,  27  June,  1848.     Retired  list,  12  August,  1864.     Died  11  May,  1873. 
Woodland,  Wesley. 

Acting  Third  Assistant  Engineer,  14   January,    1862.     Dismissed   2   September, 
1862. 
Woodman,  Cdward. 

Mi<isliipmau,  30  September,  1862.     Graduated  June,  1866.     Ensign,    12   March, 
1868.     Master,  26  March,   18G9.     Lieutenant,  21  March,  1870.     Died  2  August, 
1877. 
Woodman,  John. 

Mate,  28  October,  1862.     Drowned  27  October,  1864. 

Woodrow,  Darid  C 

Midshipman,  21   September,  1861.     Graduated  November,   1864.     Ensign,  1  No- 
vember, 18GG,     Master,  1   December,  1866.     Lieutenant,  12   March,  1868.     Lieu- 
tenant.Commander,  2G  March,  18G9. 
Woodruff,  Abner. 

Midshipman,  1   September,  1798.     Lieutenant,  4  March,  1803.     Resigned   26  No- 
vember, 1803. 
Woodruff,   Harry. 

Mate,  24  November,  1863.     Acting  Ensign,  19  May,  1864.     Resigned  5  May,  18G5. 
Woodruff,  Joseph,  Jr. 

Midshipman,  1  February,  1827.     Dropped. 

Woodruff,  Timothy. 

Acting  Third  Assistant  Engineer,  9  May,  1864.     Honorably  discharged  4  April, 
1868. 

Woodrnffe,  Joseph. 

Midshipman,  1  January,  1808.     Resigned  16  January,  1809. 

Woods,  Arthur  Tannatt. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.     Graduated  10  June,  1880. 
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Wo<mIm,  Itoiijaiiiiii. 

Mute,  21  >Iarili.  18tiJ.      Ailing'    i:iisii,'ii,  1  <  )ct<il>cr.   lf<(]:5.      Ht'sifjncd  1.",  >Iiiy,  IhO.'i. 

WoodH,  CiiarlcM  II. 

Actiiit;  Third  Assistant   Knijinccr,  28   Febnmry,   1805.      IlonoralWy  flisclmrgcd 
2  t  Jilay,  18(56. 
M'ooflM,  I>avi<I  V. 

Attiiij^r  Miistcr.   i:{  Miiy,   18(51.     Acting  Volunteer  Lieutenant,  (5  January,  1801, 
Ilimoriilily  disc  har;^'<c|  10  Si-pti'mluT,  18C5. 
H'oodN,  Ciioor);o  II. 

Mate,  12  Dccfinbtr,  isci.     Actini;  Knsjfjn,  0  May,  IHO:?.     Acting,'  .Master.  <i  ,Ianu 
ury,  1805.     lldiioralily  discharged  10  September.  18(55. 
1Voo<Ih,  CiJeorKO  W. 

At^sistant  Siir;_'(oii,  21    .laimary,   1H(12.     I'assed   Assistant   Surgeon.   H   May,  1865. 
Surgeon,  10  JJecenihcr,  isc'.t. 
Woo«Ih,  Ilonry  I^.  It. 

Mate,    3   Ajjril,    18(5;i.     .Vcting    Ensign,    7    .\pril,    \sr,\.      Honorably    tlischarged 

12  May,  1865. 
WoodM,  John  V. 

IJoatswain,  8  .July,  1815.     Died  :51  .January,  1836. 
MoodH,  IVilliHiiK  C. 

At  ting  Tii.ird  As>istant  Engineer,  24   September,   1864.     Honorably  discharged 
:;o  September,  l8i;7. 
\Voo«l«var4l,  Kd^tiii  T. 

Acting  ^lidsliiimian,  2:5  November,  185J>.       [.ientenant,  23  PVbruary,  18(5-1.     Lieu- 
tenant-Commaiuler,  25  .July,  18(56.     Con)mander,  2  Fel)ruary,  1878. 
Woo<lnar<l.  Kdwartl. 

As-^isiant  Surgeon,  10  December.  1814.     Died  2(5  .January,  1818. 
Woodward,  JaiiiOH  M. 

Cannir,  8  March,  1851.     Died  21  December,  1857. 
Wo4»4lnard.  J.  W. 

.Mi(l>iiipMian,  2S  August,  1789.     Resigned  21  April,  1800. 
W<»o«l\vard,  ifiolaiid  K. 

Ai  ting  Assistant  Surgeon,  15  .July.  1864.     .Vppointment  revoked  (5  March,  1805. 
>Voo<lMar4l.  TlioiiiaH  J. 

Acting  Master.  2:!  S(  |>teml)er,  1861.     Acting  Volunteer  Lieutenant,  1  .Vugust,  1862. 
Honorably  disiliarged  12  Sei)tember,  1865. 
Mood  ward.  IVilliani  II. 

.Vctiiii.'     Third    .Vssistant    Engineer,   29    March,    1864.       Honorably    discharged 
r.»  .March.  lsr,s. 

\Voo<lwar<l.   William   H. 

.\(iiiig  .\^si<tant  rawnaster.  11  .May,  1863.     .Mustered  out  4  8epteml>er,  1865. 
W<»odw«'ll,  ISoiiJaiiiiii. 

(arpi  ntcr,  31  .January.  1  soo.     Last  appearance  on  Records  of  Navy  Dejiartnient. 
M'oodworlli,  II<Hir.v  W. 

Ailing  Stcond  Assistant  Engineer,  17  May,  1861.     Resigned  23  August,  1861. 

1Voo<lu°orf  li,  Kol>ort. 

Assistant  Surgeon,  23  February,  1835.     Surgeon.  1   December,  1846.     Retired  list, 

13  May,  1867.     Died  17  March,  1870. 

Wood  worth,  Noli  in  E. 

Midbhi|)inan,   16   June,   1838.      Pas-sed    Midshipman,  20    Mav.   1844.      Resigned 
11    February,   l.*^5().      Acting    Lieutenant,   10   September.   1861.      Commauder, 
16  July,  1862.     Resigned  2  March,  lS6r.. 
Wood  worth.  Soli  in  1-3. 

Cadet  .Miilshipnian,  :;o  Se]itember,  1872.     Graduated  18  June,  1879. 

Woo«iyoar,  W.  II. 

Midshiinnan.  2  April,  1804.     Resigned  10  April,  1810. 
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Wooland,  Charles. 

Boatswain,  13  November,  1833.     Dismissed  8  March,  183G. 

Woolcy,  Charles  W. 

Midshipman,  30  November,  i841.      Passea  Midshipman,  10  August,  1847.      Re- 
signed 31  December,  1854. 
Woolsey,  MclaiicthoH  15. 

Midshipman,  34  September,  1833.  Passed  Midshipman,  16  July,  1S40.  M.aster, 
23  March,  1847.  Lieutenant,  10  July,  1847.  Reserved  list,  13  September,  1855. 
Commander  on  Active  list,  IG  Julv,  1863.  Captain,  35  July,  1SG6.  Commodore, 
35  May,  1871.     Died  3  October,  1874. 

Woolsey,  M.  T. 

Midshipman,  9  April,  1800.  Lieutenant,  14  February,  1807.  Commander,  34  July, 
1813.     Captain  37  April,  1816.     Died  18  May,  1838. 

Woolsey,  W.  G. 

Midshipman,  1  January,  1817.     Lieutenant,  38  April,   1836.     Died  35  October^. 
1840. 
Woolson,  John  8. 

Assistant  Paymaster,  19  March,  1863.     Resigned  13  December,  1865. 

Woolverton,   Theoroai. 

Assistant  Surgeon,  17  July,  1863.     Passed  Assistant  Surgeon,  35  September, -1865. 
Surgeon,  33  November,  1868. 
Wooster,  liiicius  W. 

Cadet  Engineer,  Naval  Academy,  1  October,  1871.  Graduated  31  May,  1873. 
Second  Assistant  Engineer,  33  January,  1874.  Passed  Assistant  Engineer,  1 
November,  1879. 

Worcester,  George  H. 

Midshipman,  37  September,  1871.  Graduated  21  June,  1865.  Ensign,  18  July, 
1876. 

Wordeu,  Isaac  G. 

Acting  Assistant  Paymaster,  1  April,  1863.     Resigned  9  November,  1864. 

WordeiJ,  John  li. 

Midsliipman,  10  January,  1834.  Passed  Midshipman,  16  July,  1840.  Master,  15 
August,  1846.  Lieutenant,  30  November,  1846.  Commander,  16  July,  1863. 
Captain,  3  February,  1863.  Commodore,  27  May,  1868.  Rear-Admiral,  20  No- 
vember, 1873. 

Wording,  W.  11. 

Mate,  8  September,  1864.     Dismissed  33  March,  1865. 

Work,  George. 

Acting  Assistant  Paymaster,  3  February,  1864.    Lost  on  "  Tecumseli,^''  5  August,  1864. 

Worm  ley,  Wallace. 

Midshipman,  34  November,  1800.  Discharged  31  August,  1801,  under  Peace 
Establishment  Act. 

Wormley,  W.  W. 

Midshipman,  25  March,  1803.     {See  Marine  Corps.) 

Worstell,  Frank  W. 

Mate,  8  December,  1863.  Acting  Ensign,  11  January,  1865.  Resigned  11  April,. 
1866. 

Worth,  Algernon  S. 

Midshipman,  1  February,  1837.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
38  February,  1838.     Died  3  February,  1841. 

Worth,  George  B. 

Mate.     Dismissed  31  July,  1863. 

W   rth,  George  II. 

ate.     Eosiyiied  34  November,  1863.      Mate,  13  June,  1866.     Appomtment  re- 
voked 37  J  uly,  1866. 

Worth,  Jethro. 

Acting  Ensign,  38  October,  1863.     Honorably  discharged  14  August,  18Go. 
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WoriliorHpooii,  IVilliaiii  W, 

iM.ite,  y  M.n\;h,  187U.     lU .sii,mic.|  U  ()ct<)l>or,  1873. 
WorniliiKtoii,  €.  T.  4>. 

.MidsliipiiKiii,  1  Septoinlxr,  ISll.     l!csi;^MiC(l  2  July,  1812. 
Worf  liiiiv:<oii,  Kiluard. 

Mi.l^llll.lnall,  1  Miivli.  l,s-j,-,.     Died  IS  July,  ia27. 
Mori liin(;f oil,  Iloiiry* 

Muster,  \r,  Soptciul.LT,' isi;{.     Discharged  15  April,  1815.     Master,  2   May,  1815. 
Died  18  November,  18  IS, 
Worflilii|;(oii,  Joliii  1.o<mIh. 

Cadet  Engineer,  11  Sei)teuiber,   187(1.     Graduated   10  June,  1880.     Died   M  July, 
18S1. 
WorMiiiieloii,  T.  IS. 

Mid.sliipinaa,  1  .lanu.iry,  1SI7.     Kilk'd  in  a  duel,  1  February,  1822. 
WordiiiiKtoii,  IVallor  F. 

Cadet  Engineer,  1  October,  1873.     Graduated  21  June,  1875.     Assistant  Engineer, 
1  July,  1877. 
Wragar,  Jos. 

Mid^liiiuiKin,  10  January,  1809.     Lieutenant,  21  July,  1813.     Died  18  April,  1825. 
Wruii,  John. 

Acting  Gunner,  17  June,  18G3.     Honorably  discharged  23  November,  18CG. 
Wrieht,  A1lMM*t  J.,  Jr. 

Acting  .\fisi>iant  Paymaster,  23  >Liy,  18153.     Mustered  out  3  December,  18C5. 
Wri{;lit,  Arthur  II. 

Acting  Midsliii)man,  28  September,   1800.     Ensign,   1   October,  18C3.      Master, 
10    IM;iy,   18(10.       Lieutenant,  21     February,   1807.       Lieutenant-Commander, 
12  3Iarch,  1808. 
Wri{;ht,  R.  It. 

}iiid.-hipman,  10  September,  18-11.     Resigned  21  October,  1812. 
Wri;;ht,  C  harlcM  A. 

Acting  Ensign,  1   October,  1802.      Acting  Master,  7  February,   1803.      Acting 
Volunteer  Lieutenant,  22  August,  1803.     Honorably  discharged  9  September, 
1805. 
Wright.  C'harlos  R. 

Acting  Tliird  Assistant  Engineer,  18  May,  1803.     Acting  Second  Assistant  Engi- 
mxr,  12  November,  18G4.     Resigned  7  April,  1805. 
Wri|?ht,  Clinton. 

Midshipman,  18  May,  1809.     Resigned  5  August,  1809. 
l\'ri);ht,  I>.  T.  X. 

Aitiiig  blaster  and  Pilot,  1   September,  1801.     Appointment  revoked   11  April, 
18(15. 
Wright,  F.(Urar«1. 

.Midshipman,  30  November,  18M.     Resigned  10  April,  1817. 
Wright,  Fd^rard  K. 

Cadet  Midshipman,  20  September,  1873.     Graduated  18  June,  1879. 
Wright,  Kniory. 

Acting  Assistant  Paymaster,  30  June,  1802.     Mustered  out  4  November,  P^05. 
Wright,  F.  R. 

Midshipman,  1  April,  1828.     Resigned  21  .Vugust,  1833. 

Wright,  George. 

Surgeon,  27  June,  1798.     Discharged  10  June,  1801,  under  Peace  Estublishmcnt 
Act. 
Wright,  faoorge. 

Master,  r.»  .1  muary,  1809.     Last  appearance  on  Records  of  Navy  Depnrtnu'nt. 
Wriglit,  Oeorgc  F. 

Midshipm  HI.  JO  July,  1805.     Graduated  June,  1809.     Resigned  25  April.  1871. 
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Wright,  George  P. 

Acting  Assistant  Surgeon,  30  September,  18G3.     Honorably  discharged  9  October, 
1865. 
Wright,  Henry  C. 

Ajcting  Second  Assistant  Engineer,  18  November,  1863.     Appointment  revoked 
3  August,  1865. 
Wright,  Henry  T. 

Acting   Assistant  Paymaster,  19  February,  1864.     Passed  Assistant  Paymaster, 
23  July,  1866.     Paymaster,  10  March,  1870. 
Wright,  ISenry  X. 

Third  Assistant  Engineer,  3  May,  1859.     Name  stricken  from  the  Rolls,  6  May, 
1861. 
Wright,  James. 

Master,  16  February,  1814.     Discharged  1  February,  1815. 
Wright,  James  B. 

Master,  19  November,  1813.     Cashiered  15  November,  1820. 
Wright,  James  B. 

Mitlshipuian,  4  March,   1819.     Last  appearance  on  Records  of  Navy  Department, 
1822.     Dead. 
Wright,  James  I>. 

Third  Assistant  Engineer,  21  July,  1858.     Second  Assistant  Engineer,  17  January, 
1861.     Resigned  16  October,  1861. 
Wright,  James  H. 

Acting  Third  Assistant  Engineer,  22  July,  1864.     Honorably  discharged  9  March, 
1866. 
Wright,  James  K. 

Acting  Third  Assistant  Engineer,  11   November,   1863.     Honorably  discharged 
12  August,  1865. 
Wright,  Jesse. 

Acting  Third    Assistant   Engineer,  27   October,   1863.      Honorably   discharged 
28  October,  1865. 
Wright,  J.  H. 

Acting  Assistant  Surgeon,  19  December,  1864.     Honorably  discharged  11  Febru- 
ary, 1866. 
Wright,  John. 

Midshipman,  20  December,  1804.     Resigned  14  February,  1807. 
Wrigiit,  John. 

Mate,  6  December,  1862.     Dead. 
Wright,  John  'E. 

Mate,  13  August,  1863.     Acting  Ensign,  18  July,  1864.     Honorably  discharged 
6  October,  1865. 
Wright,  John  H. 

Assistant  Surgeon,  9  December,   1839.     Surgeon,  18  xVpril,  1855.     Retired  list, 
25  April,  1861.     Medical  Director  on  Retired  list,  3  March,  1871.     Died  26  De- 
cember, 1879. 
Wright,  Joseph  li. 

Acting  Third   Assistant    Engineer,    16   August,    1864.       Honorably   discharged 
20  June,  1865. 
Wright,  Miers  F. 

Midshipman,  1  October,  1866.     Graduated  7  June,  1870.     Ensign,  13  July,  1871. 
Master,  5  April,  1874.     Lieutenant,  1  April,  1880. 
Wright,  Perry  C. 

Acting  Ensign,  5  June,  1863.     Honorably  discharged  12  November,  1865. 

Wright,  Robert  Armstrong. 

Third  Assistant  Engineer,  10  J  une,  1862.     Second  Assistant  Engineer,  21  Novem- 
ber, 1863.     Resigned  16  October,  1865. 
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Wrieht,  Robert  €. 

Mate.  Actii.^  Ensign,  1  Octolior,  1S02.  Rpsifrnod  .0  Ppf-cmliT,  ISrtM.  Acting 
Ensipn,  7  January,  18(1:?.  A ppointincnt  ruvoktMl  (Si.k.)  10  July,  lbC3.  Acting 
Ensign,  9  October,  18(3:5.     Hesignid  17  Fehruary,  ImC.  J. 

IVriKlit,  Robert  I>. 

Acting  Third  Assistant  Engineer,  1(>  March,  IRCil  Honoraldy  discharged  'JO  Jan- 
uary, 1M(5(). 

Wriffht.  Robert  K. 

Cu<l(t  Midsliipman,  11  June,  187:!.     (Iraduatcd  1  June,  18M0. 
WriKbf.  ThoiiiaN. 

Acting  Kiisign.  1  October,  180)2.     Hesigned  'JO  May.  180:!.     Acting  .Master,  17  No- 
vcnibiT,  lyi'.if.     Dismissed  8  June,  l.sti-l. 
Wright.  ThoiiiaM. 

Acting  Master,  7  December,  1801.     Resigned  7  April,  180:?. 
Wright,  Williniii. 

Acting  Master,  28  October,  1801.     Honorably  discharged  17  September,  ISOrj 
Wright,  W  illiinn. 

Midshipman,  4  July,  1805.     Resigned  20  February,  1800. 
Wright,  William. 

.Vcting  Third  Assistant  Engineer,  9  March,  1804.     Honorably  flischarged  22  Sep- 
tember, IbOo. 
Wrigiit,  William. 

Acting  Third  Assistant  Engineer.     Appointment  revoked   (Sick,)  12  December, 
1863. 
Wright,  William  F. 

Acting  First  Assistant  Engineer,  17  October,   1861.      Acting   Chief    Engineer, 
19  January,  ISO:?.     Resigned  15  May,  1805. 
Wright,  William  G. 

.Vctiug  Master,  1  October,  1861.     Honorably  discharged  5  May,  1800. 

W>ight,  William  <i. 

Acting  Third  Assistant  Engineer,  15  June.  1804.     Honorably  discharged  30  Octo- 
ber, 1805. 
Wrightington,  CharleN  I>. 

.Vcting  Third    Assistant   Engineer,  30   December,    1804.     Hunorabiv   discharged 
27  October,  1805. 
Wroten,  W.  II. 

.Vcting  Master  and  Pilot,  1    October,   1864.     Honorably  discharged   17  .rannar>-, 
1800. 
WniKlerlioh,  Fre<leri<'k  W. 

.Vcting    Assistant   Sur<xc(ui,    l>i    May,    1804.        ssistnnt   Surgeon,    10    May,    1805. 
Passed  Assistant  Surgeon,  22  January.  1809.     Resigned  31  March.  1870. 
WiirtH.  Daniel. 

.Midshipman,  :!1  December,  1798.     Resigned  28  January,  1802. 
WurtH,  William  .4. 

Midsliipman,  1   Ajml,  1820.     Passed   Midshipman,  28   .Vpril,  18:?2.     Lieutenant, 
9  February,  1837.     Died  0  February,  1847. 
Wyatt,  I.emnel  C. 

Acting  Thinl  Assistant  Engineer,  11  December,  1861.     Dismissctl  28  May,  1862. 
Wyatt,  Robert  T. 

.Vcting  Master,  14  August,  1861.     Honorably  discharged  28  August,  I8O0. 

Wyatt,  S.  C. 

.Vcting  First  Assistant  Engineer,  1861.     Resigned  19  October,  1801. 
Wyatt.  ThomaM  .4. 

Artitig  Master  and  Pilot,  1  October,  1804.     .Vpimintment  revoked   9   March.  1S65. 
Wyatt,  Thomas  II. 

Acting  .Mabtur  and  Pilot,  15  September,  1803.  Appointment  revoked  9  February, 
1865. 
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Wybrant,  John. 

Acting  First  Assistant  Engineer,  22  June,  1863.     Resigned  o  June,  1864. 
YVyckotr,  Aiubrose  B. 

Midshipman,  29    September,  1864.      Graduated  June,  1868.     Ensign,  19  iipril, 
186'.).     Master,  13  July,  1870.     Lieutenant,  25  October,  1872. 
WyckoflT,  John. 

Mate,  25  January,  1870.     Resigned  15  March,  1873. 
Wyer,  JEdward. 

Midshipman,  26  April,  1798.  Lieutenant,  18  March,  1800.  Left  the  service 
15  January,  1805. 

Wylie,  UjiTid  R. 

Acting  Third  Assistant  Engineer,  25  October,  1862.     Acting  Second  Assistant 
Engineer,  6  July,  1868.     Honorably  discharged  23  September,  1865. 
Wylie,  James. 

Third    Assistant    Engineer,    19   February,    1863.      Second    Assistant   Engineer, 
20  June,  1864.     Died  26  April,  1869. 
Wynian,  Francis  S. 

Acting  Second    Assistant    Engineer,   8   August,    1864.      Honorably    discharged 
11  December,  1865. 
TVyinan,  Henry. 

Mate,  24  September,  1861.     Resigned  5  April,  1865. 
Wyman,  John. 

Midshipman,  1  April,  1828.     Resigned  17  March,  1829. 
Wynian,  Robert  H. 

Midshipman,  11  March,  1837.     Passed  Midshipman,  29  June,  1843.     Acting  Mas- 
ter, 13  June,  1848.     Lieutenant,  16  July,  1850.     Commander,  16  July,  1862. 
Captain,  25  July,  1866.     Commodore,  19  July,  1872,     Rear- Admiral,  26  April, 
1878. 
Wyman,  Thomas  W. 

Midshipman,   17   December,   1810.      Lieutenant,    27   April,  1816.      Commander, 
9  February,  1837.     Captain,  2  November,  1842,     Died  24  February,  1854. 
Wynch,  George  J. 

Midshipman,  2  February,  1839.     Passed  Midshipman,  3  July,  1835.     Lieutenant, 
8  September,  1841.     Died  24  October,  1843. 
Wynde,  Henry  J. 

Mate,  21  January,  1864.     Honorably  discharged  13  August,  1867. 
Wynn,  William  P. 

Acting  Third  Assistant  Engineer,  3  July,  1863.     Resigned  1864. 
Wysham,  William  E,. 

Assistant  Surgeon,  24  September,  1834.  Passed  Assistant  Surgeon,  16  May,  1860. 
Dismissed  10  May,  1861. 

Yancey,  A.  K. 

Midshipman,  1  April,  1835.     Resigned  35  June,  1833. 

Tancey,  Benjamin. 

Midshipman,  14  March,  1799.     Discharged  10  May,  ISOl. 

Yancey,  C.  C. 

Midshipman,  1  January,  1808.     Resigned  24  Octol)er,  1808. 

Yancey,  C  C 

Midshipman,  18  June,  1813.     Resigned  35  September,  1813. 
Yancey,  Charles  K. 

Assistant  Surgeon,  1  March,   1871.      Passed   Assistant  Surgeon,   13  June,  1876. 
Retired  list,  31  May,  1880. 
Yard,  Edward  M. 

Midshipniuii,  1  November,  1837.  Passed  Midshipman,  10  June,  18:^3.  Lieutenant, 
28  February,  1838.  Commander,  14  September,  1855.  Retired  list,  18  January, 
1863.     Resigned  3  May,  1866. 
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Yair<I,  TIiontnA  S. 

Actinj*  Assi'itMnt  Surgeon,  25  January,  18C2.     Honorably  discbarged  24  Ortnbcr, 

Yai'iiali,  .Boliii. 

Mi.lsliipman,  10  January,  1809.     Lieutenant,  24  July,  1813.     Lost  in  the '' EparUr." 
Variiall,  5Ior<locni. 

l'iutr>;sf.f     '    '^  '  Mi.irv,  ISi^O.     Kcliicd   list,  10  April,    1878.     Died  27  February, 
l^T'.i 
YatOM,  Arthur  ilC. 

ActinjT  Midshipman,  24  September,  IS.oO.     Midshipman,   10  Jime.  IS.')".     P.is>if<d 
Midshipman,  25  June,  ISflO.     ^Master.  21   October,  1^00.     Lieutenant,   IS  April, 
ISni.     TipntciiantCommander,  10  November,  1804.     Commuudcr,  0  February, 
1872. 
Yalo.s,  Ciiaili'M. 

.Midsliipuiaii,  1  January,  1812.     Last  appearance  on  Records  of  Navy  Department, 
1S15.     Norfolk. 
Tates,  Inaac  I. 

Midsliipman,  21  September,   18G1.      Graduated  June,  18«0.     Ensign,  13  March, 
1SG8.     Master,  20  March,  1809.     Lieutenant,  21  March,  1870. 
Yafos,  JaiiiOM  R. 

Midsliipiiiaii,  29  December,  1841.     Resigned  11  May,  1848. 
YateH,  John. 

Acting   First  Assistant  Engineer,  20   September,  1802.     Acting  Chief  Engineer, 
19  .lanuary,  180:J.     Honorably  discharged  23  November,  1»05. 
Yates,  John  A. 

Acting  Ensign,  1  October,  1802.      Promoted  to  Acting  Master,  19  February,  ISOn. 
Resigned  3  June,  iy03. 
Yates,  William. 

Acting  Giuuicr,  5  December,  1801.     Dismissed  30  September,  1802. 
Y'easrer,  Charles  F. 

Acting  Sccoiul   Assistant  Engineer,  5  December,  1802.     Acting   First    Assistant 
Engineer,  1  November,  1804.     Honorably  discharged  28  November,  1805. 
Yeatenian,  T.  II. 

Midshipman,  1  M^y,  1822.     Resigned  12  June,  1827. 
Yeates,  JDonaldson. 

Assistant  Surgeon,  14  May,  1812.     Died  28  October,  1815. 
Yeaton,  John  II. 

Acting  Ensign,  14  March,  1804.     Dismissed  29  December,  1864. 
Yea  ton,  Joseph  X. 

Mate,  IS  FulMuur}-,  1803.     Dismissed  4  December,  1803. 
Ycaton,  Saninel. 

Acting  Master,  20  August,  1801.     Resigned  11  February,  1802. 
Yeaton,  Saninel  K. 

Acting   Thiid  Assistant   Engineer,  22   February,   1804.      Appointment  revoked 
21  .lune,  Ib'ji. 
Yeaton,  William  Harper. 

.Mat.',  30  January,  IbOJ.     Resigned  28  February,  1867. 
Yeiser,  John  II. 

:Hiil^hipni.in,  1  May,  1822.     Died  in  September,  1823. 
Yeo,  William  F. 

^Litc,  1:5  April,  1863.     Resigned  25  July,  1803. 
Yeomans,  James. 

Curpcutcr,  3  November,  1798.     Resigned  27  July,  1799. 
Yoenm,  Ren  hen. 

Acting  Tliird  Assistant  Engineer,  3  July,  1803.     Honorably  discharged  2  Novem- 
ber, 1805. 
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Yoe,  George  W. 

Acting  'J'hird  Assistant  Engineer,  8  August,  1863.    Honorably  discharged  26  July, 

Tork,  Lie^is  S. 

Acting  Assistant  Paymaster,  34  February,  18G2.  Mustered  out  28  Septenaber,  1865. 
Yorke,  Licwis  A. 

Assistant  Paymaster,  26  October,  1869.  Passed  Assistant  Paymaster,  12  May,  1875. 
Yorstoii,  Matthew  M. 

Mate,  29  September,  1864.     Honorably  discharged  4  October,  1865. 
You,  Isaac  S.  14.. 

Midshipman,  3  July,  1835.  Passed  Midshipman,  23  June,  1841.  Lost  in  the 
'■'Gi-ampus,''^  March,  1843. 

Youns:,  Adam. 

Master's  Mate,  29  September,  1840.     Resigned  22  March,  1858. 
Young,  Albert  Osborii. 

Cadet  Engineer  Naval  Academy,  14  SciDtember,  1876.  Graduated  10  June,  1880. 
Young,  Carrington  A. 

Mate,  14  Sei)tember,  1866.     Gunner,  9  April,  1875. 
Y'onng,  £dwar(l  T,, 

Master,  9  May,  1812.     Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughcd. 
Young,  Franklin. 

Acting  Ensign,  20  January,  1865.     Honorably  discharged  30  August,  1865. 
Young,  George  M. 

Mate,  13  December,  1861.     Deserted  26  December,  1861. 
Young,  George  W. 

Acting  Third  Assistant  Engineer,  14  April,  1864.     Resigned  27  June,  1865. 

Young,  George  W. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.     Commander,  25  July,  1866.     Died  30  August,  1867. 

Young,  H.  A.  F. 

Master,  16  May,  1829.     Reserved  list,  14  September,   1855.     Resigned  15   May, 
1861. 
Young,  Henry  C. 

Acting  Assistant  Surgeon,  8  March,  1865.     Honorably  discharged  9  January,  1866. 

Young,  Horace  S. 

Acting  Master,  18  July,  1861.     Honorably  discharged  19  September,  1865. 

Young,  James  G. 

Acting  First  Assistant  Engineer,  28  July,  1862.  Acting  Chief  Engineer,  5  Julv, 
1863.     Honorably  discharged  6  May,  1866. 

Young,  James  G. 

Third  Assistant  Engineer,  27  January,  1848.  Second  Assistant  Engineer,  6  No- 
vember, 1849.  First  Assistant  Engineer,  26  February,  1851.  Resigned  14  No- 
vember, 1855. 

Young,  James  N. 

Acting  Assistant  Surgeon    8  March,  1865.     Honorably  discharged  23  January, 
1866. 
Young,  JetTerson. 

First  Assistant  Engineer,  21  September,  1861.     Retired  list,  7  March,  1871. 

Young,  John. 

Midshipman,  4  March,  1823.     Resigned  19  October,  1827. 

Young,  John. 

Acting  Second  Assistant  Engineer,  2  November,  1861.     Discharged  19  July,  1862. 
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Yoiine,  John. 

IJuatswaiii,  ()  April,  1838.     Resigned  3  July,  1841. 
Yoiiii;;,  .l4»liii,  Jr. 

Ashistiiiit  Surgeon,  9  July,  1812.     Last  appearance  on  Records  of  Navy   Depart 
uiont,  181.1. 

Yoiine.  .l4»liii  J. 

IJoiitswaiii,  n  Ajiril,  1847.     Resigned  12  July,  1858. 
Yon II K.  John  J. 

.Midshipuiaii,  1  Jiinuaiy,  1S12.  Rfsi:,'ncd  20  May,  1811.  Midshipman,  17  June, 
1814.  Lieutenuiit,  28  March,  1820.  Comnuinder,  15  April,  1810.  Reserved' 
list,  13  September,  1855.  Commodore,  Retired  list.  Died  4  November,  1875. 
YoniiK«  John  I^. 

Actiiii;  Tliird  Assistant  EDgiiieer,  2<J  October,  18G3.  Ilononibly  di>i(liarged  12 
Juno,  18(iO.  Acting  Third  Assistant  Engineer,  30  January,  18G7.  Mustered  out 
0  Augu.st,  18(59. 

Youiin;<  John  .11. 

Acting  Thiril    Assistant   Engineer,  27    Decemljcr,    18G4.     Resigned   24    January 
1807. 
Tonng,  Jonathan. 

Midshipman,  I'J  October,  1841.     Passed  Midshipman,   10  August,  1847.     Master. 

14  Sfptomber,  1855.     Lieutenant,  15  September,  18.55.     Lieutenant-Commander, 
l(i  July,  1S(;2.     (Commander,  25  July,  IbGG.     Captuiu,  8  November,  1873. 

Young*  Jo«iei>h  S. 

Mate,  21  November,  18G2.     Acting  Ensign,  23  September,  18G4.     Honorably  dis- 
cliarged  14  May,  18G7. 
Yonn{(,  I^iK'ion. 

Midshipman,  21  June,  18G9.  Graduated  31  May,  1873.  Ensign,  IG  July,  1874. 
Muster,  24  November,  1877. 

Young,  Nathan  Ij. 

Mate,  22  June,  1803.     Resigned  7  Augusif,  18G3. 
Young,  X.  C. 

Mute,  0  March,  18G0.     Deserted  17  August,  18G0. 
Young,  Porrit  D. 

Acting  Seond  Assistant  Engineer,  23  February,  1804.     Died  on '' General  Lvon  " 

15  August,  18(;4.  *     ' 

Young,  PhilaiKlor  S. 

Acting  First  Assistant  Engineer,  2  December,  1SG4.     Resigned  20  June,  1865. 
Young,  Samuel. 

Purser.  2 1  J  uly,  1300.     Last  appearance  on  Records  of  Navy  Department 
Y'^ouiig,  Stephon. 

Gunner,  I  Uctoljcr,  18G1. 
Young,  Thomas. 

Midshipman,  19  October,  1841.     Passed  Midsliipman,  10  August,  1847.     Master. 
14  September,  1855.     Lieutenant,  15  September,  1855.     Resigned  8  September! 
185G. 
Young,  V.  J. 

A(ting  Ensign,  21  May,  18G4.     Appointment  revoked  (Sick.)  13  December,  1864 
Young,  William. 

A(  ting  Second  Assistant  Engineer,  23  May,  18G1.     Resigned  28  October,  18G1 
Young,  IVilliam. 

Matii,  17  .)  nne,  18G3.     Dismissed  1  August,  1803. 
Y'ouiig,  IVilliam. 

.Vrting  En.-«ign,  2S  February,  18C3.     Honorably  discharged  10  September,  1805. 
Young,  IVilliam  H. 

^lidsliipinan,  1  March,  1827.  Pas.sed  Midshipman,  10  June,  1833.  Lieutenant. 
2S  February,  1838.     Commander,  14  September,  1855.     Died  17  October,  18G1. 
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Zanc,  Abraham  T. 

Cadet  Engineer,   Naval   Academy,    1    October,    1871.     Graduated   '6  May,    1874. 
Assistant  Engineer,  26  February,  1875. 
Zanfziuger,  II.  I>. 

MidslniMinin,  1  .January,  1817.     Died  in  1822. 

Zantzinger,  Joliii  P. 

Midshipman.  15  Noveniher,  1809.     Lieutenant,  9   December,   ISII.     Commander, 

3  March,  1831.     Captain,  23  December,  1838.     Drojii^ed  I'S  September,  1855. 
Zantziiiger,  W.  P. 

Purser,  25  June,  1832.     Dismissed  17  January,  1844. 
Zantzinger,  W.  P. 

Purser,  24  July,  1813.     Cashiered  31  May,  1830. 

Zeigler,  Asa  H. 

Acting  Assistant  Surgeon,  8  Marcli,  18')5.     Honorably  discharged  9  October,  1865. 

Zeller,  Theodore. 

Third  Assistant  Engineer,  15  June,  1843.  Second  Assistant  Eiigineei-,  10  July, 
1847.  First  Assistant  Engineer,  26  February,  1851.  Chief  Engineer,  27  June, 
1855. 

Zenzen,  liOiiis. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  25  September, 
1865.     Surgeon,  10  May,  1867.     Died  22  November,  1868. 

Zerega,  AIfa*ed  li.  B. 

Acting  Master,  24  July,  1861.     Resigned  1  September,  1864. 

Zetlick,  John  P. 

Acting  Ensign,  24  February,  1864.     Honorably  discharged  25  September,  1866. 

Ziegler,  David  H. 

Mate,  26  November,  1863.     Resigned  6  June,  1864. 
Ziegler,  John  Quincy  Adants. 

Acting  First  Assistant  Engineer,  24  Februar.y,  1862.     Acting  Chief  Engineer, 

4  February,  1803.     Chief  Engineer,  18  June,  1868. 

Zinimerinan,  Charles. 

Acting  Ensign,  2  June,  1864.     Honorably  discharged  21  February,  1866. 

Ziuiniernian^  Charles  W. 

Acting  Midshipman,  20  September,  1858.  Acting  Master,  12  February,  1862. 
Lieutenant,  1  August,  1862.     Killed  in  Battle,  1  January,  1863. 

ISininieruian,  Eugene. 

Acting  Ensign,  13  May,  1863.  Acting  Master,  12  June,  1864.  Honorably  dis- 
charged 25  October,  1865. 

Zim  merman,  IVilliam. 

Mate,  18  April,  1863.  Acting  Ensign,  3  November,  1863.  Honorably  discharged 
24  October,  1865. 
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UNITED  STATE.S  NAVAL  ACADEMY. 


TiiK  United  States  Naval  Aculcmy  was  founded  in  1845,  l>y  lion.  George  Ilancroft, 
Secretary  <>t'  the  Navy,  in  tlie  adniiiiistrat  inn  of  President  .lames  K.  Polk.  It  was  for- 
mally openetl  October  10,  of  that  year,  under  tliu  name  of  tlie  Naval  School,  with  Com- 
mander Franklin  liuchaiian  as  Superintendent.  It  was  jjlaced  at  Annapolis,  Md.,  on 
the  land  occupied  liy  Fort  Severn,  wiiich  was  given  u])  i)y  the  War  Departnunt  for 
the  ))urposc.  The  course  was  lixed  at  live  years,  of  which  the  first  and  last  only  were 
ppent  at  School,  tlio  intervenint;  three  being  passed  at  sea.  This  arrangement  was 
not  Birictly  adhered  to,  the  exigencies  of  the  service  making  it  necessary,  in  nnuiy 
cases,  to  shorten  the  period  of  study.  In  .lanuary,  is  Id,  four  months  after  the  opening 
ol  the  Scliool,  the  students  consisted  of'M  Midslii])nnii.  of  the  date  of  IWlO,  who  were 
))reparing  for  the  eximinatifui  for  ])rom(ition  ;  ];i  of  the  date  of  1841,  who  were  to  re- 
main until  drafted  for  service  at  sea;  and  7  Acting  Midshipmen,  appointed  bince  Sep- 
tendier  of  the  ])reviou9  year.  The  Midshipmen  of  the  date  of  1840  were  the  tirst  to  be 
graduated,  finishing  their  limited  course  in  .Inly.  lS4(i,  and  they  were  followed  in  order 
by  the  subsequent  dates  until  the  reorganization  of  the  School,  in  1851. 

In  September,  184i).  a  Board  was  ajjpointed  to  revise  the  ))lan  and  regulations  of  the 
Naval  School.     The  Board  was  composed  of  the  following  ollicers : 

Commodore  William  B.  Siiuijkick, 
Commander  Franklin  Buchanan, 
Commander  Samukl  F.  Dupont, 
Commander  GKonoK  P.  Ufsiiuu, 
Surgeon  W.  S.  W.  lUstnKNKKUOER, 
Professor  William  Cii.\iivknkt, 
Captain  Henuy  Breweuton,  U.  S.  A. 

The  plan  reported  l)y  the  Board  was  approved,  and  went  into  operation  .Tnly  1, 1850. 

The  new  organization  ))rovided  for  a  course  of  seven  years,  the  tirst  two  and  last  two 
at  the  School  and  the  three  intermediate  years  at  sea.  The  School  was  ])laced  under 
the  supervision  of  the  Bureau  of  Ordnance  and  IIydrograi)hy,  and  its  name  was 
changed  to  the  United  States  Naval  Academy.  The  corps  of  ])rofessors  was  enlarged, 
the  course  was  extended,  and  the  system  of  sejjarate  departments,  with  executive 
heads,  was  fully  adopted.  It  was  jjroviiled  that  a  Board  of  Visitors  should  make  an 
annual  inspection  ol  the  Academy,  and  report  upon  its  condition  to  the  Secretary  of 
the  Navy.  A  8uital>le  vessel  was  attached  to  the  Academy  as  a  practice-ship,  and  the 
annual  ])ractice-cruise3  were  begun. 

After  the  system  had  been  in  operation  a  year  new  changes  were  proposed,  and  the 
recommendations  ol  the  Academic  Board  on  the  subject  were  referred  to  the  Board  of 
Examiners  ol  the  year  1801,  comijosed  of  the  following  oflicers  : 

Commodore  Daviu  Connku, 
Captain  Samuel  L.  Bkkksk, 
Commarder  ('.  K.  Stuiulino, 
Commander   A.  Bioklow. 
Comnumder  Fiianklin  Buchanan, 
Lieutenant  Thomas  T.  Chavkn. 
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The  cliange  recommended  by  the  Board  of  Examiners,  and  adopted  by  the  Depart- 
ment, consisted  mainly  in  leaving  out  the  requirement  of  three  years  of  sea-service  in 
the  middle  of  the  course,  thus  making  the  four  years  of  study  consecutive.  The  prac- 
tice-cruise supplied  the  place  of  tlie  omitted  sea-service,  and  gave  better  opportuni- 
ties of  training.  The  change  Avcnt  into  operation  in  November,  1851,  together  with 
other  improvements  recommended  by  the  Board.  The  system  has  continued,  with 
slight  modifications,  to  the  present  time.  The  first  class  to  receive  the  benefit  of  it 
was  that  which  entered  in  1851.  Six  mem])ers  of  this  ch\ss  completed  the  course  in 
three  years,  and  were  graduated  in  June,  1854  :  the  rest  of  the  class  followed  in  1855. 

In  May,  18(51,  on  the  outbreak  of  tlie  war,  the  Academy  was  removed  to  Newport, 
R.I.  The  three  upper  classes  were  detached  and  ordered  to  sea,  and  the  remaining 
Acting  Midshipmen  were  quartered  in  the  Atlantic  House  and  on  board  the  frigates 
Constitution  and  Santee.  In  September,  1865,  the  Academy  was  moved  back  to  An- 
napolis, where  it  has  since  remained. 

When  the  Bureau  of  Navigation  was  established,  July  5,  1862,  the  Academy  was 
placed  under  its  sujjervision;  March  1,  1867,  it  was  placed  under  the  direct  care  and 
supervision  of  the  Navy  Department,  the  administrative  routine  and  financial  man- 
agement being  still  conducted  through  the  Bureau.  On  the  11th  of  March,  1869,  all 
official  connection  with  the  Bureau  came  to  an  end. 

The  term  of  tlie  academic  course  was  changed  by  law,  March  3,  1873,  from  four  to 
six  years.  The  change  took  effect  with  the  class  which  entered  in  the  following  sum- 
mer. 

In  1866,  a  class  of  Acting  Third  Assistant  Engineers  was  ordered  to  the  Academy 
for  instruction.  The  course  embraced  the  subjects  of  steam-engineering,  iron-manu- 
facture, chemistry,  and  mechanics,  and  practical  exercises  with  the  steam-engine  and 
in  the  machine-shop.  This  class  was  graduated  in  June,  1868,  together  with  two  Ca- 
det-Engineers who  had  entered  the  Academy  in  1867.  After  an  interval  of  four  years, 
in  October,  1871,  a  new  class  of  Cadet-Engineers  was  admitted.  This  class  followed 
a  two  years'  course,  somewhat  more  extended  than  that  of  the  class  of  1868,  and  was 
graduated  in  1873.  In  1873  and  1873,  new  classes  were  admitted,  the  first  of  which 
left  the  Academy  in  1874  and  the  second  in  1875.  By  an  act  of  Congress  approved 
February  24,  1874,  the  course  of  instruction  for  Cadet-Engineers  was  made  four  years 
instead  of  two ;  and  the  new  provision  was  first  applied  to  the  class  entering  the 
Academy  in  the  year  1874.     This  class  was  graduated  in  June,  1878. 


SUPERINTENDENTS  OF  THE  NAVAL  ACADEMY 
SINCE  ITS   FOUNDATION. 

Assumed  Cf)mmaiiil — 

Sept.    3,  1845. — Commander  Franklix  Bucn.^NAN. 
Mar.  15,  1847. — Commander  George  P.  Up.shur. 
July     1,  1850. — Commander  Corneliu.'^  K.  Stkibling. 
Nov.    1,  1853. — Commander  Louis  M.  Goldsborouqh. 
Sept.  15,  1857.— Captain  George  S.  Blake. 
Sept.   9,  1865. — Rear-Admiral  David  D.  Porter. 
Dec.     1,  1869. — Commodore  John  L.  "Worden. 
Sept.  23,  1874.— Rear-Admiral  C.  R.  P.  Rodgers. 
July    1,  1878. — Commodore  Foxhall.  A.  Parker. 
Aug.    2,  1879. — Rear-Admiral  George  B.  Balch. 
June  13,  1881. — Rear-Admiral  C.  R.  P.  Rodgebs. 


Midshipmen  and  Actiiiflj  Midsliijmcn 
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1840 .nidshipiiiaii. 


Aby,  Charlci^  W. 

y  February,  1S40.     Graduated. 
AImIoii,  TIioiiihm  P. 

IT)  Ffhniary,  IMO.     Hesignod. 
Auliok,  ICioliiiiund. 

I'J  Uctol.cr,  IMO.     Graduated. 
AiiMliii,  IVilliam  ]>. 

iJ  ^'ovembcr,  IblO.    Graduated. 
Ilarrott,  F<1trard. 

3  November,  15-10.     Graduated. 
Beard,  T^onis. 

10  January,  1840.     Resigned. 
Beok^rilh,  James  I..  S. 

IG  Jauuar}-,  lf<40.     Dismissed. 
Bennett,  John  W. 

lU  February,  ISlO,     Graduated. 

Blake,  Homer  €. 

2  March,  1S40.     Graduate! 
Bradror«l,  JamenM. 

lU  .lanuary,  is  tU.     Graduated. 
Brand,  Frederiek  B. 

17  July,  1^10.     Graduated. 
Braiiie,  Cliarlei^  £. 

21  January,  1840.     Dropped. 
Briiiley,  KdMard,  Jr. 

14  Siptembtr,  1840.     Graduated. 

L'anipbelU  James  C. 

•J'J  l)Licmbir,  1840.     Kesigncd. 
L'arr,  IVathauiel  F. 

\i  February,  1840.     Dropped. 
Carter,  Jonathan  II. 

12  Mareli.  is  10.     Graduated. 
Carter,  Namnel  I*. 

11  February,  1840.     Graduated. 


C'olborii.  IlenderKon  A. 

18  January,  1^10.     Dropped. 
C'onover,  Franein  H. 

11  May,  IS  10.     Graduated. 
CoiF<len,  Sainnel  D. 

r.»  February,  ls40.     Dismissea. 
Crawford,  J.  Q,  A. 

17  February,  1840.     Dismiss,  d. 
Cnnnin^^ham,  George  1\ 

14  February,  1S40.     Droppeii. 
Davidnon,  Wanhin^^ton  F. 

20  Fel)ruary,  1810.     Grachiated. 
I>eniii!4ton.  Garret  V. 

10  March,  1840.     Graduated. 
I>yer,  Cliarles,  Jr. 

25  January,  1840.     Drowned. 
Fn{?lish,  Farl. 

2")  Fei)ruary,  1840.     Graduated. 
KnoM.  Albert  G. 

7  Xovenil>er,  ISJO.     Dismissed. 
CiJregory,  FraneiN. 

2:5  .May,  ls|o.     Graduated. 
IIaiiiin4»iid.  IVaiMhiiiKton. 

2'J  Dennilier,  1840.      Itesigned. 
Hall,  John  P. 

20  Decenilier,  1840.     Graduated. 
IlarriH,  Reuben. 

2')  .lanuary,  1840.     Graduated. 
IIcnderHon,  Rei^aniiii  L. 

2.1anuaiy,  Is  10.     Resigned. 

Hewitt,  William. 

:n  .Mardi,  is  10.     lU'signed. 
Hopkins,  Fdward  A. 

22  January,  1840.     Rcsigneu. 
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Hopson,  John  £. 

25  September,  1840.     Dismissed. 

Hunt,  TVilsou. 

20  February,  1S40.     Resigned. 
Jeffers,  William  N.,  Jr. 

25  September,  1840.     Crixduated. 

Kemble,  Peter. 

19  December,  1840.     Resigned. 

liOwry,  Reigert  B. 

31  January,  1840.     Gniduated. 

Alarr,  Robert  A. 

29  April,  1840.     Graduated. 
Madigan,  John. 

19  February,  1840.     Graduated. 
McArann,  Robert  M. 

13  May,  1840.     Graduated. 
McCanly,  James  B. 

8  February,  1840.     Graduated. 
Mcl.anghlin,  Augustus. 

11  January,  1840.     Graduated. 

Miller,  Samuel  A. 

3  January,  1840.     Dismissed. 

Nelson,  William. 

28  January,  1840.     Graduated. 
IVones,  JeflTerson  H. 

19  December,  1840.    Dismissed. 
Paulding,  lieonard. 

19  December  1840.     Graduated. 
Phelps,  Thomas  S. 

17  January,  1840.     Graduated. 

Polk,  William  W. 

(Changed  to     Pollock.)      30    June, 
1837.     Graduated. 
Porter,  Henry  O. 

3  November,  1840.     Resigned. 

Pringle,  John  J. 

23  September,  1840.     Graduated. 
Quaekenbush,  Stephen  P. 

15  February,  1840.     Graduated. 


Robinson,  L<awrenee  B. 

4  March,  1840.     Resigned. 
Savage,  Robert. 

27  March,  1840.     Graduated. 
Simpson,  [Edward. 

11  February,  1840.     Graduated. 
Smith,  Crawford  E. 

2  January,  1840.     Dropped. 
Smith,  William  Henry. 

olJuly,  1840.     Graduated. 

Stevens,  George  A. 

13  May,  1«40.     Graduated. 

Stout,  £dward  €. 

18  February,  1840.     Graduated. 

Temple,  William  CI. 

18  April,  1«40.     Graduated. 

Terrett,  Colville. 

3  January,  1840.     Graduated. 

Van  Hook,  Bonjamisi  li.  T. 

2  January,  1840.     liesigned. 
Waddell,  Charles. 

14  March,  1840.     Graduated. 

Wager,  Peter,  Jr. 

12  February,  1840.     Graduated. 
W'alcutt,  John. 

2  iMarch,  1840.     Graduated. 
Warley,  Alexander  F. 

19  February,  1840.     Graduated. 

Wells,  Clark  H. 

25  September,  1840.     Graduated. 

Welsh,  George  P. 

14  September,  1840.     Graduated. 
Wheelock,  Frederick  P. 

10  March,  1840.     Graduated. 
Wilcox,  Samuel. 

11  January,  1840.     Resigned. 

Wiley,  James. 

9  March,  1840.     Resigned. 


1841. — Midshipmen. 


Abercrombie,  Alexander  R. 

19  October,  1841.     Dismissed. 
Allmand,  Albert. 

10  September,  1841.     Graduated. 

Andr**ws,  Elifah  T. 

10  October.  1841.    Died  1848. 
Armstrong,  James. 

9  September,  lb41.    Graduated. 
Ashmead,  I.ehman  P. 

19  October,  1841.    Resigned. 

Badger,  Oscar  C. 

9  September,  1841.     Graduated. 


Bally,  Alfred. 

28  January,  1841.     Resigned. 
Baldwin,  Frederick  P. 

10  September,  1841.     Dismissed. 
Barker,  John  R. 

11  February,  1841.     Dropped. 
Barrand,  John  T. 

20  September,  1841.     Graduated. 
Bartlett,  Joseph  T. 

9  September,     1841.      Drowned 
March,  1846. 

Bassett,  Simeon  S. 

10  September,  1841.     Graduated 
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flnyard,  CharloH  C. 

l>  l>e(fmlM  r,  1^11.     Graduated. 
RoiMlel,  Kdiiiiiiid  IV. 

1<J  <  )ctolji'r,  1841.     Lost  in  Grampus, 
Maicli,  18-i:J. 
Itell,  <  harloM  S. 

U  Sei)tcuil)cr,  1841.     Dismissed. 

Ilovorl.v,  MoKoiizI*'. 

1"J  OctohtT,  1811.     I)roi)ped. 

llior,  CJoorKC  II. 

I  "J  October,  1S41.     Graduated. 

ItliMM,  SylTaiiiiH  J. 

I'J  Oct()l)ir,  1^11.     Griiduatcd. 
Bri«I(;<N  IVilliaiu  Kiii^. 

II  January,  1811.     Graduated. 

I{rod1ioa<1,  TlioiiiaM  W. 

3  Jlarch,  1^11.     Graduated. 
lirooko,  John  31. 

'6  March,  IMl.     Graduated. 
ISro^ii,  Ifoy.okiah  €■.  1>. 

I'J  February,  1811.     Resigned. 
Itroiviio,  William  IS. 

lU  October,  1S41.     Died  1  1  Aug.,  1843. 
Itiiciiiier,  Wasliiiit^toii  I*. 

J)  September,  1841.     Graduated. 
ItiirMOll,  William  T. 

'J 7  September,  1841.     Resigned. 
ItyorH,  Josiali  S. 

1"J  Octoljcr,  1841.     Resigned. 
ISyroiiM,  Allen  T. 

t>t)  Feiiruary,  1841.     Graduated. 
rarniieliaol,  Edward  T. 

17  Sept.,  1841.     Died  7  August,  1847. 
C'lionowodi,  Gideon  I>. 

I'J  October,  1841.     Died   April,   1847. 
I'iiovor,  David  A. 

1  "J  Octoljer,  1  s4 1 .     Resigned. 
Cilley,  Groenloaf. 

20  February,  1841.     Graduated. 
Clarke,  FranoiH  0.«  Jr. 

19  October,  1841.     Graduated. 
Coleman,  I>avid. 

19  October,  18  1 1.     Graduated. 
Coll  inn,  Cliarlen  F. 

1!)  February,  IMl.     Resigned. 
ComeRys,  <'ornelins. 

9  Septeudu  r  1841.     Dismissed. 
Cook,  Albert  G. 

i.'7  October,  1841.     Dismissed. 
Cook,  JoNepli  J. 

1!»  October,  1^41.     Graduated. 
Crabb,  IIora<'e  N. 

19  October,  1841.     Graduated. 


Oain,  Walter  <>. 

27  October.   1^11.     Graduated. 
Craney,  William. 

S(  i)teiiil)er,  Isll.     Uesigncd. 
C'nHliiinin,  William  S. 

IS  I'ebruary,  is  II.     Resigned. 
I>allaH,  FraiieiM  ii. 

8  Xf>veniber,  I'^ll.     Graduatcd- 
l>nnelM.  JoHepli  I>. 

1!)  October,  IMl.     Graduated. 
DavidNoii,  Iliinfer. 

20  October,   ls|l.     Graduated. 
]>aviM.  John  I^. 

'.I  .lanuary,  IMl.     Graduated. 
l>ellree,  .Alexander  M. 

19  Octol)er,  l^-ll.     (Jraduatcd. 
l>c  Haven,  Joseph  K. 

19  (Jctober,  18  11.     Graduated. 
I>ekoven,  William. 

9  September,  IMl.     Graduated. 
I>eKrafn.  J    <.  P. 

19  October,  isll.     Graduated. 
I>enny,  F.bene/.er  I>. 

17  September,  1841.     Graduated 
I>ibble,  (leorgc  M. 

1  .Manli,  1841.     Graduated. 
]>esloiid<>,  Adrian. 

27  October  IMl.     i;. .signed. 
I>oii{;ln!it,  George  IS. 

10  Stj)te!nber,  l.'-ll.     Dropjied 
I>nvall,  ICobert  C. 

19  (October,  IMl.     Gra<Iuated. 
Faton,  TliomaH  C 

9  Sci)t ember,  1^  11.     Graduated. 
Fannfleroy,  W  illiani  II. 

2  March,  l.^ll.     Graduated. 

Fer^ni^^ovi*  JameH  1i. 

9  Sei)tember.  1>11.     Resipied. 

Fillebroivn,  Thorn  an  S. 

19  October,  1^11.     Graduated. 
Flonrnoy,  Thomas. 

10  September,  Isll.     Dropjjcd. 

Ford,  Joseph  M. 

18. January,  1841.     Resigned. 

Forrest,  Joseph  A. 

(Changed   to   Dri,.\Nv    A«ki,l    For- 
iu:sT.)     3  March,  1841.     Graduated 

Franklin,  Samnel  IS. 

18  February,  18  11.     Graduated. 

Friend,  Joseph  1*. 

27  October,  1841.     Graduated. 

Fry,  Joseph. 

1  .">  SeptcmV>er.  1^41.     f Iraduatcd. 
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Gale,  John. 

19  October,  1841.  Graduated. 
Gamble,  William  M. 

I  March,  1841.     Graduated. 
Gansevoort,  Stanwix. 

;;  November,  1841.     Resigned. 

CaCiiet,  I^clmiiiid  C 

22  February,   1841.      Resigned.     Re- 
api)ointed.     Dismissed. 

Gibson,  William. 

II  February,  1841.     Graduated. 
Gillis,  Walter  V. 

27  October,  1841.     Graduated. 

Godman,  Stewart  A. 

4  November,  1841.  Resigned. 
Gordan,  £<lward. 

21  September,  1841.     Dismissed. 
Grafton,  £dward  €. 

5  October,  1841.  Graduated. 
Graham,  Charles  K. 

19  October,  1841.  Resigned. 
Gray,  Charles. 

19  Octo])er,  1841.     Graduated. 

Griffin,  Samnel  P. 

9  September,  1841.     Graduated. 
Habersham,  Alexander  W. 

3  March,  1841.     Graduated. 
Hallett,  Frederick  A. 

13  September,  1S41.     Resigned. 

Hanson,  John  J. 

21  September,  1841.     Graduated. 

Hare,  George  II. 

19  October,  1841.     Graduated. 

Harris,  Thomas  C. 

9  September,  1841.     Graduated. 

Harrison,  Gnstavus. 

27  October,  1841.  Graduated. 
Harrison,  Walter  P. 

19  October,  1841.  Resigned. 
Hart,  John  £. 

23  February,  1841.     Graduated. 

Haxtnn,  Milton. 

19  October,  1841.  Graduated. 
Haywood,  PhiMenion  H. 

19  October,  1841.  Dismissed. 
Heron,  James. 

19  October,  1841.  Dismissed. 
Hofi'man,  William  G. 

19  October,  1841.     Graduated. 

Holmes,  William  W. 

21  September,  1841.     Graduated. 
Hopkins,  Charles  F. 

19  October,  1841.     Graduated. 


Horton,  William  S. 

19  October,  1841.     Dropped. 
Hugnnin,  Haniel  C. 

3  March,  1841.     Lost  in  the  Warrens, 
13  November,  184G. 
Hwnter,  Henry  C. 

10  September,  1841.     Graduated. 
Hnnter.  Henry  St.  George. 

19  November,  1841.     Graduated. 
IrTine,  Thomas. 

10  September,  1841.     Dropped. 
Jackson,  Alonzo  C. 

23  February,  1841.     Graduated. 

Johnson,  Andrew  W. 

19  October,  1841.     Graduated. 
Johnson,  John  II. 

19  October,  1841.     Resigned. 
Johnston,  Flliott. 

17  September,  isil.     Kolgiied. 
Johnston,  James  I^. 

27  September,  1841.     Dismissed. 
Jones,  Copelan<l  P. 

21  September,  1841.     Resigned. 

Jones,  John  P. 

19  October,  1841.     Graduated. 
Jones,  M.  Patterson. 

9  September,  1841.     Graduated. 
Jones,  Walter  F. 

20  September,  1841.     Graduated. 
Jonett,  James  F. 

10  September,  1841.     Graduated. 

Kell,  John. 

9  September,  1841.     Graduated. 
Kellog,  Frederick. 

23  February,  1841.     Resigned. 

Key,  Henry  H. 

10  September,  1841.     Resigned. 
Kinkead,  Joseph  B. 

19  October,  1841.     Resigned. 
liatimer,  Charles. 

9  September,  1841.     Graduated. 

lianrens,  John. 

13  November,  1841.     Resigned. 
Liaw,  Richard  £i. 

17  February,  1841.     Graduated. 
LiCe,  Theodoric. 

9  September,  1841.     Graduated. 
liCwis,  Andrew  J. 

2G  Sej^tember.  1841.     Graduated. 
licwis,  Robert  F.  R. 

19  October,  1841.     Graduated. 
Liaw,  William  W. 

3  March,  1841.    Graduated. 
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liiK'o,  Stoplieii  B. 

l'.»  October,  I  Ml.     GriidiiHtecl. 
I..Vii4>,  liCOiiiird  II. 

lU  ScptfiiiliLr,  l^H.     Ctniiluated. 

MuK>t'^^^  Saiiiiiol. 

215  November,  l^^ll.     (iraduutocl. 

.Ilulion,  TlioinatH  I>. 

10  September,  1^11.     Disniisst'd. 
!fl»rcli,  Joliii  II. 

11)  October,  IM  I.     Grutluuted. 

l'.»  Octol)er,  I'^ll.      Dicl  7  Jim..  184r). 
.Ilaiiry,  Jeft'crHoii. 

!t  September,  1><I1.     Graduated. 

Mayo,  IV  i  Ilia  III  K. 

IS  October,  is  II.     Gr.uluateil. 

flcC'artliy,  JaiiicM  It. 

;i  .himiary,  ISll.     Died  1 1  Au^.,  1842. 
MoC'aiiloy,  K4lf(-ar<l  Y. 

;»  Septfinber,  lsil.     (Jr.idimted. 

Mi'C'olIiiiii.  Joliii  Vail. 

•,'i;  February,  ls}l.     Graduated. 
McC'ook.  John  .1. 

•21  .Ian.,  IS  11.     Died  30  March,  1842. 
MoC'orklo.  I>avid  P. 

•J I  September,  ISll.     Graduated. 
^el>eriiiiit.  I>aiiiel  A. 

y  Noveuiber,  isjl.     Graduated. 
Mo<«ary,  C'liarlo^  P. 

1 'J  October,  isn.     Graduated. 

MoKoiflM'ii.  William  J. 

:;  .March,  ls41.      Dmpped. 
McKolMTts,  JcfrerM4»ii. 

:;  March,  ISH.      Dismissed. 
M4>r('or,  IVi  Ilia  III  K. 

W  DecemJK'r,  1^11.     Graduated. 
Milker.  TlioiiiaH  J. 

1)  Septemi>er,  ls41.     Itesifjned. 
.llilN,  John  li. 

l."(  .lanuary,  1S41.     liesijjncd. 
Minor,  Kohort  I>. 

2(>  February,  IS  11.     (Jraduated. 
MitcholK  Aloxandor  J. 

'.»  Septeml)er,  ls|i.      Resigned. 
niloholKf'harloM  n. 

r.i  (Jct.)i)er,  IS  II.     Re3itrne<l. 
niloholl,  William. 

•J  1  September,  IsH.     Graduated. 
]floiiroo,  Aiidrcu'  F. 

o  .March,  IS  II.     (Jraduatcil. 

9IorK»iiv  Caoorffo  K. 

18  February,  1  "•  1 1 .     Graduated. 

MnrdaiiKli,  William  II. 

y  September.  1  "^  11 .     (Graduated. 


IVIiirpliy,  John  .Mcl<. 

IM  February,  ls|l,     ( Ir.iduated. 
\eilMoii,  K4lwar<l  H. 

•JT  Octob.r,  is  11.      IteHigued. 
Oliver,  KdMiii   \\, 

1*  Novemix  r,  lsll.      Resigned. 
OtlH,  Arthnr  II. 

'J  .Septend'er,  l^M.      Resigned. 
Pulton,  ICoiivrf. 

'.t  Septendx  1 ,  1^11       designed. 
Purkor.  William   II. 

i;»  0.t,,b.r,  IsJl.     (;raduatc<l. 
ParrlMh,  .lo«*4'|>li. 

1!)  Oclobrr,  isjl.     DisniisHcd. 
PnMl4Mir,  i:4lnar4l  4'. 

22  January,  l.'S41.      Resigned. 

PhoipM.  sodi  r. 

Ill  October,  Isll.     <;rad\iated. 
Pli<*nix,  I>anNoii. 

:{()  September,  l^n.     Graduated. 
Philip.  John  V.  .\. 

2")  Fiiiruar\,  ls41.     Graduated. 
PillNbiiry,  Wini;al4>. 

!»  Srj.  ,  ls||.      Drnwiied  2.'»  July.  1847. 
I*r4>iiliMM.  John   1-]. 

lit   Oct..!... I.    iMi.     Died    :!1     Decem- 
ber, isi:;. 

Pri4'4N  Ki4hard  J.  IK 

!»  Septembir.    1>11.     Graduated. 

Po\i4'll,  William  I.. 

2t)  Septeud)er.  1S41.     Graduated. 
<iii4'en.  Wal(4'r. 

7  0(toi>er,  l^n.     Clraduated. 
[«allil>4>ii4'.  SamiM'l  It. 

:{  March.  IN  1 1.      Resigned. 

Kelly,  William. 

ii  Fcliruary.  ls||.     Graduated. 
I<4'n!<liau,  I-Ulwar4l. 

4  Novendnr,  ls||.     (Jraduated. 

Itoelielle,  Jaiii4>N  II. 

5)  September.  It  J  I.     Graduated. 

Koe,  FraiM'iM  A. 

HI  October,  1S41.     Graduated. 

Ron4\y.  'I'homaM. 

;j  .Ma:ih,  1^11.     Graduated. 
KiiHH4'll,  John   II. 

lU  ^eptend>(  r.  1^11.     Graduated. 

8cot(,  Kobert  W. 

'J  Septemlier,  1^11.      Graduate<l. 

Scovelii.,  F.4luar4l  II. 

I'J  Gctob.  :.  l-^ll.      J)i^nli«se<l. 

Sel4l4Mi.  F4l«var«l  A. 

lU  October.  ISll.     (Jruduatoil. 
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Seidell,  Itobci't. 

9  September,  1841.     Graduated. 

Seiiiiiies,  Alexander  A. 

27  October,  1841.     Graduated. 

Sharp,  William. 

9  September,  1841.     Graduated. 

Shepherd,  £diiiund. 

19  October,  1841.     Graduated. 

Shubrick,  Thomas  B. 

3  March,    1841.      Killed    25    March, 
1847. 

Simes,  George  T. 

19  October,  1841.     Graduated. 
Siiuiiioiis,  Alexander  R. 

19  October,  1841.     Dismissed. 

Smith,  Jesse  M. 

9  February,  1841.     Died. 

Smith,  Joseph  B. 

19  October,  1841.     Graduated. 

Suiitli,  Marshall  J. 

19  October,  1841.     Graduated. 

Smith,  Watson. 

19  Octol)er,  1841.     Graduated. 

Somerville,  James  II. 

10  September,  1841.     Graduated. 

Speuce,  Stephen  D. 

9  September,  1841.     Resigned. 

Spencer,  Philip. 

20  November,  1841.     Died  1  Decem- 
ber, 1842. 

Stephenson,  Byrd  W. 

9  September,  1841.     Dropped. 

Stewart,  John  B. 

9  September,  1841.     Graduated. 
Stone,  E<lward  E. 

19  October,  1841.     Graduated. 
Storer,  Kobert  B. 

4  November,  1841.    Died  4  .July,  1847. 
Stuart,  Robert. 

19  October,  1841.     Graduated. 
Thomas,  William  R. 

15  January,  1841.     Graduated. 
Thornton,  James  S. 

15  January,  1841.     Graduated. 
Thritston.  John. 

27  October,  1841.     Resigned. 
Tillotson,  James  li. 

19  October,  1841.     Resigned. 
Toler,  William  P. 

19  October,  1841.     Resigned. 
Trnxtiin,  William. 

9  February,  1841.     Graduated. 
Turner,  James  M. 

18  February,  1841.     Dismissed. 


Upslinr,  John  H. 

4  November,  1841.     Graduated. 
Tander  Horst,  Elias. 

10  September,  1841.     Graduated. 
Talle,  Bartholomew. 

28  January,  1841.     Resigned. 
Van  Wyclc,  William. 

19  October,  1841.     Graduated. 
Tan  Zandt,  Nicholas  H. 

19  October,  1841.     Graduated. 
Waddell,  James  J. 

10  September,  1841.     Graduated. 
Wager,  Charles. 

2  April,  1835.    Resigned.     Reinstated 
16  March,  1841.     Resigned. 

Wainwright,  Thomas  B. 

21  September,  1841.     Graduated. 
Walker,  Jolin  T. 

18  February,  1841.     Graduated. 
Walker,  Theodoric  L. 

10  September,  1841.     Graduated. 
Waring,  Archibald  H. 

19  October,  1841.     Resigned. 
Watmough,  Pendleton  O. 

20  September,  1841.     Graduated. 
Weaver,  William  H. 

19  October,  1841.     Graduated. 

Wells,  Benjamin  F. 

22  Septembei',  1841.     Dismissed. 
West,  JVathaniel  T. 

18  February,  1841.     Graduated. 
West,  William  C. 

30  January,  1841.     Graduated. 
Whitaker,  John  G. 

10  September,  1841.     Resigned. 
Whiting,  William  !><> 

1  March,  1841.     Graduated. 
Wilcox,  William  Henry* 

30  January,  1841.     Graduated. 
Wilkes,  John,  Jr. 

9  September,  1841.     Graduated. 
Wilkinson,  William  W. 

4  November,  1841.     Graduated. 

Willis,  Henry. 

10  September,  1841.     Dismissed. 

Wilson,  John  K. 

3  March  ,1841.    Graduated . 

Wood,  Dallas  R. 

3  March,  1841.     Resigned. 

Woolley,  Charles. 

30  November,  1841.     Graduated. 
Wright,  Benjamin  B. 

10  September,  1841.     Resigned. 
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2'J  DfCcinlnT,  IHll,     Hesij,'ii(<l. 
Yoiiii)?,  Jonadiaii. 

19  October,  IMl.     Gruduntcil. 


YoiiiiKv  TlioiiiiiM. 

U7  <>(.t<)l>cr,  IS  11.     Graduated. 


1812 .nidHliipiiioii. 


Carter,  Robert  R. 

yo  Murcli,  1M2.     Ciradujitcd, 
DebiiyN,  GuMparcl. 

•t  Jiimiai},  IMJ.     Hcsigned. 
Henry,  £«liiiiiii«l  W. 

7  April,  IM-J.     Cuatiiuitcd. 

Iliinfer,  CiiarleH  C'. 

2. 1  Illy,  is  12.     Graduated. 

KiiiK*  <«eor);e  S. 

•JTi  .Man  li,  1N12.     Graduated. 

LaiiKlioriie,  John  I>. 

U.luly,  1M2.     Graduated. 
HIcFane,  Allan. 

24  May,  1«42.     Graduated. 


MiiK'liall,  George  .i. 

:5i)   .Inly,   1>IJ.     I.osi    ill    the  "Gram- 
pus." Marc  h,  1^l;{. 

Oakley,  I'yrim  II. 

;i(»  >I.irili,  1^12.     Dismissed. 

SeaMoll,  J«»se|>ii  .%. 

2  .hily,  1^  12.     (iraduated. 
Sliavr,  Henry  €■.  <'. 

:;()  .July,  IS  12.     l{<siirned. 
TillolHon,  John  II. 

:;0  .luly,  is  12.     He-signed. 

IVail,  Kiliolt  1>. 

rj  July,  1W42.     Dismissed. 


1815 .^!Ii(lHliii>nien. 


AdaniH,  Joiin. 

5  September,  1845.     Dropped. 
Chandler,  Ralph. 

27  September,  1^45.     Graduated. 

Goodloe,  John  J. 

MUetober,  lb45.     Resigned. 
Grnndy,  Felix. 

21  Uctolar,  1S4.').     Dismissed. 
Ilainilfon,  John  R. 

8  Septiinber,  IS  1,1.     Graduated. 

HayH,  William  B. 

7  November,  1^4.").     Gra<luated. 


]Io«l}(e,  George  it. 

It;  December,  l>^i').    Graduated. 

Honixton,  ThoniaH  T. 

2i)  August,  isl.").     Graduated. 

3Ie(iiniiiieKle,  M'llHon. 

1()  l)(((iulnr,  l^i'i.     (Graduated. 
^leKean,  Franklin  K. 

80  September,  Isi:,.     IJcsigncd. 

Smith,  M  illiani  II. 

IG  October,  lb4.J.     Kesigned. 


Is  i<». — .Midshipmen. 


Allen,  Oliver  P. 

2y  Septen)ber,  ls4G.     Dismissed. 

Barelay,  Alexander  J. 

14  May,  islf..     KesigMci. 

Itraine,  Daniel  li. 

:ii)  May,  ISJii.     Graduated. 

Bre<lin,  James. 

27  .luly,  IsKj.     lU'signed. 

Breeze,  Ki«1der  R. 

G  November,  isiG.     Graduated. 

Breese,  Samnel  Tj. 

11  May,   1S4G.     (;railuated. 

Brodhead.  Fd|?ar. 

'.)  .lulv.  1>>H;.     Cr  iduatcd. 

Carne>i,  Filwin  O. 

2l.Iiiuf,  IslC.     Graduated. 


Childress,  ThomaM  B. 

[  (5  February,  ls|<;.     Resigned. 

Dallas,  .ilexander  J. 

24  Mareli,  islG.     Dismissed. 
Foster,  James  P. 

14  May,  isic.     Graduated. 
Gherairdi,  Itaneron. 

2U.Iuue,  l^ltJ.     Graduated. 

Gray,  Fduin  F. 

s  April,   l^lf..     Oraduatcd. 
Johnson,  I'liilip  <\,  Jr. 

;U  .\ui,Mist,  I'-^Hi.     Graduated. 

Johnson,  Osear  F. 

II  Augu-t.  I'-ir,.     (;raduntc<I. 

K(>iiiion.  lt<>verly.  Jr. 

22  .Vugu^t,  Isji;.     (Jraduated. 
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Kiuiberly,  I^ewis  A. 

8  December,  1S40.     Graduated. 
Lodge,  Angnsf  us. 

22  August,  is4ii.     Resigned. 
liOoker,  Thoiiia!^  H. 

0  Noveml'er,  184(5.     Resigned. 
liynoh,  I>oiiiiiii<'k  H. 

G  Noveinbtr,  ]84t.!.     Dismissed. 
Maflitf ,  H  flliaui  H. 

oO  iluy,  1840.     Dismissed. 

Milligaii,  James  F. 

28  .luly,  1846.     llesigned. 
Hlorris,  George  U. 

L4  August,  l>*4t3.     Graduated. 
Parker,  James,  Jr. 

14  November,  1S4G.     Graduated. 


Raine.y,  John  I>. 

19  March,  184(5.     Graduated. 
Robinson,  Frederick  W. 

14  August,  184(5.     Dismissed. 
Sawyer,  Lewis  C 

14  August,  1840.     Resigned. 
Shnnk,  IVilliam  F. 

1  June,  I84(j.     Ivi'signed. 
Smitb,  Charles  B. 

30  November,  184(5.     Graduated. 
Smith,  Charles  L. 

27   July,    184(3.     Died    1  (5  Nov..  1848. 
Sproston,  John  G. 

15  J uly,  184(3.     Graduated. 
Walters,  John, 

13  February,  1846.     Graduated. 


1S47. — ^^Ildshipmen. 


Baker,  John  P. 

11  February,  1847.     Resigned. 

Belknap,  George  F. 

7  October,  1847.     Graduated. 
Benliam,  Andrew  F.  K. 

24  November,  1847.     Graduated. 

Blake,  Joseph  I>. 

9  September,  1847.  Graduated. 
Bowen,  Richard  T. 

24  December,  1847.  Graduated. 
Brose,  Frederick  F. 

9  September,  1847.     Graduated. 

Bryant,  Robert. 

11  December,  1847.     Resigned. 
Bnell,  Salmon  A. 

1  February,  1847.     Resigned. 

Bnrke,  Fdmnnd  C. 

20  October,  1847.     Resigned. 
Caldwell,  Robt.  31. 

9  September,  1847.     Dismissed. 
Campbell,  William  P.  A. 

14  December.  1847.     Graduated. 

Cannon,  Chastain  C. 

7  April,  1847.     Dropped. 
Chapman,  George  R. 

9  September,  1847.     Resigned. 
Chapman,  Robert  T. 

7  April,  1847.     Graduated. 
Cornwell,  John  J. 

1  February,  1847.     Graduated. 
Cnmmings,  Andrew  B. 

7  April,  1847.     Graduated. 
Fggleston,  John  R. 

2  August,  1847.     Graduated. 


Fitzhngh,  W  illiam  F. 

2    February,    1847.      Out   of   service 
from  7  July,  1847. 
Flnsser,  Charles  W. 

19  July,  1^47.     Graduated. 

FyflTe,  Joseph  P. 

9  September,  1847.    Graduateil. 
Gift,  George  W. 

00  November,  1847.     Resigned. 
Gwiu,  William. 

7  April,  1847.     Graduated. 
Hamer,  Thomas  M. 

26  June,  1847.     Resigned. 
Hammond,  Charles  L.  O. 

8  November,  1847.     Resigned. 
Hand,  Bayard   F. 

7  April,  1847.     Graduated. 
Hand,  George  I>. 

9  Septepiber,  1847.     Resigned. 
Haralson,  Charles  L. 

10  September,  1847.     Resigned. 
Harmony,  Barid  B. 

7  April,  1847.     Graduated. 
Hntcliinson,  William  T. 

24  Sept.,  1847.     Died  7  Feb..  1848. 
Irwin,   John. 

9  September,  1847.     Graduated. 

Ires,  Raiford  W. 

7  April,  1847.     Died  25  March,  1850. 

Langhlin,  John   J. 

1  May,  1847.     Resigned. 
Lovell,  William  S. 

8  November,  1847.     Graduated. 
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l.-j  Dtrcinlxr,  IWlT.     draduated. 
I^iller,  Joneph    H. 

7  April,  1S17.     Died  1!)  Mardi,  1850. 

MyKHtt^  Jured  l>.  K. 

21  Sfj)tt'iiil)cr,  1SI7.     (Iradwatt'd. 

ATcu'iiiaii,  1^.  II. 

'J  t  Si'ptciiilicr,   1S17.     <;raduatcd. 
<>akley,  I^iikcmio    II. 

J   Aii.u'ust,  1M7.     Graduated. 
4tiiHok(>iibiiHh,  Joliii  ZV. 

•J 4  S(i)teml>cr,  1847.     Dismissed. 
Itotvaii,  JaiiioM  II.,  Jr. 

s  >,"t)vciiil)('r.  1847.     Resigned. 

Slillu'cll,  James. 

•J  SfptemljiT,  1847.     Graduated. 


Tli4»l»iirii,  C  liarl4'M  10. 

y  Si|)t(inlM  I,  1^17.     Craduatt'd 
Tottoii,  IVaHliiiiKtoii. 

8  NoVfinIx  r,  1^17.     (iraduatcd 
Ward,  Milliain  II. 

7  .Vpril,  1^17.      lU'sigiu'd 
WoIIm,  <  liarl<>M. 

'22  1)<(  iiuliLT,  1M7.      I)n)j)pcd. 
IVIiilllioriMN  l>o  Uitt  €'. 

lO.Scptcmher,  1^17.      Kc.si;,'iird. 
IVilliaiiiH,  i:<l«tar«l  I>. 

J(  Septeiiilici.  IS47.     (iraduatcd. 
^VIIm<»ii,  lloiiry. 

'22  October,  1S47.     Graduated. 

Wood,  John  H, 

7  Ai)ril,  IS  17.     Graduated. 


1818 — 9IidHhii>in<Mi. 


Abbot,  Trcvett. 

13  October,  1848.     Graduated. 

Abbott,  William  A. 

l;j  October,  1848.     Resigned. 
Armstron)?,  William  Mc]V. 

'20  Novenii)er,  1848.     Resigned. 
Kakor,  FraiiciH  H. 

Iv;  October,  1848.     Graduatea. 
lioatty,  Jolin  T. 

•Jl  October,  1848.     Resigned. 

liratt,  Carlos. 

12  October,  1848.     Resigned. 
liriiifnall,  John  P. 

•Jl  December,  1848.     Resigned. 
ISrnoo,  JamcH. 

12  October,  1848.     Graduated. 

Rntler,  James  li. 

11  April,  1848.     Resigned. 

Carter,  Carey. 

12  October,  1S48.     Resigned. 

CoddiiiKton,  £thclbert  F. 

12  Octoljer,  1848.     Died  8  Nov.,  1853. 

I>nret,  John  B. 

<;  December,  1848.     Dropped. 

Erben,  Henry,  Jr. 

17  .lune,  1848.     Graduated. 
Fit/.linf;h,  William  E. 

21)  November,  1818.     Graduated. 
(jiarland  llndson  M. 

20  November,  1848.     Graduated. 
4jayle,  Riohard  II. 

i:!(Jctober,  1848.     Resigned. 

tiiilliM,  James  II. 

Ij  October,  1S18.     Graduated. 


Ciilassell.  William  T. 

IT)  March ,  1S4S.     Graduated. 
<jJreeiie,  Charles   II. 

i;5  May,  184s.     (JratUiatcd. 
<areer,  James  A. 

10  .laiuiary.  1848.     Graduated. 
Ciiroiit.  John  K. 

21   Noveml)er,  1848.     Drojjped. 
Ileilemaii,  Jnlins  Ci. 

10  Marcli,  1S4H.     Graduated. 
Hester,  Isaiae  W. 

12  October,  1848.     Graduated. 
IIod(;<'s,  James  It. 

l:;  0(  tober.  IMS.     Resigned. 
Johnston.  John    K. 

•J  August.   1S4S.     (iraduated. 

Iia};ou.  John    K. 

:n  March,  isjs.      Resigned 

Legare,  James  l>. 

2(5  Decemixr.  1848.     Resigned. 
I^ivinKston.  I>e  Carasse. 

7M:ircli,  Isls.     Graduated. 

I.yne.  William  II. 

5  .hiue,  is  |s      Resigned. 

]»IeCann,  William  P. 

1  NovcmlHr,  1848.     Graduated. 

Moliito?oh,  John  It. 

27  April,  isjs.     Re.-igne<l. 

]fIeTh«>riM>,  II<'ury. 

18  Ajiril,  I'-ls.     Di.smissed. 
Means,  Filward  J. 

12  Oe«obcr,  1848.     Resigned. 
Owen,  Klias  K. 

7  Deceiiibi .-,  Is48.     Gratluated. 
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Palmer,  Marshall  £. 

32  March,  1848.     Kesigned. 

Porter,  Piiiekney  J. 

G  March,  1848.     Resigned. 

Prickett,  IVathaiiiel  P. 

10  June,  1848.     Died  23  March,  1850. 
Riddell,  Jobn  W. 

12  October,  1848.     Resigned. 
Pendergrast,  Aiistiu. 

14  October,  1848.     Graduated. 
Scaiitland,  Robert  A. 

30  December,  1848.     Dropped. 
Skerrett,  Joseph  IS. 

12  October,  1848.     Graduated. 


Spalding,  Riifns  €. 

12  October,  1848.     Resigned. 
Speddeii,  Edward  T. 

20  November,  1848.     Graduated. 
Sullivan,  Jeremiah  C. 

12  October,  1848.     Resigned. 
Toon,  William  II. 

21  April,  1848.     Resigned. 
Trotter,  George  A. 

20  Nov.,  1848.     Died  29  Dec,  1849. 
Weaver,  Aaron  W. 

10  May,  1848.     Graduated. 


1 849.— Midshipmen. 


Adams,  Henry  A.,  Jr. 

16  October,  1849.     Graduated. 

Adams,  Xapoleon  B. 

25  January,  1849.     Dropped. 
Boardman,  Frederick  A. 

20  October,  1849.     Resigned. 
Briscoe,  Warner  li. 

20  November,  1849.     Dropped. 
Brown,  George. 

5  February,  1849.     Graduated. 
Chapman,  George  T. 

10  October,  1849.     Appt.  revoked. 
Chever,  William  H. 

19  October,  1849.     Graduated. 

Cushman,  Charles  H. 

24  March,  1849.     Graduated. 

Bavis,  Andrew  McF. 

16  March,  1849.     Resigned. 
Brake,  Benjamin. 

22  October,  1849.     Dropped. 
Bunnington,  John  MV. 

10  April,  1849.     Graduated. 
Hawley,  Charles  E. 

3  December,  1849.     Graduated. 
Holland,  Bick.  T.  B. 

23  February,  1849.     Droj^ped. 
lioyall,  Benjamin  P. 

5  March,  1849.     Graduated. 
May,  Robert  li. 

7  November,  1849.     Graduated. 
McCrea,  Edward  P. 

16  October,  1849.     Graduated. 
Misli,  Simon  C. 

8  January,  1849.     Resigned. 


Morrison,  George  F. 

5  November,  1849.     Graduated. 
Pelot,  Thomas  P. 

2  June,  1849.     Graduated. 
Shepperd,  Francis  E. 

16  October,  1849.  Graduated. 
Shirk,  James  W. 

26  March,  1849.     Graduated. 
Shubrick,  Edward  R. 

9  February,  1849.     Resigned. 
Stanton,  Oscar  F. 

29  December,  1849.     Graduated. 
Stockton,  Edward  C. 

16  October,  1849.  Graduated. 
Tabb,  JSlucher  H. 

17  Jan.,  1849.     Killed  5  March,  1850. 
Taylor,  Bushrod  B. 

3  April,  1849.     Graduated. 
Taylor,  Jesse,  Jr. 

6  December,  1849.     Graduated. 
Thomas,  Calvin  F, 

16  October,  1849.  Graduated.. 
Tipton,  John. 

24  November,  1849.     Appt.  revoked. 
Wainwright,  Gartlner  S. 

1  November,  1849.  Dropped. 
Walker,  James  C. 

12  February,  1849.  Resigned. 
Ward,  William  H. 

17  February,  1849.     Graduated. 
Wincliester,  Felix. 

25  October,  1849.     Dropped 
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IS.IO.— .MidHliipiiM'ii. 


2  October,  Ib.jt).     Giiuliiutfd. 
A   noI«l,  TlioiiiiiH. 

11  Novt'iubtT,  1. '>.")().     lU'Higned. 

Itulx'ook,  C'liarloH  A. 

b  April,  l^'.O.     CJriuluatcd. 

Itabor,  ClOorKe  F.  II. 

24  April,    l^'.o.      Lost  in  tlio  '' For- 

point','^  21  Siiitenil)er,  iso-l. 

Ilaoon,  Ciiooree. 

1  ()i;t()l.ir,  l.'^.'iO.     Graduated. 
Iloar<l«loo,  lA*ster  A. 

.jMaixh,  l'^")!*.     Graduated, 
Klocker,  Sniifli  IS. 

3  Ortohtr,  1>")U.     Dropped. 
Bowoii,  Kobort  J. 

20  NovLiiiljcr,  lyoO.     Resigned. 
Boyd,  Koberl,  Jr. 

1  t  .January.  isoO.     Graduated. 
Itradford.  William  L. 

1  OctolaT,  1^.")0.     Graduated. 
Campbell.  :>IarHliall  C. 

0  I'cljruary,   1>«.U.     Graduated. 
Carponier,  CliarloH  C. 

1  Octolier,  InjU.     Gratluuted. 
Carroll,  Ferdinand. 

4  October,  IbOO.     Dismissed. 
Chaplin,  James  <'. 

4  October,  ISOO.     Graduated. 
Cooper,  Edward  It. 

0  Is'oveniljcr,  l&.JO.     Dismissed. 
Cooper,  Rieliard  F. 

25  October,  Ib.jU.     Dismissed. 

Dana,  IVilliam  II. 

1  .May,  IbOO.     Graduated. 

l>awHon,  Liieien  W. 

27  April,  1>">U.     Resigned. 

I>o<Iko,  George  P. 

1  October,  l^^tO.     Dismissed. 
Dozier,  William  G. 

1  April,  1-^.jO.     Graduated. 

Flle^^e,  John  W. 

2!)  May,  1>>")0.     Dismissed. 
Foot,  Samnel   C. 

4  Ajjril,  1^.")0.     l{esigned. 
FoHfer,  Robert  C,  Jr. 

1  October,  Ib'.O.     Rcsi-ncd. 
Harrison,  George  R. 

2  October,  ISJO.     Dismissed. 
Iziird,  Allen   C. 

2  October,  1850.     Graduated. 


Kirkland,  Uilliain  A. 

2  .July,  lb"ji).     Cuaduutcd. 
I4iel»er,  Alf're<i  II. 

2  Octobt  r,  1"-  )0.     Dismissed. 
IJttle,  M  illiam  A. 

«  April,  1>5  j(J.     Died  2t  August,  1852. 
]IIatlii<4,  Geor{(e  ^I. 

7  October,  1«50.     Dropped. 
McCartney,  Andrew  J. 

3  October,  1S",0.     Graduated. 

McEntee,  jflanrlee  IV. 

4  October,  l^'tO.     Re?igiied. 
^cT^analian,  JameM  W. 

2  October,  is.")0.      Kc-igued. 
5Iea<le,  Rieliard  W.,  Jr. 

2  ()c:lober,  Ib'jO.     Graduated. 

:ilitehell,  John  G. 

2  October,  InoO.     Graduated. 

OflHey,  Robert  If. 

19  October,  Ib.jO.     Dismissed. 

Pearee,  William. 

1  October,  l^^")0.     Dismissed. 
Peek,  Charles  F. 

8  October,  l^oO.     Graduated. 
Potter,  Edward  £. 

5  February,  IN.")!).     Graduated 
Ranmay,  Franeis  >I. 

5  October,  is'iO.     Graduated. 
Roelie,  James  R. 

;J0  May,  lb.">U.     I{esigned. 
Shields,  William  It. 

2  October,  l^oO.     Di>missed. 

Smith,  William  II. 

;3  ()ct()l)cr,  ls.-,0.     Resigned. 
Sparks,  Charles  I>. 

lb  April,  iN.b.     Died   13  April,  ISSi 
Stevens,  Douglas  II. 

1  October,  IsHt.     Dismissed. 
Simmer,  Edwar<l  E. 

3  October,  IS.-.O.     Resigned. 
Van  Cleef,  Charles  n. 

2  October,  ls:)0.     Dropped. 
Walker,  John  G. 

r»  October,  1>">0.     Graduated. 
Whittier,  Rnfns  A. 

4  March,  lb.")().     Dropped. 
Williams,  Wesley. 

4  October,  \-^.'>U.     Dismissed. 
WilHon,  Robert  II. 

IS. lime,  l>")n.     Kesiirncd. 
Wisliart,  Alexander. 

2  Octolier,  lb.")0.     Resigned. 
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1851. — Midsbipiiien. 


Allen,  Edmnnd  S. 

2  October,  1851.     Dropped. 
Armington,  Adolpliiis  O. 

2  October,  1851.     Dropped. 
Barnes,  John  S. 

1  October,  1851.    Graduated. 
Blod^ett,  George  M, 

3  October,  1851.     Graduated. 
Bnchanan,  Thomas  McK. 

1  October,  1851.     Graduated. 
Cain,  John,  Jr. 

4  October,  1851.     Graduated. 
Campbell,  John  B. 

1  October,  1851.     Resigned. 

Carriere,  Albert. 

2  October,  1851.    Dropped. 
Cecil,  Walpole. 

2  October,  1851.    Dropped. 
Clarke,  Frederic  J. 

3  October,  1851.     Dismissed. 

Cooke,  George  H. 

1  October,  1851.     Resigned. 
Cortez,  Rene  E. 

1  October,  1851.     Dropped. 
Crawford,  John. 

2  October,  1851.    Resigned. 
Crosman,  Alexander  F. 

2  October,  1851.     Graduated. 
Dalfon,  Hamilton  H. 

1  October,  1851.    Graduated. 

Bodge,  George  P. 

1  October,  1851.     Dropped. 

Booley,  Fdwin  H. 

1  October,  1851.    Resigned. 

Bonglas,  James  X. 

1  October,  1851.     Dropped. 

Box,  Henry  B. 

2  October,  1851.     Resigned. 
Frwin,  Jason  C. 

1  October,  1851.     Resigned. 

Ftting,  J.  M. 

2  October,  1851.    Resigned. 

Fitch,  I.eroy. 

1  October,  1851.     Graduated. 
Fortier,  Charles  E. 

1  October,  1851.     Dropped. 
Glasson,  Bavid  G.  H. 

1  October,  1851.     Resigned. 
Graham,  Bichard  W.  M. 

2  October,  1851.     Graduated. 

Hopkins,  Alfred. 

1  October,  1851.     Graduated. 


Hubbell,  S.  Be  Witt. 

3  October,  1851.     Resigned. 
Hugnnin,  Robert. 

1  October,  1851.     Resigned. 
Jay,  Joseph  McB.  C. 

1  October,  1851.     Dropped. 
Kearney,  Edward. 

4  October,  1851.     Dismissed. 

liaw,  George  E. 

4  October,  1851.     Graduated. 

I<awson,  Hiram  A. 

14  October,  1851.     Dropped. 
liCa,  Edward. 

2  October,  1851.     Graduated. 
rnll,  Edward  P. 

7  October,  1851.     Graduated. 

Matthews,  Edmund  <>. 

2  October,  1851.     Graduated. 
McEntee,  Maurice  W. 

1  October,  1851.     Resigned. 
McKee,  Samuel. 

1  October,  1851.     Resigned. 
Meeds,  Benjamin  N. 

1  October,  1851.     Dismissed. 
Miller,  Joseph  JV. 

1  October,  1851.     Graduated. 
Noble,  James. 

1  October,  1851.     Dropped. 
Xorton,  Charles  S. 

3  October,  1851.     Graduated. 
Perkins,  George  H. 

1  October,  1851.     Graduated. 
Porch er,  Philip. 

2  October,  1851.     Graduated. 
Seabrook,  E.  M. 

4  October,  1  851.     Resigned. 
Seely,  Carlton,  W.,  Jr. 

1    October,  1851.     Dropped. 
Selfridge,  Thomas  O. 

3  October,  1851.     Graduated. 
Sicard,  Montgomery. 

1  October,  1851.     Graduated. 
Sloan,  George  J. 

1  October,  1851.     Resigned. 
Smith,  Samuel  A« 

2  October,  1851.     Dismissed. 
Stribling,  John  M. 

7  October,  1851.     Graduated. 
Sumner,  Edward  E. 

1  October,  1S51.     Resigned. 
Taylor,  John  R. 

1  October,  1851.     Dropped. 
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To<ld,  JuiiiOH   M. 

2  October,  1851.     Graduated. 


^Vlillo,  llaiiillion  <'. 

1  Octiiljcr,  l>ir,[.     Hfhigned. 


1853 :tII(lHlii|>iiioii. 


Allen,  Weld  N, 

-' J  May,  18:,-:.     Graduated. 
Ashe.  William  W. 

:!1  May,  L^")-'.     l{<si','ncd. 
Barrett,  CliireiK'e  f.. 

•J")  May,  1^")"J.     Ktsi^'iied. 
Ki^elow,  <iJoorp:e   A. 

•Ji;  May,  ls:,j.      Ciratliuited. 

ItiNliop,  IIeiir.v   J. 

'2U  .May,  ltS."i-2.  *  Dropped. 
Bradford,  ICoberi  l-\ 

21  .May,  lsr,j.     (Jiatluatcd. 
Brodhoad,  Airre<l  W. 

2.")  May,  isr,2.      Died  2:J  Jan. 
Bniioe,  FraiK'iM  ^I. 

28  May,  1^.j2.     Graduated. 
Bnrton,  Fdward  II. 

81  May,  1802.     Dropped. 
Bntler,  Saiiiiiel  M. 

2")  May,  1852.     Dismissed. 
Cooke,  AnKiiHtiiH  P. 

27  ]\Iay,  1852.     Graduated. 
CreiiNliaw,  C'jrns  W^. 

20  May,  1852.     Dropped. 
Cnsliinnn,  CliarleH  E. 

25  May,  1852.     Resigned. 
Diiiin,  Denton. 

28  May,  1852.     Dropped. 
Eniernon,  William  R. 

24  May,  1852.     Resigned. 
Eyans,  William  E. 

4  .June,  1852.     Graduated. 
GilohriNt,  ^liller  II. 

:!1  May,  ls52.     Dropjicd. 
Gorman,  Iticliard  L. 

2lMay,  1S52.     Itesigned. 
Gove,  Gilnian  I>. 

22  May,  ls52.     Graduated. 
Green,  Xatliainiel. 

25  May,  1^52.     Graduated. 
Hale,  .natthew. 

:;i  May,  1852.     Dropped. 

Ifattlelii,  Chester. 

21  May,  1852.    Graduated. 


1853. 


llolley,  Robert  Y. 

21  .May,  1>.".2.      I)rn|,|>.-<1. 
InKraiiam,  Henry    L. 

•,".»  .Ma\,  l>"r.'.      i;>>igued. 
JoliiiMon,  ICoiM>rt  .^eA. 

28  .Ma>,  IN.J.      itcsigiieil. 

HeiHlall,  faeorue  T. 

20  .May,  1^5v:.      Dropped. 

Lianiar,  Sontimorlii   II. 

20  May,  Is.-.-J.      DiMpped. 

MeI>onKal.  Cliarl<>H  J. 

20  .May,  1S5J.      (Jra.hiated. 

MeEn<'r.v,  Saninel   I>. 

25  .May,  ls52.     Kisigned. 
Merchant.  Clarke. 

20  .May,  1^52.     Gra<luated. 
Miller,  ilenry  W. 

20  .May,  1.^52.     Graduated. 
MillM,  TliomaH  It. 

:'.!  May,  1852.     Graduated. 
Morgan,  William  II. 

25  May,  is:)2.     Resigned. 
MoHely,  James  C. 

20  May,  1S52.     Graduated. 
Porter,  Thomas  K. 

20  May,  1N52.     Graduated. 
Potter,  JaineH  I^. 

25  .May,  1852.     IJosigned. 
Priehett,  Janie^  M. 

27  May,  1852.     Graduated. 
Ra^lantl,  Eldred  B. 

25  May,  1852.     Dropped. 
Seely,  Ilenry  B. 

20  May,  l.s52.     Graduated. 
Shyroek,  George  H. 

22  May,  1852.     Graduated. 
NtehhiiiN,  l>(<^  Wayne. 

20  May,  1852.     Resigned. 
Sntlierland,  Robert. 

20  May,  1^52.     Resigned. 
Tiekner.  George  P. 

:il   May,  ls.")2.     Dismissed. 
Wallaee,  RnHli  R. 

25  May,  1852.     Gra.liiafed. 


1853. — MidMliipmen. 


AdainH.  I^eonard  J. 

21  .lanuary,  ix')'.l     Resigned. 


Alexander,  JoHepli  W. 

21  Scptrnilirr.  !>•".:!.     ('iraduated. 
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Ashe,  Alexander  fS. 

ol  Janiuuy,  1853.     Resigned. 
Barrett,  Walter. 

28  September,  1853.    Dropped. 

Beckwith,  Josiah  O. 

1  February,  1853.     Resigned. 
Blake,  Franeis  B. 

30  Scptenil)cr,  1853.     Graduated. 
Boiido  Fraiieis  W. 

30  SopteiiilKT,  1853.     Dropped. 
Bro^ii,  James  F. 

1  April,  1853.     Dropped. 
Cameron,  William. 

1  April,  1853.     Drojjped. 
Colt,  George  DeWolf. 

21  (September,  1853.     Resigned. 
Fastman,  Thomas  H. 

31  .January,  1853.     Graduated. 
Graves,  Charles  J« 

17  December,  1853.     Graduated. 
Harris,  Joseph  W. 

1  January,  1853.     Graduated. 
Hosmer,  James  R. 

26  September,  1858.     Dropped. 
XEnnter,  Clarenee. 

20  September,  1853.     Dropjjed. 
Ingrahaul,  Darius  H. 

24  September,  1853.     Resigned. 

Kelly,  John  W. 

31  January,  1853.     Graduated. 
L.allande,  Charles  1>. 

26  January,  1853.     Dropped. 
McCandless,  IVilliani  G. 

24  September,  1853.     Resigned. 


MoCrahh,  Alfred  P. 

2  April,  1853.     Dropped. 
Mc^Vair,  Frederick  V. 

21  September,  1853.     Graduated. 
Orton,  Jason  K. 

2'J  September,  1853.     Drojjped. 
Phythian,  Rohert   L.. 

28  January,  1853.     Graduated. 
Saw.yer,  George  A. 

27  September,  1853.     Resigned. 
Terry,  Fd^ard. 

21  Septeml)er,  1853.     Graduated. 
Todd,  Henry  D. 

2^  May,  1853.      Graduated. 
Vnltee,  Francis  P. 

3  January,  1853.     Dropped. 
Wagstalf,  Charles  S. 

21  September,  1853.     Resigned. 
Ward,  liCwis  P. 

29  September,  1853.     Resigned. 
Warren,  H.  Jj. 

20  Se]itember,  1853.     Resigned. 
Weisman,  Harry  J. 

7  October,  1853.     Died.l7  Nov.,  1854. 
Welch,  William. 

23  September,  1853.     Dismissed. 
W^heeler,  Fitz  Henry. 

30  Septeinl>er.  1^53.     Dropped. 
Wilson,  ISyron. 

31  January,  1853.     Graduated. 
W^orthington,  James  G. 

1  April,  1853.     Dropjied. 
Yates,  Arthur  R. 

24  September,  1858.     Graduated. 


1854. — Midshipmen. 


Adams,  Samuel. 

21  September,  1854.    Resigned. 

Andruss,  Flias  Y. 

27  September,  1854.     Resigned. 
Beaumont,  Myron   H. 

28  September,  1854.     Resigned. 

Belknap,  Alden  W. 

27  September,  1854.     Resigned. 

Bishop,  Joshua. 

20  September,  1854.     Graduated. 
Blue,  Henry  M. 

28  September,  1854.     Graduated. 

Bradley,  John. 

25  September,  1854.     Resigned. 

Brodrick,  Henry  H. 

25  September,  1854.     Resigned. 


Bro^n,  Hamilton  A. 

25  September,  1854.     Resigned. 
Cams,  Andrew,  Jr. 

9  October,  1854.     Resigned. 

Cleveland,  Charles  B. 

28  September,  1854.     Resigned. 
Collunio  Richard  S. 

20  September,  1854.     Resigned. 

Condict,  Henry  F. 

29  September,  1854.     Dismissed. 
Davis,  T.  W.  W. 

25  September,  1854.     Resigned. 

Be  Shields,  Alfred. 

23  September,  1854.     Resigned. 

Dewey,  George. 

23  September,  1854.     Graduated. 


gp:nkkai,  xav^    i;r.«.isrKi{. 
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KwiiiK,  TlioiiiaiH. 

■J.  Sc]itt'Mil>c'r,  lsr>|.      Ktsi^iM'd. 
Far4|iili:ii%  ]\'oriiiaii    II. 

UT  Si|ittinlu  r,   ls."»l.     CJniduiiteil. 

Friiiililiii.  i'liairlCM  Ia. 

•j:;  o^tnl.i  r,  l,s:,i.     (Jraduiitod. 

FiiriMM',  ICdnaird   <■. 

•J  ()rl(il)LT,  IN")  I.      <;r:i«lu:itl'(l. 

Gil»l»N,  I.iiciiiM  II. 

•S.<  Sci)tt'inl)tT,  1854.     Ucsigned. 

Griiiil»all,  Joliii. 

•J;{  SLptcinlM  r,  1N."(1,     (Traduiited. 

lIiiiOM«  I««>rM<»ii  A. 

■Ji  S(  ptc-iiiluT,  IS.")!.     Hi'si<,MU'il. 

Iliniiiaii.  C'lirfiM   P. 

;!()  Sr|it(.-inl)fr,  ls.-)4.      Ht"sit,'iie(l. 
Ilolliday,  TiiUM  T. 

17  Octiilicr,  1JS.")|.     Resigned. 
ilowoll.  Joliii  A. 

•J7  Sri)teinl'cr,  1^.14.     Graduated. 

IIowiMoii,   llciiry  Ii> 

•Jti  Sij)teml>er,  l^Vl.     Graduated. 
Iliilbiird.  lIorsK'c  IC. 

•Ji>  Seiitfiiilicr,  l"^'*!.      licsit^ned. 
JoiiOM.  Kioliiii<»ii4l  li. 

■,':j  Scptfinlier,  ls")4.      Resi^nied. 
JiiflMoii.  CiiitrlcM  O. 

;;()  Scpttiiilicr,  lbo4.     Graduated. 
Kaiit;^.   Alliert. 

•js  S<'i)t(  inlior,  1854.     Graduated. 
K<Mr.  ^Villiaia  A. 

-,>(»  SepteiiihiT,  1S54.     Graduated. 
Lano,  >icli<»lsiM   J. 

•J8  Scptc'inbrr,  1854.     Resigned. 
fjiviiiKAfon,  C'liatrlOM  S. 

,'.2  Stptcniiicr,  1854.     Resigned. 
naillcr,  Kohort    C. 

10  Octol.cT,  1^51.     Resigned. 
nallott,  KioliardMoii. 

■JO  Sc])ttinlier,  1854.     Resigned. 
May,  Liitlicr  C 

•JO  Septemljer,  1854.     Graduated. 
^tloC'ook,  Kflwiii   S. 

Jl  Se|)t(inlH'r,  1854.     Resigned. 
.MoC'ook,  Roderick  S. 

•Jl  Septemlier.  ls.'>i.     Graduated. 
.lIcKiiiHlry.  Arthur. 

'jy  SiptcinluT,  1N.')|.     Resigned. 
Morriaia.  faiiNtaviiH   F. 

:in  SfptiinlpiT,  ls51.      HesiL^ned. 
!tIillik<Mi,  Ssiniuol. 

•JO  Srptfmln-r,  1><54.     Resigned. 
nnllay.  John  ('.  K. 

•J^J  September,  1854.     Resigned. 


I*ar4l(>4>.   Ikon   A. 

•.'•>  <i  pteiiilx  1.  ls',1.  Resigned. 
l*liilli|>M.  (iaviuM. 

:;  OcImImt,  \^:,\.    i:- signed. 
I*r4'nliM«4.  i{<»4l4'ri4>k. 

•J  I  S.  ]itciiil.i  r,  l^.il.     <;r.iduate«l. 

lfi4>4l4lillKl4»ll.    Tll4>lliaM. 

;{0  S.ptrnil'fT.  1854.  Resigned. 
Kfod.  All4>ii  V. 

•Jtl  ScptcmlMr,  1*^54.     Grudiiutcd. 
Ki4lKl(\v<  Franklin  li. 

2't  .Septerulier,  1854.  Resigned. 
KoHH,  JaiiicH,  Jr. 

25  S<'ptciMl>er,  1N54.  Resigned. 
School! ma k<^r.  ('4»rii4'llnM  .H. 

'J8  SenlcmlMT,  \s:>\.     (Jraduated. 

Smifh,  K4>atty  I*. 

J!l  S.'ptcii.iMT.  h:)4.  Resigned. 
Sniilh.  Philip. 

•JO  Scptiiiilici.  1S54.  Resigned. 
Si>4'iiC4'r.  'I'lKiinaiM  S. 

J'.i   SeptciiilHr,  1851.     Gnuluated. 
Stainl>urr4>ii;;h,  Jaini4'M  ti. 

Jl!  Sei)ti"ii)cr,  1854.  Resigned. 
StorrM,  <ii4>orKC  H. 

j:i  Scpti  iiil)er,   ls54.     Graduated. 
SMaiN4'y*  C'liitrl4'M  II. 

'J8  Septeiiilxr,    l"^5l.     Graduated. 
Tii.vIor,  F]4iiiiuii4l. 

•J'.t  Septenilier,  1854.  Resigned. 
Terry,  Felix  Ci. 

UOctitLier,  1^54.     Resi^Mled. 
Triplet  I,  ^Vellineton. 

^•J  Septenii'er.  1^54.      Resigned. 

Van  Saint  vo<»r4l,  M'eMti>r4>4»k. 

'J8  Se|)t('nil)(r,  1>^51.  Rrsigned. 
VaiiKliaiii.  V4'rn4>ii    II. 

'J I  Se|)teiiil)er.  I>5I.  Resigned. 
Wai<iM>v4>rth,  JaiineH  .M. 

'J8  Septeii.lxr,  1^51.      Resigned. 

WallN,  .^UKUNtuM  S. 

J7  Sipteiiii'er.  1N54.  Resigned. 
Whe4»ler,  (liairleM  S. 

'J7  Siptemlier,  is54.  Resigned. 
Ulieeler.  Ifiichard  T. 

27  SeptfiuKer,  1854.  Resigned. 
White,  Ca4M»rK4'  B. 

28  Septeiiil-rr.    1"^^4.     (iraduated. 

Whittle,  William   C  .,  Jr. 

28  SeptenilM  r,    1X54.     Gra<luatcd. 

Winff,  K4luair4l  II.  C 

25  StptiiiilM  r.  1>^54.  Resigned. 
Wright,  John   F. 

27  September,  1854.  Resigned. 
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Yates,  Robert  H. 

23  September,  1854.     Resigned. 


IToiiiig,  Henry  F. 

tiO  September,  1854. 


Resigned. 


1855. — Midsbipiueii. 


Asbe,  Samuel  A'Coiirt. 

28  September,  1855.     Resigned. 
Arerett,  Samuel  W. 

3  November,  1855.     Graduated. 
Borobort,  George. 

20  Sei)tember,  1855.     Graduated. 

Boyd,  Frank. 

21  September,  1855.     Resigned. 
Bristown,  Benjamin  W. 

21  September,  1855.     Dismissed. 

Brown,  James  T. 

27  September,  1855.     Resigned. 

Butt,  Walter  B. 

20  September,  1855.     Graduated. 
Cenas,  Hilary. 

21  September,  1855.     Graduated. 
Claiborne,  Henry  B. 

22  September,  1855.     Graduated. 
Crump,  Edwartl  H. 

28  September,  1855.     Resigned. 
Daugberty,  Oliver  R. 

26  September,  1855.     Resigned. 
Fister,  Thomas  D. 

29  September,  1855.     Resigned. 

French,  Samuel  li. 

2G  September,  1855.     Dismissed. 

Graham,  Archibald. 

29  September,  1855.     Resigned. 
Greene,  Samuel  D. 

21  September,  1855.     Graduated. 

Hackett,  Samuel  H. 

28  September,  1855.     Graduated. 

Hall,  Wilburn  B. 

20  September,  1855.     Graduated. 


Harry,  Fdwin  C. 

20  September,  1855.     Resigned. 
Hodge,  Kosciusko. 

28  September,  1855.     Resigned. 
Kane,  Theodore  F. 

27  September,  1855.     Graduated. 
McKen/Je,  Alexander  S. 

29  Septeml)er,  1855.     Graduated. 
Northrop,  John  B. 

24  SejJtember,  1855.     Resigned. 

Pleasants,  Charles  W. 

24  September,  1855.     Dismissed. 

Read,  Fdmund  G. 

25  September,  1855.     Graduated. 
Remey,  George  C. 

20  September,  1855.     Graduated. 
Saulsbury,  Gove  H. 

26  September,  1855.     Resigned. 
Slainm,  Jell'erson  A. 

2  October,  1855.     Resigned. 
Snyder,  I>avid  H. 

21  September,  1855.     Resigned. 

Stanton,  Clarence  li. 

26  September,  1855.     Dismissed. 

Tayloe,  James  li. 

24  September,  1855.     Graduated. 
Walker,  Fdward  A. 

26  September,  1855.     Graduated. 
Ward,  George  A. 

21  September,  1855.     Resigned. 

W^eisman,  F.  P. 

25  September,  1855.     Resigned. 

Wiltse,  Gilbert  C. 

20  September,  1855.     Graduated. 


1856.— Midshipmen. 


Adams,  Thomas  F.  M. 

25  September,  1856.     Resigned. 

Allen,  John  W. 

27  September,  1856.     Resigned. 
Ames,  Sullivan  D. 

22  September,  1856.     Graduated. 

Barton,  William  H. 

22  September,  1856.     Graduated. 

Bradford,  James  O. 

23  September,  1856.     Kesigned. 

Brown,  Francis  S. 

24  September,  1856.     Graduated. 


Burt,  Liouis  J. 

20  September,  1856.     Resigned. 

Carnes,  William  W. 

30  September,  1856.     1  October,  1857. 
Resigned. 

Casey,  Silas 

25  September,  1856.     Graduated. 

Comstock,  John  H. 

27  September,  1856.     Resigned. 

Cordell,  Ernest  D. 

20  September,  1856.     Resigned. 
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l>av4'ii|»ort.  FraiKMH  O. 

'_••.*  Stpteiiibcr,  IS'iCi.     Gr;i<hiutecl. 

l>ovuiilt,  K<lMiii  K. 

•Ji)  Sii)tcml)(r,  l^'if).  Resigned. 
l>oolittl<N  <lriiiiiM  A. 

20  September,  ls:,V,.  Dismissed. 
Uarulii,  Tlioiii».s  li. 

23  Scj)teinber,  lsr,l].     Graduated. 

OowliiiK,  John  ('. 

2".i  SeptoinljLT,  IS,")!;.     Resigned. 

Foot,   lloiiry  1>. 

oO  Sc'piLiuber,  \>i'}().  Dismissed. 
FoHtcr,  Ti.viiiHii  IS. 

2i  Si|)ti  iiiber,  ls.~)G.  Resigned. 
Caillef,  SiiiK'oii  1*. 

•Jtt  SiptLinlMT,  l.s."»(».  Graduated. 
Ciire^fory,  Itoiijiiiiiiii. 

'2:{  Septoiulicr,  ls."iC,.  Resigned. 
<jir('iii<''r,  Tli<'o«lorc  S. 

27  Septcinlur,  ls.",ii.  Resigned. 
<ariMMol<l,  <BOor;;e  K. 

20  Sij)tenil»er,  ls.-)(;.     ]{esigned. 

llarriM,  George  P. 

22  Sti)tcnibcr,  !>>.")(■).  Resigned. 
llarriHOii,  Tli4»iiiaM  I^. 

21)  Septenil)er,  ISjd.     Graduated. 
Ilayfiarcl,  I>avi<l  S. 

2'.»  Soi)ttinbtr,  ISoC.  Resigned. 
Ileriiian.  Henry  ]fl. 

21)  Sii)trnil)tr,  IN.K!.  Resigned. 
lleNHe,  John. 

2:5  September,  ls,~)(;.  Resigned. 
Iloge,  FraneiM  I^. 

20  September,  ISoC.  Graduated. 
Ilooe,  Koy  ^lasjion. 

27  Sei)teinber,  18o0.  Resigned. 
Iloole.  Jaine!4  Ti. 

22  SoptembLT,  1>55(>.  Graduated. 
lIoMar<l,  Ciieorge  T. 

22  Septemljer,  ix.")0.  Resigned. 
Ilnnt,  C/harlen  S. 

27  September,  ISoG.  Resigned. 
Hunt,  Jolin  J. 

:{0  September,  l^TjO.  Resigned. 
Jaeol»M,  IVillinin  C 

2'.i  September,  IS.'iO.  Resigned. 
Kean,  C'hnrles. 

20  Septeml>er,  1M.",(;.  liesigned. 
Kiiic;,  C'liar1<Mii  K. 

25  Sipiumbir,  'i'^'i*).  Itesigned. 
Kinney,  FraneiM  S. 

22  Sipteiiibi  r,  l^"»i).  Resigned. 
Kiiipe,  Samuel  \Y. 

22  ScpfLiiibtr,  lS.-)i(.     Resigned. 


Ijaiiil»ei-I,  Hriire. 

20  Scpii-mber,  i^'>>'>.     Resigned. 
I^ewiM,  Harold. 

2'>  Siptcmbi  r,  l.H->'».  Dismi.'ssed. 
.Maiiaii,  .ilf'red   T. 

;iO  September,  ly.'iil.  Graduated. 
Mani<'y,  Henry  l>. 

2")  September,  lN"><i.  Graduated. 
.Marvin,  JoMepii  l>. 

2'i  Septeml)er,  l"-.">'>.  Gruiiuatcd. 
MeCarty,  Ste|»li<>ii  \. 

25  September,  1  >.")*'..     (iraduiitcd. 

MeKinley.  John  S. 

2(5  Septeml>er,  is'if,.      Resigned. 
Me:Vair,  .intoine  11. 

22  Septeml»er,  lN.")fi.  (traduated. 
Mea<ie,  ltoi»ert  fi. 

;?0  Septeiiiljer,  l>^r,(i.     Jiesigned. 
O^Kane,  JaniCM. 

•M  Septeml)er,  ISoO.  Graduated. 
Padtloek,  Samuel    IS. 

2ti  Sei)tember,  l^-VJ.  (iraduated. 
Philip,  John  W. 

20  Septemlirr,  1n")(;.     Graduated. 

Porter,  Kobert   II. 

2;j  September,  l^-'i';.     Resigned. 
KayuHford,  £dniiiii«l  J.  \%'. 

27  September,  l>")il.  KesiLjned. 
Head,  Charles  William. 

20  September,  \^'>i>.  Graduated. 
Kear<lon,  Simon  II. 

20  Septeml)er,  lN."i(;.     Resigned. 

KobeHon,  Henry  It. 

2.")  September,  \^'i>'>.  Graduated. 
Sanderson.  Philip  S, 

21)  Septemlicr,  l"^")'..  Dismissed. 
Selienek.  IVoodhuIl  S. 

24  September,  1n.-)(J.     Resigned. 

Sehley,  Winfleld  S. 

20  Septemlur,  IS.jO.  Graduated. 
Shnte.  FraneiM  .1. 

24  Septeml'er.  l*^"));.  Resigned. 
Smith.  William  ^\. 

25  Septemiier,  IN.'jCi.     Dismissed. 

Spent'er.  Julien  M. 

22  Septeml-er,  is.'jli.     Resigned. 

Stevenson,  John  M. 

22  September,  \b'ti'>.  Resigned. 
Stuyvesaiit.  MoseM  S. 

21)  Septeml>er,  l"^")!!.     (traduated. 

SHanii.  Thomas  L. 

s  I)((iMiiber,  l-.">i'>.  Graduated. 
Sydnor.  Kirhard  1>.  II. 

2'»  September.  1  >•"><;.      liesigned. 
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Talbotf,  Richard  P.  S. 

2'J  Sei)tember,  1S5(I.     liesigned. 
Wall,  IVilliaiii  H. 

~7  Scptomber,  185G.     Resigned. 
Wat»iioii,  John  V. 

29  September,  ISoO.     Graduated. 

Webster,  Isaac  P. 

30  September,  1856.     Resigned. 


Weicliiiaii,  John, 

2.J  September,  1856.     Resigned. 
Wharton,  Arthur  I>. 

23  September,  1856.     Graduated. 
Whitehead,  William. 

23  September,  1856.     Graduated. 
Whitman,  Charles  !§». 

26  September,  1856.     Resigned. 


1857.— Midshipmen. 


Armstrong,  Richard  F. 

21  Se2)tember,  1857.     Resigned. 
Rache,  George  M. 

19  November,  1857.     Graduated. 
Rackus,  ISylvanns. 

28  September,  1857.     Graduated. 
Roggs,  Robert. 

30  September,  1857.     Resigned. 

Rowen,  Thomas  C 

25  September,  1857,     Graduatc^d. 
Churchill,  John  F. 

24  September,  1857.     Resigned. 

Clark,  Andrew  J. 

23  September,  1857.     Resigned. 

Concklin,  George  Henry. 

28  September,  1857.     Resigned. 

Connally,  John  li.. 

28  September,  1857.     Resigned. 
Cooney,  Charles  D. 

23  Sej^tember,  1857.     Resigned. 
Cromwell,  Rartlett  J. 

21  September,  1857.     Graduated. 
Cushing,  William  R. 

25  September,  1857.     Resigned. 
Rexter,  Adolphus. 

24  September,  1857.     Graduated. 
l>uer,  Rufus  K. 

23  September,  1857.     Graduated. 
Farrington,  Thomas  P. 

26  Sept.  1857.    Aj^ijointment  revoked. 

Fisk,  James  F. 

28  September,  1857.     Resigned. 
Foster,  Charles  G. 

31  September,  1857.     Resigned. 
Frierson,  Thomas  II. 

26  September,  1857.     Resigned. 
Fuller,  James  F. 

23  September,  1857.     Resigned. 
Graham,  James  R. 

35  September,  1857.     Graduated. 

Grimes,  Howard. 

23  September,  1857.     Resigned. 


Hayward,  George  W. 

26  September,  1857.     Graduated. 
Haverstick,  John  W. 

36  Se2)tember,  1857.  Resigned. 
Hampstead,  L<yman  P. 

33  September,  1857.  Resigned. 
Hicks,  William  A. 

23  September,  1857.  Resigned. 
Higginson,  Francis  J. 

31  September,  1857.     Graduated. 
Hobbs,  Odillon  B. 

36  Sept.,  1857.     Died  1  Oct.,  1860. 
Holden,  John  F. 

31  September,  1857.  Resigned. 
Hooper,  Thomas  W. 

21  September,  1857.  Resigned. 
Howard,  Ochran  H. 

21  Se])tember,  1857.  Resigned. 
Mudgins,  Albert  G. 

24  September,  1857.  Resigned. 
Ingraham,  John  H. 

23  October,  1857.     Resigned. 
Jackson,  Crawford  M. 

29  September,  1857.  Resigned. 
Meeney,  Charles  T. 

28  September,  1857.  Resigned. 
Kemptr,  Iionis. 

25  September,  1857,     Graduated. 

liCe,  William  P. 

21  September,  1857.  Resigned. 
liConard,  Joseph  A. 

18  November,  1857.  Resigned. 
tester,  George. 

S3  SejDtember,  1857.  Resigned. 
liOdge,  Rouglass. 

36  September,  1857.  Resigned. 
liord,  George  P. 

24  September,  1857.  Resigned. 
Malin,  Ensery. 

24  September,  1857,  Resigned. 
Marsh,  William. 

25  September,  1857.    Resigned. 
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''ffartin,  Williaiii. 

25)  ScptcinlxT,  1S."(7.     Resi^^neil. 
MoFarlaiKl.  Jolin. 

•21  Scptiiulicr,  is."i7.     (traduutcd. 

1I<'<i<l<MIMO.V,    .l4»llll    F. 

'JS  Scptciiilicr,  IsriT.  (Jnulimted. 
M<'lia.v,  C'liarU'H  K. 

'Jli  Stptcmlxr,  iNoT.  (fnuluated. 
Mcliiiiloy,  IC4»l»ort    L. 

','1  Siptiiiilirr,  lx")7.     Ucsij^ned. 

MoVoiKli.  Iliraiii. 

2.1  Sc|itrmluT,  ly.")?.     llesigned. 
Moa<io.  IfiolM'rf  T. 

',".1  SrptiiMltcr.  is.")7.     Kcsi^^ncd. 

Morriiiiaii.  Fil^ar  ('. 

'.' 1  St|itcml)ir,  ls,-)7,      liesif;;iie(l. 

.^ooro,  TlioniaM  I^. 

;50  Septemlii-r,  1S.")7.     Rcsij^ncd. 
Horey,  KoMwell  F. 

2()  Sept.,  is.")7.    Appointment  revoked. 

.Malleii,  Horace  K, 

2")  Septenil>er,  1857.  (riadnated. 
Hnii('<s  TlioiiiaN  <|. 

'22  September,  1s,"i7.      l{esigned. 

.Hun roe,  Frank. 

25  SeptemlHT,  ls."i7.     Resigned. 

\urre.  John. 

2H  Scpteml)er,  l.s.")7.     Resigned. 
Os:(l('ii,  Horean  Ii. 

2'.t  Septeml»er,  l^'u.     Dismissed. 

Orth,  Christopher  II.,  Jr. 

2t>  September,  l^'tl'.     Resigned. 
IVrry,  Benjamin  F. 

r>  October.  is.-,7.     Died  !{  .July,  1800. 
I*h<rni\,  Iiloy«l. 

24  Septeinlicr,  is.~)7.  Gnulimted. 
Pieliine.  Henry  F. 

25  Septeml)er,  18r)7.  Graduated. 
Plait.  Frank  A. 

2()  S(>|)teiiiber,  1H.~)7.     Resigned. 

PolheninM.  diaries. 

21  Septeml)er,  is.')7.     Resigned. 
Rol»ertson.  James  P. 

'^H  Sejiteinber,  ls.'i7.  Graduated. 
Rortsrers,  Frederic. 

,.)  >.  |)r(Mnl)er,  1S.")7.  Graduated. 
Ilonland.  John  H. 

21  September,  1857.     Graduated. 


Resigned. 

Graduated. 

Graduated. 


Kyaii.  <i;4'4»rK<'  !*• 

I  :iit  >rpf.inlMT.  l-".7      Graduated. 

NHm|>s4»ii.  M  iliiaiii  T. 
'  21  Septeiiil'i  r,  I  ^57.     Graduated. 

I  Nl«»e|M'r,  <»e<»rKe  A. 

j  2li  SeptelilbiT,   l'^')7.       Resigned. 

Nuiitii.  Francis. 

25  S«'pteMil»er.  IN.*,7.  Resigned. 
Smith,  ^'a|>4»l4>4in  J. 

25  September,  1>*57.  Resigned. 
Sniyser,  <'iiarl<'s  J, 

22  September,  1n.')7. 
Siieli,  Alfred  T. 

2ti  September.  1^57. 

Steece,  Teciiiiis4>li. 

2t)  Septi'iiiber,  1  ^'n. 
Steuart,  William  F. 

2:J  September.  ls57.     Graduated. 
St4»ne,  Kardine  <4.,  Jr. 

2'.»  Sejjtember,  l'^57.  Resigned. 
Stnr4livant.  Tli4M»<l4>r(*. 

21  Sept  eu)  iter,  1n57.  Resigned. 
>Stiir|j:e4>ii.  Kii^(Mi4^  It. 

2:!  September,  1857.  Resigned. 
Swilt,  Samuel. 

2<;  Sept.,  1s.-j7.     Died  28  Nov.,  1860. 
Talbot,  I>aniel.  Jr. 

2ii  September,  1S57.  Resigned. 
Tall  man.  Henry  C. 

24  September,  ls57.     Graduated. 
Thomas,  iN'athaniel  W. 

24  Septemljer,  is.") 7.     (Graduated. 
Tyson.  Herbert  II. 

22  Oetolier,  ls.-,7.     Graduated. 
Van  ('4»iiisto4*k.  Milliam. 

25  Septemlter,  1N57.  Resigned. 
lValk4>r.  <'li fiord   II. 

2:i  Septeml.i  r.  ;'-57.     Dismi.ssed. 

IVeidman.  J4»liii. 

22  S(|)tember.  '  ^57. 

Wilson.  Jos4>|»li  D. 

22  September,  1>*~}1. 
Withers,  Henry. 

21  Sei)tcmi'er,  ls57. 
Yorke,  Pat  ton  J. 

28  September,  1857. 


Graduated. 
Resigned. 
Dismissed. 
Resigned. 


185H. — .Hi4ishi|»iii4'ii. 


.41il.  James  W. 

21  September,  ls."iS.      Resigned. 

.4pi>let4»ii,  liiiles  F. 

20  September,  1858.     Resigned. 


Ilarniim.  I>avi4i. 

21)  Septemiiir,  l"'"!*^.  Resigned. 

j  Iteiit4»ii.  M4»rtini4>r  M. 

I  2S  Septi-lii''  ■      1^  ■-  !;.--".e<l. 
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Blako.  Elliott  €.  V.' 

28  Sept.,  1858.    Promoted  1  Aug.,  18f)2. 
Blako.  Henry  J. 

2!)  Sept.,  is.jy.  Promoted  34  Feb.,  1863. 

ISradlo.y.  John  B. 

21  September,  1858.     Killed  in  Action 
21  April,  1862. 

Browor,  Edwin  T. 

28  Sept.,  185S.   Promoted  1  Aug.,  1862. 

Carrot  hers.  John  K. 

23  Sept.,  1858.     Died  23  Dec,  1861. 
Conistoek.  John  H. 

11  January,  1858.     Resigned. 
Cotton.  Charles  8. 

23  Sept.,  1858.  Promoted  1 1  Nov.,  1862. 

Crall,  George  A. 

20  September,  1858.     Dismissed. 
Crandall,  Frederick  H. 

24  Sept.,  1858.    Apjjointment  revoked. 
I>anie1s,  Charles  H. 

23  September,  1858.     Resigned. 
Day,  Benjamin  F. 

'20  Sept.,"lS58.    Promoted  1  Aug.,  1862. 
Dongherty.  Harrey  H. 

20  September,  1858.     Resigned. 

Foreman,  Ivey. 

25  September,  1858.     Resigned. 
Forrest,  Morean. 

22  Seik.,  1858.    Promoted  1  Aug.,  1863. 
Fonte.  Bobert  C. 

20  September,  1858.     Resigned. 
Orafton.  Henry  T. 

23  September,  1858      Resigned. 
Harrison,  William  H. 

28  September,  1858.     Resigned. 
Hivling,  William  H. 

20  September,  1858.     Resigned. 

Holt.  Henry  C. 

21  September,  1858.     Resigned. 
Howard,  George  A. 

20  September,  1858.     Resigned. 
Humphrey  Charles  H. 

23  September,  1858.     Resigned. 
Huntington,  Charles  IL. 

29  Sept.,  1858.    Promoted  1  Aug.,  1863. 
Huntington,  Robert  P. 

24  Sept.,  1858.     Promoted  0  Oct.,  1863. 
Huston,  Charles  St.  C. 

22  September,  1858.     Resigned. 
Kellog,  Edward  N. 

24  Sept.,  1858.    Promoted  8  Sept.,  1863. 
lianison,  Roswell  H. 

20  Sept.,  1 858.    Promoted  1  Aug.,  1862. 


liittlepage,  H.  Beverly. 

23  September,  1858.     Res'igued, 
Marmaduke,  Henry  H. 

20  Sejitember,  1858.     Resigned, 
Mason,  Alexander  M. 

11  October,  1858.     Resigned. 
McDermott,  Edward  J. 

23  September,  1858.     Iksigned. 
McWilliams,  Morliiuor. 

23  September,  1858.     Resigned. 
Merri wether,  Jan&es  A. 

29  September,  1858.     Resigned. 
Mitchell,  Archibald  X. 

20  Sept.,  1858.    Promoted  1  Aug.,  1802. 
Moodey,  Havid. 

22  September,  1858.     Resigned. 
lloon,  William  S. 

31  Septenrber.  1858.     Resigned. 
Nichols,  Smith  W. 

37  Sept.,  1858.    Promoted  1  Aug.,  1802. 
Payne,  Robert. 

30  September,  1858.     Resigned. 
Pinkney,  William. 

33  September,  1s.j8.     Resigned. 
Preston,  Samuel  W. 

4  Oct.,  1858.     Promoted  1  Aug.,  1862. 
Read.  John  J. 

31  Sept.,  1858.  Promoted  35  Nov.,  1862. 
Read,  William  JV. 

37  September,  1858.     Resigned. 
Robinson,  William  O'H. 

33  September,  1858.     Resigned. 
Roby,  Francis  M. 

38  SeiJtember,  1858.     Resigned. 
Ruggles,  Edward  S. 

31  September,  1858.     Resigned. 
Shoemaker,  Charles  F. 

21  September,  1858.     Resigned. 
Smith,  Frederick  R. 

24  Sept.,  1858.   Promoted  1  Aug      862. 
Sturgeon,  Eugene  B. 

20  September,  1858.     Resigned. 
Sumner,  George  W. 

20  Sept.,  J858.   Promoted  1  Aug.,  1862. 
Terry,  Silas  W. 

28  Sept.,  1858.  Promoted  1 6  Sept.,  1802. 

Telfair,  Daniel  A. 

23  September,  1858.     Resigned. 
Trigg,  Daniel. 

30  September,  1858.     Resigned. 
Wemple,  David  D. 

24  Sept.,  1858.  Promoted  25  Nov.,  ISO?. 
Winslow,  W  illiani  H. 

23  September,  1858.     Resl-'V"^ 
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til  tS(.ptenil)cr,  l^oS.     Kcsi^ncil. 


Zlniiiioriiiiiii,  (iiurl(>M  \V. 

•JO Sept.,  lbr,H.  I'njiiKjtccl  lUSept.,  18G2. 


l>«.li>.-Mi4lMlli|MIM'll. 


ibhct,  IVnItor. 

•J  I  )vc.,  ls.')!l.     Promotrd  '2',  Nov.,  18(52. 

i4|]||||M,    lilt    1lll4>    I*. 

-'•'.Oct.,  IS.')!).    rinlMutl'd  If,  Stpt.,  1H(',2. 

Alo\aii4l(>r,  A«laiii  <'..  Jr. 

'j:{  Nov.,  is.'.'.i.  I'r..iii«'lc.l  IC  Sept..  ISCrJ. 
All4l<'l'MOII,   .l4»llll. 

•J-J  S>  ptciulxi-.  I--.".'.!.      K'illcd  ill  Act  inn 
21  April,  isCrJ. 
I<a4*4>l,  ICi4>liar4l  II. 

20  Sipttiiilifr,  is.")!).     IJi'sigiK'd. 

ICair4l,  Tli4»iiiaM  I>. 

22  Stptciiili(  r,  is."»'.(.     Hosigncd. 
I{arll4>l<,  J4>liii  H. 

2s  .\,,v.,  1S.")U.  Promoted  8  Sejit.,  1m(;:5. 
Ilal4li4'll4'r.  OIiv4>r  A. 

2s>,,.N.,  l,s,-,;i.  l'r,inH)ted25Nov.,18G2. 
IS4Mriio,  Aii4lre^v  P. 

28  Septenilicr,  ls."»0.     ]{c8ii;;ned. 
ISlako,  Cliarlt^H  F. 

2tj  Oct..  ls."iil.  Troiuoted  2G.Iuno,  1803. 
Bra4ly,  Airre4l  T. 

2  Diccmljtr,  l.s.'}".*.     Resigned. 
Braiilin{;liaiii,  C'liarlcH   II. 

22  Sti)tiini>cr,  l8.")l<.     ]{osigncd. 

I<ri4*o«  John  J. 

24  Si'ptcmUer,  1S.")0.     I'lesigned. 
Bri4lKiiian,  IVilliaiii  IC. 

2  Dcr.,  1N.")0.  rr,iiiw)tcd  10  Sept.,  1802. 
Itrown,  r»4M>rgc  !♦!. 

2."»  .Nov.,  iN.V.t.  Promoted  10  Sept.,  1802. 
Itriiiik,  Frank  C 

2:>  S<pteinl)i  I ,  Is.'iK.     Resigned. 

Itiirk4'r,  AII»crt  S. 


.".  <  »rt.    1 


Ca4>k.  William  W. 

2(;  <)<tc.l,.r.  \sr,:,.     Ucsigni-d. 

f'4M»k4S    Ii4'lir}'    M. 

2  I  .N'oviinlirr,  \^')'.K      Ui'sii,'ned. 
<'raiK.  IVilliaiii  J. 

~,  l)i((iiilp<r.  !-,;•.     Itrsigned. 
I>an4»ii,  Willlaiu  E:. 

20  Scptiiiilic  r,  \>^'.'.).     Kfsigiicd. 
I>aiia.  Ui!liani  S. 

2.")  Oct.,  !-.'.'.).    Promoted  lo  .June,  IsfM. 

I>a3l4>ii,  <']iarl4>H  M. 

2."»0(tolHr.  !>>.")!).      Kesignnl. 
I>i4*k,  Jain4>M  .1. 

2!»  S<iii.  iiil.(  r.  ls.',!».     Resigned. 
K|M'M,  Fr4M>iHaii. 

2  Dccriiiiar,  I  ■^.'I'.i.     Resigned. 
Floiirii4>,v.  Kol>4>rt. 

2  I  Scptcmlur,  IN-Ml.      liesigncd. 

Flo.v4i.  I{i4'liar4l  S. 

;'.o  Xoveml>ir,  1^.")'.).     Resigneil. 
For4i.  CiJoorso  F. 

;!0  NoVLinluT,  1  >",;•.     Resigned. 
Fortune,  John  V. 

27  Se}>temlKr,  ]^')U.     Resigned. 
Fren4'h,  ]Iay4len   T. 

2  Decemljcr,  Is-'i'.i.     Piomoted. 
Garrett,  Thomas  <;. 

]~>  Xovemhcr,  ls.">!i.     Resigned. 
Cieilney,  Alexander  I>. 

2.'i  NovenilKT,  ls.'»'.i.     Dismissed. 
Gre);ory,  Samii4>l   S. 

21  Scj)t(inl)(r.  \^'i'.K     Resigned. 
Ham  in  eft,  William. 

27  Seplcml.cr,  \^'<'.>.      Resigned. 


svj.    Promoted  2.-5  Nov.,  1802. 'ifa„i4i„,  Konjamin   F. 


C'amm.  Kohert  .1. 

:;o  Novciului,  l^.-)'.t.     Resigned. 
€'arr4»ll,  I>aiii4'l. 

2  iifccmlKr.  is.j'j.     Resigned. 
('aM4>,  JameN  S. 

2S  Srptimlxr.  IS.")!).     Resigned. 
(  h4>Hter.  <olby  M. 


2  Novemlicr,  1  "»">!».     Pronjoted. 
IIaHn4>ll.  <ii4»nv4>rn(Mir  K. 

2.'>  NoviMilMr.  l^'i'.i.  Promoted. 
HaKletiiMs  F4lMar4l  ('. 

22  Scptciiilicr,  l^'i'.K  Promoted. 
Ileatli,  liiieiiiH  F. 

2")  Novemlxr,  ls.",'.i.     Resigned. 


;i  Oct.,  is.V.I.    Promoted  21  Oct.,  I80:j.  |  ni«ti,  Sanin4>l  S. 
<'heu,  Fraii4*is  T.  12  Octol.cr.  l^'.'.i.     Resigned. 

21  ScptcmlMr.  1  s.-,ii.     I!r> i-i.ed.  IIol4«onilM'.  Isaae  <'.  ' 

<'h4'W,  RiehaMl  S.  ,  it  Nov. mo.  i,  i^-.;i.     Hesigno.l. 

2")  No\..  iN.'ili    Promote.  1  1:5  Dec,  1802. 
Claybr4»4»k,  JoM'pli  P. 

27  September,  185'J.     Resigned. 


IIo>»ar4l,   <a4M>rK4*    II. 

1  December,  Ibo'J.     Ki-signctl. 
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Hunt,  Syninics  H. 

23  November,  1859.  Promoted. 
nutter,  William  €. 

2G  October,  1859.     Resigned. 
Jackson,  Williaiu  €. 

28  November,  1859.  Resigned. 
Jolinson,  Henry  T,. 

30  September,  1859.  Promoted. 
Jolmson,  Mortimer  L.. 

2  December,  1859.     Promoted. 

Jones,  Charles  I>. 

23  November,  1850.  Promoted. 
Jones,  John  C 

11  October,  1859.     Resigned. 
Liong,  James  C 

23  November,  1859.  Resigned. 
liOwry,  Philip  W. 

22  September,  1859.  Promoted. 
liUdlow,  Nieoll. 

28  October,  1859.     Promoted. 
Mallory,  George  T. 

15  November,  1859.  Resigned. 
Mason,  William  P. 

23  September,  1859.  Resigned. 
McOlure,  George  M. 

23  September,  1859.  Promoted. 
Mc€ormicli,  Alexander  H. 

21  September,  1859.  Promoted. 
McDaniel,  Henry  C 

30  November,  1859.  Resigned. 
McKenney,  Ulric  F. 

25  November,  1859.  Resigned. 
Miller,  Merrill. 

28  November,  1859.  Promoted. 
Moore,  John  H. 

27  September,  1859.  Resigned. 
Xaile,  Frederick  I. 

27  October,  1859.     Promoted. 
Pearson,  Frederick. 

21  September,  1859.  Promoted. 
Pipkin,  William  M. 

7  December,  1859.     Resigned. 
Poor,  Charles  H.,  Jr. 

26  September,  1859.  Dismissed. 
Porter,  Benjamin  H. 

1  December,  1859.     Promoted. 
Prehle,  Edward  E. 

2  December,  1859.  Promoted. 
Price,  John  R. 

15  November,  1859.     Resigned. 


Reed,  John  H. 

28  September,  1859.     Promoted. 
Robinson,  William  F. 

28  November,  1859.     Resigned. 
Ruinsey,  Henry  B. 

25  October,  18'j9.     Promoted. 
Slanders,  Morton  W. 

20  September,  1859.     Promoted. 
ISands,  James  H. 

25  November,  1859.     Graduated. 
Scales,  Dabney  M. 

7  December,  1859.     Resigned. 
Nhepard,  Edward  M. 

25  November,  1859.     Promoted. 

Sigsbee,  Charles  D. 

27  Septeml)er,  1859.     Promoted. 
Smith,  Richard  M. 

30  November,  1859.     Resigned. 
Stafford,  James  M. 

22  September,  1859.     Resigned. 
Thomas,  Francis  M. 

24  September,  1859.     Resigned. 
Tracy,  Charles  W. 

27  October,  1859.     Promoted. 
Turner,  Thomas  T. 

25  November,  1859.     Resigned. 
Vance,  George  P. 

25  November,  1859.     Dismissed. 
Van  Vleck,  William  4. 

25  November,  1859.     Promoted. 
Walker,  John  T. 

24  September,  1859.     Resigned. 
Wallace,  James. 

1  November,  1859.     Promoted. 
Wheeler,  William  K. 

7  December,  1859.     Promoted. 
Wilkinson,  William  W. 

7  December,  1859.     Resigned. 
Willett,  Silas  S. 

26  Noveml)er,  1859.     Resigned. 
Wood,  George  W. 

23  September,  1859.     Promoted. 
Woodward,  Edwin  T. 

23  Noveml)er,  1859.     Promoted. 

Wyman,  Henry  D. 

21  Se2:)tember,  1859.     Dropped. 

IToung,  William. 

1  December,  1859.     Resigned. 
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1S4IO.      %<liiiu;   >li<lH|ii|>iii4>ii. 


AnioM,  IVilliaiii  li. 

'i:5  SL'ptcml)i'r,  IHCO.     Hi'8ij,'nt(I. 

Ituliluiii,  .la  III  CM  (i. 

'»".•  S<.|>tt'inl>er,  isCiO.  l{fsi;,'iic(l. 
Barclay,  CiiarloH  J. 

21  SLpteniljLT,  l.sCiU.     Gruduutcd. 
Bcrricu,  TlioniaH  M. 

2(5  StpteiiilKT,  lytiU.  Resigned. 
Ridlick.  Jaiii<>M  R. 

•J2  Si'pti'iiiliir,  InCpI).     Dismissed. 

Ku.ilo.  ovinia  111  O. 

•.'•>  ScptLiii'it-r,  l!>('i(t.     Dismissed. 

Braiifiiicliaiii.  <iiarl4'M   li. 

2")  SeplLiiil)i  T,  l>^t'>0.      lU'sij^iii'd. 

BrookM,  TIioiiiaH  K. 

'J(»  Ortolx  T,  l^fiO.     I{fsigne«l. 

Brown,  A  Hon  D. 

•J'.t  ScpttiulHi-,  1800.     Graduated. 

ISrowii,  Orri«i  A. 

■j:}  Soptfinhtr,  lS(i().  Resigned. 
Bryan,  (aOorKO  I>. 

25  Sei)tiMnber,  ISfWi.  Resitrned. 
ItiK'kniastor,  KN<*iiIa|>iiiM. 

20  SiptemlMT,  1«00.  Resigned. 
BiihIi,  CliarloH  G. 

•2~)  Sejitember.  1><(J0.     Resigned. 

Califi;  Joseph  M. 

27  Septeniljer,  isftO.     Resigned. 

CariiKxIy.  Robert  K. 

21)  Septeinbir,  iMiO.  Resigned. 
Carroll,  William   J. 

21  September,  1n<jO.      Resigned. 

Carter,  Barron. 

28  Septeinljt  T,  ISCO.     Resigned. 

Cassoll,  I>ouel»'<   R* 

2^  September,  ISf.O.     (Jraduated. 

Clark,  Charles   K. 

2'.>  Sei>ten>l)er,  18<)U.     Graduated. 
Clark.  David    J. 

27  Septemlier,  1800.  Resigned. 
Clark,  John  D. 

22  September,  ISC.O.     Graduated. 
CU'iiK'iitH,  Coiirtland  V. 

2ii  Septemlier,  1800.     Jtesigned. 

Colli n,  Oeorf^c  W. 

2s  Scplcmber,  l8t)0.     Graiinated. 

CoKlilan,  Joseph  B. 

27  ^epteIllbt  r,  IbtiO.     (Jrailuated. 
<'ook,  FraneiH  .inj^iiMtiiM. 

20  St-pttiiibcr,  ISCid.     <;r;nlii  ited. 

Cooper,  Philip  II. 

28  Septembt  r,  l>^f,u.     Graduateil. 


<'ra«4>ii.  i  liari4-«4  II. 

211  Sept.  iiibir,  l^f.o.  (;raduatcd. 
CrouiiiiiMlii<'l4i.  A.  H. 

2.'»  Sej)teiiib(i,  l*'i'.n.  Oi.idiiiited. 
DaviM,  Caeorge  Thornton. 

20  .September,  I^tiU.  <;raduated. 
I>iek,  JanieM  A. 

2'J  September,  iMi'.O.     Resigned. 

l>iekiiian,  Kment  J. 

2(»  Scpicmlx  r,  ]>>>'>.     Graduated. 

Diier,  Mi  II  la  in  A. 

211  SeptcmlM-r,  l*^ti0.     Resigne<l. 
I>unn,  IVillianiHon. 

21  September,  I'^i.u.  Graduated. 
KhkIIhIi,  GuHfaviiH. 

2'i  Septemlier,  iNCiO.     Resigned. 

EvaiiH,  Rohley  I>. 

20  Septemlier,  I'SfiO.  Graduated. 
Fa|i:an,  I^oiiiH   E. 

28  September,  I8(i0.     Resigned. 
Fuller,  Henry  I>. 

2t  September,  iNtio.     Dropped. 

Gardner,  Joseph  M, 

2t  September,  b'^fiO.     Resigned. 
Garrett,  ThoniaM  G. 

12  October,  18G0.     Resigned. 
GlasM,  Henry. 

21  Sei)tember,  l^^CO.  Graduated. 
Glifiden,  George  ]>.  R. 

2:1  September,  ist'iO.     Resigned. 
Goode,  M  illiain  D. 

(i  .Ni)V(  iiiber,  l^»iO.     Resigncil. 
Goo(Im>  II,  ^fatlhew   P. 

21  September,  IsCiO.     Resigned. 

Gridley,  <  harles  V. 

2<)  September,  l^tio.     Resigned. 

Gnthrie,  Kduard  P. 

28  September,  18ti0.     Resigned. 
Harris,  Ira. 

22  September,  1800.  Graduated. 
Heaili,  R<MiJaniiii. 

22  September,  1n<!0.     Resigned. 
HendriekHon,  IVilliani  W. 

2<i  September,  l8ii().  (Jraduated. 
Hotr,  IVilliam  R. 

21  ()ei<ib(r,  l-^t'pit.     Graduated. 
Hopkins,  John  Adams. 

20  September,  18(;().      Resigned. 

Hill.  Hneh  I.. 

2".  September,  I'^f.O.     Resigned. 

Hnnler,  William   R. 

2l»  September,  I^tio.     Dismia»cd. 
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Irviii,  ISolaiid  C 

2'.)  September,  Ib^GO.     Graduated. 

21  September,  ISGO.     Graduated. 
Laiiglifoii,  George  H. 

22  September,  1860.     Resigned, 
liCary,  Richard  Phillips. 

20  September,  1860.     Graduated. 
lien  ox,  Alljert  H. 

25  September  1860.     Dismissed. 
liiTiiigston,  John  IS. 

25  September,  1860.     Resigned. 
Maclay.  William  W. 

4:  October,  1860.     Graduated. 
Mayo,  Wyndhani  R. 

21  September,  1860.     Resigned. 
McClintoc,  Horatio  Gates. 

21  Se2>tember,  i860.     Resigned. 
McCormick,  Frederick. 

25  Septeml)er,  ISCO.     Graduated. 

McGs'Cgor,  diaries. 

21  September,  IMiO.     Graduated. 

McIIvane,  .lohn  Clay. 

24  September,  1860.     Resigned. 
Meyer,  C^nssins. 

20  September,  1860.     Resigned. 
Morgan,  James  M. 

20  September,  1860.     Resigned. 

Morris;  Francis. 

27  September,  1860.    Graduated. 

M®ii*ris,  Isaac  Tompkins. 

-,.■0  September,  1860.     Graduated. 

Morris,  Thomas  li. 

26  beptember,  1860.     Resigned. 
Moses,  Raphael. 

27  September,  1860.     Resigned. 
Mullen,  I>ennis  W. 

21  September,  1860.     Graduated. 

W^ewlin,  Allre<l  S. 

25  September,  1860.     Resigned. 

Wiles,  Marston. 

25  September,  1860.     Graduated. 
Osterloh,  William  Cooper. 

20  September,  1860.     Resigned. 
Pearson,  Janses  M. 

21  September,  I860.     Resigned. 
Pegram,  John  Combe. 

31  September,  1860.    Graduated. 


Pendleton,  Charles  A. 

27  September,  1860.     Graduated. 
Peters,  James  Arthur. 

20  September,  1860.     Resigned. 

Peyton,  Joseph  B. 

23  September,  1860.     Resigned. 
Phelps,  Jefferson. 

28  September,  1 8(50.     Resigned. 
Ragsdale,  Jan»es  K.  P. 

21  September,  1860.     Graduated. 
Reher,  John  M. 

21  September,  1860.     Resigned. 
iSchnltx,  Charles  F. 

23  September,  1860.     Resigned. 
Sevier,  Charles  F. 

27  September,  ]860.     Resigned. 

Sparks,  Gale  IW 

2i  September,  1860.     Resigned. 
Sterlii^g;,  Yates. 

27  September,  1860.     Graduated. 
Taylor,  Henry  Clay. 

'20  September,  1850.     Graduated. 
Taughn,  Henry  I^. 

24  September,  1860.     Resigned. 
Wadleigh,  George  H. 

27  September,  1860.     Graduated. 
Washington,  I.e  Roy  H. 

26  September,  1860.     Resigned. 

Webb,  William  H. 

24  September,  1860.     Resigned. 
Whiting,  William  H. 

21  September,  1860.     Graduated. 

Wildes,  Frank. 

21  September,  1860.     Graduated. 
Williams,  Henry  S.  H. 

27  September,  1860.     Resigned, 

Williams,  Thomas. 

26  September,  1860.     Dropped. 
Wise,  William  C. 

29  September,  i860.     Graduated. 
Wright,  Arthur  H. 

28  Septemljer,  1860.     Graduated. 
Wright,  Augustus  O. 

29  September,  1860.     Resigned. 
Yancey,  William  E. 

23  September,  18(K).    Resigned. 


1S61 Acting  Midshipmen. 


Adams,  Stephen   I>. 

20  September,  IM.I.     Dropped. 


Albright,  I^ewis  M. 

15  October,  1861.     Resiffned. 
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Alevaiitlor,  Kohcit   \\  . 

•J    D.-CflllluT,    l^C.l.        l{l-si-,MlCcl. 

Aii«l('rH4»ii.  TlioiutiM  C. 

•js  Ni.vcml)er,  ISdl.     Dismissed. 
Ariiioiifroiil,  <ii(>orK4*  W. 

•-'■(  N)  vein  Iter,  IsCil.     (tradmited. 
Ariiol<l.  i'liurlcM  F. 

'  I  (»(  tnl.ci-,  isc.l.     Graduated. 

IC:iii*<l.  Saiiiiicl  I*. 

■27  Si'ittcml>i  T,  l-sci.     (Iradnatcd. 

ItaUcr.  AllHMl    ■.. 

■jsxpt.,  isi;i.     Died  ;!  March,  18G4. 

ISalit'i*.  JaiiK'H  It. 

■J  l)iccml>(.r,  l^r,  1.     Resigned. 

llali<M-,  Saiiiiiol  II. 

■J  t  Siptfiiilii  T,  ISC)!.     Graduated. 

Itai'JxM*.  FraciH  M. 

-'7  DicciiiIkt,  18t;i.     (iradnatcd. 

|{a.> ,  JoNopli  li. 

•JT  September.  KJOl.     Uesigned. 

Itaylics.  AlfVod  M  . 

l."»  Octoher,  isc.l.     Drojjped. 

i{<'<>uior.  JiiliiiM  X. 

•JT  Seiiteiiil)er.  ISGl.     Dismissed. 
ISoII.  David  N. 

■j;{  Septeiiilier,  18G1.     Graduated. 
Itt'lroMO.  liOUiH. 

•JO  September,  ISC)!.     Graduated. 
Itic'kiioll.  Caoorgc  A. 

,'  Decemlier,  isci.     (Graduated. 
Kidlac'k,  JaiiiOM  II. 

\' I  Septeinl)er,  InCm.     Dismissed. 
lti;;<'So\v,  Ilorafio  R. 

•j:{  Septemlier,  lyCd.     Resigned. 
Itlac'k,  Charles  II. 

Jl  Septemljer,  isfil.     Graduated. 

ISIakc,  CiiiirloM  G. 

:!0  November,  ISGl.     Dropped. 
illako,  Franc'iH  <>. 

■JT  Septemljer,  l^Cl.     Resigned. 

ll<»l<MiiiiM,  Frederic  II. 

•,'7  Scptenil)er,  ISC,].     Dropped. 

Hook.  Ciieor;;e  M. 

•j:;  Noveiniier,  1801.     Graduated. 
llra<ifor4l.  Royal  R. 

,'S  November,  isci.     Graduated. 
ilri'ed,  K<lnard  I>. 

■Jl  September,   ist'd.      Hesigiied. 
iir4'<'«i,  C'yrns  W. 

Ji»  November,  I^ci.     Graduated. 
ICroMiiMon.  ^Viliard  II. 

'J'.t  Ni.vemlier,  I^f,!.     (;i:i.luated. 
lliK'kiiiKliaiii.  SaiiiiK'i  i'. 

~1  Septemlier,  l>tll.      Uesigned. 


Rul'or4l,  >lar<>ii.s  It. 

11  October,  l^i'.l.     Graduated. 
(  alduelL  Ail>ert  ii. 

'j:{  September,  \^c,\.  Graduated. 
('aiii|il><>ll.  I'raiM'iM  I>. 

•J7  September,  I'^iil.  Di^misHed. 
<'aiilr4>li.  Franklin  S. 

■J">  Septi-mber,  l^ill.      Resigned. 

<'ariii«»«l3.  R4»lH'rt   F. 

■Js  Ni,.  ember.  I'-i'.l.  Graduated. 
<'ar|»eiil4'r.  Miliiaiii    Ii, 

•Jl)  S.plember.  I'-iiJ.      Resigned. 
Carter.  Aliiel  II. 

'j:>  September.  lsi;i.  Graduated. 
<iia<lMey.  .iriiiiir  F. 

•J  October.  l>t;i.      Resigned. 
<'lia<lMiek.  Freiicii  F. 

■J^S  Septemlier,  l^iii.     (Iradnatcd. 

C'lieiM'r.v.  Iie4»iiar<l  F. 

\-l  December,  iMil.  <  i r.idmitcd. 
<'lark,  liewiH. 

•J  J  September.  ISCl.      Oraduated. 

CoiiiiiiaK<'r.  Franklin  T, 

'J  1  SeptemlMr.  l^l  1.  Dismissed. 
Conner,  .loliii  <'lay. 

•JO  Scjitember,  iNiil.  Dismissed. 
Converne,  €««*or>;e  A. 

'J!»  Novemlur.  isi.l.  Graduated. 
Crabh.  JniiinM  l>. 

•J."j  Novemljcr,  INfil.     Resigned. 

Crai^.  Joseph  F. 

j;»  November.  ISCl.     (iradnatcd. 

l>ana,  CiieorKe  S. 

28  Sejitember.  IvC,].      Resigned. 

DjivieM.  I>aniel  W. 

'JS  Sei)teml>er.  IsC.l.     Resigned. 
Davis,  Charles  II. 

21)  November,  18(!1.  (iraduated. 
l>ay,  Murray  S. 

2-i  Septemlier,  18(51.  Graduated. 
I>c  Camp.  Fd)car   .%. 

'Jti  November,  1N<>!.     Ucsignc<!. 

I>e  I.ionK*  C-eorge  \%'. 

1  October,  isc.l.     (ir.iduated. 

I>iekiiis.  Franeis  IV. 

•JO  September,  ls<;i.     Cradnafed. 

I>olirniaii,  Arnold  II. 

'j:;  September.    lSi;i.        R,  .;   ';i.  .!. 

Doiiiver,  M  iiiiani  A. 

•J  December,  Isf.l.      Resiirncfl. 

l>oiiKhfy,  .loll II   <'. 

'JS  September,  ISCl.     Resi<,'ned. 

I>iin<'an.  .l4»hii  MeK. 

21  September,  IbOl.      hr.ppe.l. 
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Dunn,  Henry  T. 

25  September,  1861.     Resigned. 
Dunn,  William  H. 

5  October,  1861.     Resigned. 
I>yer,  Charles  G. 

20  September,  18G1.     Resigned. 
l^des,  JSenjaniin  £i. 

23  September,  1S61.   .Graduated. 
£d^ar,  JOaniel. 

20  September,  18G1.     Resigned. 
Elliott,  IVilliani  II. 

27  September,  1861.     Graduated. 
!Elniei',  Horace. 

27  September,  1861.     Graduated. 
Fitzgerald,  Charles  H. 

29  November,  1861.     Resigned. 
Fisher,  John  F. 

28  September,  1861.     Dropped. 
Flagg,  George  IV. 

21  September,  1861.     Graduated. 
Fletcher,  Arthur  H. 

29  November,  1861.     Graduated. 
Folger,  William  M. 

21  September,  1861.     Graduated. 
Foote,  Francis  I>. 

27  September,  1861.     Dropped. 
Ford,  liCighton  ME. 

27  September,  1861.     Graduated. 
Freeman,  Frederick  H. 

20  September,  1861.     Dismissed. 
Garrison,  Oliver  F. 

24  September,  1861.     Resigned. 
Golden,  Henry  W. 

25  September,  1861.     Resigned. 
Goodhue,  James  lH. 

28  November,  1861.     Dropped. 
Goodrich,  Caspar  F. 

10  December,  1861.     Graduated. 
Gove,  Francis  M. 

27  Sejjtember,  1861.     Graduated, 
Graham,  Wallace. 

6  December,  1861.     Graduated. 
Griswold,  Charles  I>. 

20  November,  1861.     Graduated. 
Groves,  William  D. 

5  October,  1861.     Resigned. 
G winner,  Henry  W. 

2  October,  1861.     Graduated. 
Hale-  James  Potter. 

29  November,  1861.     Dropped. 
Harrington,  Purnell  F. 

20  September,  1861.     Graduated. 
Haskins,  Peter  T. 

27  September,  1861.     Resigned. 


Hazlett,  Isaac. 

27  September,  1861.     Graduated. 
Hess,  William  A. 

27  September,  1S61.     Resigned. 
Heyei'man,  Oscar  F. 

30  November,  1861.     Graduated. 
Hicks,  Amariah  H. 

20  September,  1801.     Resigned. 
Hone,  Calhraith   P. 

28  September,  1861.     Resigned. 
HookcB'.  Richard  C. 

25  September,  1861.     Graduated. 
Hopkins,  John  A. 

4  December,  1861.     Dismissed. 
Hubbard,  Nocrates. 

24  December,  1861.     Graduated. 
Hull,  James  C. 

27   September,    1861.      Dropped. 
July,  1863.     Graduated. 
Hunter,  Godfrey. 

25  September,  1861.     Graduated. 
Hyam,  George  F. 

20  September,  1861.     Resigned. 
Ide,  George  E. 

27  September,  1861.     Graduated. 
Impey,  Robert. 

21  Sejjtember,  1861.     Graduated. 
James,  Richard  F. 

21  September,  1861.     Dismissed. 

Jameson,  W  illiam  C. 

27  September,  1861.     Resigned. 

Jewell,  Theodore  F. 

29  November,  1861.     Graduated. 
Johns,  Walter  l§. 

2  November,  1861.     Resigned. 
Keith,  Fordyce  M. 

21  September,  1861.     Dropped. 

Kelso,  Joseph  K. 

24  September,  1861.     Dropped. 
Kennedy,  Charles. 

25  September,  1861.     Graduated. 
Kennett,  John  C. 

2  October,  1861.     Graduated. 
Kingsley,  liouis  A. 

28  September,  1861.     Graduated. 

liain,  Henry  C. 

21  September,  1861.     Resigned. 
liamberton,  Benjamin  P. 

21  September,  1861.     Graduated. 

I<athy,  William  E. 

21  September,  1861.     Dropped. 
Liongnecker,  Edwin. 

24  September,  1861.     Graduated- 
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liOWi'v*  Morr«»«'  M. 

2()  Novc'ml)tr,  ist'.l.      UcsigiuMl. 

]flaiiit(\v,  Iloiiry  X. 

•J!  S('|)t(iiil>ir.  IMtl.     (fraduiited 

MarMii.  Fiioh  T. 

.Ht'C'allai,  Kowiiiaii  II. 

:!0  NnvomlM  r,  l^HI.     Gnuluatctl. 

McKotN  Ilimh  \V. 

'2')  Scpttiiiln  r,  l^'ll.     (Jriidnated. 
Mc^Iiohaol,  Milliam  It. 

■J7  Si|)tfijihfr,  INIII.     DiDppcd. 

Mead.  William  W. 

•W  DiiLinlicr,  isc.l.     Graduated. 

ItleiixicM,  <>iiM(aviiH  V. 

•,M  Sfpteuiln  r,  l^i. l.     Dropped. 
.Mit<'ii4'll.  JaniOH  fj. 

•JO  ScptcnilxT,  ISlil.     Resigned. 

nott^  William  II. 

•J")  Scptcinl'L-r,  '[x^W.     Resigned. 

."Vliirray.  William   It. 

•2  Doci'inliir.  IMil.     Dropped. 

Xelli»t.  Kdward  P. 

'JS  XovciiilHr.  IsCil.     Resigned. 
:Wcwell,  Joliii  S. 

2S  Scpt.'inlier.  l>*r)l.     Graduated. 
NiolioN.  Ilonry  C 

1  Octoltor.  isCif.     Graduated. 
Xoell,  Jacob  E. 

;J  December,  18G1.     Graduated. 
Parker,  FraneiH  H. 

'JO  September,  IStJl.     Graduated. 
Peek,  RaiiKome  R. 

21  November,  ISCii.     Graduated. 

PenlialloH'.  TlioniaH  W. 

'JS  Septeml)er.  IS'il.     Resigned. 
Perry,  TliomaH. 

jr,  Si  i)teml)er,  IsHl.     Graduated. 
Pismaii.  Oeor^ce  \%'. 

28  September,  l«<;i.     Graduated. 
Porfer.  Carlile  P. 

27  St'ptemt)er,  isrji.     Resigned. 

Potter.  CliarleN  H. 

:51  December,  18<n.     Resigned, 
Powell,  Joseph  I>. 

21  September,  IsCd.     Resigned. 
Proetor,  Henry  O. 

JS  Sipt(ii>b<  r.  I'sci.     Resigned. 

Kaehel.  Herman  C. 

j:!  S.ptember.  isci.     Graduated. 
Ratlii»oiie,  C'larenee. 

JS  September,  isci.     (Jraduatcd. 
Reiter.  iieorge  C. 

2U  Scpteml)cr,  18G1.     Graduated. 


Reynolds,  <  harh'M  \V . 

20  Sij.teml)!  T.  1^1.1.       KcHlglJcd. 

Reynolds,  Roitert   It. 

m  Deeenibir.  1  ■"'>  I .      Iicsi'.^iied. 
Rieliards,  Itenjamin  N. 

22  Oetober.  isf.l.      (iiiiduated. 

Rieliardsoii,  (aeor^e  J. 

2S  November,  1n<;1.      Resigned. 

Robinson,  William. 

7  Di-eembei,  l^f.  1.     Resigned. 

Ro<iman,  K«iward. 

27  Septenilter,  Isill.      I{e»igned. 
Roth,  KtiwartI  ^'. 

1!)  October,  l^<;i.     Resigned. 
Rowe,  K<iuar<l  V. 

2S  September.  ISC].     Graduated. 
Russint;,  Peter  V. 

21  Septeml)er.  isf.l.     Resigned. 
Schmitx,  Charles  F. 

1!)  October.  iNf.i.     Graduated. 
Sehonler,  John. 

21  Septernl-er.  isfil.     Graduated. 
Seliroe<ler,  William  J. 

2t)  Novemlxi.  Istil.     Dropped. 
Shaw,  I>iekson  C. 

20  September,  iscd.     Resigned. 
Sliei>|>ard,  Franeis  II. 

It;  Oct.iber,  l^r.l.     (Jmduated. 
Sherburne,  John  II. 

24  September,  isHI.     Resigned. 
Smith,  William  II. 

21  Septemiter,  18G1.     Resigned. 
Snow,  Albert  S. 

;{()  November,  18r,l.     Graduated. 
Stcdman,  Fdward   .M. 

27  September,  I'^til.     (Jraduated. 
Stoekton,  Charles  II. 

11  November,  istii.     Graduated. 
Stoekwell,  IVorrls  P. 

21  September,  istii.     Resigned. 
Struse,  Henry  F. 

27  November,  isc.i.     Resigned. 
Sturtevant,  Frederick. 

2!»  Novemlier,  isf.i.     Gradtiated. 
Sullivan.  Georgt*  N.  R. 

27  September,  isi'd.     Resigned. 

Taleott,  CJeorjce. 

j:'.  November,  18t>l.     Graduated. 

Tasker<  John  F. 

21  September,  1^(51.     Resigned. 

Taylor,  F<lward  !H. 

2n  Sept«inb<  r.  I'-'d.     Resigned. 
Thomas.  Charles  yt. 

28  Nxvember.  isci.     Graduated. 
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Tlioiiias,  Eugene  B. 

20  September,  1861.  Gradua^ted. 
Tocltl,  Cliapinan  C 

y  October,  1861.     Graduated. 
Toiiikins,  James  S. 

27  November,  1861.     Resigned. 
Towle,  Edwin  S. 

24  September,  1861.  Dismissed. 
Train,  Charles  J. 

28  November,  1861.  Graduated. 
Truax,  Anthony  R. 

26  October,  1861.     Died  18  Feb.,  1865. 
Tnrley,  Augustus  R. 

29  November,  1861.     Resigned. 
TurnhuII,  Frank. 

20  September,  1861.  Graduated. 
Tail,  Abraham  H. 

28  September,  1861.  Graduated. 
Vaughn,  John  A. 

24  September,  1861.  Graduated. 
Washabaugh,  Perry   McL.. 

27  Septemi)er,  1861.     Dropped. 
Waterman,  Rufus. 

25  September,  1861.  Graduated. 
Weaver,  James  15. 

30  November,  1861.     Graduated. 


Whitall,  Samuel  R. 

24  September,  1861.     Resigned. 
White,  Edwin. 

29  "November,  1861.     Graduated. 
White,  Henry  C. 

16  October,  1861.     Graduated. 
White,  Oscar. 

21  September,  1861.     Graduated. 
Whitwell,  James  E. 

23  SejJtemljcr,  lS(il.     Dismissed. 
Wilde,  George  F.  F. 

80  Noveuiber,  1861.     Graduated. 
Wilson,  Josiah  M. 

21  Septeinl)er,  1861.     Graduated. 
Wilsoji,  Samuel  L,. 

20  Sei:)tember,  1861.     Graduated. 
Wilson,  Thomas  P. 

20  Sejitember,  1861.     Graduated. 
Wood  row,  I>avid  C 

21  Se])teinber,  1S61.     Graduated. 
Wygum,  James  P. 

20  September,  1861.     Dropped. 
Yates,  Isaac  I. 

21  September.  1861.     Graduated. 
Yerkes,  James  P. 

28  November,  1861.     Resigned. 


186S. — Acting  Midshipmen. 


Ackley,  Seth  M. 

6  October,  1862.    Graduated. 
Adams,  Clifton  T. 

24  September,  1862.     Resigned. 
Adams,  James  R. 

7  October,  1862,     Dismissed. 
Amory,  Edward  li. 

4  December,  1862.     Graduated. 
Anderson,  Thaddeus  P. 

1  October,  1862.     Dropped. 
Babbitt,  William  K. 

24  November,  1862.     Dropped. 
Baldy,  George  A. 

29  September,  1862.     Graduated 

Barnes,  James  A. 

30  September,  1862.     Resigned. 
Beale,  Buchanan. 

4  October,  1862.     Dropped. 

Beebe,  James  E. 

29  September,  1862.     Resigned. 
Belknap,  Frederick  A. 

8  October,  1862.     Died  20  Nov.,  1865. 
Berrian,  Hobart. 

22  September,  1862.     Dismissed. 


Berry,  Robert  M. 

31  January,  1862.     Graduated. 
Blair,  Andrew  A. 

20  November,  1862.     Graduated. 
Boyd,  Arthur  A. 

10  October,  1862.     Graduated. 
Bradford,  John  M. 

9  October,  1862.     Resigned. 
Bramhall,  George  W. 

23  September,  1862.     Resigned. 
Bridge,  Henry  S. 

25  November,  1862.     Dismissed. 
Brown,  George  J, 

2  January,  1862.     Resigned. 

Brown,  George  Jj. 

16  April,  1862.     Resigned. 
Browne,  Keyes  I>. 

22  September,  1862.     Resigned. 
Buchan,  Charles  J. 

18  April,  1862.     Dropped. 
Burwell,  William  T. 

30  September.  1862.     Graduated. 
Bnshnell,  Robert  H. 

25  September,  1862.     Dismissed. 
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CarpoiitiT.  .liiiiM'M    II. 

•J'.l  NiiMiiibcr,  l^*i'i'J.      Hc^i^iu'd. 

<'a(lM-sirl.  .loliii  \\. 

24  Scpti  luher,  isd'j.     DiDpiu'd. 

(Iiapiiiaii,  (lioorKC  II. 

\  I'rliiuirv,  l^t'>',».     Ht'si<^ned. 

Clark.  i:«lwar<l  II. 

■J'.'  .lamiury,  ISdC).      I{('si<,'ne(l. 

(larkMoii.  Saiiiiiol  I\ 

•JO  Scptcinlit  r.  isC'j.     Graduated. 
<'la<xoii.   AuKiiNtiiH. 

1  Octoix  T,  l"^i','j.      Kcsii^iU'd. 

<  liHoii.  Kioliard  F. 

■ji»  Scpttiiilicr,  l^(!'J.     Deserted. 
Colliy,  IlarriHoii  ii.  41. 

•>'i  XdviMiilxT.  isC)-^.    (Jr.'ulimted. 
i'ook.  Iloiiry  T. 

•Jt)  Scptt'inlxT,  1S()'2.     Resigned. 

Costor.  CiioorK*'  W. 

•JO  Novnnher,  \SiV2.     Graduated. 
CoiirfiN,  Frank. 

•J">  Si'|)teml)tr.  ISIVJ.     Graduated. 

<  rookor,  Frod<'rick   W, 

•i(i  S("])t(Mnl)cr.  isc-j.     (Graduated. 
CiiHliiiiaii.   Horborf. 

2:}  Scpi<inl)t'r.  isc-j.     Resigned. 
CntfA.  Rioliard  .H. 

•J2  ScptciiilMT,  is(;2.     Graduated. 

Dalilffi'cii.  Paul. 

7  <  )ct(. !.(■;.  ISC-J.     Rcsiu'iH-ii. 

DaviM.  Oaiiif'l  W. 

■1-2  ScptciiilMr.  i:;c,2.    Graduated. 

DaviM.  IIarv<\v  II. 

.'!(»  Soptoinbc  r,  is()2.     Resigned. 

I>a.v(oii.  JaiiiOH  II. 

27  SeptL-nilxr   isfij.     Graduated. 
Uololianty,  I>aiiiel. 

2")  Septeinbir,  isti2.     Graduated. 
Dorraiioo.  Cwoorge  M. 

2'.)  SeptcnibL-r,  1802.     Resigned. 
I> II II lap.  A II drew. 

2:{  April,  ls(i2.     Graduated. 
niiiiHOoiiib,  John. 

20  Novcmlxr,  \x>\2.     Dropped. 
Kainoiii.  C'liarloH  C 

2'.t  NovfiiilM  T,  1.M02.     Resigned. 

Febort.  Kniitli. 

20  Scpti'inlxr.  1803.     Dismissed. 
Finory.  William  II. 

2:{  So])t(iiil>ir,  ls(;2.     Ciniduated. 

Filmic.  FliarlOH  McI. 

17  April,  1^112.     Dropped. 

I.nuliMh.  Ilonry  €. 

:;o  Sc'ptonjNer,  1882.     Graduated. 


Frnlioiit.    I*4'i-r3. 

17  April.  I^i'.'.      Disnussed. 
FtliiiK.  'I'lM'oiiorc  .H. 

2")  NiincuiImt.  l'"t;2.     Graduated. 
FciiiK'r,  Fliarl«*M. 

;iO  Scptiiiil  cr.  I'^Wl       Ri  signed. 
Flooii    TlioiiiiiH  N. 

(t  Octilicr.  l.'^frj.    J)r()])ped. 
Field,  Niephen  I>. 

•I  Octoliir,  1n02.     Dropped. 
Field.  nellH  I.. 

20  .N.ivi-iiil.cr,  1803.     Graduated. 
Foliot,  FoniM  F. 

J»  Novi-inl.cr,  1802.     Resigned. 

Forve,   illVeil. 

17  April,  1M".2.     Graduated. 
FroHf,  FoiiiM  W. 

2:!  Scptcmlxr,  ls(;2.     Resigned. 
<aardii«>r,  Frederie  W. 

20  N(i\riiil>ir,  !^(;2.      R.-igried. 
Ciilieeii,  Filuard   II. 

2r)  Scpti'iiiliir,  1m;2.     (Iraduated. 

€iill.  Ciin'ord  II. 

2.')  Scptfiiilxr.  1"'C,2.     (Jraduuted. 

<iiilpalri<k.  Milliaiii   II. 

:;o  Srpti-miMi-.  im;2.    (ii-.iuuted- 
Oil|>in.  Frederick   .M. 

2;!  s.-pti-i.il>.T.  isi;2.     i{c-.igned. 
diookiii.  Cliarleiit   It. 

2.~>  .Ni>vonil>tr,  1802.      Resigned. 
Grithii,  Itoberl  \\ 

2  1  .laiiii;irv,  1802.     Graduated. 
Hall.  F.dward  K. 

2")  Scptcint'cr,  l^tI2.     Resigned. 
Hall.  IVilliani  F. 

20  SiptenilHT,  1S02.     Resigned. 
IIakilV»rd.  Franklin. 

20  Novemlxr,  1S(;2.     Graduated, 
HayH,  IVilliani  MvV. 

It  ()(  tulxr,  1^02.     Dropped. 

Ileiiipliill.  Joi^epii  \. 

20  September,  1802.     Graduated. 
IleiMlrlx,  Fremont  yi. 

21  .March,  1S02.     Graduated. 
IliKbee.  I>aniel  II. 

10  April,  ls(;2.     Died  12  Feb.,  1865. 
IIitoheo<k.  KoHwell    I». 

IS.Iamiary,  l'^02.     (Jradiiatod. 
IIollinK«diead.  Koi»ert  li. 

1(»  O.ti.b.r,  1m;2.      K.-ii:nid. 
lIopkiiiM,  Kobi'rf  V. 

27  Scpti'iiilii  : .  l""i'.2.      Resigned. 
lIoiiMel,  liOiiiH  V. 

15  Febniarv,  1S02.     Graduated. 
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Houston,  £<lwin  S. 

18  Ai)ril,  18(12.     Graduated. 
Hiigliciii,  Matthew. 

2(j  September  18U2.     Resigned 
Hunker.  Joint  J. 

18  April,  18(i2.     Graduated. 
Hutcliiiis,  diaries  T. 

2  January,  1802.     Graduated. 

Huteliiiisoii,  James  O. 

30  September,  18G2.     Resigned. 
Jacob,  Edwiu  S. 

15  October,  1802.     Graduated. 
Jamar,  Mitcliell  F. 

15  yVpril,  1862.     Dropped. 

Jenks,  diaries  II. 

27  Sept.,  1 8G2.     Died  2G  Feb.,  .866. 

Jewett«  CJliarles  T. 

24  September,  1862.     Dropped. 

Joliuston,  William. 

22  September,  1862.     Dismissed. 
Ju(I(l,  diaries  H. 

28  September,  1863.     Graduated. 

Kane,  Samuel  N. 

20  September.  1862.     Graduated. 
ICeitii,  Asa  N. 

18  April,  1862.     Resigned. 

Melton,  Allen  C. 

25  September,  1862.     Resigned. 

lienney,  Albert  J. 

1  October,  1862.     Resigned. 
liessler,  §inion  J^. 

20  September,  1863.     Dropped. 
Kueass,  Franklin. 

26  September,  1862.     Dismissed. 
liawrence,  Samuel. 

29  November,  1862.     Resigned. 
Liillie,  Abrani  B.  H. 

25  September,  1863.     Graduated. 
Liineoln,  Frederick  L,. 

26  November,  1862.     Dropj^ed. 
liisle,  Richard  W. 

26  September,  1862.     Graduated. 
I/Ull,  liCwis  J. 

1  October,  1862.     Resigned. 
liyoii,  Caleb. 

10  February,  1862.     Resigned. 
Ijyon,  Henry  W. 

7  October,  1862.     Graduated. 
liyons,  Timothy  A. 

2  January,  1862.     Graduated. 
Mackenzie,  Morris  R.  S. 

29  September,  1862.     Graduated. 
Mai  lory,  liawrence. 

22  September,  1862.     Dropped. 


Mansfield,  H.  £.iviiigston. 

29  September,  1862.     Resigned. 
Marsh,  William  TL. 

17  April,  1662.     Resigned. 
Maus,  Irederick  K. 

20  September,  1862.     Resigned. 
Maynard,  Washburn. 

6  October,  Ufi2.     Graduated. 
Mayo,  Fdward  B. 

26  September,  1863.     Resigned. 
Maxwell,  George. 

36  September,  1863.     Resigned. 
McCormack,  l^mmet. 

17  April,  1863.     Graduated. 
Mcllvaine,  Bloomfield. 

9  October,  1863.     Graduated. 
McICown,  William. 

24  September,  1862.     Dropped. 
McMurdy,  John  H. 

21  April,  1862.     Resigned. 
Meigs,  John  F. 

4  October,  1862.     Graduated. 

Moore,  James. 

29  September,  1863.     Resigned. 
Moore,  William  J. 

14  April,  1862.     Graduated. 
Mordecai,  Marion  €. 

26  November,  1862.     Resigned. 
Morrow,  James  F. 

15  April,  1862.     Resigned. 
Morse,  Jerome  E. 

13  October,  18C3.     Graduated. 
IVichols,  Frank  W. 

34  September,  1863.     Graduated. 
Nicholson,  William  I>. 

4  October,  1863.     Graduated. 
Xorris,  George  A. 

27  September,  1862.     Graduated. 

Orner,  John  C 

18  April,  1862.     Dropped. 

Parker,  Frastus  W. 

14  April,  1863.     Dropped. 
Parker,  W  illiam  H. 

17  April,  1863.     Graduated. 

PauC,  Allen   G. 

28  Se])teml)er,  1862.     Graduated. 
Peck,  Harold  S. 

39  September,  1862.     Resigned. 

Peirce,  George. 

25  September,  1862.     Resigned. 

Perkins,  Francis  W' . 

23  September,  1862.     Dismissed, 

Phelan,  John  R. 

19  April,  1863..   Graduated. 
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I'iilwitiirt .   lolin   K. 

.>•^  si'|.t,  iiiht  I.  \s{\'i      IU>si«rnetl 

1>oimI,  €  olh's  T. 

.-.<  April,  isi;-,'.      lU'Si-^ned. 

|*roHioii.  OliarlcH. 

■^-i  N-'vcmber,  IS(»2      Disiiussod. 

Price.  Ilonr.v  W. 

Zi  ScptcmU'-f,  IfSf!-'.      llesiL;iu'il. 

Ileeilcr,  U'illlaiii  II. 

20  !-n'pteml)ii,  ISd'J      (JrjitJuatcd. 

Rei«<iiiser,  tVilllum  W. 

'.M  April,  lMi>-*.     Grailuiiti'd. 

Roiiiov.  IC«l«var4l  IV. 

•J'l  ^icpiiiuiHr,  1^(52.     Griuluatcd. 

ICi<li«  John  C 

vM  S.ptiiipjer   1SG2.     Graduated. 

Kideol.v.  Ilonry   M.. 

'22  Novfinixr.  18G2.     Dropped. 

Koboii.  l>oiiulaH. 

'.?,?  StptciiU)et,  iy(j2.     Graduated. 
lloliiiiHoii,  .ilbort  F. 

','(»  Sc|>iciiiln'i,  iy(J2.     Resigned. 

KoKcrH,  C'liarloH   II. 

4U(tMi)ot,  isC'i.     Tic-signed. 

KoMM,  l<l<'liiir<l  L. 

•I  Ocioijor.  l-ri'Vi.     Dropjjed. 
Ryorci.  Koborl  S. 

12  April,  iyf)2.     Dismissed. 
SafFortl,  George  R. 

2(1  St'ptt'mbt  r,  I8ri2.     Resigned. 
Scliiiyler,  .^loiitgoniery  R. 

30  Scptcniijcr,  l^itl2.     Resigned. 
Seager.  Eiluard  R. 

22  Sepf ember,  1H(12.     Resigned. 
Se<leH'iok.  Charles  II. 

20  Se|)temi»cr,  iy()2.     Dismissed. 
Selby,  Arthur  P. 

1")  .\piil,  1S(;2.     Resigned. 
.Stiver.  .^lareiix*  II. 

22  .lanuiu  V,  18t)2.     Dropped. 
Smith,  Eflward  C. 

l.")  Ai)iil,  18()2.     Resigned. 
Smith.  I  oxhall  P. 

20  Sept  .  is(;.>.     Died  19  Jan..  1863. 
Solev,  John   V. 

20  .Seiitember,  18(;2.     Graduated. 
S  pal  dine,  li.vnian  G, 

2*5  Scptcmbir,  ls(,-,>.     Graduated. 
Sperry,  C'liarles  S. 

2(>  September,  \>i(V2.     Graduated. 
Sperry,  Robert  .1. 

2i>  Niivciiibcr,  \^(\2.     Dismissed. 
Spr»Kue,  .4ii»ert  li. 

11  .\i)iil,  lsti2.     Graduated. 


Starr.  I'iiarieM  10. 

2"»  Si  |,icmr)ir ,  1st, 2.     Resigned. 
Steinl»el.  .lamen  .^ell. 

2t'>  Scpiciiibcr.  1S(12.      Resigned. 
Stewart.  David  A. 

2!  n.  to'ti    IMi.'.     (;fiuluated. 
.Sti<-kiiey.  .loHt'pii   I,. 

■jr,  Si|'t(uiiicf    l^Cij      (Jnnliuitfd 

Stociiliridue.  C  liarieM  II. 

2")  .NdVi  inbei .  IsCi       Dioppcd. 

Stoeiitoii,  Rieliartl. 

2ti  stpt('niber,  18(52.     Resigned. 

Sullivan,  John  T. 

lOO(b)b(r,  isii'j.     (Jr-iduated. 

Swinburne.  Uilliam  T. 

20  Septemljer,  18(>2.     (Jraduutcd. 

SymondH,  Frederick  H. 

2()  St'i)it mbci,  isiij.     Grathiated. 

Talbot.  John  G. 

1")  .V|)rii,  IM()2.  Graduated 
Terrell.  Thomas  C 

20  .Sfptemlni,  18(12.     Graduated 
Thatcher,  JaniCK  S. 

1  Octobtr,  18112.     Resigned 

Totten.  George  ^I. 

20  September,  1802.     Graduated 

TowuhcikI,  Ileurj'  C. 

18  January,  18(J2.     Resigned. 
Trumbull,  Walter. 

IS  April,  1802.  Resignctl. 
IValker,  Asa. 

21  November,  1802.     Graduated. 
Warren,  Fdwar<l  F.  J. 

18  April,  1802.  Dismissed. 
WattH,  William. 

10  Ai)ril  1802.  Graduated. 
WellCM,  Thomas  G. 

20  September,  ls02.     Resigned. 

WeMMcllM.  Henry  W. 

20  September.  1*^02.     Resigned. 

Wlieleii.  Henry. 

2;{  Se|)tember.  isc,2.     Graduated. 

IVhelen.  William  \. 

10  ( »it()lM  T.  isr,2.      Resigned. 

WilliaiiiM,  Theodore  S. 

27  Septi-ml>er,  1^02.     Graduated. 

WilNon,  Don  II CM  It. 

25  September,  1802.     Resigned. 

WilHOii,  Fdnard  II. 

27  September,  1^^(12.     Resigned. 

WIInoii,  Henry   II. 

24  Septemi)er,  l.s(i2.     Dismissed. 
WilHon,  Horatio  R. 

17  April,  1802.     Graduated. 
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Hilton,  ThouiU!^  S. 

7  April    1802.     Graduaterl. 

Wise,  Frederick  M. 

23  September,  1862.     Graduated 

U'isner,  Henry  C. 

17  April.  1862.     Graduated. 


WoiMliiiaii,  Ednard. 

!30  Sepreniijei    I86i.     Graduated. 
YoiiiiK,  Robert. 

24  Sepremoer,  1862.     Resigned. 


1863.— Acting  Midshipmen. 


Adams,  Charles  A. 

24  July,  1863.  Graduated. 
Agnel,  Francis  W. 

1  October,  1863.  Dropped. 
lifter.  Charles. 

26  February,  1863.     Resigned 
Allen,  Daniel  D. 

1  October,  1863.     Resigned. 

Allibone,  Charles  O. 

24  July.  1863.  Graduated. 
Arnold,  Conway   H. 

30  September,  1863.     Graduated. 
Ashwin,  £dward  H. 

22  July,  1863.     Resigned. 
Atkins,  Oeorge  £. 

25  February,  1863.     Resigned. 

Ansten,  George. 

23  September,  1863.     Resigned. 
Ayres,  Mortimer. 

23  July,  1863.     Resigned. 
Ballance,  Charles  H. 

25  February,  1863.     Resigned 
ISarnes,  !\athan  H. 

27  July,  1863.  Graduated. 
iSayer,  Oeorge  C. 

'l6  October,  1863.     Resigned. 
Benjamin,  £dward  A. 

29  July,  1863.     Resigned. 
fiSenjamin,  Park. 

2*3  September,  1863.     Graduated 
iSennett,  Daniel  F. 

29  July,  1863.     Resigned. 
Blake,  Charles  H.  M. 

25  September,  1863.     Resigned. 
iSleecker,  John  Van  B. 
10  October,  1863.     Graduated. 

JBIiss,  Edwin   W. 

23  September,  1863.     Resigned. 
Bloeklinger,  Gottfried. 

22  July.  1863.  Graduated. 
Bolles,  Matthew. 

30  July,  1863.  Graduated. 
ASridge,  Edward    W. 

31  July,  1863.    Graduated. 


Brown,  Charles  E. 

25  July,  1863.     Graduated. 
Bnrrall,  Arthnr. 

31  July,  1863.     Resigned. 
Butler,  Lisle  C. 

29  July,  1863.     Resigned. 
Butler,  William  K. 

2  March,  1863.     Died  6  April,  1863» 
Carr,  John  T. 

25  September,  1863.     Dropped 
Chipp,  Charles  W. 

24  July,  1863.     Graduated. 
Christopher,  Charles  W. 

24  February,  1863.     Resigned. 
Church,  George  H. 

25  February,  1863.     Graduated. 
Clay,  George  G. 

23  July,  1863.     Graduated. 
Clover,  Richardson. 

30  July,  1863.     Graduated. 
Cogswell,  James  H.. 

25  September,  1863.     Graduated. 
Cole,  Arthur  B. 

26  September,  1863.     Resigned. 

Cole,  William  H. 

21  July,  1863.     Resigned. 
Collins,  Frederick. 

24  July,  1863.     Graduated. 
Couden,  Albert  B. 

26  September,  1863.    Graduated. 

Cowen,  Sidney  J. 

20  July,  1863.     Resigned. 
Cowgill,  Warner  M. 

30  September,  1863.     Graduated. 

Cowie,  James  W. 

25  February,  1863.     Graduated. 
Cowles,  William  S. 

22  July,  1863.     Graduated. 
Craven,  Alfred. 

24  July,  1863.     Graduated. 
Creecy,  Edward  H. 

23  September,  1863.     Resigned 

Cruger,  Edward  M. 

30  July,  1863.     Resigned. 
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('riiiiil>]iiiKli,  KatiiiiM'l   IC. 

•JO  Fc'bniiiry.  lsti;{.     <  Ir^ulinited. 

CUiiiiiiiiKliain,  l*Htrii*k  T. 

'Ji'>  Si'ptcmliir,  IMO:!.     (iruduatod. 

lluiiH.  Kioliard  II. 

27  Fi-I..,  IsC:!.     Difd  t2  April.  IWf,:} 

llavol,  <iioorKO  S. 

2(»  Fcl)ruury,  lS<i:i.     Gniduatcd. 

I>ay.  F:«luar«l  M. 

'Jl.Scptomhor,  18();{.  Graduated. 
l>ol{IoiM.*TlioiiiaH  A. 

•Jl  SiptcmlRT,  ISC.:}.  Graduated. 
Ilclaiio,  FraiK'iM  II. 

2:5  SoptrmlxT,  Isc;;}.  Graduated. 
llcniiiMoii,  EraHiiiim. 

•Jii  St'pteinhtr,  l.s(i;{.  Graduated. 
I^oiielity.  Frank  S. 

'2r,  July,  1S(>:}.     Uesij^'ned. 

Ilrako,  Franklin  .1. 

2:5  February,  Iso:}.     Graduated. 
Fafon,  JoMopli  <«. 

2t  Sopteinltcr,  1S(53.     Graduated 

Fverott.  William  II. 

2:j  July,  lS():j.     Gniduatcd. 

Farrin^ton,  l-^dward  4.. 

1  Uctober,  ISO:}.  '  dropped. 

Field,  Matnn^ioll  B. 

25  February.  1803.     Graduated. 

Fine,  John  G. 

2()  September,  18G3.     Resigned 
Foofo,  An^nstUH  R.  S. 

1  October,  iSt;:}.     Kesigned. 
Forse,  diaries  T. 

24  September,  18G3.  Graduated. 
Foster.  Percy  R. 

24  July,  1sg:5.     Kisigned. 
Frailer.  William  R.  II. 

22  July.  isi;:}.     Graduated. 
GarMed.  Robert  P. 

2:5  Scjjtcmbcr,  1863.     Resigned. 
(aanst.  Perry. 

28  July,  18(;3.     Graduated. 
Oilmore.  Fernando  P. 

28  February,  18()3.     Graduated. 
Calen,  .fiiHtin  D. 

31  July,  lSt;3.     Resigned. 
CaoldMmitli,  Benjamin  F. 

28  July,  1S(;3.     Itosigncd. 
Goodwin,  Walton. 

2ij  February,  1803.     Graduated. 
Gonndie,  William  T. 

2s  .luly,  ls(i3.     licsigned. 
(■reenleai*.  Frederick  W. 

2'J  July,  ISi;;!.      Graduated. 


<ariiiieH.  .laiii<>H   M. 

28  July.  lMi;i.      Graduated. 

GriMMold.  Frederick  IS. 

21  Feb.,  ISO:;.     i)i,,l  «.»  April,  1863. 
IlaKcnnian,  Joiin  W. 

21  July,  ls(;:{.     (;radu!ited. 
IlaincH.  Frederick. 

28  .luly,  lsti:t.     Dismissed. 
Hamilton.  Samuel. 
I  30  Soj)teiiiber.  I'^CkJ.     Dnipped. 

i  Ilarriniclon.  <'liarleM  l>. 
i  24  July,  lsr,:{.      Dropped. 

I  IlairritiKton,  Perez. 
I  21  February,  1803.      Kcttigncd. 

'  Hawle^'.  John  M. 
'  23  July.  lso:{.     Graduated. 

I  llayden,  Aaron. 

30  July,  1M():{.     Appointment  revoke<L 
lleald,  Kngene  l>e  F. 

:!0  Sejitcmber,  lso:{.     (Graduated. 
IleiirickH.  Fdviard  W. 

21  September,  lsti:{.     (;raduated. 
lIolmeM,  James. 

21  July,  1N0:{.     Resigned. 
Howes,  Fre«lerick  A. 

24  September,  1803.     Graduated. 

Iloyt,  C'harles  C. 

2!»  .July,  1803.     Dropped. 
Ilnll,  James  C. 

24  July,  isc,3.     Graduated. 
Ilnnter.  Henry  C 

2:5  September,  ISO:!.     Graduated- 
Huttleston,  George  K. 

24  February,  lsO:i.      Resigned. 
Hyde,  Frederick  U. 

23  September,  ist,:!.     Graduated. 
Jaqnes,  William  H. 

:{i)  September.  Isr,:',.     (JraduatetL 
Johnson.  Bradisii  W. 

1  Oetober,  1S(;;{.     Resigne«l. 
Jones,  Horace  R. 

30  Septeuil»er,  ]Si',:].     GraduatctL 
Jones,  James. 

30  Septeuiber,  18C3.     Dropped. 
Kane,  John  N. 

21)  September,  1803.     Resigned. 
Kearney,  William. 

2'J  July,  180:5.     Resignetl. 
Kerr,  Joseph  W. 

28  July,  ISO:!.     Resigned. 
Klrkland,  Frank  S. 

21  Februajy.  l*^',:;.      Resigned. 

Klapp,  Frederick. 

23  .Septcuibur,  IsOJ.     Resigned. 
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Kuuv.  Harry. 

2  Mtxrcli,  ISHm.     Graduated. 
liauclott,  Albert. 

29  Julj-,  1SG3.     Resigned. 

liCe,  Thomas  X. 

13  October,  1SG3.     Graduated. 
lieutzc,  £ngeuc  H.  C. 

4  March,  18(53.     Graduated. 
liUtle,  William. 

30  September,  1SG3.     Graduated. 
L.ittle,  William  McC. 

11  March,  1863.     Graduated. 
liOgaii,  lieavitt  C 

28  February,  1863.     Graduated. 

Mansfield,  Henry  B. 

27  February,  1863.     Graduated. 

Marlow.  John  A. 

25  July,  1863,     Dropped. 

McBride,  George. 

26  September,  1863.     Resigned. 
AEcClenuan,  £dward  P. 

25  September,  1863.     Graduated. 

McElroy,  Horace. 

25  September,  1863.     Graduated. 
McGnnnegle,  William  S. 

26  September,  1863.     Graduated. 

McMeclian,  Andrew  C. 

24  February,  1863.     Graduated. 

Meeker,  Corneli«.s  R. 

30  September,  1863.     Graduated. 
Merrell,  Jolin  P. 

20  July,  1863.     Graduated. 
Miles,  George. 

29  September,  1863.     Resigned. 

Miles,  ISolomon  W. 

31  July,  1863.     Resigned. 

Miller,  Jacob  W. 

30  September,  1863.     Graduated. 

Miller,  James  M. 

24  September,  1863.     Graduated. 

Milligen,  John. 

21  July,  1863.     Graduated. 
Missiner,  John. 

22  July,  1863.     Dropped. 

Mitchell,  George  J. 

29  September,  1863.     Graduated. 

Morehead,  Frank  C 

25  September,  1863.     Resigned. 

Morgan,  William  G. 

24  September,  1863.     Resigned. 
Morrison,  William  £. 

30  September,  1863.     Resigned. 

Mnhlenberg,  John  €. 

24  September,  1863.     Resigned. 


Mnrray.  Thompson  A. 

28  July,  1863.     Resigned. 
]Veal,  John  P. 

24  September,  1863.     Resigned. 
JVorton,  Charles  F. 

22  July,  1863.     Graduated. 
Odell,  John. 

30  July,  1863.     Resigned. 
Paine,  Frederick  H. 

27  July,  1863.     Graduated. 
Palmer,  liambert  G. 

20  July,  1863.     Graduated. 
Parks,  Samuel  S. 

30  July,  1863.     Resigned. 
Paul,  William  M. 

24  September,  1863.     Graduated. 
Payne,  Charles  McD. 

25  July,  1863.     Resigned. 
Pendleton,  Fdwin  C 

13  October,  1863.     Graduated, 
Perkins,  Hamilton. 

24  September,  1863.     Graduated. 

Perry,  William  C.  G. 

20  February,  1863.     Resigned. 
Peshine,  John  H.  H. 

26  February,  1863.     Resigned, 
Phillips,  Adoniram  J. 

26  September,  1863.     Resigned. 
Phillips,  Charles  li. 

21  February,  1863.     Graduated. 

Post,  Alfred  S. 

21  February,  1863.     Resigned. 

Prentis,  Charles. 

24  July,  1863.     Resigned. 
Prime,  Ebenezer  S. 

22  September,  1863.     Graduated. 
Robinson,  Francis  T. 

24  September,  1863.     Resigned. 
Rodgers,  John  A. 

30  July,  1863.     Graduated. 
Rogers,  Furman  G. 

23  September,  1863.     Resigned. 

Ross,  Albert. 

24  July,  1863.     Graduated. 
Rush,  Richard. 

30  September,  1863.     Graduated. 
Schenck,  Woodhull  S. 

21  September,  1863.     Resigned, 

Sebree,  Uriel. 

25  July,  1863.     Graduated. 
S^edman,  Thomas  I>. 

11  March,  1863.     Dropped 

IShaw,  Charles  P. 

26  September,  1863,     Graduated. 
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Nhcrman,  H'illiaiii  W. 

;!1  July,  Ksti;{.     Dropi)!'.!. 
SinioiiH,  Nidiiej'  A. 

'2'i  September,  18(33.     (Jrailimled. 

Sillier,  Frederick. 

'21  .Inly,  lt<(;:;.     Graduated. 

Soul  li worth,  Alvait  N. 

•J  I  J  Illy,  l.S(i:].     Dismissed. 

Siiiitli,  Allen. 

«  July,  1S();J.     Resigned. 

Smith,  I»wi((ht  S. 

•J.")  July,  1  *<»;:!.     He.sij^'iied. 
Smith,  IIiiiitiiiKtoii. 

2t)  February,  ist;:}.    Uniduated. 
SpeyerM,  Arthur  H. 

•1\  July,  lS(i:5.     Graduiited. 
Sprole,  Henry  W. 

v!U  September,  lS(i;!.     Resigned. 
SteveuH,  ThoniUM  II. 

I  October,  1S(J3.     (Iraduated. 
Stewart,  Daniel  I>.  T.  S. 

24  September,  180:5.     Graduated. 

Stow,  John  B. 

'61  July,  18G3.     Dropped. 
Sturdy,  Edwar<l   IV. 

25  February,  1803.     Graduated. 

Swift,  Willie. 

25  September,  18G3.     Graduated. 
Taf't,  John  91. 

25  February,  18G3.     Graduated. 
Talbott,  IVilliam  C. 

1!)  October,  IM'.:!.     Dropped. 
Tall  man,  Hamilton  H. 

27  February,  18<i3.     Grailuated. 

TauHig?  £dward  I>. 

24  July,  1803.     Graduated. 

Taylor,  Nelson. 

31  July,  1803.     Resigned. 


Til  ley.  Iteiijamin  F. 

■.':;  Sci)teiuliir,  lS(;:i.      Gradiiat«-d. 
Tiiii^er,  Joiin  T. 

2  1  February,  18(i:(.      Dismissed. 
Traey,  Walt<>r  <■. 

1  Octoinr,  iSi;;;.     Dropped. 
Very,  Fdward  W. 

20  February,  1S(;3.     Gra<Iunti;d. 
V<»ry,  Samuel   W. 

23  February,  1803.     Grailuated. 
IVainwriKht,  Jonathan  M. 

30  July,  1S03.     Graduated. 

WaMliburne,  <<iratiot. 

1  October,  1SC.3.     J{esi",'ncd. 
M'eliNter,  AHlihnrton. 

28  July,  1S(;3.     Resigned. 
IVebHter,  liewim  D. 

20  September,  18(;3.     Graduated. 
IVeidman,  C'harleH  A. 

23  Sejjtemljcr,  1803.      Resigned. 
IVeHt,  Cliilord  II. 

23  Sci)tcmber,  1803.     Graduated. 
WeHt,  Theodore  I». 

25  September,  1.^03.     Droppetl. 
Whit  tell,  Alfred  II. 

22  Septeml)er,  lst;2.     Resigned. 
Williams,  fJeor^e  .H. 

20  Septemlier,  1803.     Graduated- 
TVillianiM,  John  S. 

28  July.  1803.     Resigned. 
WilMon,  C'harleM  K. 

22  July,  1803.     Resigned. 
Woart,  William. 

2U  Septemi^er,  18(i3.     Graduated- 
Wood,  Fdward  P. 

1  Oct<.i)er,  ]sf,3.     (;raduatcd. 
Woodruir,  ThomaH  S. 

30  July,  1803.     Resigned. 


IStil. — AetiuK  MidMliipiiieii. 


Abbott.  John  S. 

23  September,  IHOi.     Graduat<'d. 

Aberf*r<»ml»ie,  Fraink  1*. 

:;  ( I.  i..ber,  1804.     Resigned. 
idaiiiH,  <aeor|;e  K. 

1  August,   1804.     Graduated. 
idaniH,  JameH  D. 

27  September,  1804.     Graduated. 

ignel,  FraneiH  W. 

28  JSeptember,  l.st;4.     Discharged. 

.4meM,  Samuel. 

2:'.  Julv,  1804.     Graduated. 


AhIhiiuii,  liewiH. 

25  July,  iMit.      Resigned. 
Barnetl,  William  J. 

27  July,  IM'.I.     Graduated. 
Bartlett,  Fdward  4'. 

28  Sei)tember,  1S(;3.     Discharged. 
Beehler,  William  II. 

28  July,  1^0  J.      Graduated. 

Belknap,  C'harleM. 

20  July.  1^01.     Graduatc<l. 

Bladen,  W.  F.  F. 

2'.i  September,  1S(M.      Resigned. 
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Kolle!^,  Timothy  1>. 

1  October,  1864.     Graduated. 
l$ower,  George  li. 

2G  September,  1864.     Graduated 
ISracly,  Hugh. 

23  November,  18G4.     Resigned. 
ISrowBi,  Ifiorriidia]. 

20  September,  18G4.     Resigned. 
KroM'ii,  Rooei't  M.  G. 

23  July,  1864.     Graduated. 
ISrysoii,  Gilbert  E. 

25  July,  1864.     Resigned. 
ISiickniinster,  William   B. 

1  October,  1864.     Resigned. 
ISiirrall,  Arthur. 

29  July,  1864.     Resigned. 
Carliii,  James  W. 

23  July,  1864.     Graduated. 
Carpenter,  AlTin  R. 

28  September,  1864.     Dropped. 
Clarke,  Charles  A. 

21  July,  1864.     Graduated. 
Cofibrth,  Alexander. 

30  July,  1864.     Dropped. 
Colby,  Edward  P. 

23  July,  1864.     Resigned. 
Cole,  Zacliary  T. 

30  Sept.,  1864.    Appointment  revoked. 
Colvocoresses,  George  P. 

28  September,  18G4.     Graduated. 
Comstock,  Archibald  IT. 

22  September,  1 8G4.     Resigned. 
Cook,  Francis  B. 

28  July,  1864.     Resigned. 
Copp,  Charles  A. 

5  November,  1864.     Graduated. 
Cornwell,  Charles  C. 

20  September,  1864.     Graduated. 
I>anfbrtli,  Henry  W. 

1  October,  1864.     Resigned. 
]>avenport,  Richar<l  G. 

27  September,  1864.     Graduated. 
I>elahay,  William  E.  B. 

22  July,  1864.     Graduated. 
Derby,  Richard  C. 

20  Sei)tember,  1864.     Graduated. 
S>erringer,  Henry. 

30  September,  1864.     Resigned. 
I>oty,  Webster. 

27  July,  1864.     Graduated. 
Eaton,  Joseph  H. 

21  Sept.,  1864.     Died  28  April,  1865. 
Elliott,  Alfred. 

•j:'.  September,  1864.     Graduated. 


Fisher,  Charles  G. 

23  Sejitember,  1864.  Resigned. 
Fletcher,  James  R. 

26  September,  1864.     Graduated. 
Fox,  Waiter  H. 

30  September,  1864.  Resigned. 
Fuller,  John  F. 

26.Sept.,  1864.    Apj^ointment  revoked. 
Gay,  John  F. 

23  July,  1864.     Dropped. 
Goddard,  William  B. 

23  September,  1864.  Resigned. 
Goin,  James  I>. 

26  July,  1864.     Resigned. 
Goundie,  William  T. 

22  July,  1864.     Resigned. 
Green,  Charles  T. 

20  Sejitember,  1864.     Dismissed. 
Guild,  GustaTUS  J. 

3  October,  1864.     Resigned. 
Handy,  Henry  O. 

26  July,  1864.     Appointment  revoked. 
Harris,  Charles  McI. 

28  September,  1864.  Resigned. 
Hiddleburn,  Hampton. 

23  September,  1864.     Dismissed. 
Hippie,  Edward  H. 

30  July,  1864.     Resigned. 
Hoftman,  Julius  T.  C. 

23  September,  1864.  Resigned. 
House,  Jerome  B. 

23  July,  1864.     Graduated. 
Howe,  George  S. 

21  September,  1864.  Resigned. 
Hubbcll,  George  E. 

26  September,  18G4.  Resigned. 
Hunter,  George  Z. 

21  September,  18G4.  Resigned. 
Ingersoll,  Royal  R. 

23  July,  1SG4.     Graduated. 
Irvine,  John. 

26  September,  1864.     Graduated. 
Jarboe,  Charles   W. 

29  Sejitember,  18G4.     Graduated. 
Jasper,  Robert  T. 

31  July,  1864.     Graduated. 
Jerome,  Roswell  H. 

21  Sejjtember,  1864.  Resigned. 
Kelley,  James  I>.  J. 

5  October,  1864.     Graduated. 
Kennedy,  Duncan. 

20  July,  1SG4.     Graduated. 
Kidder,  Daniel  S. 

24  September,  1864.     Resigned. 
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liriiiiHO,  FraiioiM  A. 

•JTJuly,  lS(i;5.     Itcsigncd. 

•S.',  .Inly,  1st;  J.     lU'sigiiud. 

liiclify,  Joliii  S. 

I  (Jit()l)er,  ISCI.      Itcsi^'iied. 

liUiiKiK'okor,  lloiiry  <'. 

:!(>  .Inly,  isf.l.     Ciadii.itc.l. 
MiK'farlaiio.  l-ldwaiMl  ii. 

:{  Oitohir,  ]Si;\.     (Jnidii.-itrd. 
Marix,  yi<lol|>liiiN. 

2<i  St'ptcinlnr.  1S(>I.     (Jrudiuitud. 
MaHoii,  Tlieo«loriiM  II.  M. 

20  Soptcnibcr,  l.sr.t.     Graduated. 
May,  Kidney  II. 

JS.Iuly,  ISUI.     Gradiiati'd. 
MoAIIiHtor.  Patrick  A. 

Id  Ncvciuhcr,  ISlil.     Hesigned. 
MoArfiiiir,  FraiioiM  II. 

•,'2  Seiitiiiilitr,  iMil.     Itt'signed. 
>l<'l-''arlaii<i,  .Malcolm. 

Uf,  July,  isc.l.     Kfsigned. 

McLean,  TlioniaN  ('. 

21  September,  isoi.     Graduated. 
Mitcliell,  Richard. 

22  J  uly ,  1  N(l  1.     G  raduated. 
Moore,  K<l^vin  K. 

1  October,  isiil.     Graduated. 
Morgan,  IVilliaiii  Cii. 

2ti  .July,  \><(\i.     Resigned. 
MoMcr,  JeiierKon  F. 

21)  Sei)tember,  IMll.     Graduated. 
Moft,  C'liarleH  M. 

21i  July,  l>)<i4.     Hesigned. 
Monlfon,  Horatio  F. 

20  Septenilier,  18(14.     Hesigned. 
Myer,  ICicliard  F..  €. 

2H  July,  isc.l.     Hesigned. 
Myt'rs,  Stcpiicn  II. 

1  August,  istil.     Hesigned. 
^Tcwell,  C'liarlcH. 

;5(i  Septenii)er.  isdl.     Dismissed. 
.\e\iiin,  William  It. 

27  September,  Isiil.     l{esigned. 

.\ickelN,  John  .i.  II. 

8  Octoiier,  istil.     Graduated. 

]Vilei4,  Xatlian  ¥,. 

2H  July,  1N«I.     Graduatetl. 
\oteware,  .ilhert  C 

20  September,  IMCI.     Hesigned. 

\oyeM,  Rontell«>. 

2t'.  Sei)teml>er,  ]xi>i.     Graduated. 

Oakley,  Frederick  It. 

27  Julv.  ]HV,\.      Hesigne<l. 


OkIc,  Ale\aii«ler. 

2  1  Septeml'cr,  iM'il.      H<  signu<i. 
PHrNoiiM.  .irtliiir  II. 

27  .Inly,  l^i;!.     (Jritduatod. 
Raw<loii.  Frc4l<'ric  W. 

2'.»  S(|.tcnibi  r,  l^t'.i.      Resigned. 
RicliitnrK.  Joiiii  <'. 

•JO  .Mils,  Isc.l.      Hesigned. 

RohiiiMoii.  .l4»liii   It. 

:!<»  .Inly.  IMII.      Gr.i.juated. 

RodKcrN.  ICii.vmoiKl  P. 

2.')  .Inl>.  I. SI.  I.     (trailnated. 
Ro4»M4'velt.  \icholaH  Ij. 

27  September,  Ist'.l.     (iradnated. 
RuHclieiihcrKcr.  4'liarleH   W . 

2:;  .Inly,  isf.J.     (;radnated. 
RyorM.  itohert  S. 

2(1  .Inly,  isi'.l.      |{esigned. 

Sage.  (acorKc  F. 

27  September,  is(il.      He.signcd. 
Saiilbril.  F4i^iar«lH  S. 

20  Se))tember,  I  Ml  I.     Hesignctl. 
Neliro<'«ler.  Seat4»n. 

27  S(  ptendier,  IsCJ.     Graduated. 
Neott,  (liarlcN  X. 

21  September,  1  SCI.     Hesigned. 

Sel^ridg(^  JamcM  K. 

21  .Inly,  l^iil.     Graduated. 
Seymour.  <  liarlcH. 

28  .Inly,  l^i'.l.     Graduated. 
Sharrer.  M  aHliiiiKt4»ii  <>. 

27  Sei)tember,  istM.     (Jraduated. 

Shepar<i,  Jewwe  <'. 

2(»  Septemlier,  isdl.     Discharged. 

Sh«']»ar«i,  Loren/.o  It. 

:  October,  isC,  1.      Deserted. 
Shei>her<l,  C'liarlcH  M. 

:j  December,  IsCl.     Hesigned. 

Shook,  Luther  S. 

30  July,  ISC, I.     Dismissed. 

Smith,  Clark. 

2(1  Septemlier,  isCil.     Hesigned. 

Smith,  JcMMc  It. 

28  .Inly,  isc.l.     Graduated. 
StinMon,  Herbert  C 

:50  September,  isCl.     Graduated. 
Stone,  CharleH  A. 

27. Inly,  isCl.     (Jruduated. 

Strong,  William  C. 

22  September.  isC.l.     Graduated. 

Talbot,  William  €'. 

:U)  .Inly,  IsC.l.     HesigiH'fl. 
Taylor,  ^'elMon. 

27  Julv  ISCI.     Hesigne*!. 
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Thoiupsou,  Robert  M, 

30  July,  18G4.     Graduated. 
Trciuaiii,  llobart  li. 

26  September,  1864.     Graduated. 
Turnbiill,  Xisbet. 

29  September,  1864.     Resigned. 

Tyler,  (jJeorge  W. 

3  October,  1864.     Graduated. 
llhler.  William  E. 

27  July,  1864.     Graduated. 
Upton,  Frederick  E. 

10  November,  1864.     Graduated. 
Venable,  Charles  II. 

22  September,  1864.     Resigned. 
Wadliams,  Albion  V. 

26  September,  1864.     Graduated. 
Wainwright,  Richard. 

28  September,  1864.     Graduated 


Wallace,  George  C. 

20  July,  1864.     Graduated. 
Wallis,  John  P. 

26  July,  1864.     Graduated. 
Welch,  Charles  P. 

29  September,  1864.     Graduated. 
Welles,  Edward  T. 

23  September,  1864.     Resigned. 
Wheeler,  James  S. 

23  September,  1864.     Resigned. 
Wood,  Theodore  T. 

29  September,  1864.     Graduated. 
WyckhofT,  Ambrose  B. 

29  September,  1864.     Graduated.. 

Yeamen,  Caldwell. 

24  September,  1864.     Resigned. 


1865.— Acting  Midshipmen. 


Arthur,  Elliott  J. 

26  September,  1865.     Graduated. 

Barry,  Edward  B. 

20  July,  1865.     Graduated. 
Bassett,  Fletcher  S. 

20  September,  1865.     Graduated. 

Bates,  Charles  J. 

20  July,  1865.     Resigned. 

Berry,  Albert  G. 

24  July,  1865.     Graduated. 
Berryman,  Williani  M. 

21  November,  1865.     Resigned. 
Berwind,  Edward  J. 

20  July,  1865.     Graduated. 
Birney,  Frank  C. 

24  July,  1865.     Graduated. 

Bixler,  Iicwis  E. 

26  September,  1865.     Graduated. 

Blanchard,  Horace. 

25  July,  1865.     Graduated. 
Bowman,  Charles  G. 

29  July,  1865.     Graduated. 
Bradbury,  Charles  A. 

26  July,  1865.     Graduated. 
Breck,  Richard  A. 

29  September,  1865.     Graduated. 

Briggs,  John  B. 

28  September,  1865.     Graduated. 

Brown,  Charles  R. 

22  September,  1865.     Graduated. 

Brownlee,  John  I>. 

21  Julv,  1865.     Resigned. 


Buckingham,  B.  H. 

21  July,  1865.     Graduated. 
Bulkley,  William  F. 

25  July,  1865.     Graduated. 
Buskirk,  Floyd  O. 

22  September,  1865.     Resigned. 
Cist,  William  R. 

22  July,  1865.     Resigned. 
Clason,  William  P. 

30  Sejitember,  1865.     Resigned.. 
Coffin,  J.  H.  C,  Jr. 

21  July,  1865.     Graduated. 
Colohan,  Charles  E. 

20  July,  1865.     Graduated. 

Comly,  Samuel  P. 

26  July,  1865.     Graduated. 

Conry,  Francis. 

20  July,  1865.     Resigned. 
Crane,  Ashley  A. 

28  July,  1865.     Resigned. 
Curtis,  Clinton  K. 

27  September,  1865.     Graduated. 

"Baniel,  Henry  M. 

27  July,  1865.     Resigned. 
Day,  WiMiam  P. 

25  July,  1865.     Graduated. 
Hillingham,  Albert  C. 

20  July,  1865.     Graduated. 
Bimick,  Otis  S. 

26  July,  18IJ5.     Discharged. 
Briggs,  William  H. 

20  Julv,  1865.     Graduated. 


GENKRAL    NAVY    RKdiSTKi:. 


H4I 


Field.  KdMiircl  A. 

•iO.Iuly,  ISi;.").     (Jraduatcrl. 

Fowler,  Alfred  II. 

2:5  Si'ptcmlxr,  ist;.").     Hc»igncd. 
Fitwier,  Kohert  Ij. 

'JO  July,   lsij."».     Kcsigncd. 
Fratnkliii.  JaiiieM. 

-':i  Siptcmbtr,  IHtjr).     Graduated. 

Fuller.  fjieorKC  II. 

20  July,  IMtir).     Resigned. 

(■itrvin.  John. 

*J2  July,  IS(ir).     Gnuluated. 
GerrlNli.  ^Viiifleld  N. 

21  Scptonilxr,  isv,:,.     Itesigncd. 
(^eiifNeli.  Ferdinand  II. 

•Jl  July,  l.Sti.").     Cliaduatfd. 
(■ray don.  JaineH  W, 

21  July,  ISO.",.     (Jraduated. 
Iladden.  IVilliam  A. 

27  September,  18(35.     Graduated. 
Hall.  Joel. 

25  July,  1865.     Died  22  June,  1806. 
Hall.  ^lartin  E. 

I'J  September,  1865.     Graduated. 
Handy.  Henry   O. 

25  July,  1865.     Graduated. 
Haniis.  GuHtavuH  C 

25  July,  isij.l.     Graduated. 
Ilarber.  Ciiles  It. 

22  July,  1S(;5.     Graduated. 
ilarinon.  IVilliani   K. 

22  .luly,  ls(;5.     Resigned. 
Harris,  I'riali  It. 

21  July,  ISt;.-,.     Graduated. 
HaMley.   Henry. 

27  .luly,  lsi;5.      HcsiL^'ued. 
HeiiMliaM,  Fdward  T. 

25  .Sej)tLMni)i  r,  1^(;."(.     Resigned. 
HoliMon.  JoNepli  B. 

21   July,  lsti5.     (Jraduatcd. 
lloiiMtoii.  ^'el8on  T. 

27  July,  1865.     Graduated. 
Howe.  Orin  P. 

2>i.Iuly,  1865.     Resigned. 
■  lull,  Frederiek  B. 

28  September,  1865.     Graduated. 
lly<le.  ^areiiH  D. 

2:!  Xovcmlur,  1865.     Graduated. 
iielloKK.  <aeriiiaiine  .4. 

2s  .luly,  IM".,'..      R<-iLriH'<l. 
lielloKv^.  IVainwriKlil. 

2i  ."^1  pttiiilitr.  |si;"i,     (Graduated. 

UiilMirn.  Willie. 

"1  l>i<(inl>(r  l^r.."i.     <Jraduuted. 


HinilMill.  Uilliam   U. 

:tl  .luly,  IbO.',.     (Jradualid. 
KiuK,  Allan  A. 

2'.J  July,  lMi5.     Discharged. 
KinK*  ^iilliam  M. 

21  Sej)tiinl>er,  \x>'<'>.     Resigned. 

Leaeli.  Il(>rl»erl  C. 

28  July,  lsi',.*i.     Resigned. 

Low,  William  F. 

21  July,  ISC,.',.     (Jraduated. 
Mahan,  UeiiniM  II. 

20  .luly,  1865.     Graduated. 

MaMon,  .\ew(oii  K. 

22  .luly,  1M(:5.     Graduated. 

MeC'abe,  ^^eorge  \V. 

2'J  Sei)temtM-r,  isf',.",.     Resigned. 

SleKwen,  C'liarleH  A. 

2;{  September,  1865.     Resigned. 

Mcl^ane,  .4 Ian  K. 

27  Septeminr,  IHti.l.     Resigned. 

.Miller,  Byron  II. 

2:5  September,  1865.     Discharged. 
Monalion,  Henry  T. 

25  July,  1S65.     Graduated. 
MonlKoniery.  TlioinaH  C. 

2:!  September,  1865.      liesigned. 
Moore,  John  II. 

2'.)  .luly,  18t;."i.     (Iraduated. 
Morgan,  ICandal  W. 

27  September,  1865.     Itesigned. 
3Iiililenl>er|i;,  Henry  E. 

21  September,  1865.     Resigned. 
3faKro,  Arthur  P. 

20  July,  18i;5.     Graduateil. 

Negley,  \villiani  C. 

26  .luly,  1865.     (Jraduated. 

NileN,  KoHHUth. 

22  September,  1865.     Graduated. 

^TorriH,  John  A. 

27  September,  1865.     Graduated. 

IVorton,  C'liarleH  H. 

2"J  July,  1865.     Resigned. 
iWotewaire,  .4HM'rt  C 

20  July,  lst;5.     Resigned. 

Osborn,  .4rlliur  P. 

25  July,  186.",.     Graduated. 

OsterhauH,  IIuko. 

22  Sejjtember,  18t;5.     Graduate*!. 
Paine,  Sumner  C 

21  September,  1865.     Graduated. 
Patch,  .\athaniel  J.  K. 

20SeptemlMr,  l^t'.5.     Graduated. 
PerkiuH.  C'liarleH  P. 

2U.lulv,  lsf.,"i.     (iruiluated. 
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Phelps,  Samuel   H. 

21  July,  1805.     Resigned. 
Phelps,  Thomas  S.,  Jr. 

25  July,  1865.     Graduated. 
Porter,  Theodoric. 

20  September,  18G5.     Graduated. 

Potter,  William  P. 

26  September,  1865.     Graduated. 

Pratt,  John  B. 

27  September,  1865.     Resigned. 

Quiiiby,  I>eIIiiiit  O. 

20  July,  1865.     Resigned. 
Hichards,  Henry  M.  M. 

20  July,  1865,     Graduated. 
ISichiuaii,  Clayton  S. 

21  July,  1805.     Graduated. 
I&ichmoud,  George  II. 

26  September,  1865.     Resigned. 
Rodd,  Thomas. 

20  July,  1865.     Resigned. 

Kohrer,  Karl. 

20  July,  1865.     Graduated. 

Root,  Edward  R. 

25  September,  1865.     Resigned. 
Ross,  Joseph  H. 

31  July,  1805.     Resigned. 

Rudd,  jVegley. 

28  September,  1805.     Resigned. 
Russell,  Horace  G. 

25  September,  1805.     Resigned. 
Schnur,  William. 

29  July,  1805.     Resigned. 
Scott,  Wisner  G. 

21  July,  1805.     Resigned. 
Stephens,  Alexander. 

25  July,  1805.     Discharged. 
Stockton,  Henry  T. 

20  July,  1805.     Graduated. 
Sweet,  Frederick  B. 

29  July,  1805.     Resigned. 
Taunt,  £mory  H. 

22  July,  1805.     Graduated. 


Taylor,  Eldward  G. 

20  September,  1805.     Resigned. 

Thackara,  Alexander  M. 

20  .July,  1865.     Graduated. 

Tonvelle,  William  W. 

21  September,  1865.     Resigned. 
Turner,  £dward  P. 

20  .Inly,  1865.     Resigned. 
Turner,  William  H. 

21  July,  1865.     Graduated. 
Utle.v,  Joseph  H. 

22  September,  1865.     Graduated. 
Tan  de  Carr,  William  H. 

25  July,  1805.     Graduated. 

Warren,  George. 

28  .July,  1865.     Resigned. 
Weld,  Kdward  C. 

30  Sfi)tember,  1865.     Resigned. 
Wheeler,  James  J. 

19  September,  1865.     Dismissed. 

Wilcox,  Montgomery. 

25  July,  1865.     Resigned. 

Wiley,  Edwin  H. 

27  J  uly,  1 865.     Graduated 

Wilson,  John  C 

22  July,  1865.     Graduated. 

Wing,  Halsey  M. 

26  July,  1865.     Resigned. 
Winslow,  Francis. 

20  July,  1865.     Graduated. 
Winslow,  Herbert. 

20  July,  1805.    Grad)iated. 
Wood,  William  F. 

25  July,  1865.     Discharged. 
Wood,  William  91. 

20  July,  1865.     Graduated. 
Wright,  George  F. 

20  July,  1865.     Graduated. 
York,  John  W.  E. 

24  July,  1865.     Resigned. 
Zabriskie,  George  A. 

28  September,  1865.     Resigned. 


1866.— Midshipmen. 


Arnold,  Philip. 

1  August,  1866.     Resigned. 
Ashley,  Pacilicus  L«. 

24  September,  18(30.     Resigned. 

Augur,  John  P.  J. 

20  September,  istil!.     Graduated. 
Bachus.  Montgomery. 

25  July,  !^6().      liusitrned. 


Baker,  Winfield  S. 

30  July,  1866.     Graduated. 
Barnes,  John  W. 

28  J  uly,  1866.     Resigned. 

Baruette,  Gaspar  C. 

23  July,  1866.     Resigned. 
Bassford,  Warren  L.. 

31  July,  186(').     Resigned. 
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lolohor,  ^Vlllio  M. 

:;i  July,  ISCC.     DropjKul. 

IralMs  <'liiirlcH  II. 

•J")  July,  isc.c.     Hesij,'ned. 
Irciicii,  ]-l4lu'ar«l  W. 

'jx  July,  istiC).     Ui'si<,'nc'(l. 

IriKtTM,  C'liarloM. 

:'.!»  July,  isoc.     (Jnuluuted. 

lull,   JllIIIOH    II. 

','.")  July,  isc.i;.     Gniduuted. 
'a  111  oil  II,  <ii«>oi*K<^  A. 

:'.l  July.  \'<M.     Gr:iilu:itc'd. 

arfer.  .laiiiOM  I^. 

•J.".  July,  iscc.     Kt'siLjiiL-d. 

lark,  <M<M»rKO  D. 

','1  Scptcuilur,  I'^Cil'i.     Dismissed. 
'Ia>>4>ii.  ^Villiaiii  I*. 

•J7  July,  iM'.ti.     Graduuted. 
oIliiiM,  John   it. 

;!(i  July.  Isc.Ci.     (Jradiiated. 
'oii\va.>,  ^Villiiiiii  I*. 

1  Ortciiicr.  iNOCi.     Gradunted. 

raiic,  Ashley  A. 

L'l)  J  uly,  IsiiCi.     Kesigued 

rowby,  Fr«'Oiiian  II. 

::o  July,  iMlii.     Graduated. 

'iilv<>i%  K<luiii    K. 

1  Au;4ust,  IMIC,.     Kcsigiu'd. 
hiiKMilioivor,  John  W. 

'■I')  Sf2)tt.Milnr,  iNiiCi.     Graduated. 
Parley,  M  illiaiii  K.  W  . 

-7  Sei)tciul)cr,  iM'.d.     Resigned. 

Hill  mock,  Martial  1'. 

:;i  July,  ISOd.     Graduated. 

^oiisiiiaii,  LyndHC)'  W. 

•J")  July,  iscc.     Kesigned. 
>.ver,  George  I^. 

-ii  July,  ISGG.     Graduated. 
!ll«'ry,  Frank. 

J.')  Sci)temljer,  1800.     Graduated. 
^niiiieriok,  Charles  F. 

'JO  September,  Isf.C.     Graduated. 

iNiiiondH,  Kadok  T. 

•Ji;  July,  lS(i(;.     Kesigiu'd. 

^yclOMliinier,  C'liarloM  S. 

1   Octolirr,  IStiC.       U.  -i.^riicl. 

'iokbohin.  Ilerniaii  F. 

;;i  July,   ISCiH.      <;ra.|uatcd. 

^ield,  Philip  V. 

1  Augu>t,  iNiiO.     Resigned. 
'oHfer    CharleH  A. 

1   .August,  I'^Ciii      Graduated. 

^oMler,  GeorKi*.  Jr. 

:'.l  .lulv.  I^f.ii,     K.-i._rnr.l. 


FraiiiK'OM,  JoMepli    II. 

'JO  July,  iscc.     UcHigiied. 
Fra/.er,  \Vall«>r. 

'J7  luly,  IM.C.      Kesigued. 
Freenian,  JiiIIiim  €'. 

4  Gctohir,  l^r.c,.     Graduated. 
French,  Waller  H. 

27  .luly,  l>iM.     (Jrailuated. 
Galloway,  C'liiirleH  I>. 

L"J  Sf|)t(iul)er,  1^0(5.     Graduated. 
Caore,  JaineM  .M. 

'J")  July,  INOO.     Graduated. 
(■OHliii;;,  IIarrlii(;(on  L. 

•-'■">  .'^(•pleiulx  r,  iM'.Ci.      IJesigi.ed. 

<araliaiii.  Saiiiuel  I^. 

•J7  July,  \^i\i\.     (Jniduated. 
Green,  Henry  Ij. 

".1  July,  Ibi'.O.     Graduated. 
Ilaneoek,  Hiram. 

'2:i  .luly.  IMIO.     J)i,,j)pcd. 
IIar};oiiM,  Frank   ii. 

1  August,  1^00.      Kesigued. 
llarriw,  Henry. 

1  August,  l.sOO.     Graduated. 
Iliirf,  John  Ij. 

'J'J  September,  ISCiO.     Dismissed. 
Ileiliier,  I.iewiH   C. 

'2~>  .luly,  1^00.     Graduated. 
lleiHkell,  Henry  I.. 

'JO  Sei)temb<r,  1M'>0.     Dr(>i)ped. 
Ilolliday,  Mailer  S. 

27  July,  l!:<r)(i.     Graduated. 
Ilolnian,  Georj^e  F.  IV. 

'J">  July,  I'^Otl.     Graduated. 
Iloyf,  George  R. 

;;i  July,  IjiOO.     Resigned. 
Iliibhard,  John. 

27  July,  iMiC.     Graduated. 
HiiglieH,  K<l%«]ird  >I. 

20  July,  1«00.     Graduate<l. 
Hunker,  Jaeob  J. 

30  July,  IM'.O.     Graduated. 
Jaeoby,  Harry   M. 

27. luly,  IS'D).     Graduated. 

Jariiagin,  JiiliiiM  N. 

27  Scptenil"  r,  l^tir,.     Resignetl. 
Jordan,  Jaeob  W . 

2  Octub.  r,  l^ii;.      i:e>;igiied. 

Jouetl,  I.aiKlon  I*. 

:U  July,  iM'.ii.     Graduated. 
Kuiiiriiian.  FranelM  A. 

:;i  .luly,  l^lif..      Ke.-igned. 

Ke<Mer,  John  H. 

2:!.Iulv.  I'-iifi.     Graduated. 
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Keyes,  Charles  E. 

27  September,  ISGO.     Dismissecl. 

Kirkpatriek,  Henry  H- 

22  September,  18GG.     Resigned. 
l£roniniIler,  George. 

3  October,  18G6.     Resigned. 
Knnhardt,  Charles  P. 

31  July,  1866.     Graduated. 
f^eaeh,  Boynton. 

:!0  July,  1866.     Graduated. 
L'^efavor,  Frederiek  H. 

27  July,  1866.     Graduated. 
Little,  DaTid  S. 

25  September,  1866.     Resigned. 
liOiig,  William  8t.  C. 
25  July,  1866.     Resigned. 

Liudlow,  Francis  L<. 

24  July,  1866.     Graduated. 

layman,  Charles  H. 

28  July,  1866.     Graduated. 
liyon,  George. 

25  July,  1866.     Resigned. 
M asser,  William  H.  F. 

1  October,  1866.     Graduated. 
Mayer,  William  G. 

23  July,  1866.     Graduated. 
McCraeken,  Alexander. 

27  July,  1866.     Graduated. 
McCrea,  Henry. 

24  July,  1866.     Graduated. 
McDonald,  Colin. 

24  July,  1866.     Graduated. 
Mentz,  George  W. 

26  September,  1866.     Graduated. 
Merriam,  Greenlief  A. 

24  July,  1866.     Graduated. 
Miller,  Marcellns  G. 

26  July,  1866.     Resigned. 
Millinian,  Anson  B. 

31  July,  1866.     Graduated. 
Milton,  John  B. 

30  July,  1866.     Graduated. 
Mnrdock,  Joseph  B. 

26  July,  1866.     Graduated. 
Murphy,  John  A. 

26  September,  1866.     Dismissed. 

JVorton,  Fdward  R. 

30  July,  1866.     Resigned. 
^^'^©rton,  James  P. 

25  July,  1866.     Resigned. 

:^ye,  Haile  C.  T. 

28  July,  1866.     Graduated. 
Oxley,  William  H. 

31  July,  1866.     Resigned. 


Peck,  I^obert  G. 

24  September,  ]8G().     Graduated. 
Pennington,  Henry  R. 

1  October,  1866.     Graduated. 
Perkins,  Joseph  W. 

26  September,  1866.     Resigned. 
Piatt,  Howard. 

1  October,  1866.     Resigned. 
Post,  .Toel  A. 

23  July,  1866.     Graduated. 
Ray,  Whitninl  P. 

27  September,  1866.     Graduated. 
Reainoy,  liazarns  L<. 

25  July,  1866.     Graduated. 
Rees,  Corwin  P. 

31  July,  1866.     Graduated. 
Remsen,  William. 

26  July,  1866.     Graduated. 
Richardson,  Charles  S. 

30  July,  1866.     Resigned. 
Rittenhoiise,  Hawley  O. 

27  July,  1866.     Graduated. 
Sanderson,  George  A. 

26  Sej)tember,  1866.     Graduated. 
Sargent,  IVathan. 

23  July,  1866.     Graduated. 
Sawyers,  James  H. 

24  September,  1866.     Graduated. 
Schaefer,  Henry  W. 

23  July,  1866.     Graduated. 
Schwenk,  Milton  H.. 

22  September,  1866.     Graduated. 
Scott,  Frank. 

24  September,  1866.     Resigned. 
Selden,  George  li. 

27  July,  1866.     Graduated. 
Seymour,  George  IV. 

25  July,  1866.     Resigned. 
Shaffer,  Fdward  I.. 

27  July,  1866.     Resigned. 
ShaflTner,  Benjamin  M. 

31  July,  1866.     Resigned. 
Soule,  Charles  F. 

31  July,  1866.     Dismissed. 

Spears,  John  R. 

31  July,  1866.     Resigned. 

Spencer,  Thomas  C. 

24  July,  1866.     Graduated. 

Stump,  George  M. 

27  July,  1866.     Resigned. 
Talbot,  Emory  H. 

26  July,  1866.     Resigned. 

Tillinghast,  Benjamin  C. 

ol  Ju!v,  1S66:     Resigned. 


GENKHAL   NAVY   IJKGIBTKH. 


845 


Tylor,  llaiiHOii   IC. 

27  .hily,  1M1(;.  Graduutc'd. 
run  Horn,  Dick. 

I^'eazio,  FranciN  It. 

2:!  July,  Im;*;.     K»sij,'n(<l. 
I><l(l('r,  All»ort    F. 

2  Aii;,Mist,  isdii.  Hfsi;,'iic(l. 
I'roolaiid,  <'liarloH  10. 

:;i  .luly,  l^t■.(;.  Cni.luatfd. 
Uar<lcn,  liiarlcN  1*. 

-7  t^c'iitcmlicr,  INC.C.     Hcsigiicd 


Moa^4-.    liiiiK^Iand. 

2U  S«i)l<inl.(  r.  IHiC.     lU>i^'ni<l. 

IVIiipple,  l>uvid. 

25  S.ptciiil.cr,  istWJ.     Rcsipncd. 
milianiH.  llonrj   H. 

:?()  July.  l.-Cli.     l;«si{,'r 

IVilHon,  J>ownH  S, 

27  July,  \si;(\,     (iradu:it.(|. 

'\\oo€i.  TlioiiiaM  <'. 

:{0  Jiil\.  l^c.t;.     (fraduatea. 
IVriKlit.  .>liorH  F. 

'  ()c(ul>Lr.  Ibt)'"      Graduutfd. 


1867.— Miflshipnion. 


inderfon,  Kobort  J. 

25  StiitcinbcT,  lb(i7.     lUsignco. 

Itabooek,  ^Villiam  i'. 

24  S(i)teml)fr,  IMm.     (Jraduutcd 
>iab<-ook,  Zac'hary  T. 

27  Jimc.    Ibil7.     Resigned. 
ttjikor,  ARher  C. 

;{0  Seiitciiilxr.  1867.     Graduated. 
|{arl»er,  Joel  A. 

22  June.  Ibti7.     Graduated. 

[tarroll,  Henry  II. 

2b  Sei)tenil)er.  lb(;7.     CriKluated 
Sartlotf,  CiiarlcN  W. 

21  June,  1^07.     Graduated. 
Itrowii.  Ciiarles  W. 

20  June,  lb()7.     Resigned. 
irown,  Julian  II. 

27  Septeniiar,  1S(;7.     Resigned. 
[{oiiiiN,  C'liristoplier. 

1  July,  lb07.     Graduated. 
turnolt,  Jeremiah  C\ 

27  September,  lb07.     Graduated. 
lusbee,  Perrin. 

23  September,  lbG7.     Graduated. 
alkinn,  C'arloH  G. 

24  June,  lbt)7.     Graduated. 
arnalian,  TlioniaH  I>. 

21  June,  18r>7.     Resigned. 
;iark,  Frank  I^. 

27  June,  lbtJ7.     Resigned. 
'obb,  AlplionHo  II. 

2;')  .<«  pttniber,  lb07.     Graduated. 

"cry,  (lieorf^e  W. 

22  June,  l^ti7.     Dro])ped. 
>ain<lall,  Albert   A. 

1  July,  18(37.     Graduated. 

/re«ap,  Jitmen  C 

24  June,  lbl)7.     Graduated. 


I>abne.v,  Albert  J. 

1  October,  l^^(i7.     (Jraduated. 
I>enny.  TlioniaH  C. 

2fi  June,  lsi)7.     Resigned. 
DowiieN,  John. 

22  June,  1m;7.     Graduated. 
KdHon,  John  T. 

27.1unc,  ist'.7.     (Jnirluatcd. 

Flliolt.  Miiliani  1*. 

2i'>  Sipteuil'er,  lb(J7.     Gra<luatcd. 
For4l,  Meliionrne  II. 

21  June,  lb(i7.     Hisigned. 
Fox,  Levi. 

28  June,  isr,7.     Resigned. 
€>raliani,  Kobert  S. 

23  l^el)tenlber,  lbG7.     Resigned. 
CjJreene,  FraneiH  E. 

25  f^ei)teniber,  1SG7.     Graduated. 
Greene,  Franklin  li. 

26  June,  lb()7.     Resigned. 
Guertin,  Frank. 

1  July,  1867.     Graduated. 
G\»ynn,  IVinflehi. 

24  Siptenibi  1,  lb(;7.     Resigned. 
Harper,  M'illiani  M. 

2y  !>eptenibtr,  lb67.     Resigned. 
HeiHfand,  dieorjce  W. 

1  July,  lb67.     Resigned. 
HotebkinH,  Frank  N. 

28  June,  lb(;7.     Graduatid. 
HunHieker,  Jonepli  li. 

25  Juiif,  1"^C«7.     Ciraduatcd. 

IrH^in.  Milliani  M. 

2'J  Jiuif,  IbtM.     (Jraduatrd. 

Jenkin»«,  Albert  T. 

21  Stptt  lubir,  l">«i7.     Rrsigned. 
LiviniCHton,  Walter  T. 

26  Juiif,  IN()7.      Rrsigned. 
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I^ytle.  Robert  F. 

31  June.  isGT.     Resigned. 

Marshall.  IVilliain  A. 

•27  June.  1S67.     Graduated. 
Mcintosh.  Horace  P. 

S-?  Jure.  ISfiT.     Graduated- 
Mertz.  Albert. 

•27  Jur.e.  lSt37.     Graduated- 
Montgomerj.  Joseph  C. 

•20  June.  1S07.     Resigned. 
Xabor.  Frank  TT. 

•21  September.  1867.     Graduated. 
O'Reilly,  Tlilliam  T.  B. 

•22  June.  1S';7.     Resieried. 
Plnnket,  Thomas  S. 

21  Ji-.ne.  IS'37.     Graduated. 
Pinokney,  Xelson. 

-''•  June.  1S07.     Resigned. 
Qualtrotis:h.  Fdivard  T. 

2:    Scp:eniber.  1S07.     Graduated. 
Roller,  John  £. 

•26  June.  1SC7.     Graduated. 
Sawyer,  Frank  £. 

2'd  September.  1S67.     Resio:ned. 
Seott,  Benjamin  B. 

1  July.  l-';.7.     Resigned. 
Seabnry,  Samuel. 

20  June.  1S07.     Graduated. 
Sewell,  William  E. 

27  September,  IS'37.     Graduated. 


Singer,  Harrj-  C 

30  September,  1S67.     Resigned- 
Siter,  ^lilliam  A. 

1  July,  1S07.     Resigned. 
Slack,  llilliam  H. 

1  October,  l^>.7.     Graduated. 
Stannton,  Sidney  A. 

23  September.  1^07.     Graduated- 
Sterens,  Robert  I>. 

25  June.  1^07.     Graduated. 
Terrell,  Charles. 

20  September,  1S';7.     Graduated. 
Thomas,  Clarence,  Jr. 

20  September.  1^''7.     Grailuaied. 
Tittman,  Fngene  C. 

27  September.  1^'  7.     Resicned. 
Tanderroort.  Germain   B. 

30  September.  1"'.7.     Dropped. 
Van  Horn,  Robert  C 

23  September.  1^07.     Resigned. 
Tail.  George  A. 
'         27  Septemler.  1S67.     Graduated- 
Ward,  Aaron. 

!         2S  September.  1S67.     Graduated- 
I Waring.  Howard  S. 

20  June.  1^07.     Graduated. 
Wight.  James  M. 

.'  .".y.  l^o7.     Graduated. 

Worsley,  Dwight  t. 

I         26  June,  1507.     Resigned. 


1S6S.— Midshipmen. 


Baker.  Daniel  £. 

20  June.  l^'JS.     Gr;;duated. 
Baldwin,  William  L. 

25  September,  l^•  ^.  Resigned- 
Brown,  Abel  B. 

25  Septon.ber.  1S6S.  Resigned. 
Bnrns,  Joel  H. 

20  September.  1S6?.  Resii!ned. 
€)«ttman,  Tincendon  £.. 

25  September.  1^'>.     Graduated. 
Crosswait.  Charles  H. 

26  Jui'-e.  1S">.     Dr.,  vivl. 
Dieterich,  Jonathan  G. 

30  Septcmi.  er.  :^'>>.  Resigned- 
Hixou,  Thomas  F. 

•24  September.  1S0>.  Resigned. 
Dockery.  Alfred  Y. 

20  September.  ^^O-?,  Resigned. 
Fletcher,  Robert  H. 

25  June,  1868.    Gradoated- 


Fox,  Charles  E. 

25  June,  l'^0^.     Graduated. 
Freeman.  Albert  T. 

20  September.  ISOS.     Graduated. 
Fremont,  John  C,  Jr. 

25  June.  ISOS.     Graduated. 
Gait,  Rogers  H. 

23  Jur.e.  l:^0'^.     Graduated. 
Garrett,  William  H. 

20  September,  l'^0>■.     Resigned. 
Heacock.  William  C. 

•24  Sertemler.  1^05.     Graduated. 

Hey,  George  W. 

30  September.  I'?'?'?.     Resigned. 

James,  Xathaniel  S. 

30  June.  1^'>.     Graduated. 

Keeler.  I>elmar  R. 

2'.'  June.  1>«>'<.     l^-^::.^-led. 
fiirkland,  Alexander. 

24  SeptembeFj  1&65.     Resigned. 
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I.uHh<*r,  Oron  K. 

2'J  >»j>t.-ml><r,  1^<;«,     Qndosted. 
f.loyd,  Kuward. 

ao  S^-jUtnibtr,  1H<>8.     lUsigoed. 
I.owr)',  0«iwfn  W. 

•Jj  June.  I'?0'«.     Gradiutcl. 
I.yefh,  Clinton  II. 

2*;  J  unc,  1  >-♦)•;.     G  radiinted. 
If  an  ley,  Jmwnen  K. 

:jO  >epteiijbtr,  IbO'^.     Resigned. 
Hann,  Horace  W. 

♦;  Mtt'.i^er,  lir<;y.     Hesigned. 

iI<-(  arlhy,  CieorRo  I>. 

-'   May,  1  •*€■?.     J{<  -  _r,wi. 

^I<*Connell,  9fnrray  I>. 

1  Juiy.  l-^OS.     I>i-:j,.-->-d. 
Korean,  Robert  H. 

'J'J  .]  liiit,  !>:»;•!.     Graduated. 
Medary,  Jacob. 

•-'•;  .June.  1  •?»;'?.     Graduated. 
VlileM,  C'harle«  R. 

•Ji>  JuLit,  l"-*.".     Gradnated. 
Mitchell.  CharlcM  T. 

■J'".  .-•i"r.'.i •<;,',  ]'">.     Kesigned. 
>a{(le.  Jacob  K. 

IJ'J  .)i;i.f,  !>:•;>?.     Ketiigned. 

Oliver.  John  Y. 

1  O'toUr,  1  <•'■,'?.     Rfrsjgned- 

fitetaer,  H  illiam  I.. 

'60  June,  1  *;»;?.     Resigned. 


I'oliiij.  r.  Ylilllaiii. 

'Z*i  June.  !'"♦>'",     I:,  -.jnc'l. 
P«wer«i^  Frank  II. 

29  June,  ]-«.-.      I;. -.-ued. 
RInehart,  Renjamin  F. 

'.";>.:])?<  int..  r.  l"',-.  <;ra'ltjatwL 
Rop4*r,  J<*«He  N. 

'J.j  June,  I'-O'^.     Gra'Jijat.<l. 

Ro«»encrantK.  Hilliam  It. 

'J»i  June,  1-(;h.     K«-*i;,ri,,.] 

Hawyer,  Frank   E. 

'Jj  SeptemUr.  1W;8.  GraduaterJ. 
MIonich,  William  Wcl^. 

1  OcUAnr.  1    '  -       I{<.-ij,'ne<l. 
ftnllb,  Arthur  C. 

2a  June,  !-•  -      I{<^tgn«d. 
Aentherland.  William  II.  II. 

■-''J  Juue,  ]-<;".     Gra»lijat«<I. 
Thompson,  Charlen  A. 

'.'j')  >i:Ij1'  jiJ,4T,  ]"■',•<.  Graduated. 
Tyler,  Frederick  II. 

2'.'j  June,  l^*;*?.     Gr;nJiiate'J. 
Tan  KppM,  I,,einnel. 

'J'J  June,  I'-Cy.     I:.  ^i-Tit/J. 
Yeeder,  Ten  Eyck  IK  W. 

•_'"»  ?•<]»»«  Hi  •  r.  !>•<>.  f;r  ,'luiitcd. 
Winlo4  !i,  Jamen  II. 

•-'■»  ."-'1  ;<.m !'•.-.  1*'<>.  Graduated. 
W  iuHton,  C^eor^e  T. 

I  Oetober.  !'»♦}'?.     Resigned. 


1869.— Midnbipmen. 


iiidertion,  John  K. 

-,^4  ^ptember.  l":*;!*.     Resigned. 
irnold,  G<H»r^e  N. 

.'iO  J  une.  ]  >!«/J.     Resigned. 
.ixon,  Clinton. 

2'i  Jiuie.  l*"Oi^.     Resigned. 
KadKcr,  Chariefi  J. 

24  June,  l^h'J.    Graduated. 
iCaker,  Ildward  I^ 

22  feeptemU:r,  1>5C9.     Resigned. 
Itcan,  John  W. 

•J 4  Jur,e,  l>iC/j.    Gradnated. 

Klakeley,  Jamen  W. 

.i'-i  .lur.e,  I'-'.'c*.     Drf^pped- 
ISreiiier.  C'harle«*  J. 

■^■2  ^.pt^rl.l,<r.  1»;»;9.     Resigned. 
IturnM.  Worth. 

L'l  Ji,r.<  .  ]■  > ;».     Resigned. 
C  aMc.  .iiiKiiMiuM  l<.,  Jr. 

-4  Jiin*  ,  1  "'.'J.     Gr.iduated. 


CoM«i,  Uilliam  .V. 

i}<J  June,  l^O'j.     ]i'<\'snf<L 
Connell,  HnnberHton  H. 

24  h*pteinber,  I'-C'j.     R«-j,ij;rjcd. 
Cowlew,  Walter  V. 

22  September,  l'?C9.     Gradnated. 
Crai|(,  W  illiam  II. 

:i<j  Jui,'.  ]*-<'j.    Resigned- 
Crocker.  Kben  R. 

2.'{  ^epien<»>».r.  1^09.     Resigned. 
Cnip,  iHwac  R. 

2  4  S'  j.'.  iiifx-r,  1T,9.     Resigned. 
Ranner.  Frederick   W. 

2 'i  .)..<] *•«;;*.     Graduated. 
DavidM.  I„efilii  J. 

24  .'«.  j,tcnil.«r,  1^09.     Resigned. 
DeerinK.  Charlew  W. 

2:jJuij<-.  ]'•>•.'      «ir.i'lu»ted. 

Dexter,  Jenii«>««M  K. 


■J.'  .Iiin»'.  1 ' 
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Iliclil,  Nainiiel  TV.  B. 

21  Seiitember,  1869.     Graduated. 

i:iliott,  Issac  B. 

23  September,  1809.     Resigned. 

Fales,  Horatio  C 

29  June.  18U9.     Resigned. 
Farnswortli,  John. 

28  September,  18G9.     Graduated. 

Fenii,  Frank  A. 

23  June,  1809.     Dropped. 

Fisher,  Irvins  B* 

24  September,  18G9.     Resigned. 

Fithian,  Clarence  E. 

23  September,  1869.     Resigned. 
Fowler,  Gilbert. 

24  June,  1869.    Graduated. 

Grant,  Charles  V. 

25  September,  1869.     Resigned. 

Greenongh,  Horatio  W. 

25  June,  1869.     Resigned. 
Guncllach,  William. 

29  September,  1809.     Resigned. 
Habersham,  Bichard. 

24  September,  1869.     Resigned. 

Halsey,  William  F. 

22  September,  1809.     Graduated. 

Hard,  Fdiriu  F. 

23  September,  1869.     Resigned. 

Holder,  Charles  F. 

29  June,  1869.     Resigned. 
Howard,  Thomas  B. 

25  June,  1809.     Graduated. 

Hyde,  George  W. 

22  September,  1869.     Resigned. 

Jackson,  James  M. 

28  September,  1869.     Resigned. 

Jenkins,  Frank  T. 

23  June,  1869.     Dropped. 

.Boh II son,  John  P. 

23  June,  1869.    Resigned. 
Jonett,  J.  Stockett. 

23  June,  1809.     Resigned. 
Knight,  Austin  M. 

30  June,  1869.     Graduated. 
L<aird,  Charles. 

25  September,  1869.     Resigned. 

!Lemley,  Samuel  C. 

26  June,  1809.     Graduated. 
Stanley,  James  S. 

25  June,  1869.     Resigned. 
I^IcCartney,  Charles  M. 

25  September,  1809.     Resigned. 

McKelTy,  William. 

25  September,  1869.     Resigned. 


Michelson,  Albert  A. 

29  June,  1809.     Graduated. 
Milligan,  Frank  J. 

30  June,  1809.     Graduated. 
Moore,  Charles  B.  T. 

28  September,  1869.     Graduated. 
Morrell,  Henry. 

30  June  1809      Graduated.. 
Muse,  Thomas  F. 

30  September,  1809.     Graduated. 
!Sregley,  James  S. 

29  September,  1869.     Resigned. 
Nichols,  John  B. 

29  September,  1869.     T'.jsigned. 
Nicholson,  John  Q,. 

24  June,  1869.     Graduated. 
Nicholson,  Beginald  F. 

30  September,  1869.     Graduated. 

North,  George  Jj. 

25  June,  1869.     Resigned. 
Northcott,  William  A. 

28  September,  1869.     Resigned. 

Peacock,  Haiid. 

29  September,  1869.     Resigned. 

Pell,  Herbert  C. 

29  June,  1869.     Resigned. 

Pierson,  Frank. 

23  September,  1 869.     Resigned. 
Putnam,  Charles  F. 

24  June,  1869.     Graduated. 

Baines,  Fugene. 

24  June,  1809.     Resigned. 
Bay,  Fdninnd  G. 

24  September,  1869.    Resigned. 

Beynolds,  Alfred. 

23  September,  1869.     Graduated. 

Bobb,  John  F. 

23  September,  1869.     Resigned. 
Bobinson,  J.  Marshall. 

25  June,  1869.     Graduated. 
Bodman,  Herman  J. 

23  June  1809.     Resigned. 
ISchuetze,  William  H. 

23  June,  1809.     Graduated. 

Shaw,  William  F. 

24  September,  1869.     Resigned. 

Shufeldt,  Mason  A. 

24  June,  1869.     Graduated. 

Smith,  Irving. 

26  June,  1869.     Resigned. 
Strong,  Bonldo  D. 

26  June,  1869.     Resigned. 
Talbot,  William  A. 

29  September,  1869.     Resigned. 
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Topping,  Wniiiiiii   V.  It. 

•-wTiJiuu',  l.s(;;).      HcsiLjiit'd. 
TuriilMill,  John  IV. 

Underwood,  Kdninnd  It. 

2()  Jiim-,  ]N(!1).     (iradiiatfd. 
Vndorwoo<l,  JaiiicH  I*. 

L"J  .hiiie,  Ibi'i'J.     (Jradiiati'd. 
UpHliiir,  C'liHliM  I*. 

21  ScptciiilHT,  ISC.U.     licsirjncd. 
Vail,  I-:dward,  Jr. 

'J'i  ScptrmlM  r,  iM'.'.t.     Ki'si^ricd. 
Van  Vllel,  I  rodorick  i\ 

23  June,  lyCU.     KosigiKd. 


n'allinKlord,  <'liarl4>H  A. 

•J.')  Scj.teiiihcr,  18G'J.     Hcsigned. 
Way,  <ii<'orKC  11. 

21*  Sf))tfinl.tT,  iNCf).     He8ip,'ned. 
IV  hi  to,  franii  A. 

21  Sq)t«iul)LT,  KMCli.     Kcsigned. 
IVilnof,  Frank  A. 

;!()  .Iiuu',  l»«iU.     (Jraduatcd. 
Winder,  William. 

21  S(i)tciiil>t  r,  1  >(;;).     tiraduatcd. 
Yonn^,  laieien. 

2;i  June,  IbG'J.     Graduated. 


1870 — .Midshipmen. 


Alderdioe,  Winslow. 

IS  JuiK',  IbTO.     Gnuliuitcd. 
Arms,  layman. 

20  September,  1870.     Graduutcd. 
Axon,  Clinton  J. 

23  Sei)tenilier,  1870.     Resi-rncd. 
Ilen]i$;h,  Henry  €. 

30  >ei)tenilier,  1870.     Resigned. 
Rostiek,  Edward  D. 

20  iSepteniber,  l:?70.     Graduated. 
Bonsh,  Ciiflbrd  J. 

2.">  .luiie,  1^70.     Dropped. 
Boivyer,  John  M. 

:tU  September,  1870.     Graduated. 
ltraekenrld|;e,  Joseph  Cii. 

24  June,  1870.     l)n)i)ped. 
Itrown,  Fretleriek  S. 

20  Septeudjer,  lb70.     Resigned. 
Brown,  Beriah,  Jr. 

21)  September,  1870.     Graduated. 
Bryden,  JameH. 

1  October,  is7().     Resigned. 
Carrow,  Charles  M. 

22  Septcudjer,  ls70.     Dropped. 
Carter,  Fidel io  S. 

3(J  September,  1870.     Graduated. 
Cheek,  John  F. 

20  June,  1^70.     Dropped. 
(lark,  William  O. 

21>  June.  ]>»7().     Resigned. 
Cofliii,  Frederiek   W  . 

Ki  .Iiine,   ls:().      (;radii;ited. 

Coleman,  William  K 

22  Septendxr,  l^VJ.      Resigned. 

Col  well    John  C 

23  September,  1870.     Graduated. 
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Corhin,  Clarenee  A. 

27  Septeniljcr,  1^70.     Graduated. 
Crai^,  Corydon  F. 

b  June,  KS70.     Dropped. 
Beeatnr,  Stephen. 

8.lune,  lb7U.     Resigned. 
]>orn,  Fdward  J. 

22  September,  1870.     Graduated. 
]>oyle,  Bohert   W. 

3L»  September,  l''7U.     Graduated. 
Button,  W  illiam  T, 

8  June,  1S7II.     J)r()i)ped. 
Fuimons,  Ciieor^^e  T. 

!S  June,  IsTo.     Grutluated. 
Fiske,  Bradley  A. 

24  September,  1870.     Graduated. 
FIcteher,  Frank  F. 

23  September,  1870.     Graduated. 
Flynne,  T.neien. 

1  October,  isTO.     Graduated. 
Fuller,  Ffiward  C. 

28  Sejjtember,  1870.     Graduated. 
Gaither,  F<lwar«l  II. 

1  O.  tob(  1,  IhTO      Resigned. 
Gibson,  lii'wis  W. 

22  Septt  ihIm  r.  1870.     Resigned. 
Gillett,  Joseph  A. 

20  Sept.inl'ir  1870.     Resigned. 
Hall,  Alfred  L. 

27  Sei)ttniber,  1870.     Resigned. 
Ilallowell,  William  II. 

13  October,  l^;ll.     Resigned. 
Hard,  Fdwin  F. 

30  Septiinber,  1 S70.     Resigned. 
Harrinulon.  William   ii, 

21  June,  1570.     Dropped. 
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Ilartnian,  Froderifk  I,. 

21  September,  l,s;u.     Resigned. 
Haskell,  Cliarlci^  IV. 

25  June,  1870.     Graduated. 
Hodges,  Henry  M. 

30  SeiJteiuber,  1870.     Graduated. 
Holmes,  Frank  H. 

30  J  une,  1870.     Graduated. 
Hone,  Alfred  T,. 

29  September,  1870.     Graduated. 
Huglies,  Walter  S. 

20  September,  1870.     Graduated. 
Hull,  Charles. 

24  September,  1870.     Resigned. 
Hunt,  Henry  J. 

23  June,  1870.     Graduated. 
Hunt,  Ridgely. 

21  September,  1870.     Graduated. 
Huteliins,  Hamilton, 

24  June,  1870.     Graduated. 
Hutter,  George  E. 

23  June,  1870.     Graduated. 
Jardine,  Augustus  £. 

22  September,  1870.     Graduated. 
Jones,  George  H. 

27  September,  1870.     Resigned. 

Jones,  John  K. 

21  September,  1870.     Resigned. 
Kinney,  Robert  P. 

27  September,  1870.     Resigned. 
liaird,  Charles. 

29  September,  1870.     Graduated. 
Iiewis,  Harry  R. 

22  September,  1870.     Resigned. 

McCartney,  Charles  M. 

22  September,  1870.     Resigned. 
McDaid,  Guilford  M. 

30  September,  1870.     Resigned. 

McDowell,  Wilken  C. 

30  June,  1870.     Resigned. 

McGinnis,  William  S. 

25  June,  1870.     Dropped. 
McGunnegle,  George  Iv. 

22  September,  1870.     Resigned. 
Moorman,  Henry  P. 

21  September,  1870.     Dropped. 
Xegley,  James  S. 

30  June,  1870.     Resigned. 
JUTlehols,  John  C. 

21  September,  1870.    Dropped. 

!^oell,  York, 

21  September,  1870.     Graduated. 

Xostrand,  Warner  H. 

24  September,  1870.     Graduated. 


Osgood,  Hosea  A. 

22  September,  1870.     Resigned. 
Oliver,  William  C. 

21  September,  1870.     Resigned. 
Parker,  John  F. 

30  September,  1870.     Graduated. 
Peacock,  Havid. 

28  September,  1870.     Graduated. 
Peacock,  ISaniuel  M. 

19  October,  1870.     Resigned. 
Peale,  liouis  T. 

7  October,  1870.     Resigned. 
Peters,  George  H. 

24  J  une,  1 870.     Graduated. 
Powers,  iStephen  A. 

29  Se^Dtember,  1870.     Resigned.- 
Ragan,  Otho  H.  W. 

22  June,  1870.     Resigned. 
Ray,  Fdmund  G. 

22  September,  1870.     Dropped. 
Reich,  Henry  F. 

28  September,  1870.     Graduated. 
Reiiey,  William  T.  W. 

23  September,  1870.    Resigned. 
Reynolds,  Fdwin  !L. 

22  June,  1870.     Graduated. 
Reynolds,  Matthew  G. 

22  September,  1870.     Graduated. 
Rooney,  W^illlam  R.  A. 

29  September,  1870.     Graduated. 
Scott,  Bernard  O. 

30  June,  1870.     Graduated. 
Sharp,  Alexander,  Jr. 

21  .June,  1870.     Graduated. 
Stewart,  John  W. 

29  September,  1870.     Graduated. 

Stoney,  George. 

21  September,  1870.     Graduated. 

Strader,  Joseph  S. 

23  September,  1870.     Resigned. 

Ten  III  son,  John  li. 

23  September,  1870.     Resigned. 

Thomas,  John  C. 

23  September,  1870.     Dropped 

Townley,  Richard  H. 

21  June,  1S70.     Graduated. 
Turner,  James  V. 

21  June,  1870.     Resigned. 
Turner,  William  H. 

29  September,  1870.     Dropped. 
Wanless^  George  J. 

30  Juiae,  1870.     Resigned. 

Ward,  Arthur  J. 

29  September,  1870.     Dropped. 
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I  Octchcr,  1S7(».      Kcsi;,'ri<.l. 

\la.v,  €«t'orKO  It. 

21  Sfpttiiil.cr.  1^71).     llfsii^nc.l. 

WoKiiiH""^  Alliort. 

'JJ  Scplemher,  1^70.     (Jnidiuitcd. 
UellM,  lloiiry  F. 

'J'.i  Sfpttinix  T,  1M70.     KesiLriicil. 
Uliipplo,  KtlMaird  A. 

■j;!  Scpti'inbor,  1.S70.      Itesif^iU'd. 


IVIiilo.  II II II lor  C. 

i:!  . I  line,  I^Td.      INsi'^ned. 
\Vliit<'llol4l.  Uilliam  K. 

'J'J  . I  line,   l--;ii.      (;i:i.hi:itc<|. 

M'liit<'li4*a<l,  'I'lioiiiaH  V. 

■J  1  S(|it(inliir,  l"^;n.  Dropped. 
UillM,  Alloii   %V. 

J  j  Scptiiiilxr,  1*^70.  ICesigned. 
>ViiiMl4»\v,  t'aiiicron  M. 

■J'.»  SipU'iiiIxT,  ls7f>.     (Jnulujited. 


1N71.— .nidHliipmoii. 


Aiiindcn,  CIiarlcH  II. 

'Jl  September,  1871.  Graduiitcd. 
Kcatty,  Frank  K. 

'J;$  Scpteinlxr,  1871.  Graduute«i. 
ItlakoMley.  .nciidU'  P. 

10  .lune,  1871.     Resigned. 

Koiilt,  Clare. 

•JJ  Septeinijer,  1871.     l{esi<4iied. 

iirawiicrsreiitlicr,   IVilliaiii. 

20  Septeinher,  1871.     GnuUiated. 

Itreiit,  Suiiiuel  O. 

•2Z  Soi)tember,  1871.     Resigned. 

<'aiiiplK'II,  William. 

10  June.  1871.     Resigned. 
Caperfoii,  IVilliaiii  K. 

i;}  June,  1871.     Gr;idu:tted. 
Clianiber!4,  WasliiuKtoii  1. 

9  June,  1871.     Graduated. 

CIiaHC,  Henry  «. 

■j:J  September,  1871.     Resigned. 

Collaiiiore,  Geori^^e  W, 

10  June,  1871.     Dri)i)ped. 

ColliiiH,  Frank  S. 

20  September,  1871.  Graduated 
Crittenden,  Albert  IS. 

14  October,  1871.     Resigned. 

Cutler,  William  G. 

22  September,  1871.     Graduated. 

UanielH,  David. 

12  .lune,  1S71.     Graduated. 
l>iKKs,  Itobert  I>. 

2")  September,  1871.     Resigned. 

i>rake,  CliarleH  C 

10  .lune,  1871.     Resigned. 
HiiboiH,  Henry  O. 

22  Sfptcml>er,  1871.     Resigned. 
i^yer,  Sliiibael  .4. 

ti  ( )(tolMr,  ls71.     Resigned. 
i'.l4i«'r.  Fiisla<*e  <'. 

28  S.'ptiinixr,  1*^71.      Kc.siL,Micd. 


Fwiii;;,   ISoyd. 

I'l  .luiir.  1  s7  I .  Dropped. 
F4»iMi.  Ili'iiry  W. 

;»  .Iiim  ,  ,s71.  Resigned. 
<ailliii<»r<',  .laiiieM   C. 

22  S(  ]iii  iiil.cr.  1^71.     (JraduatecL 
GlaMMfVird,  William  A. 

27  Siptcinber,  l.'^71.     Resigned. 
GoMM,  Kdwin  C. 

21  September,  1S71.     Resigned. 

Ciiove.  CliarleH  A. 

!♦  June,  1S7I.     Graduated. 
Orabo.  IltM'iiiaii  F. 

2;'  Scptcinln  T,  ls71.      RtsiL,'iied. 

llai|»iiie.  ^icliolaM  J.  li.  T. 

i:3  June,  !,s71.     (Jradu.itcd. 
llamerNl.v.  Tliomas  II.  S. 

yo  Septcmin  r,  1>71.      Resigned. 
Hayward,  CliarleH. 

y  June,  1*^71.  Resigned. 
Helm,  JameH  .H. 

yo  Sej)tember,  1871.     Graduated. 
HiekM,  Fdward  W. 

22  September,  1M71.     Resigned. 
Hod^fNon,  .ilbon  C. 

"J  .lune,  1871.     (Jraduated. 

Hanley,  Harry  H. 

23  September,  1871.     Graduated. 
S[iiff1ie«4,  Si  1  veil. 

U  June,  1S71.      Resigned. 

Hunt,  W  illie  W  . 

:50  September,  1^71.     Resigned. 
JenkiiiM,  Stephen. 

21  Septe.nber,  1871.     Graduated. 

JoliiiM,  Frank. 

y  .1  line.  1>71.     Resigned. 

Ijntlirop.  Frederi<*k  A. 

10  .Im..  ,  1^71.      llcsigned. 

liaiilerl,') ,  Simon   li. 

22  Scptrinb.  r.  1^71       Ik-signed, 
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liCwis,  Robert  E. 

5  October,  1871.     Resigned. 

Maiiley,  James  S. 

30  September,  1871.     Resigned. 

McCoy,  Frank  C. 

9  June,  1871.     Resigned. 
McGtinnegle,  George  K. 

26  September,  1871.     Resigned. 

Hears,  Samuel  M, 

9  June,  1871.     Resigned. 
Milligaii,  Ricliard  T. 

16  June,  1871.     Graduated. 
Osborne,  £ben  S. 

30  September.  1871.     Resigned. 
Peacock,  Samnel  M. 

21  September,  1871.     Resigned. 
Piepmeyer,  lionis  W. 

23  September,  1871.     Graduated. 
Poland,  Edward  R. 

23  September,  1871.     Resigned. 
Rogan,  Otlio  H.  W. 

10  June,  1871.     Resigned. 

Reed,  George  H. 

9  June,  1871.     Resigned. 

Reed,  Horace  B. 

6  October,  1871.     Resigned. 

Reynolds,  liorell  K. 

*9  June,  1871.     Graduated. 

Sears,  James  H. 

22  September,  1871.    Graduated. 


Sej'bnrn,  Stephen  Y. 

10  June,  1871.     Resigned. 

Sherman,  Francis  H. 

21  September,  1871.     Graduated. 
Sherman,  John  A. 

13  June,  1871.     Graduated. 
Slaughter,  Harry  A. 

18  September,  1871.     Resigned. 
Smith,  James  T. 

12  June,  1871.    Graduated. 
Tappan,  Renjamin  S. 

22  September,  1871.     Graduated. 
Thompson,  Cyrus  H. 

22  September,  1871.     Resigned. 
Usher,  IVathaniel  R. 

22  September,  1871.     Graduated. 
Tarnnm,  William  li. 

9  June,  1871.     Graduated. 
Tinton,  Frederick  H. 

21  September,  1871.     Graduated. 
Wise,  Edward  E. 

8  June,  1871.     Graduated. 
Wood,  Thomas  N. 

10  June,  1871.     Resigned. 
Wood,  Moses  E. 

23  Sejitember,  1871.     Graduated. 
Worcester,  George  H, 

27  September,  1871.     Graduated. 


1873. — Midshipmen. 


Albertson,  Jonathan  W. 

6  June,  1872.     Resigned. 
Alderson,  William  B. 

24  September,  1872.      Resigned. 

Allen,  William  H. 

27  September,  1872.     Graduated. 

Almy,  Augustus  C. 

7  June,  1872.     Dropped. 
Bailey,  Morton  S. 

21  September,  1872.     Resigned. 
Benson,  W^illiam  S. 

23  September,  1872.     Graduated. 

Boult,  Clare. 

8  June,  1872.     Droppgd. 
Boush,  Clifl'ord  J. 

6  June,  1872.     Graduated. 
Brown,  Stinipson  J. 

21  September,  1872.     Graduated. 
Butterfleld,  Harry  N. 

24  September,  1872.    Dropped. 


Cheek,  John  F. 

8  June,  1872.     Dropped. 
Cherbonnier,  Caleb  T. 

8  June,  1872.     Resigned 
Cliipman,  William  E. 

1  Octo];er,  1872.     Resigned. 
Coli'man,  He  Witt. 

8  June,  1872.     Graduated. 

Conyers,  James  H. 

24  September,  1872.     Resigned, 

Cruger,  Eugene. 

12  June,  1872.     Resigned. 
Culver,  Abraham  E. 

6  June,  1872.     Graduated. 

Cuse,  Daniel  R. 

0  June,  1872.     Graduated. 

Biggs,  Robert  D. 

15  June,  1872.     Dismissed. 
Hombangh,  Harry  M. 

8  June,  1872.    Graduated. 


tJKNKUAL    NAVY    HKOIS'I'KK. 


I>oiiii('lly,  <i><>oi'eo  D. 

■J")  Si'ptfinlitr,  1^7-.     Itcsi^in'tl 
I>u('r,  FraiK'iM  II. 

)lo  Si'ptfiiilMr,  l!S7J.     Dr()pi)»'il. 

f:i<lrl<le<N  I  o\all  I>. 

2")  ScptiinliLr,  1>.L'.     Resigned. 
Fetj^iiii.  <'liiirS<'H  I*. 

L' I  StptiiiiluT,  1S7-'.     UesiL^iK'il. 
FiMlicr,  KNtiior  N. 

24  S(  ptiiiilKT,  1S72.     Gniiliiat.Ml. 

FliiiiiKaii,  M  illlH  S. 

.'iO  Scpti  iiilicr,  1>72.     Hesii,'iic'(l. 

I'Iot<'lM'l*,    liOWlH    I'. 

21)  ^I'ptt  iiilicr,  1S72.     Dropped. 
Foiilk,  C«*M»rj;e  C. 

l.-j.lime,  1^7".,.     Graduateil. 
FreiiKol,  Arthur  It. 

b  .Juiu',  1^72.     licsigned. 
CaoiiriiiK,  Harry  C. 

13  June,   1N72.     Graduated. 
<i<ilder,  JoNopli    II. 

25  Septeiiiber,  1^72.     Resigned. 
Ciiuo<ire11ow,  Cioor^^c  K. 

i:j  .lune,  1«72.     Dropped. 
(lira bo,  Ilorman  F. 

21  tieptciiilier,  1.'572.     Graduated. 
(■ray,  Cliarles  II. 

2->  Septeuilier,  lb72.     Resigned. 
(jiri<ll(*y,  Frederick  I>. 

2.J  Sei)tenili(  T,  ]S72.     Resigned. 
Grifllii,  TlioiiiHH  D. 

23  Scpteuiber,  ls72.     Graduated. 
Hall,  Alfred  I.. 

21  Scpteniher,  1872.     Graduated. 

Hall,  IVilliam  £.  W. 

ll.luiu-,   1^72.     Resigned. 

JIaiiiiiioii,  M'illiaui  (■. 

~l  Scpteudier,  lb72.     Graduated. 

llarriMoii,  Iloraee  tV. 

20  iSeptendier,  l.'S72.     CJraduated. 

Heap,  Samuel  L. 

12  Novenilier    1"^72.     Resigned. 
llcndernoii,  ltieliar«l. 

20  fcjepteniber,  1>72.     tJraduatcd. 
Henderson,  M  illiaiii  ('. 

25  .Stpi(iiil>er,  1^72.      l{('>i'_'iieil. 
Hofl^en,  Fletelier. 

GJuue,  lb72.     J{e.sigru<l. 
HoK^,  M'illlam  S. 

2')  Septenil"  r.  1S72.     Graduated. 
Uorl4»ii,  (  yri;H  W. 

13. 1  line,  1^72.      l{>>i'.^'nri!. 

IIoMitr<l,  (jiriiNveiiur   'I . 

2^  ISeptcuiber,  1«72.     Resigned. 


JoliiiM«»ii,  II<>iiry  .4. 

f.  .lunc,  ls72.     (Jruiluate*!. 
.loiieH,  Havl«l  W  . 

1<»  .1  unc,  I  ''72.      Kesif^nrcl. 
J<»ii<>M,  Horace  T. 

10  .hiiK'.  |s72.      Resigiu'l, 
Katz,  i:diviir<l  M. 
!  10  .luiic,  1^72.     GrHduattMJ. 

liliiK,  <«eorjfe  K. 

(1  .luni',  1>^72.     l{(signed. 
I^eacli,  FdMar<l  I>. 

10  . 1  lint',  1^72.     Resigned. 
Locked.  M  illiani. 

23  Siptenil"  r,  1^72.     Dropped. 
Macomb.  Ani^iiHtiiH  ('. 

2.")  f^cptenilur,  1*^72.      iJi-i.^'ned. 
Mallory,  SteveiiHoii  It. 

13  .iiinc,  1X72.      (uaduatrd. 

Maiiadier,  TlioiiiaH  It. 

1  I  . I  line.  1^72.      Resigned. 

Mayo,  Henry  T. 

1  I  .huic,   lb72.     Graduated. 

MeliCan,  IValler. 

T.lune,  1N72.     Gra<luated. 
Mc^aHHcr,  John  11. 

10  .lune,  1872.      I{(signed. 

MeHMiiie<^r,  I..ynian  B. 

27  Scpfiinher,  1872.     Resigned. 
Minetf,  Ilenrj'. 

10  June,  1^72.     Graduated. 
.nitehell,  Alexander  K. 

8  June,  1872.     Resigned. 
.Munn,  Charier  W. 

27  Sei>teh.lM  r.  1872.     Resigned- 
XcMton,  John  T. 

Hi  October,  1872.     Gradiuited. 
XorriH,  CalTln  V,  J. 

27  Septenii^er,  1872.     Resigned. 
O'Keefe,  John  T. 

2")  Sti)teud.(  r,  1^72.     Dropped. 
4>Hlcrh4»nl,  William  It. 

13  June,  1S72.     Re.-,ign<-.l. 

Pair,  Albert  F. 

10  June,  l.'>72.      Resigned. 
l*arker.  Itenjamin  \l . 

2:')  >t  ptiinber,  1n72.      Resigned. 
i*on<l,  (liarleH  F. 

13. lune.  1''72.     Gradinitcd. 
l>ottM.  Tempi  In  M. 

8  .lune,  1>72.     Graduated. 

I*roudtlt,  John  M. 

2.">  S(  |if(nibi  1 ,  1^72.     Graduated. 

Hay,  Ifiobert  ('. 

2  October,  1872.     Oraduatctl. 
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Kicker,  £dwar<l  P. 

13  June,  1872.     Resigned. 
Rogers,  Charles  C. 

8.  June,  1872.     Graduated. 
Rollins,  Antliouy  W. 

11  June,  1872.     Graduated. 
Rose,  Wildemar  D. 

6  June,  1872.     Graduated. 
Rowan,  Andrew  S. 

24  September,  1872.     Dropped. 

Rush,  IVilliani  R. 

10  June,  1872.     Graduated. 

Sheeks,  James  I>. 

26  September,  1872.     Resigned. 


Ustiili.  Uilliani  F. 

2-1  Sc-ptomber,  1H72.     lU-signed. 
Walling,  Bnrns  T. 

0  June,  1872.     Graduated. 

Winch,  Thomas  G. 

21  September,  1872.     Gra<luatc( 
Winsion.  Charles. 

21  September,  1872.     Resigned. 
Wood  worth,  Selim  K. 

1  Octol)er,  187'.>.     Graduated. 
Yonng,  William  T. 

28  September.  1S72.     Dropped. 


1873 Midshipmen. 


Ancona,  John. 

24  September,  1873.     Resigned. 

Atwater,  Charles  K. 

26  September,  1873.     Graduated. 

Blodgett,  l^ipencer  Li. 

30  September,  1873.     Resigned. 
Host  wick,  Frank  M. 

27  September,  1873.     Graduated. 

Brice,  Jonathan  K. 

16  Jime,  1873.     Graduated. 

Bronangh,  William  Y. 

7  June,  1873.     Graduated. 
Brumhy,  Thomas  M. 

29  September,  1873.    Graduated. 

Buckley,  Frank  S. 

27  September,  1873.    Resigned. 

Bnnn,  Maurice  O. 

26  September,  1873.    Resigned. 

Bnrdick,  William  li. 

27  September,  1873.     Graduated. 

Canlield,  William  C. 

25  September,  1873.     Graduated. 

Carrington,  Austin  I>. 

25  September,  1873.     Resigned. 

Case,  Frank  B. 

10  June,  1873.     Graduated. 

Castle,  Mark  C. 

30  September,  1873.    Resigned. 

Chase,  John  0. 

24  September,  1873.     Dropped. 
Constant,  WaMter  M. 

16  June,  1873.     Graduated. 
Cook,  Simon. 

10  June,  1873.     Graduated. 
Crenshaw,  Charles  R. 

1  October,  1873.     Resigned. 


Crosby,  William. 

14  June,  1878.     Resigned. 
I>aTid,  Wi&liam  G. 

20  Septemljcr,  1873.     Graduated. 
I>enfleld,  George  HI, 

24  September,  l.sT8.     Graduated. 
Dent,  Baine  €. 

16  June,  1873.     Graduated. 
Dickinson,  Thomas. 

25  Sei:)tember,  1878.     Resigned. 
Dodd,  Arthur  W. 

10  June,  1873.     Graduated. 
Dodge,  Omenzo  G. 

17  June,  1873.     Graduated. 
Donovan,  Robert  M. 

16  June,  1873.     Resigned. 
Dunn,  Herbert  O. 

9  June,  1873.     Graduated. 
Dykeman,  John  II. 

7  June,  1873.     Resigned. 
Fndress,  William  F. 

26  September,  1878.     Resigned. 
Fauntleroy,  Robert  P. 

25  September,  1 873.     Resigned. 
Fechteler,  Augustus  F. 

9  June,  1873.     Graduated. 
Fletcher,  I-ewis  C. 

17  June,  1S78.     Resigned. 
Fullain,  William  F. 

25  September,  1873.     Graduated. 
Gleanes,  Albert. 

12  June,  1873.     Graduated. 
Goulding,  F'rancis  S. 

11  June,  1873.     Dropped. 
Grant,  Albert  W. 

10  June,  1873.     Graduated. 
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GreeiL,  Tlioiiias. 

IC)  .liiiip,  is?;;.     Itc'signod. 

(■rcoii,  M  illiaiii. 

•J  1  Siptcinl'iT,  1^715.     Hi'si^ned. 
<;rillilli,  Iloraoo  I*. 

'J<i  Sci>tiiiil>ir,  \t^l'.\.     Ki-8i<;ne(l. 

llaKar,  IValU'r  C. 

1  ( trtolxr,  1^7:}.     Hi'si<,'necl. 

Hall,  ^Villlaiii  K.  ^V. 

li'i.hiiu'.  ls7;i.     Ik'sij^nod. 
ilarkiiCHw.  Tli4»iiiaM  H. 

7  .liiMf,  l'^7:'       i!(si:,'iH/(l. 
Ilralli,  1  rank  K. 

'JT)  Si'ptcinln  r.  1^7:{.     Graduated. 
llcKN,  Ooor)i(o  II. 

■J")  Siptcmlicr,  1n7:!.     Uesigned. 
Ilo<l)(os,  Itenjaniiii  IV. 

■JT)  Sc'j)t('iiil>tr,  1^7:!.     Graduated. 
IIoliiiOH,  Howard  S. 

lO.Iuno,  1^7;?.     Hesigncd. 
Ilorfoii,  Koscoe. 

1  October,  1S7;!.     Resirrncd. 
Jay  no,  Anselni  II. 

24  September,  187:5.     Resigned. 
Jefl'rieH,  Alfred. 

10  .June,  187:?.     Graduated. 
JoneN,  Iloiiry  C 

29  Septeiubcr,  187:?.     Resigned. 
Jordan.  John  X^. 

10  June,  187:?.     Graduated. 
LanHdale,  I'iiilip  V. 

10  June,  187:!.     Graduated. 
Le  Bron,  John  F. 

14  June,  l!^7:?.     Re.signed. 
I.eo,  Ciaronoc  K. 

21  Siptcuilx  r.  ls7:i.     Resigned. 
LiiKlloy.  Iloiiry  It. 

lit  .lune,  187:?.     Droi)ped. 
li<»<*kwood,  John   A. 

27  Septembor,  1N7:?.     Resigned. 
laill,  Richard  II. 

25  September,  l'^7:i.     Resigned. 
MaHOii,  John  ii. 

7  June,  187:i.     Resigned. 
.McClonnan,  Alonxo  C. 

21  Sejitemljer,  I87:i.     Resigned. 
.MorriM,  Frank  C 

2»>  Septemlier,  1S7:5.     Resigned. 
NelHon,  Valentino  S. 

10  June,  187:?.     (imduated. 
Oliver,  Jaiiio«<  II. 

It;  June,  1x7:'..     Graduated. 
Oreliar«l,  John   M. 

12  June,  1n7:!.     fJraduated. 


OriiiHi»3 ,  (fioor^o  F. 

2r.  September,  ls7:?.  Graduated. 
PuriH,  KiiHHoll  ('. 

2.')  Sej)teml)er,  1V7;!.  Graduated. 
Parker,  Itonjaniin  W.  \ 

2(>  Sej)tember,  1^7:!.  Drojipcd. 
Parker,  JainoH  I*. 

10  Jmie.  1^7:?.     (iraduiitcd 

Pureell,  John  I.. 

;?(>  September.  1n7:!.  (iraduated. 

Kiorden.  ^Villiani  ('. 

21  Septemlxi.  |s7:t.  I)r<>|)pc<l. 

RoK<>rN,  Henry   II. 

m  June,  I^Tlt.     (;ra(biatc(l. 

Ityan,  TIhiiiijih  W. 

ItJ.liiiie.  l'-7:;.     Graduated. 

Nan«lerH,  F/.ra  I*. 

21  Septemlxr.  1  s7::.  ISisi-^ned. 
Neliooleraf't.  <»li\er  J. 

7  .lune,  1*^7:1.      l;e^i;xn<•<l. 

Neueerhox.  William. 

10  .lune.  1  ^7:!.      R<^ii:ned. 

SlovonM.  Williaiii   li. 

:?0  Septemlx  r.  1^^::.  Resigned. 
Taylor.  ItnMliro<l  \V. 

21  Septembt  1,  1^7:!  Resigned. 
Taylor,  Ilit'ro. 

:;i)  Septemiier,  1*^7:?.  Graduated. 
Taylor.  Thomas   II. 

1  Getobir.  ls7:{.     Resigned. 

Todd.  WilMon  I.. 

10  June.  1^7:'..     G.raduated. 

Topliain,  Frank  W. 

24  September,  ls7:?.     (iraduated. 

Traey.  Ardinr  K. 

7  .lune.  1^7;!.     Dismissed. 

VinNon.  ^V«>l»Hler. 

1  Oitolier,  ls7:i.     Resigned. 

Yinton.  Manriee  A. 

7  June,  187:?.     ResiL,'ne<l. 
WakonHliiiM.  Harry   C 

12  June.  ls7:?.     (Jradmited. 
H'alHli,  Charlie  II. 

li)  June,  1S7:?.     Resigned. 
Werlieli,  Pereival  J. 

y  June,  187:'..     (iraduated. 
WillianiH.  <  liarlen  H. 

1(»  June,  1N7::.     (Jrailuated. 

IVilNon,  John  C 

2i"i  Septen\b<r,  1^7:!.     Dismissed. 
U'interhalter.  Albert  €«. 

24  Septemlier.  l^T;:.  Graduated. 
Witxoll.  Iloraee  .H. 

7  June,  1^7;?.     Graduate*.!. 
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Wood,  Albert  ]V. 

25  Septemlier,  1873.     Graduated. 
Wright,  Edward  £. 

24  September.  1873.     Graduated. 

/ 


Wright,  Robert  K. 

11  June,  1873.     Graduated. 


1874. — ]tlidshipiiien. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Almy,  Aiignsttis  C. 

20  October,  1874.     Graduated. 

Bailey,  Prentice. 

28  September,  1874.     Resigned. 

Baker,  Henry  E. 

24  September,  1874.     Dismissed. 

Barnard,  L.onis  H. 

13  June,  1874.     Resigned. 
Bartlett,  David. 

24  September,  1874.     Resigned. 
Beale.  Joseph. 

12  October,  1874. 

Bell,  John  A. 

13  June,  1874.     Graduated. 
Belmont,  Oliver  H.  P. 

30  September,  1874.     Resigned. 

Bibb,  Peyton  B. 

12  June,  1874.     Graduated. 
Biddle,  Spencer  F.  B. 

13  June,  1874.     Graduated. 
Boon,  Howard  C 

12  June,  1874.     Resigned. 

Boyd.  John  P. 

26  September,  1874.     Resigned. 

Breck,  Charles  R. 

21  October,  1874.     Dismissed. 
Cahoon,  James  B. 

10  June,  1874.     Graduated. 

Clark,  George  R. 

9  June,  1874.     Graduated. 

Conger,  Pliny  O. 

13  June,  1874.     Resigned. 

Cox,  William  H. 

26  September,  1874.     Drowned. 
Cramer,  Ambrose. 

28  September,  1874.     Graduated. 

Crarcn,  John  E. 

24  September,  1874.     Graduated. 
Crosby,  William. 

25  September,  1874.     Resigned. 
Cammings,  Eeroy  E. 

24  September,  1874.     Resigned. 
Cnnningham,  Andrew  C. 
9  June,  1874. 


Dickinson,  Thomas. 

24  September,  1874.     Dismissed. 
Dougherty,  John  A. 

12  June,  1874.     Graduated. 
Drayton,  Perciral  E. 

10  June,  1874.     Graduated. 
Dner,  Francis  H. 

9  June,  1874.     Resigned. 
Fillmore,  John  H. 

24  September,  1874.     Graduated.. 
Fitzgerald,  Edward  D. 

2  October,  1874.     Resigned. 

Garrett.  Charles  W. 

24  September,  1874.     Died  1877. 

Gibson,  John. 

9  June,  1874.     Graduated. 
Glennon,  James  H. 

24  September,  1874.     Graduated. 
Graham,  W^illiam  A. 

28»September,'1874.     Resigned. 

Gray,  Aifred  G. 

26  September,  1874.     Resigned. 

Gray,  James. 

24  September.  1874.     Resigned. 

Gninnep,  Arthur  B. 

28  September,  1874.     Resigned 
Hetherington,  James  H. 

9  June,  1874.     Gradiiuted. 
Holcombe,  John  H.  E. 

27  June,  1874.     Graduated. 

Hood,  John, 

12  June,  1874.     Dismissed. 
Hooke.  Horatio  H. 

26  Sept.,  1874.     Died  2  Jan.,  1881. 
,  Hughes,  Richard  :il. 

25  September-,  1874.     Graduated. 

Huse,  Harry  31.  P. 

30  September,  1871.     Graduated. 

Jungen,  Charles  W. 

24  September,  1^74.     Resigned. 

I  Kimmell,  Harry. 

'  28  September,  1874.     Graduated 

JKnapp,  Harry  S. 

26  June,  15574.     Graduated. 
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Kuupp,  Joliu  J. 

y  June,  1874.     Graduated. 
I^loyd,  I'dMiird. 

17  Juiu',  1^71.     Graduated. 
I^opox,  llolx'ri  F. 

ii'J  September,  1871.     Gaaduated. 

Maury,  Alfred  I. 

28  Septenilx  r,  1.S71.     Resigned. 

Maxwoll,  M'illiaiii  J. 

I)  June,  1874. 
Mayor,  <'li<»Hter  A. 

IG  June,  1871.     Dismissed. 
McClaiii,  CliarloH  S. 

3  Ni)vember,  1871.     Graduated. 
HcDoiiiioIl,  John  K. 

30  September,  1874.     Graduated. 

Mearos,  Frodorlok  P. 

25  September,  1874.     Itesigned. 
Meiiofoo,  naiiiol  P. 

25  Septemliir,  1874.     Graduated. 
Milton,  I^iiMHon  I>. 

25  Septemlier,  1874.     Dismissed. 
Morcj',  AIfro<I  H. 

25  September,  1874.     Resigned. 
Paxfoii,  AlCrecl  N. 

24  September,  1874.     Resigned. 

Perry,  Goorge  E. 

10  June,  1874.     Dropped. 
Perry,  Jol#n  A. 

29  September,  1874.     Resigned, 
PiekiiiK,  IVilliam  M. 

24  September,  1874.     Resigned. 
Poiiiidstone,  Homer  C. 

24  Septenil)er,  1874. 

Preble,  CJeorge  II.  11. 

25  Septeml)er,  1874.     Resigned. 

4tainl»y<  John  €!. 

IJ  .luiic,  1nT4.     Graduated. 
Kead.  .'Vlauriee  Li. 

28  S(i)lember,  1874. 
Ke^liern,  Joseph  1a. 

14  July,  1N71.     Resigned. 

Kieliar<lHon,  Samuel. 

17  June,  1874.     Resigned. 


ItotlKiTH,  TlioiiiaH  S. 

•J  I  SejitemlMT,  1^71.     tMnduated. 
KodKiTM,  M  illiam  I.. 

1 1  June,  1871.     Graduated. 
lCoK<'rM,  Allen  ii. 

li.lune,  1^71.     (;radmit<'<l. 
Konan,  Auflrew  S. 

25  September,  1  ^7  1.     Resignotl. 
SeliMerin,  Itennie  It. 

25  Septembt  r,  1874.     Graduated. 
Nhipley,  John  II. 

!}0  September,  IsTJ.     Gradiiati-rl. 
Nkiiiner,  Frank  <'. 

2t)  Sejjtember,  1874.     Resigned. 
Sniidi,  Koy  V. 

8  October,  1874.     Graduated. 
Kparhawk,  <aeorf(e. 

21  September,  1874.     Graduated. 
Spraf^iie,  Frank  J. 

2!)  September,  ls74.     Graduated. 
StaH'ord,  fiieorf^e  ii. 

10  June,  1874.     Gruhiated. 
Stur«iivan(,  Harry  Ij. 

i:!  June,  1874. 

SHif'f,  Franklin. 

0  June,  1874. 
Tillman,  Fdwin  II. 

28  September,  1874.     Itesigncd. 
Van  Home,  Gf'or^e. 

9  June,  1874.     Dropped. 
Wallaee,  <'arHliena. 

9  June,  1871.     Died  2:i  Der.,  1874. 
IVebh,  I.ovell  II. 

28  Sei)tember,  1871.     Dismi.^ised. 
WehNfer.  FdMiii  It. 

28  September,  lv'^74.     Resigned. 
Weleli,  C«eorKO  S. 

2t  September,  1^71. 
IVhife.  ^Villiam   P. 

30  June,  1>74.     Graduated. 

WilNoii,  lileMellyn  V. 

25  Septiiuiier,  1^7  J.     Resigned. 

Youuf?,  Feramorx  Ij. 

24  September,  1374.     Resigned. 


1.H7.-S — Midshipmen. 

In  service  as  ('a<lit  Midshipman,  except  otlicrwise  stated. 


Amolfl,  John  P. 

25  June,    ls;5.     Died    18   Ji.iy,    187«i 

Aldrieh,  Sluart. 

18  Septemb.  r,  1m7.-,.      Rcsi;,'ned. 


Bailey.  John  II. 

1^  .^«  j)teml'er,  1.^75.     Resignc*!. 

Itarkley.  ICiehard  M'. 

25,Iune,  1^75.      Di-iinis-sed. 
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Harflctt,  Darid. 

IS  September,  1875.  Resigned. 
Berkeley,  Francis  JL, 

18  September,  1875.  Dropped. 
ISitler,  Reuben  O. 

25  Jmie,  1875. 
Blish,  Jolin  B. 

18  Sejitember,  1875.     Graduated. 

Bliss,  Herbert, 

18  September,  1?75.     Resigned. 

Bonfils,  Thomas  li. 

24  .1  une,  ]  875.     Dropj^ed. 
Boofli,  Henry  I>. 

18  September,  1875.  Resigned. 
Bowden,  Frank  W. 

18  September,  1875. 

Breckenridge,  Robert  J. 

18  September,  1875.     Resigned. 

Bridges,  Mark. 

24  June,  1875.    Died  9  July,  1875. 
Brown,  Ony  W. 

24  June,  1875. 
Brown,  James  S. 

18  September,  1875. 
Bnclianan,  Wilson  W. 

34  June,  1875. 
Buflington,  Anson  W. 

18  September,  1875.  Resigned. 
Bullitt,  Howard  H. 

18  September,  1875. 
Chase,  Henry  S. 

24  June,  1875.     Graduated. 
Clements,  Abner  B. 

24  June,  1875.     Graduated. 

Cockle,  Rndolphus  R. 

24  June,  1875. 

Condict,  Fdward  C. 

25  June,  1875.     Resigned. 
Cooke,  Panl  B. 

18  September,  1875.  Resigned. 
Cooper,  Robert  J. 

18  September,  1875.  Resigned. 
Dewey,  Theodore  G. 

25  June,  1875. 

Brake,  James  C. 

24  June,  1875. 
Fillebrown,  Horatio  Ta, 

25  June,  1875. 

Finley,  Henry  M. 

25  June,  1875. 

Franklin,  Thomas  B. 

18  September.  1875.  Resigned. 
French,  George  R. 

24  June,  1875. 


Garret  1,  I^eigh  O. 

18  September,  1875.  Graduated. 
Garrett,  I,e  Roy  M. 

18  September,  1875.  Graduated. 
Gibbons,  John  H. 

18  September.  1875.  Graduated. 
Gill,  William  A. 

24  June,  1875.     Graduated. 

Gilmore,  Alexander  C 

18  September,  1875.     Resigned. 
Gotlfrey,  Frank  li. 

25  June,  1875.     Resigned. 
Gorgas,  Miles  C. 

18  September,  1875. 
Gresham.  William  A. 

25  June,  1875.  , 

Haines,  Henry  C. 

3  July,  1875. 
Harlow,  Charles  K. 

18  September,  1875.  Graduated. 
Harrison,  George  F. 

24  June,  1875.     Resigned. 
Hanson,  Alexander  R. 

24  June,  1875. 
Hayden,  Fdward  F. 

24  Juue,  1875.     Graduated. 
Raymond,  Fdgar  B.  W. 

18  September,  1875.     Resigned. 
Hill,  Charles  H. 

18  September,  1875. 
Hood,  John. 

18  September,  1875.     Graduated. 

Huntoon,  Fitz  Aubert. 

18  September,  1875. 
IrTing,  Washington. 

18  September,  1875.     Dropped. 
Jackson,  Samuel  TL,, 

18  September,  1875.     Resigned. 
Johnston,  Campbell  M. 

18  September,  1875.     Resigned. 

Jones,  Richard,  Jr. 

25  June,  1875.     Resigned. 
Kellogg.  Frank  W. 

24  J  une,  1 875.     Graduated. 
Kimball,  Fdward  F. 

25  June,  1875.     Resigned. 

King,  WiT^liam  IV. 

25  June,  1 875.     Resigned.     Restored 
by  Act  of  Congress. 
lieiper,  Fdward  F. 

25  June,  1875. 

IJeTisee,  liConidas. 

25  June,  1875.     Resigned. 
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by,  John   F. 

2-1  June,  lb75. 
irHli,  Cliarlef*  C 

18  ScptfiuL»cr,  ia75.     Graduated. 

mry,  W.  O.  N.  P. 

18  September,  IMT").     l{esigned. 

n<'or,  Itnndolpli  II. 

•J  t  Jutie,  IsTo.     Graduated. 
torts  .loliii  9I<>C 

'Jl  .hill.',  IST').     Died  10  Nov.,  1879. 

trMo,  William. 
IS  September,  1875.     Uesigned. 

uld,  John  A. 

18  Septeml)er,  1875.     Graduated. 

rriN,  Cnlvin  C  J. 

18  September,  1875.     Kesi<i:ned. 

Donnoll,  JaincM. 

13  Septembvr,  I87r).     Resigned. 

ley,  £flwartl  II. 

25  June,  1875.     Kcsigned. 
il,  Kdward  O.  C. 

18  September,  1875.     Resigned. 
THonH,  Frank  IS. 

18  Sejttember,  1S75.     Dismissed. 
rkinn,  C'onoll. 

18  September,  1875. 
rtor,  John   P. 

18  September,  1875.     Resigned. 
ploy,  Charles  S. 

2'}  June,  1875.     Graduated. 
tbinHon,  Herbert  J. 

18  September,  1875.     Graduated. 


liodniaiii,    IIiikIi. 

18  Sei)teml)er.  1^7.".. 

RuHHell,  William   W . 

18  Sejjteniber,  1^7,").      Dropped. 

^ianndf'rN,  Nat. 

•,i  Jul},  1875.     Rehigne.l. 

Sell rn in,  JanieH  .4. 

18  8(|>tcmlnr,  1^75.      Uesigned- 

Scolt,  Caeorjc*'  A. 

'21  June,  1375.     ReHigne*!. 

Sojirn,  Mil  Iter  J. 

•J  I  June,  1875. 
Sloan,  IColM'rt  H. 

124  .June,  1^75.  Graduated. 
SnoM(l(>n,  ThoiiiaM. 

'J5Juni',  1>75.  Gra<luated. 
Starklod',  Fiiille  A.  ^  on. 

18  Stptcml>tr,  1n75.      itesiLcncd. 

Tli«»iii,  M  iiliaui  .4. 

•J  I  June,  1"'75.  Gr.idiuited. 
Tli4»iiipMoii.  Fd>var«l  <'. 

18  Septemlit  r,  1n75.      licsigncd. 
Tillman,  Fdwiii  II. 

18  September,  1875.     Graduated. 

Wike,  Ilarrey. 

1^  Sept.,  1!S75.     Died  20  Feb.,  1880. 

M'ilkiiiMoii,  FriieHt. 

•J4  June,  lb75. 
MineheHter,  Mi  II  la  in  S. 

18  S(])ttiMl>er,  1^75.      Uisigned. 
IVood^vortli,  Fr«Mlerlek  A. 

24  June,  1875.     Dismisaed. 


1870 ^lidNliipmen. 

In  service  as  Cadet  Midshipman,  except  otherwi.'-e  stated. 


kernian,  Albert  A. 

24  June,  187(5. 
(ern,  Philip  It. 

22  Septemlier,  18715. 

drews,  Horace  B. 

24  June,  I87t;. 
Iimore,  Harry  B. 

y  Uctdliir,  1^7(5. 
beoek,  M  illlani  F. 

25  Septemlier.  Is7<'.     Resigned. 

lliiiK<^r.  OMoar  II. 

24  June,  1870.     Resii^'ned. 

rnadon,  John  B. 

22  Sei)t<  niber,  l>,~ti. 

St,  Wesley  F. 

22  September.  1870.     Resigned. 


Bishop,  I^ot  C 

24  .lune,  1^70.     Resigned. 

Itlow,  CieorgO  P. 

22  Septemlii-r,  I87f.. 
Bralnard,  Frederick  U. 

24  June,  1S70. 
Briiiley,  lUlward. 

22  September,  I^7i;. 
Brenner,  Kdniiind  I>. 

22  September.  l^'Ii.      lb  ^igueU. 
Bryan,  Saiiinel. 

21  .luiir.  1^7f.. 
C'abaniss,  Charles. 

2  1  June,  1^7'i. 

Clark,  I^e^is  J. 

22  September,  1878. 
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Conness,  David  C  B. 

22  September,  1876.    Resigned. 

Cooke,  Abbot  S. 

23  September,  1876.    Resigned. 

Craig,  BeiBJaiuin  U. 

24  June,  1876. 
Craven,  Ulacdonongb. 

24  June,  187Q. 
I>eal,  Edward  T. 

26  June,  1876.     Resigned. 

Dent,  Sidney  HT. 

22  September,  1876.     Kesigned. 
Dickson,  Josepb  M. 

24  June,  1876. 

Dilliuan,  George  Ij. 

24  June,  1876. 

Doyen,  Charles  A. 

24  June,  1876. 

Dresel,  Herman  G9 

22  September,  1876. 
Duncan,  Liouis. 

22  September,  1876. 
£ldredge,  Houston. 

9  October,  1876. 
Emerson,  William  H« 

12  October,  1876. 
Emmet,  William  Ij. 

5  July,  1876. 
Eyre,  Manning  I£. 

22  September,  1876. 

Firestone,  Allison  D. 

24  June,  1876.     Resigned. 
Forsliew,  Robert  P. 

24  June,  1876. 
Foster,  Edward  W. 

24  June,  1876.     Resigned. 
Garland,  John  S. 

24  June,  1876.     Resigned. 
George,  Charles  P. 

6  July,  1876. 
Gilliam,  Donnell. 

24  June,  1876.    Resigned. 
Gray,  James. 

22  September,  1876. 

Haessler,  Francis  J. 

22  September,  1876. 
Hainos,  Robert  P. 

22  September,  1876. 
Haskell,  Porter  D. 

22  September,  1876. 
Haymond,  Edgar  B.  W. 

22  September,  1876.     Resigned. 
Honrigan,  Patrick  W. 

24  June,  1876. 


Honxe,  Arthur  R. 

24  June,  1870. 
Jones,  Harry  G. 

24  June,  1876.     Dropped. 
liindsey  John  H. 

24  June,  1876.     Resigned. 
Mahoney,  James  E. 

22  September,  1876. 

Matthews,  Thomas  H. 

22  September,  1876. 
Mayer,  Augustus  ]V. 

24  June,  1876. 
McCrea,  Alexander  S. 

9  October,  1876. 

Miner,  John  R. 

24  June,  1876.     Resigned. 

Morgan,  Stokely. 

24  June,  1876. 
Muir,  William  C.  P. 

24  June,  1876. 

Murray,  James  B. 

22  Sept.,  187().     Died  11  Aug.,  1878. 

Xash,  Edwin  W. 

22  September,  1S76. 
Xibiack,  Albert  B. 

22  September,  1876. 
Norton,  liUman  8. 

22  September,  1876. 
Orlopp,  Max  A. 

24  June,  1876. 
Parke,  Thomas  A. 

24  June,  1876. 
Parker,  Felton. 

9  November,  1876. 

Parsons,  Arthur  C. 

24  June,  iS'iO. 
Patterson,  Samuel  A.  W. 

26  June,  1876. 
Perry,  George  E. 

22  September,  1876. 

Perry,  John  A. 

22  Sei)tember,  1876.     Resigned. 

Phelps,  Harry. 

22  September,  1876. 
Reamer,  Mark  M. 

24  June,  1876.     Dropped. 

Richardson,  Walter  G. 

22  September,  1876. 
Robinson,  William  M. 

24  June,  1876. 
Rodgers,  Guy  G. 

26  September,  1876. 

Rohrbacher,  Joseph  H. 

24  June,  1876. 
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iHHell,  William  tV. 

22  Scptemucr,  INTO.     Dropped. 

fiord,  M  iillHiii  £. 

'J2  September,  Ibid. 
otf,  Kioliard  II. 

24  June,  IbTi;.     Kt>ii,'nc<L 
iiipHon,  lUlwnrd. 

21)  June,  iNTt;. 

tiiM,  Milliiim  H. 

21  Juiif,  IbTO. 
lylor,  John. 

2t  .lunc,  1»7G.     Resigned. 
latciior.  Herbert  W. 

22  September,  ISTil.     Kesignea. 
nxtiiii,  Williaiu. 

2-1  June,  IbTO. 
kiiee.  Zebiilon  B. 

21  June,  1^7<;. 

in  l>u/.eii,  L.eMis  S. 

22  SL-pli-inhcr,  IbTlJ. 
all,  Francis  K. 

5  July,  1^T0. 
allaee,  Jolin  T.' 
24  June,  IbTG.     Dropped. 


H'atterH,  Joliu  N. 

2t  June,  l&TiJ. 
WeHt,  (lieorKe  i:. 

22  SeplcuibL-r,  1^7^. 
Whitewell,  Samuel  tl. 

24  June,  lbT"i.     l:<  >igued.. 
Whitlleld,  JeHHe  ii. 

22  bcpicmbcr,  IsTG.     Resigncil. 

Will,  JameH  F. 

22  Bepleniber,  IHTG.     Resigned. 

WiiiiaiiiKoii,  ISeiiJamin  II. 

22  SiptLiuijcr,  laT'i.     Dnippcd. 
WillianiHon,  Samuel  II. 

22  hf'tpltnii.cT,  \>^~>*j. 
WilHoii,  llejiiry  11. 

22  yLpltiubLT,  1>!70. 
WoirerNberKcr,  William  II. 

22  September,  IbTO. 

Wood,  James  E. 

22  SLptcuiber,  1^70.     Resigned. 

Wortliiiigton,  Thomas. 

21  June,  1S7G. 
Wri}(ht,  Silas  II. 

22  September,  1878. 


1877.— Midshipmen. 

In  service  iis  Cadet  Midshipman,  except  otherwise  stated. 


•nold,  John  T. 

29  September,  l!;77. 
nllentine,  Henry  S. 

27  June,  1877. 
itrnett,  George. 

27  June,  1877. 
ell,  Everett  N. 

22  S<-i)tcmber,  1^77. 
ennell,  Louis  S. 

22  Septembtr,  1877. 
lake,  Robert  B. 

22  September,  1877.     Resigned. 

nek.  <«uy  M. 

22  S.  ptiinb.r.  1877. 

unis,  Frank  E. 

27  .lune,  1877. 
lipeliart,  Edwar<l  E. 

27  June,  1877. 
Rrroll,  En^i'ue. 

27  June,  1877. 
lark,  George. 

27  .Tune,  1^-77. 
ohen,  Harry  R. 

27  June,  1877. 


Colwell,  James  11. 

27  June,  1877. 
Conway,  John  J. 

22  September,  1877. 
Cooke,  Abbot  S. 

22  September,  1877.     Resigned. 
Crenshaw,  James  1>. 

22  September,  1877. 
Dashiell,  Robert  B. 

27  June,  1877. 

Donnelly,  Michael  J. 

27  June,  1^77. 
Doyle,  James  G. 

27  June,  1>'77. 
Dresser,  James  W. 

27  June,  1877. 
Dudley,  <"luirl<»s  J. 

22  Septembtr,  1>77. 
Fletcher,  William  B. 

22  September,  1>'77. 
Flonrnoy,  William  F. 

27  June,  1877. 
Ford,  William  O. 

22  September,  1877. 
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Forrest,  Riitherforcl  W. 

22  September,  1877.     l^esigned. 
Oraiubs,  William  J. 

22  September,  1877. 
Greeley,  Revere  R. 

22  September,  1877.    J3ropped. 
Harinan,  Eugene  M. 

27  Juue,  1877. 
Harrison,  Edward  H. 

27  June,  1877. 
Hay  den,  Thomas  TV. 

22  September,  1877. 
Hoke,  William  P. 

22  September,  1877.     Dropped. 
Hoogewerir,  Jolin  A. 

27  Juue,  1877. 
Howard,  William  Ii. 

22  September,  1877. 
Hubbard,  IVathaniel  M. 

22  September,  1877. 
Hunieke,  Felix  H. 

22  September,  1877. 
Jackson,  Malcolm. 

22  Se]3tember,  1877.    Resigned. 
Jones,  Alexander  J. 

22  September,  1877.     Resigned. 
Karmany,  liincoln. 

23  September,  1877. 
Kase,  Spencer  M. 

22  September,  1877. 
llennett,  Percy. 

22  Sej^tember,  1877.    Resigned. 
Kent,  George. 

27  June,  1877. 
Key,  Albert  JL. 

27  June,  1877. 
Kimball,  John  A. 

22  September,  1877. 
fiamkin,  John  A. 

27  June,  1877.    Dropped. 
liauchheimer,  Charles  H. 

23  September,  1877. 
liinnard,  Joseph  H. 

27  June,  1877. 
McGimn,  Philo  N. 

22  September,  1877. 
McJunkin,  Ira. 

27  June,  1877. 
McKee,  lilewelyn  T. 

27  June,  1877. 
McJVutt,  Finley  A. 

23  September,  1877. 
McWliorter,  Jacob  6. 

22  September,  1877. 


Morgan,  Daniel. 

22  September,  1 S77. 
Morris,  Walter  E. 

27  June,  1877.     Resigned. 
Moses,  Franklin  J. 

23  September,  1877, 
Xorton,  Oliver  1>. 

22  September,  1877.     Resigned. 
Oliphant,  Alexander  C. 

22  September,  1877. 
Paine,  Walter  T. 

22  September,  1877. 
Plythian,  Charles  T. 

27  June,  1877. 
Pierce,  Byron  C. 

7  June, "l 877. 
Pleasants,  Charles. 

22  September,  1877.    Resigned. 
Poyer,  John  M. 

27  June,  1877. 

Printnp,  David  !L 

27  June,  1877. 

Rees,  John  li. 

27  Juue,  1877. 
Rider,  Frederick  C. 

23  September,  187'^. 
Schock,  John  li. 

27  June,  1877. 
Seniple,  liorenzo. 

23  September,  1877. 
Slack,  William  Y. 

27  June,  1877.     Resigned. 
Smies,  Frederick  W. 

27  June,  1877. 
Smyth,  James  W. 

27  June,  1877.     Resigned. 
Stable,  Frederick  H. 

23  September,  1877. 
Stayton,  William  H. 

27  June,  1877. 
Stewart,  Charles  W. 

27  June,  1877. 
Sutton,  Francis  E. 

27  June,  1877. 
Weeks,  John  W. 

27  June,  l!s77. 
Weller,  Ovington  E 

22  September,  1877. 
White,  Harry  K. 

22  September,  1877. 
Whittlesey,  William  B. 

22  September,  1H77.     Resigned. 
Wickes,  Joseph  li. 

23  September,  1877.     Resigned. 
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WilkeH,   Gilbert. 

23  September,  1877. 


Uuo«lH}ir4l,  JoH<>i»li  J. 

27  .Jiuie,  1.^77. 


187».— MidHliipiiioii. 

In  service  as  Cadet  ]SIi(lslii])m:iii,  cmti)!  dtlnTwiso  stateil. 


AndcrHon,  Kiln  in  A.,  Jr. 

28»JuiR',  1»78. 
Asliliy,  Kteplicii. 

2S  .lune,  1878.     J)isiui88ed. 
Buriiarcl,  Joiin  II. 

;{|)  Si'iiteml)!.!-,  1^78. 
Bcllord,  Saiiiuol  1:^. 

30  Septeuilu  r,  187S.     Resigned. 
Ulandin,  John  J. 

28  June,  1878. 
Carpoiifor,  JaiiioH  F. 

;iO  Siptciulnr.  1^78. 

Dairy  III  pic.  ICItoii   W. 

28  .luuo,  l^Ts. 

Dovalo,  Arlliiir. 

:!0  Sopteinlxr,  1S78. 
Duiioaii.  IVilliaiii  II. 

7  Novtinlxr.  1>78. 
£aiiie!ii,  Harold  II. 

28  .JiMK'.  1N78. 
FicldH,  Wiley  M. 

28  .June,  1878. 
Fowler,  Ilaiiinioud. 

3U  Soptcmlior,  1878. 
Gigiiilliaf.  TlioiiiaN  II. 

oO  Si'pttiiiher,  1878. 
Gray,  Willie  T. 

28  June,  1878. 

Gwyu,  I^awrencc  8. 

28  June,  1878. 

Ilepp,  diaries. 

28  June,  Is 78. 

norst,  Henry  A. 

28  June,  I87x. 
Jayne,  Joseph  li. 

28  June,  ISTy. 

JoliiiHton,  Marberry. 

30  bepteniljer,  1878. 
Kcnkel,  Herman  II. 

28  June,  I^Ts. 
Lie{;ar<s  Alexander  II. 

28  June,  1878. 


Lodeinan,  Frank  F.  F. 

2b  June,  1S7X.     Disniisscil. 
Martin,  C'laren<-e. 

28  June,  1^7s. 

Mifehell,  Kidney  Z. 

30  iScptcinlier,  1s7m. 
]IIorriH,  John  It. 

30  Scpteuiher,  1n7s.     Resigned. 
Xixon,  IjeniH. 

2S  hine,  1S78. 
Philbin,  Patriek  II. 

28  Juno,  1878. 
Prinee,  Thomas  C. 

28  June,  1878. 
Kankin,  Harry. 

28  June,  1878.     Dropjied. 
ReyiKtIdH,  CharleM  Ifi. 

28  June,  1878. 
Kiekefts  William    A. 

30  September,  1^7^. 
Nalinbiiry,  Nniitli. 

:JU  September,  187.S.     Dismissed. 
Savai^e,  IiC<lrn  K. 

30  September,  187s. 
Sclira«l<'r,  George  .11.  Von. 

3  October,  lb7^. 
Solomon,  Fdwaril  F. 

\iO  S.ptember.  1878.     Resigned. 
Smith.  ThomnM  It. 

28  June,  lb7S. 

Sntplien,  Fdson  W. 

28  June,  1878. 
WcekH,  Fdwin  K. 

30  September,  ls7s. 

Whittlesey,  William  It. 

28  June,  1878. 
Woo<l,  Speneer  S. 

28  June,  1878. 
Woods.  ICobert  II. 

30  Sej)tember,  1878. 
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1868. — Midji-iliipiiieii. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Agee,  Alfred  P. 

16  September,  1879. 
Alexander,  Robe;i*{L  C 

29  September,  1879. 
Battliis,  Harry  Mo 

16  June,  1879. 
Bowman,  ^Villiam  £• 

26  September,  1879. 
Brady,  Cyrus  T. 

26  September,  1879. 
Cassiday,  Edward  R. 

29  September,  1879. 

Cbapin,  Frederick  Ia, 

29  September,  1879. 
Colvin,  Frank.  R. 

26  September,  1879. 
Cooper,  James  J.  G, 

26  September,  1879. 
Frazier,  Robert  T. 

26  September,  1879. 
George,  Harry. 

16  June,  1879. 
Greene,  iSamiiel  B. 

16  June,  1879. 
Jackson,  Jobu   A. 

26  September,  1879. 
Jackson,  Jobn  B. 

26  September,  1879. 
Jastremski,  liCon  BE. 

29  September,  1879. 
Keitb,  Albion  S. 

26  September,  1879. 

liiefer,  Fdmund  F. 

16  June,  1879. 
King,  William  H. 

30  June,  1879. 
liCdbetfer,  TVilliam  H* 

26  June,  1879. 

J^ennon,  Michael  F. 

29  September,  1879. 
Xercli,  Robert  li. 

29    September,  1879. 
liOTcnskiold,  A.  liCe. 

26  September,  1879.    Dropped. 


McCook,  John  A. 

29  September,  1879.    Dropped. 
McCreary,  Wirt. 

16  June,  1879. 

Mclntire,  Alonzo  F. 

26  September,  1879. 
McKean,  Josiah  fS. 

29  September,  1879. 
Ulegrath,  William  A. 

29  September,  1879. 

Mitchell,  Charles  R. 

29  September,  1879.     Resigned. 
O'liCary,  Timothy  S. 

29  September,  1879. 
Parker,  Foxhall  A. 

26  September,  1879.     Resigned, 
Peffley,  Harlen. 

26  September,  1879.    Resigned. 
Pettit,  Harry  C. 

29  September,  1879. 
PUinken,  Charles  P. 

3  October,  1879. 
Sparling,  Frederick  H. 

29  December,  1879. 

Stevens,  Raymond  R.  W.  B. 

22  November,  1879. 

Stout,  George  C. 

29  September,  1879. 

Street,  George  W. 

29  September,  1879. 
Sweeting,  Charles  E. 

26  September,  1879. 
Temple,  Fdwin  G. 

29  September,  1879. 
Thurston,  Benjamin  E. 

29  September,  1879. 
Toney,  Tremlet  V. 

16  June,  1879. 
Wentworth,  lionis  M. 

26  September,  1879.     Resigned. 
Wilson,  William  J. 

29  September,  1879. 
Witherspoon,  Thomas  A. 

16  June,  1879. 
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INHO.— MidHliipiiioii. 

In  service  as  Cadet  MidHliijjiaun,  except  otlicrwisc  Btatcd. 


ittfood,  John  C, 

It)  .June,  l^so. 
ftarkor,  M  illiniii  A. 

L'.-j  Septeiiil.er,  INNO. 

»arklcy,  Kioliard  W. 

K;  .Iuiu',  isso. 

[Jeolior,  Albert  M. 

11  June,  18S0. 

fllako,  Iloiiry  I>. 

•J")  Septeniher,  lb80. 
lliisli,  M  illiain  W. 

25  Sejjtt  iiilter,  1880. 
Jarler,  Yaiilx. 

-M  Sepfeinhir,  1880. 
:ook.  ^Villiam   E. 

•2  0(,-t.)i)LT,  l^^o. 

I^urliN,  Frederick  £• 

•J.")  SeptLrnl)er,  1880. 

[>avis,  JanieH  Sii. 

10  .June,  1880. 
Friecllainler,  Harry. 

2'i  SepteinhtT,  1880. 
Milliner.  M  illiam  W. 

If.  .June.  INSO. 
xonons;.  William  G. 

14  June,  1S8U. 
larrell,  John  R. 

•25  September,  1880. 
layes,  Charles  II. 

•J")  ^eiJtenilKT,  1880. 

:Ia/.eltine.  Charles  W« 

14  June.  l^^O. 
lo^eatt,  Mill'ord. 

14  June,  18M>. 

rohnsfon.  Williaiin. 

14  June,  1880. 
roncM,  Ililory  P.,  Jr. 

•jr.  SeptemlKT,  1880. 
^aniisou.  Jukoii  €■. 

IC)  June,  1880. 
^eary.  ThoinaH  II. 

2'>  Septenii.er,  18.0)5 

^iOTenskiold,  A.  L.ee. 

7  October,  1880. 


iflaeplierHon,  Vletor. 

'jri  Sei)tenib(  r,  \KHO. 
.Malley,  M  illlain  A. 

•J.".  Sipteniber,  1880. 
itiaxey,  John  W. 

Iti.Iune,  IS'^K. 

McC'ook,  J4»hn  A. 

1  (Jc.tt)i)er,  1>8I). 
McCord,  Ileiir^    II. 

10  June,  18^0. 

^cl>oiiald,  John  I>. 

!t  Oetnbcr,  1S>(>. 

.>Io\ulla,  Ilnrherf. 

14  June,  )>^(i. 

]fIoMeley,  \aflianiel  N. 

4  Jnni',  is^d. 

Raichle.  Frank  G. 

10  .lune,  18>^0. 

SarKonI,  Fre<leric  H. 

10  Junr.  1>S(). 

Seymour.  Inaae  It. 

'2.")  S(i)t(iul.er.  ]X^0. 

Shoemaker,  IVilliani  R. 

14  June.  1^^^0. 

S^oan,  .ilberl   K. 

'2.")  September,  1880. 
Sanilh,  Sidney  F. 

•2.'i  Sfptemi)er,  ISSd. 
Terrell,  I>onslaMN  F. 

25  Sej.tember,  1880. 
Venalile,  Charles. 

25  Seittembcr.  18tt0. 
Hells,  Ro);er. 

25  September,  1880. 
WillianiM,  C'lareiiee  S, 

25  SejitemlnT.  INMI. 

WillianiH,  1«  illlam  P. 

14  June,  18>>(). 
Wirt,  M  illiani  K. 

25  Septt-mber.  1880. 
Wood,  John  W. 

25  September,  1880. 
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1866. 


McCarty,  George  D. 

3  October,  1866.     Transferred  to  be  a 
Midshipman. 


Wilson,  James  P. 

5  October,  1866.    Resigned. 


1867. 


Howell,  Charles  P. 

7  October,  1867.     Graduated. 


Steel,  James. 

23  Sept.,  1867.    Died  16  Aug.,  1869. 


1871 October  1. 

Except  otherwise  stated. 


Barton,  John  K. 

Graduated. 
Boggs,  William  B. 

Graduated. 

Cleaver,  Henry  T. 

Graduated. 
Cnmming,  John  A* 

Resigned. 
Denig,  Robert  Q. 

Graduated. 
Edwards,  John  B. 

Graduated. 
Kleekner,  Charl«S* 

Graduated . 
£<eitch,  Robert  B. 

Graduated. 

Potts,  Stacy. 

Graduated. 


Ransom,  George  B. 

Graduated. 
Ruiz,  Alberto  de. 

Resigned. 
Schneider,  William  £. 

Resigned. 
Tifi'any,  William  H. 

Dropped  24  October,  1872. 
Warren,  Benjamin   H. 

Graduated. 

Willetts,  Albert  B. 

Graduated. 
Wooster,  liUCius  W. 

Graduated. 
Zane,  Abrahan&  V. 

(Jraduated. 


1872.— October  1. 

Except  otherwise  stated. 


Canaga,  Alfred  B. 

Graduated. 
Drouillard,  George  li. 

Resigned. 


Eaton.  William  C. 

Graduated. 
Eldridge,  Frank  H. 

Graduated. 
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rixoll.  C  hurloM  II. 

Ikcsi^iied. 
loli'iiiaii.  Frank  .1. 

<  1  IMllllUtcd. 

('lI'iM'v.  Milliaiii  C. 

IS  Ni>vciiil)ir,  l:s7'2.     Uusignixl. 

Huts,  William  K. 

CrailiKttiMl. 

.itiio,  William  A. 

(ilMtllKtttil. 

.4»4>iiiiH.  lOdmiiiKl  N. 

( ii;ic  I  tutted. 

Iatli<'o.  A  Ha. 

(iradiiatcd. 

lorcdilli,  K(lHar<l  D. 

Ufsi'iiit'd. 


|{c>i;^lMil. 

Uol«l.   IfolM-rf  J. 

(Jr.. dual.  .1. 

Ro«>iiliiiK.  l-'.<iiiiiiii4l. 

KiliX,     AllM-llo    4i4'. 

l{esi>,'inil. 
K<'li4'rm«M'liorii.   \\  illiam   1\. 

|{.si<,Ml.d. 

KoriiiM»rKor.  K4l>«lii  <'. 

l!i-^i'_'iicd. 

'\Varl>iirf4>ii,  KdKur  T. 

(iradllatcd. 


lH7:i.— 4><'t4»i»or    1. 


(abbitt,  Geo.  Henry  Tli4>maM.      Freeman.  Filward  KuHMell. 


(Jraduatcd. 
(ailey,  Frank  ]InKli4's. 

ijraduated. 
(iir;;4lorfr,  TIieod4>re  Fre«rk. 

(iraduatt'd. 

arter,  Thomas  F. 

Graduated. 
at  heart,  William  I^edyard. 

(iraduated. 
iaii4ie,  Ciiordon  II. 

HcsigiK'd. 
owles,  William. 

Graduated. 
kunniu};,  William  Haley. 

Graduated. 
Eastman,  Harry. 

Kesitrued. 


Graduated. 

JoliiiM4>ii.  Ciiarl4>N  \. 

Resigned. 

liellev.  II.  F. 

Koign-l. 

OImHtea«l.  Ii4>rlii)(. 

He.sigiied. 

Kill/..  Ali>4'rl4»  4l4'. 

Graduated. 

StiverN.  Ilt'iir^    IliekH. 

Graduated. 

White.  John  M. 

Resigned. 

WillettH,  Caeorge  SifliMw* 

Graduated. 

WortliiiiKioii,  Walt4'r  Fit/.hiiKh. 

<  iraduated. 


1871 — OetolK'i-    I. 


tartlett,  F'rank  W. 

Graduated. 
(ennett.  Frank  M. 

Ctraduatetl. 

(i4'K->  Fre<leriek  Charles. 

Ciraduated. 
(ull,  George  Iloyt. 

(iratluated. 
(urd,  Cieorge  Kli. 

(Jraduated. 
laiide.  (ii4>r4l4>ii  Ilaii4ly. 

1  )isniisse«l. 
ool4>y.,  .M4>rtiMi4^r  Flwyn. 

Gratluated. 


C'ry^ii'r.  John  I'lyHses. 

Graduated. 

DunKHii*  Il4»ra(*e  (areeley. 

ResigMe<l. 

SlMeller.  Harry  Smith. 

(.Iraduateil. 

(liaKe.  Il4>\var<l. 

Graduated. 
Gow,  John  I.4>ii4l(>ii. 

Gradual  id. 
Griflln,  IC4»iM'rt  SlaiiislaiiH. 

CJraduat.d. 
]Iarri<»4in,  lleiirj    I'iiiiii4)r4> 

Resi'Mied. 
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Ilogan,  Tlioma^i  losi'ph. 

Graduated. 
Hollis,  Ira  Xelson. 

Graduated. 
Irers,  Henry  King. 

Graduated. 
McElroy,  George  Wiglitnian. 

Graduated. 
Norton,  Harold  Percival. 

Graduated. 
O'Connor.  Henry. 

Dropped.     Resigned. 
Pickrell,  Joseph  McCall. 

Graduated. 


Sali»«bury,  Oeorge  Robert. 

Graduated. 
Scliell,  Franklin  Jacob. 

Graduated. 
Scribner,  Edward  Hersclieil. 

Graduated. 
Spangler,  Harry  Wilson. 

Graduated. 

Wright,  Charles  lieslie. 

Graduated. 
Wilnier,  Joseph  Ringgold. 

Graduated. 


1875.— September    15. 

Except  otherwise  stated. 


A-cker,  Edward  O'Connor. 

Graduated. 
Annan,  John  Wesley. 

Graduated. 
Baker.  John  Howard. 

Graduated. 
Boivers,  Frederick  C. 

Graduated. 
Bartholow,  Frank  la  Motte. 

Dro^jped. 
BevinTton,  Martin. 

Graduated. 
Bowles,  Francis  Tiffany 

Graduated. 
Bryan,  Benjamin  Chambers. 

Graduated. 
Carr,  Clarence  Alfred 

Graduated. 
Oatewood,  Richard. 

Graduated. 
Hunt,  Andrew  Murray. 

Graduated. 


Isbester,  Richard  Thornton. 

Graduated. 
liUbbe,  Charles  Bethel. 

Graduated. 
McFarland,  Walter  Martin. 

Graduated. 
Miller.  Clarence  A. 

Dropped. 
Mercier,  Bavid  Isaiah. 

Resigned . 
l^oell.,  Michael  Baniel. 

Died  1  January,  1878. 
Smith,  William  Strother. 

Graduated. 

Talcott,  Charles  Gratiot. 

Graduated. 
Teniple,  Arthur  W^allace. 

Resigned. 
Yarn  all,  John  Hepburn. 

Resigned. 


1876.— September    14. 


Allflerdice,  William  Hillary. 

Graduated. 
Arnold,  Solon. 

Graduated. 
Bailey,  Horace  Justus. 

Resigned. 
Beldeii,  Charles  Emory. 

Giaduated. 
Byrne,  James  Edwin. 

Graduated. 


Buraiid,  William  Frederick. 

Graduated. 

Eckel,  Herman. 

Dismissed. 

Hall,  Harry. 

Graduated. 
Hassoii,  Wm.  Fred'k  Converse 

Graduated. 
King,  Charles  Alfred. 

Graduated. 
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Kinkat«l,  ThoinnM  ^Vriglif. 

Graduated. 
l^uiiK,  M  illiani. 

Died  1"")  November,  1880. 
Lillol>rid)(('.  Frederick  ]H[a3  . 

Hc'sij^iied. 
M]iiiiiiii{;,  C'liarleH  Filward. 

Gnidiiutid. 
MalliewK,  Clarence  ]lerl»ert. 

(iradiiittcii. 
.filler.  I.eo  I>wiKlit- 

tji;idu;it(  il. 

\'ieliolH,  A  rill II r. 

lioimi.-d. 

iitaiiiple,  Wiiifleld  Seott. 

Gruduiitcti. 


Siiiiili,  .ilberf   lUlward. 

«;r,uliiut«Mi. 
SI  a  III,    %li»erl   Uiiliiiin. 

Ciradiiiilfd. 

MenKn*,  ^Viillaiii   lM\oii. 

Graduated. 

lYood,  JoNepli   Ii4'ariie<l. 

<  iiaduat*  il. 

1Voo<Im,  Arlliiir  'I'aiiiiall. 

Gia.liiatcd. 
M'orlliiiiKfoii,  John   I.ee<lM. 

Gra<lll;itfd. 

Yoiiii«,  Albert  OHborii. 

Graduated. 


1877 — Sepleiiiber  IS. 

At  Naval  Academy,  except  otlierwise  stated. 


AnderHou.  Martin  AuKUHtiis. 

Graduated. 
.4rnold,  Solon. 

(Iraduated. 

BaiikHon,  Lloyd. 

(iraduated. 
Ueaeli,  Robert  JanieM. 

ItUKli,  .Arthur  Richmond. 

Graduated. 
I>ay,  WilliH  Rruner 

ll<»w«l,  Frank  Kiillaiid. 

•  iiaduated. 

(hartley,  ^Villiani  Henry. 
CaladHtoue.  I>aniel   Deniare«»l. 
KaeiniiierlinK,  CjiUMlave. 

(iradiiiittd. 

McAllister,  .inilren*. 

neilpine,  Hennell. 

Graduatetl. 
McCreatry,  Harry  Raynor. 

liesi'^'ned. 
Moril/-,  Albert. 

A'lehols.  Arthur. 

Uesigued. 


PurM«»nM.  iHaa*'  Rrowii. 

CJr.iduutcd. 

PerkiiiM,  Lyman  lliiniham. 

'tnidiiatcd.J 

I»revear.  Herbert   Hanker. 

lU>iLMK<l. 

Redgrave.  I>e  Mitt  <  liiilon. 

GiJidu.ited. 

SampMon,  BiaH  Ciaj'. 

(iladilatcd. 

Shallciibereer.    Oliver     Hlack- 

blini.      Graduated. 

Smith,  Milliam  Stuart, 

Gradualt  d. 

Stewart,  Robert,  Jr. 

(Jiailuat.d. 

Webnter,  M  iiliaiii  TowuMend. 

Gladilati-d. 

U'hile.  William  Milniot. 

(.iiaduatid. 

Wliitham,  Jay  .Manuel. 

Graduated. 

Whittle,  Llewellyn  Fairfax. 

Died  ->:{  July,  1880,  Naval  Hospital, 
Philadelphia. 


1S7S October   I. 

At  Naval  Academy,  except  othcnvisc  stated. 
A«l«li<'kM.  1Valt<'r  l<ol»4>rl.  C'larKc    \rtliiir  lleiirj'. 


Chauibers,   Uilliaiii    llenr.>. 


C'ole.Y  ,  I'reiit'rick  l^dnard. 
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Conaut,  Frank  Henry. 
Creigbton,  Wui.  Henry  Paul. 
Fitts,  James  Henry. 
Ferguson,  George  Robert. 
OatcwoocI,    Robert     Woodland. 
Grantner,  Otto  Cbarles. 
Hanvtborne,  Harry  liee  Roy. 
Higgins,  Robert  Rernard. 
Holland,  Cbarles  Henry, 
lieonard,  Jobn  Calvin. 
Miller,  Peter. 
Pendleton,  Josepb  Henry. 


Huiiiby,  Isaac  Henry. 

Roninieil,  Cbarles  Kduard. 

Simpson,  Henr.y  I^akiii. 
Resigned. 

Sbock,  TboK.  Alexander  Whar- 
ton. 

Taylor,  Kdward  Kesiyon. 
!  Tbeiss,  JBuiil. 

Willis,  Clarence  <'albonn. 

Wincbell,  Ward  Pbilo. 

Yonciii,  Sadanori. 


1879.— Qctober  1. 

At  Naval  Academy,  except  otherwise  stated. 


Aldricb,  William  S. 
Arniistead,  Samuel  W. 
Rarnes,  Cbarles  £. 
Raxter,  William  J. 
Cars  well,  William  B. 
Rarrata,  William  F. 
Ruvall,  Marius,  Jr. 
Hyson,  Charles  W. 
Faton,  Cbarles  P. 
Fllinger,  Julius. 
Fllicott,  Jobn  M. 
Field,  Harry  A. 
Gillis«  Harry  A« 


Glasscock,  Eustace. 
Gross,  Cbarles  J. 
Halstead,  Alexaitder  J. 
Herbert,  William  <^'. 
liawrence,  WiEliaca  H. 
liittlehales,  George  W. 
Palmer,  James  F. 
Pattison,  Thomas  P. 
Ryan,  Philip  J. 
Webster,  Cbarles  F. 
Woodruff,  Cbarles  £. 
Zinnell,  George  F. 


1880.— October  1. 

At  Naval  Academy,  except  otherwise  stated. 


Barron,  Charles  C. 
Riddle,  Andrew  P. 
Capps,  Washington  I^ 
Crisp,  Richard  O. 
Hargan,  Milton. 
Davis,  Edward. 
Fabs,  Cbarles  M. 
Field,  Horace  A. 
Hewes,  Cbarles  BE. 
Hill,  Frank  K. 
Hughes,  Arthur  Ji. 
Hulme,  Walter  O. 
Jones,  Horace  W. 


Keliholtz,  Pierr  O. 
Krepper,  Chester  M. 
liOoniis,  Frederick  J. 
McCay,  Henry  K. 
Mathews,  Albert  C. 
Orr,  Robert  H. 
Parmenter,  Henry  E. 
Pattison,  Thomas  P. 
Richardson,  Thornton  R. 
Starr,  John   R. 
Wedderburn,  Lawrence  A. 
Wentz,  Robert  li. 
Whittlesej,  Hume  H. 


COMT^LKTK   I.TST 


<»K    A  LI,    rill. 


OFFICERS  OF  THE  MARINE  CORPS. 

From  I7f)s  lo  iiie  PI^:sE^' t  Time. 


COMMANnANTS. 

Bnrrows,  William  W. 

Major  Commandant,  12  July,  1798.   Lieutenant-Colonel  Commandant,  1  May,  1800. 
Resigned  0  Mareli,  1804. 
Wliortoii,  Franklin. 

Captain,  :5  August,  1798.     Lieutenant -Colonel  Commandant,  7  March,  1804.     Died 
1  SeptL-mbcr,  1818. 
Ciialc,  Anthony. 

Second  Lieutenant,  2  September,  1798.  First  Lieutenant,  2  March,  1799.  Captain, 
24  April,  1804,  Lieutenant-Colonel  Commandant,  :i  March,  1819.  Hrevet  Major, 
24  April,  1814.     Cashiered  18  October.  1820. 

llenderHon,  Aroliihalcl. 

Second  Lieutenant,  t  .iiine,  1806.  First  Lieutenant,  6  March,  1807.  Captain, 
1  April,  1811.  Lieutenant-Colonel  Commandant,  17  October.  1820.  Colonel 
Commandant,  1  July,  1834.  Brevet  Lieutenant-Colonel,  17  October,  1820. 
Brevet  Brigadier  General,  27  January,  1837.  Brevet  Major,  1814.  Died  6  Jan- 
uary, 18r)!». 
llarriM,  John. 

Second    Lieutenant,  23   April,  1814.     First  Lieutenant,   18  June,  1814.     Captain. 
13  June.  1830.     Major,  «  October,  1841.    Colonel  Commandant,  7  January,  \x!i9. 
Brevet  Captain,  3  March.  182.1.     Brevet  Major,  27  January.  1837.     Died  12  May, 
1^(11. 
Zcilin,  Jacob. 

Second  Lieutenant,  1  October,  1831.  First  Lieutenant,  12  September,  183t'..  Cap- 
tain, 14  September,  1847.  Major,  26  July,  1861.  Colonel  Commandant,  10  June, 
1864.  Brigadier  General  Commandant,  2  March,  18<17.  Brevet  Major,  9  Janu- 
ary, 1847.     Retired  1  November,  1876.     Died  18  November,  1880. 

OFFICERS. 

AdaniH,  UoorKc 

Second  Lieutenant,  19  March,  1845.     Brevet  First  Lieutenant,  12  Augu.st,  1M7 
Died  21  Octol)er,  ISOO. 
AdaniH,  SaniiK'l  ('. 

Second  Li.ut.n.int.  25  November,  1861.  First  Lieutenant,  4  November,  1863. 
Drowned  1  Ai)ril,  1864,  Carlo,  Illinois. 
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Alexander,  Philip. 

Second  Lieutenant,  7  November,  1800.     First  Lieutenant,  1    August,  1802.     Re^ 
signed  31  March,  1803. 
Allen,  Austin  TV. 

Second  Lieutenant,  10  February,  1838.  Transferred  to  the  Army,  26  November 
1838. 

Allen,  IVatlianiel. 

Second  Lieutenant,  3  April,  1810.     Resigned  24  July,  1810. 

Allen,  Saninel  K. 

Second  Lieuteniint,  13  March,  1868.     Retired  11  May,  1880. 

Aniory,  William. 

Second  Lieutenant,  25  July,   1798.     First  Lieutenant,  10  November,  1799.     Re- 
signed, date  unknown. 
Anderson,  Jereniiali. 

Second  Lieutenant,  11  June,  1811.     Dismissed  in  September,  1811. 
Anderson,  William. 

Second  Lieutenant,  17  February,  1807.  First  Lieutenant,  23  June,  1809.  Captain, 
18  June,  1814.  Brevet  Major,  18  June,  1824.  Brevet  Lieutenant-Colonel,  24 
May,  1838.     Died  13  June,  1830. 

Arniistead,  F.  IV. 

Second  Lieutenant,  13  November,  1830.     First  Lieutenant,  1   July,  1834.     Died 
14  April,  1841. 
Arrowsmith,  Thomas. 

Second  Lieutenant,  19  April,  1812.     Resigned  in  October,  1812. 

Ash  ton,  Richard  W. 

Second  Lieutenant,  38  January,  1817.     Resigned  22  January,  1821. 
Aachnmty,  Richard. 

Second  Lieutenant,  38  February,  1815.  First  Lieutenant,  18  April,  1817.  Brevet 
Captain,  18  April,  1837.     Resigned  1  April,  1830. 

JBacon,  Samuel. 

Second  Lieutenant,  14  April,  1812.  First  Lieutenant,  8  July,  1813.  Captain, 
18  June,  1814.     Resigned  in  November,  1815. 

Bacote,  Thomas  W. 

Second  Lieutenant,  24  June,  1813.  First  Lieutenant,  18  June,  1812.  Resigned 
4  June,  1815. 

Bainbridge,  Theodore. 

Second  Lieutenant,  34  May,  1838.     Resigned  18  January,  1833. 

Baker,  Adam  IV. 

Second  Lieutenant,  12  September,  1853.     First  Lieutenant,  1  August,  1860.     Dis- 
missed 33  May,  1861. 
Baker,  I>.  I>. 

Second  Lieutenant,  20  October,  1832.    First  Lieutenant,'30  December,  1837.     Cap- 
tain, 28  September,  1847.    Brevet  Captain,  13  September,  1847.    Died  31  August, 
1853. 
Baker,  Joseph  F. 

Second  Lieutenant,  5  June,  1861.  First  Lieutenant,  1  September,  1861.  Captain, 
22  June,  1864.     Died  3  October,  1876. 

Baldwin,  Samuel. 

Second  Lieutenant,  2  January,  1800.     First  Lieutenant,  10  December,  1801.     Last 
appearance  in  Register  of  1806. 
Banning,  Fdmund  P. 

Second  Lieutenant,  3  July,  1864.     Resigned  13  April,  1570. 

Barclay,  Thomas. 

Second  Lieutenant,  18  August,  1799.  First  Lieutenant,  21  October,  1801.  Re- 
signed 31  May,  1803. 


GENEHA1>    NAVY    KKUISTEU.— MAKINK   CORPS.  87» 

Bar! loll,  Henry  A. 

Second  Lioiitinaiit,  '2^'  Novomher,  IMftl.     Firfit   Licutcniiiit,  'jr.   NovLiiiWcr.  IbOI. 
Ciiptaiii,  2!)  Ndvtiiibcr,  1H<!7.     In  m-rvicc. 
Iturtuii,  TlioiiiiiN  It. 

Socotul  Licuteniint,  Hi  .tiiin'   I  SI  7.     First  Lieutenant,  17  Octoljcr,  1S2U.     Uchi^nod 
13  Ma  nil,  1!:;':5>. 
llatOH,  €iJ<*orv,o  T. 

SccoikI  Lieut,  naiit,  lit  Fcliruary.  1H7:{.     First  Lieutenant,  12  Muy,  18S().    In  service. 
Itayly,  Koliert  I*. 

Second  Lieutenant,  1  July,  IMO'.I.     Died  2(J  August,  isoil. 

Hell,  I>aiiiol. 

Second  Lieutenant,  8  November,  1800.     Resigned  14  February,  ISOi. 
BellviuN  F.  It.  do. 

Second   Lieutenant,  24  ApriL  1812.     First  Lieutenant,   lb  .lur.p.  1814.     Captain. 
8  March,  1S19.     Resigned  (J  March,  1824. 
BenNoii,  <j>.  Robert. 

Second  Lieutenant,  17  December,  187:3.    First  Lieutenant,  5  .Tune,  1880.    In  service. 
Berrett,  Jolin  J. 

Second  Lieutenant,  11>  Novend)er,  1840.     Resigned  5  A])ril,  18i:j. 
Berryiiian,  O.  C 

Second  Lieutenant,  24   January,   1870.      First    Lieutenant,   10   November,   1877. 
In  service. 
BettH,  CliarleH. 

Second  Lieutenant,  28  March,  1820.     Died  7  January,  1822. 
Biglow,  Horatio  U. 

Second  Lieutenant,  G  February,  1805.     Resigned  28  February,  1870. 
Bishop,  Henry  J. 

Second   Lieutenant,  2!)  November,  1801.     First   Lieutenant,  1   A|>ril,  1804.     Cap- 
tain, 12  January,  1870.     In  service. 
BIoodKood,  W.  A. 

Second  Lieutenant,  3  March,  1821.     Appointed  Purser  2  May,  1834. 

Bond,  FraneiH  .4. 

Second  Lieutenant,  1  March,  1815.     Resigned  in  November,  1810. 
Boon,  Leonard  J. 

Seci>i:d   Lieutenant.  7  July,  1812.     First   Lieutenant,   18  Juni\  1814.     Disbande(! 
18  .VpriL  1^17,  under  Peace  Establishment  Act. 

Borron^li*  Jeiiu  .4. 

Second  Lieutenant,  5  June,  1801.     First  Lieutenant.  1  Septendier,  1801.     Captain, 
1  September,  1804.     Died  28  November,  1807,  West  Indies. 
BoHqne.  JoHepli. 

Second  Lieutenant,  28  Fibruary,  1815.     Died  at  New  Orleans,  1815. 
Bonrne,  M  illiani  T. 

Second  Lieutenant,  5  August,  1824.     Died  4  Marcli,  1820. 
Boy<i,  ^Vllliam  S. 

Second    Lieutenant,  12   January,   1848.      First    Lieutenant,   13    December,   1857. 
Captain,  20  July,  1801.     Resigned  31  July,  isr,.-,. 

Boyle,  J  a  III  em  II. 

Second   Lieutenant,  25   June.  18()9.     First   Lieutenant,  27    .\pril.   18)0.      ResigJ>«'«l 
in  1812. 
Boyd.  M  iliiain  I.. 

Second    Lieutenant,  1 7   September,  1813.     First  Lieutenant,  18  June.  1814.     Re- 
signed 20  July,  1814. 

Bradford,  C  11. 

Second   IJeutenant,  25  November,   1801.     First    Lieutenant,   20   November,  1861. 
Died  13  Fei>ruarv,  1804.  fnun  wounds  received  in  battle. 
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Itradforcl,  E.  T. 

Second   Lieutenant,   18   December.  18fi8.      First   Lieutenant.  20    August,   1874. 
Resigned  15  November,  1877. 

Brady,  Thomas  A. 

Second  Lieutenant,  3  February,  1837.  First  Lieutenant,  3  Murch,  1847.  Died 
7  November,  1847. 

Breckenridge,  H.  B. 

Second  Lieutenant,  15  April,  1812.  First  Lieutenant,  18  June,  1814.  Captain, 
10  Decemljer,  1814.    Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 

Breese.  James  B. 

Second  Lieutenant,  18  March,  1864.  First  Lieutenent,  1  May,  18()8.  Resigned 
5  December,  1879. 

Brevoort,  A.  IV. 

Second  Lieutenant,  28  March,  1820.  First  Lieutenant.  2(>  September,  1823.  Cap- 
tain, 6  March,  1838.     Brevet  Captain,  26  September,  1833.     Died  26  November, 

1866. 

Brewerton,  G.  D. 

Second  Lieutenant,  3  March,  1819.  First  Lieutenant,  17  September,  1821.  Died 
31  January,  1827. 

Brewster,  W.  H. 

Second  Lieutenant,  24  January,  1838.    Resigned  1  February,  1839. 

Britton,  Abraham. 

Second  Lieutenant,  9  September,  1818.     Resigned  in  1818. 

Broadhead,  J.  T. 

Second  Lieutenant,  12  April,  1872.     In  service. 

Brodhead,  John  T. 

Second  Lieutenant,  12  April,  1872.     Resigned  14  November,  1879. 

Brooke,  B.  E. 

Second  Lieutenant,  8  July,  1833.  First  Lieutenant,  7  February,  1839.  Died  28 
November,  1858. 

Brooke,  £dmiind. 

Second  Lieutenant,  15  April,  1814.  First  Lieutenant,  18  June,  1814.  Resigned 
13  February,  1817. 

Brooks,  John,  Jr. 

Second  Lieutenant,  1  October,  1807.  First  Lieutenant,  30  January,  1809.  Killed 
in  action,  10  Sei)tember,  1813. 

Broom,  Charles  B. 

Second  Lieutenant,  27  July,  1813.  First  Lieutenant,  18  June,  1814.  Paymaster 
and  Captain.  Captain,  7  March,  1824.  Major,  12  September,  1836.  Brevet 
Lieutenant-Colonel,  7  March,  1834.     Died  14  November,  1840. 

Broom,  James. 

Second  Lieutenant,  21  April,  1810.  First  Lieutenant,  14  April,  1812.  Killed  in 
action,  1  June,  1813. 

Broom,  James. 

Second  Lieutenant,  28  December,  1836.     Cashiered  6  July,  1838. 

Broome,  John  !«. 

Second  Lieutenant,  12  January.  1848.  First  Lieutenant,  28  September,  1857. 
Captain,  26  July,  1861.  Major,  8  December,  1864.  Lieutenant-Colonel,  16 
March,  1879.  Brevet  Major,  24  April,  1862,  for  gallant  and  meritorious  services. 
Brevet  Lieutenant-Colonel,  14  March,  1863,  for  gallant  and  meritorious  services 
at  the  second  Battle  of  Vicksburg,  15  July,  1863. 

Brown,  Peregrine. 

First  Lieutenant,  25  June,  1776.    Disbanded  with  the  Navy  of  the  Revolution. 

Brown,  TVilliam. 

Second  Lieutenant,  16  January,  1817.     Died  19  June,  1818 
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SroHii,  W.    H. 

Seooiul    Lieutiiiant,  25    November,   Ibfll.      First    Licutcnuiit.    1h    Aiinuht.    1802. 
Ciiptuin,  18  May,  1871.     In  Hcrvicc. 
troHiiiiiK,  K.  L. 

Scciuul    Lii'iitciiant,  24    Noveinbor,    18.")2.      First    J.iciittnaiii,    U!'    Noviiiilxr.  1H.'>8 
Lost  in  the  "  J^cnnt.'^ 
troMiilow,  W.  li. 

ScccikI    I-icutenunt,   (5   .Inly,    1812.     First   Lieutenant,    is    .Iniif,    Mn.     Capuin, 
17  October,  IS-JO.     Died  17  July,  1821, 
IlK'llJIIIllll,   J.    .4. 

SiM-.Mid  !,i(iit(iiaiit,  15  March,  1^17.      Last  appearance  in  |{i';,'i>ii  r  |i>r  l,s.'>u. 
tiirko,  TlioiiiiiM  I*. 

S.coimI  l.icutciiaiit,  20  November,  In:;u.     Ciisliicrcd  :t  October.  \^'.\\. 
Kiiriiliaiii,  JiiiiiOH  l>. 

Second  Lieutenant,  1  July,  182.").     Transferred  to  the  .\rniy.  :'.(•  .lune.  I82<5. 
tiiHli,  IVilliaiui  S. 

Second   Lieutenant,  H  July,  ISO'.K     First  Lieutenant,    I    .Vlarcli,    1^11.      Kilh-d    in 
action,  19  August,  1812. 
Intler,  <«eorK4'. 

Seconil  Lieutenint,  11  Feljruary,  l^oU.  First  Lieutenant,  i»  July,  18(51.  Captain, 
4  November,  18(')2.  Major,  1(5  March,  lH7i».  Brevet  Major,  14  January,  180.5. 
for  fjallant  and  meritorious  services  at  the  attack  upon  Fort  Fisiier,  13,  14  and 
15  January,  18C.5. 

;ulterfioI(l,  Uiliiaiii. 

Becond  Lieutenant,  3  March,  1847.     Resigned  1  May,  1888. 

ald^ell,  lI<Miry. 

Second  Lieutenant,  2  September,  1798.     First  Lieutenant,  2  Marrji.  1799.     Cap- 
tain, 23  January,  1809.     Died  12  March,  1812, 
nldwoll,  R    €'. 

Second  Lieutenant,  17  October,  1834.      First  Lieutenant,  3  March,  1845.      Died 

13  November,  18.V2. 

niiiiiitK'k,  IVilliaiiii. 

First  Lieutenant,  1  September,  1798.     Itesigned  31  December,  1800. 

aiiiphoIK  <]>.  W. 

Second  Lieutenant,  14  October,  1852.     Died  23  March,  1855. 

ariiiiek,  Daniel. 

('ai>tain,  3  August,  1798,     Major,  7  March,  1S()9.     Died  in  1810. 
artor,  Landoii  N. 

Second   Lieutenant.  2(5  Mav,  1824.     First    Lieutenant.  7  .Vjiril.    1832.     Captain, 
3  March,  1847.     Died  2()  September,  1847 
arftor.  W.  II. 

Second  Lieutenant,  1   March,   18(51.     First   Lieutenant,   1    Sept<niber,  1801.     Cap- 
tain, 10  June,  1864,     Dismissed  12  .Vugust,  18(5.">. 
ash,  John  C 

Second  Lieutenant,  10  Marcli,  1S4.'».     First  Lieutenant,  21  September,  1852.     Pay- 
master witli  the  rank  of  Major,  1801.    Major.  20  November.  1X02.     Diiil  ^  Mimh, 
1S77. 
hnrcli.  F.  I... 

Second  Lieutenant,  12  July,  1802.     First   Lieutenant,  13  Augu.st,  18(55.     Kcsigned 
8  August,  1808. 
hnrcli.  Jonatlian. 

First  i.ieiitei.ant,  5  September.  17!iH.     Uesigned  20  October,  1801. 

lark,  liOninol 

Captain,  3  August,  1798.     Resigned  80  November,  1801. 
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Clark,  N.  S. 

Second  Lieutenant,  20  April,  1812.     Resigned  1812. 
Claypole,  John. 

Second  Lieutenant,  30  March,  1799.     Resigned  23  December,  1800. 
Clements,  James  M. 

Second  Lieutenant,  28  January,  1817.     First  Lieutenant,  28  March,  1820.     Died 

27  May,  1822. 
Clinch,  B. 

First  Lieutenant,  5  September,  1798.     Resigned  30  June,  1803. 
Cochrane,  Henry  C. 

Second  Lieutenant,  7  September,  1861.     First  Lieutenant,  20  August,  1865.     Cap 
tain,  16  March,  1879.     In  service. 
Coejman,  IS.  S. 

Second  Lieutenant,  28  March,  1820.     First  Lieutenant,  8   March,  1824.     Died  2( 
December,  1825. 

Coffin,  H.  O. 

Second  Lieutenant,  4  May,  1866.     Dismissed  17  Februarj-,  1872. 
Cohen,  D.  M. 

Second  Lieutenant,  19  August,  1855.     First  Lieutenant,  1801.     Captain,  26  July 
1861.     Major.  5  December,  1867.     In  service.     Retired  12  October.  1869. 
Collier,  George  W. 

Second  Lieutenant,  5   September,  1860.      Fii-st   Lieutenant,  1   September,  1861 
Captain,  20  November,  1862.     Major,  18  April,  1880.     In  service. 
Colin ni,  Richard  S. 

Second  Lieuetenant,  25  November,  1861.     First  Lieutenant,  30  December,  1862 
Captain,  13  March,  1872.     In  service. 
Colton,  Diamond. 

First  Lieutenant,  5  September,  1798.     Resigned  24  June,  1799. 

Contee,  John. 

Second  Lieutenant,  17  April,  1812.     First  Lieutenant,  24  July,  1812.     Resignec 
15  September,  1813. 
Cooper,  George. 

Second  Lieutenant,  28  March,  1820.     Died  25  September,  1823. 

Corrie,  F.  H. 

Second  Lieutenant,  25  November.  1861.     First  Lieutenant.  2(i  November,  1861 
Captain,   12  February,  1870.      Brevet  Captain,  14   January,  1865,  for  gallam 
and  meritorious  services  at  the  attack  upon  Fort  Fisher,  13,  14  and  15  January 
1865. 
Coston,  H.  H. 

Second  Lieutenant,  9  March,  1865.     First   Lieutenant,  18  May,  1871.     In  service 

Cowan,  William. 

Second  Lieutenant,  16  April,  1812.     First  Lieutenant,  20  August,  1812.     Resignec 
22  November,  1812. 

Coxe,  Charles  D. 

Second  Lieutenant,  18  November,  1805.    First  Lieutenant,  4  March,  1807.    Resignec 
18  September,  1809. 

Crabb,  John. 

Second  Lieutenant,  31  January,  1809.     First  Lieutenant,  28  June.  InOII.     Captain 
18  June,  1814.     Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 

Crabb,  Horatio  N. 

Second  Lieutenant,  7  May,  1822.     Fi:-st  Lieutenant,  23  February,  1830.     Resignec 
30  December,  1837. 

Crane,  Ichabod  B. 

Second  Lieutenant,  26  January,  1809.    First  Lieutenant,  28  June,  1809.     Resigtifc 

28  AprU,  1813. 
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)riiiH<',  liiin  r<'ii<-<>. 

Stxoml  I.itiiteiiaiit,  'J'.»  .luly.  iHOiI.     I.nst  appearance  in  ncgjstcr  of  180C. 
'niiiiiiiiiH,  F.  1>. 

Second  hieiitenaiit.   11   Ajiril,   isio,     I'irst  Licutennnt.  1  April,  1^11.     Itcsigned 
21  .January,  1S12. 
UirfiH,  JoNopli  W. 

Second   J.iriiltniint,  1    Muy,  1810.      i-'ir^t  Lieutenant,  If.   March,  IMIT.     DisnuhMd 
20  August,  1«52, 

kaviA,  Kent   l>. 

Second  Lieutenant,  2  July,  18G1.     l)ie<l  11  January,  1865. 
»allaH,  A.  II. 

Second  J/icutcnant,  31  October,  1854.     Resigned  24  September,  1855. 
htiiiolH,  C\  I^. 

Second  Lieutenant.  12  July,  18<i2.     First  Lieutenant,  13  February,  1805.    Resigned 

20  July,  1808. 
hirloy,  Joliii. 

Second   Lieutenant,  8  Novendier,    171)8.     First    Lieutenant,  10  April,   1800.     Re- 
.signed  ;;i  October,  1800. 

Second  Lieutenant,  Hi  January,  1859.     First  Lieutenant,  1801.     Captain,  23  No- 
vember, 1801.     Major,  10  May,  1m7h.     IJrevet  Major,  14  January,  1805.     Brevet 
Major,  for  gallant  iind  meritorious  services  at  the  attack   upon  Fort  Fisbcr, 
13,  14  and  1.")  January,  1805.     Resigned  20  December,  1880. 
Scants  Itciijiiiniii. 

Captain,  25  .hine,  1770.     Disbuntled  with  the  Navy  of  the  Revolutioiu 
^ciiiiy,   Frank  L. 

Secoiul  Lieutenant,  22  June,  1880. 

K'  Ciiraiipre.  1*.  It. 

Second   Lieiit(ii:ii»t.  20  April,  1^12.     First  Lieutenant,  18  June,  1814.     Disbanded 
18  April,  1817.  under  Peace  Establishment  Act. 
>CHha,  Itohert  .11. 

Second   Lieutenant,  28  February,  1810.     First  Lieutenant,  12  April,  1817.     Died 

0  N(nember,  1802. 

>evortMix.  A. 

Se.oud  Lieutenant,  25  November,  1801.     Retired  31  March,  18G4. 
levliii,  Joliii  S. 

Second  Lieutenant,  21    February,  1839.     First  Lieutenant,  3  March,  1847.     Cash- 
iered 20  September,  1852. 
liekiiis,  Rjiiidolpli. 

S.c.,nd  Lieutenant,  lit  May,  187G. 
M<>l<  ri<li.  J.  I». 

>,c..w\  Lieutentant,  17  October.  1834.     Cashiered  27  April,  1888. 
Hx.  Iloiiry  E. 

Se..,nd   Lieutenant,    13  March.   1810.      First   Lieutenant,   18  April,   1817.     Died 

21  .lanuary.  1S22. 

^oiiKlily^  iMaaif  T. 

Second  Lieutenant.  2t)  Sei)tcml'er,  1S37.     First   Lieutenant,  3  March.  1S47.     Cap- 
tain, 14  March.  185<i.     Major.  23  November,  1801.     Retired  0  June,  1801. 
»oiik1»m*4*  ICioliard. 

Sicond  Lieut,  nant.  7  May,  1^22.     Second  Lieutenant,  20  April,  1825.     Captain, 
7  .March,  l^:;'.t.     Died  2o'  Ai)ril,  1851. 
Kilaiiy,  Milliaiii. 

Second   Lieutenant,   10  June,  1817.     First   Lieutenant.   10  Juno.   1819.     Cnj)tain, 

1  July,  1834.     Major,  17  November,  1847.     Colonel,  20  July,  1501.     lircvet  Cap- 
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Uin,  ly  Junt^.  IbaS.     Brevet  Major.  :{  March.  1843.     Brevet  Lieatenant-Colonel 
13  September.  11*47.     Died  4  July.  1K(>h. 
Dune«n,  John  If. 

Sr^.'ju'i  ],i<.ut<:-uaDt.  16  Jjuiiuiry,  1817.     Kesig^ned  II  August,  1817. 
Daval.  Kfui^letoD. 

S»r<.<'ij'i  ],;<  utt-uaui,  1  March,  1815.     Iteeigne'i  in  October,  IblC. 

JKkleliii,  Jauiew. 

Sec'jud  Lieuteuant,  1  Marck,  181.'}.  Finst  Lieutenant,  18  April,  1817.  Captain 
1  Julv.  lKi4.  ilajor,  14  Beptember.  1847.  Lieutenant-O^lonel,  7  January 
1K.5SI.  ■  Brevet  Captain,  18  April,  1827.     Died  13  July,  1869. 

i-klMon.  Alvfn. 

S<,^und   Lieutenant,  7  May,  1822.     First  Lieoten&nt,  14  March,  1829.     Captain 
♦;  OctoJxT.  1841.     Died*15  July,  1847. 
BdwardH.  James  L. 

,Se<.und  Lituu^nant,  18  Juae,  1811.     Resigned  in  February,  1813. 

Edwardii.  Philip. 

First  Lieutenant,  3  August,  1798.     Killed  in  a  duel  26  October,  1800. 

llla,  F.  P. 

Second  Lieutenant,  24  Januarr,  1870.  Drowned  in  the  East  Indies,  19  February 
1874. 

KUIoi,  Geon^e  F. 

Second   Lieutenant,   12  October,  1870.     First    Lieutenant,   30   March,   1878.      L 

S^rTVict. 

KIlKHortb,  II.  O. 

Second  Lieutenant,  4  ApriL  1870.  First  Litutenant,  19  November,  1877.  h 
service. 

En|^iit»h.  George  B. 

,S'-'<:uiid  Litultaaut,  1  March,  1815.     Resigned  in  1817. 

£ii)^litih.  TboiuaH  H. 

Sfcccird  Lieutenant,  10  June,  1817.  First  Lieutenant,  11  August,  1819.  Captain 
1  June.  1834.  Major,  18  February,  1853.  Breret  Captain,  11  August,  18^ 
Died  26  March,  1871 

Fa{;au,  Louis  £. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  8  December,  1864.  Captain 
16  May.  1878.  Brevet  First  Lieutenant,  8  Septeml^r,  18<i3.  for  gallant  arjd  meri 
torious  services  at  the  night  attack  upon  Fort  Sumter,  8  September,  1863.  lire 
vet  Captain,  14  January,  1865,  for  gallant  and  meritorious  services  at  the  attacl 
ujxju  F<^rt  Fisher.  13,  14  and  15  January,  1865.     In  service. 

FeBdall,  P.  B.,  Jr. 

Second  Lieutenant,  17  Octol>er,  1857.  First  Lieutenant,  1861.  Captain.  26  July 
1861.  Major,  1  November.  1876.  Brevet  Major.  17  June,  1870,  for  gallant  am 
meritorious  conduct  at  the  Battles  of  llatteras  Inlet,  Port  Rx^yaL  Sewell's  Point 
Ocrakoke  Inlet,  Savannah  and  James  Rivers,  to  date  from  7  June,  1870.  lie 
timi  Ij  Mav,  1878.     Died  21  March,  1879. 

Feuwit'k,  John  B. 

Second  Lieuu-naut,  10  November,  1799.    First  Lieutenant,  1  Deceml>er,  1801.    Cap 

tain,  13  .Vutru^t.  1809.     Resigned  1  April,  1811. 

Field.  Thouiati  Y. 

Second  Lieuteuant,  3  March,  1847.     Firbt  Lieutenant,  15  October,  1854.    Captain 
30  May,  IWJI.     Major,  10  June,  18f>4.     Lieutenant-Colohel.  1   November.  1876 
Colonel,  18  April,  1880.      Brevet  Firrt  Lieutenant,  13  Beptember,  1847.     It 
service. 
Filelle,  T.  G. 

Second  Lieuteaut,  22  June,  1880. 
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r'iMlier,  II.  <  . 

Second   Lieutenant,  7  Sept«inl*er,  1H71.     Kirrt    Lifutrtiftot,  27  Hepiembcr,  187f. 
In  »ervicp, 
llnl,  KiziKman. 

S<  r.,ii.l  Lieutenant,  1843.     Died  ir,  October,  IMS. 
■loy<l,  <•.  C. 

M.-nd   Lieutenant.  9   Septem»>«r,  1818.     Fir»t  Li«aten«Dt,  24   March.  1^2 L     R«- 
oiu'ri'd  1  iJerembf-r,  1824. 
'ontaiie,  P.  II.  W. 

Second  Lieutenant,  22  February,  1857.     KIrat  Lieateoant,  18fll.    C'a|itaiD,  Wl  July, 
1!3«1.     Resicrried  19  .May,  lHft4. 
'ord,  ChrlMlopher. 

><rf.i,fl   Li<iif<iiarjt,  1   M;irch.  ]Hir,.     Kimt  Lieutenant,  IH  ApriL  1>?I7.     I{e«i(^tMf 
i:j  .lune.  1H19. 
'ord,  R.  0*:%>lll. 

Second  Lieutenant,  2.'*  November,  ]>*r,\.  Fimt  Lieutcnaut.  «  Kebniary,  IHiM 
Kenitrned  30  -\pril.  18«8. 

'orde.  Henry  II. 

-•lond  Li«Mif«-n;int,  1  February,  IH^)*.*.      Kirnt  f.i.  uf.  luinr    li  Afiril,  imo      f'aptMiri 
18  June,  1814.     Caahiered  ia  181«. 
'orney,  Jamew. 

Se<;nn<i  I.ieuU-riant,  1  March,  InfJi.     Fimt  Lieutenant,!  H*rptefnl»er,  1»^*L    C 
23   AyrW.  \'*>'>i.     Brevet  Capt.iln.   J  t    .\i,r;i     Ix'.J    f.r    "i;;;!;.'    :.t  ■!    fi.rrr 
services  at  the  attack  upon  V 
Major,  ir,  .Vpril,  1809.  f»r  m(  r 
powder  Bridge,  in  July,  1864.     iirevet  Li< 
gallant  and  meritorious  a^rvicea  in   the  a< 
13  .June.  I8*j7.     In  service. 
'oftler,  Jo«epli. 

<<:r-.'A  i.>       rmt,  29  .lane,  1809.    First  Lieutenant,  27  ApriL  1810.    Lut  appcar- 
a.M,.-  i'i  Ji.  -i.,ter  of  1810. 
'owler,  II.  W. 

hecond  Lipiitf-naDt,  26   May,  1824.      First   Lieotensnt,  2  May.  1834.      RfigBnTl 
>i  June,  I'-lJO. 
'reeman,  H'.  II. 

Second  Li«*ut'Miant.  17  Al  Captain. 

17  Julv.  I'-Jl.     Major,  i  ■         .  .    February, 

lr32.    Di'-'J   11  March,  l>vlJ.' 

'reneli.  I>.  P. 

&<  nt,  14  Jane,  1862.     Firat  Lieutenant,  23  April,  ISM.     ffwigTuwl 

.      .  378. 

iahaiKlaii.  F.  C 

-  .1.  i  I       .  .:  <r,t.  18Maicb.  1864.     I)ie<l  2.->  March,  1848. 
ianible,  J'>liii  .H. 

.-*-.,,:,. I  ;,  .    •   ■    ■.-,  ■>■:  •  -      •-'■'■      f-  -    •.     Curtftia. 

H  .;:■■.:-    ;.     >I  .,  .«.     Bnrrel 

Lifuu-n.iri*  (  <lonf^l.  ii  .M^ircL,  I8:i7.     Died  11  x-^'.iMJjei,  It'^. 

iardner,  Henry  W. 

nt,   10  June,   1817.      Firat   Lient.  '  •dober.   181».     Vitti 

Gardner,  Kol»erl. 

-  r  .il  I.i.,».r,.int.  3  February.  1809.     Died,dte  o*Kku<.*: 

■arland.   itIdlMon. 

-'.  ..r.  I  I  i.  •  .  •  17  OdobfT,  18^4.  Firat  Lieutenant.  1.1  N'  '  ••  IMO.  Cap- 
tain. 1  '<  (  A.  Major,  26  July,  1861.  Brevet  Captain.  10  Mardl,  1M7. 
Died  20  J          .      ;. 
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Garrard,  W.  C. 

Second  Lieutenant,  1815.     Resigned  31  May,  1815. 

Gassanay,  John. 

Second  Lieutenant,  18  June,  1810.     Resigned  2d  December,  1810l 

Geddis,  S.  W\ 

First  Lieutenant,  20  .July,  1798.     Resigned  9  April,  1801. 

Gib^^oii,  ^li.  H. 

Second  Lieutenant,  5  October,  1869.      First  Lieutenant,  3  October,  1876.      In. 
service. 

Gillespie,  A.  H. 

Second  Lieutenant,  30  October,  1832.     First  Lieutenant,  18  January,  1838.     Cap- 
tain, November,  1847.     Brevet  Major,  6  December,  1846.     Resigned  14  October, 
1854. 
Giliiiaii,  Howard  K. 

Second  Lieutenant,  24  June,  1880. 

Gilmore,  William. 

Second  Lieutenant,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 

Glisson,  H.  Y. 

Second  Lieutenant,  27  February,  1866.     Died  13  August,  1867. 

Goldsboroiiglic,  li.  M. 

Second  Lieutenant,  1  March,  1861.     First  Lieutenant,  1  September,  1861.     Died 
15  October,  1863. 

Goodloe,  G.  C. 

Second  Lieutenant,  21  April,  1869.     Major,  17  March,  1877.     In  service. 

Goodrell,  Maiicil  C. 

Second    Lieutenant,   9    March,    1865.      First    Lieutenant,    16   April,    1870.      In 
service. 

Graham,  George  R. 

Second  Lieutenant,  27  July,  1847.     First  Lieutenant,  23  October,  1856.     Captain, 
20  July,  1861.     Major,  21  June,  1864.     Retired  1  January,  1876. 

Grant,  Oscar  B. 

Second  Lieutenant,  25  November,  1861.     First  Lieutenant,  26  November,  1861. 
Resigned  23  April,  1862. 
Grayson,  Alfred. 

Second  Lieutenant,  26  July,  1810.     First  Lieutenant,  14  April,  1812.     Brevet  Cap- 
tain, 18  June,  1814.     Died  28  June,  1823. 

Grayson,  John  C 

Second  Lieutenant,  4  May,  1840.     First  Lieutenant,   16  March,  1847.     Captain, 
7  January,  1859.     Retired  22  April,  1864. 

Green,  Farnifold. 

Second  Lieutenant,  23  February,  1830.    First  Lieutenant:  19  July.  1855.    Resigned 
6  June,  1831. 
Green,  Israel. 

Second  Lieutenant,  3  March,  1847.     Dismissed  18  May,  1861. 

Greenleaf,  Robert. 

Second  Lieutenant,  16  March,  1801.     First  Lieutenant,  4  April,  1805.     Captain, 
19  January,  1811.     Died  in  1815. 
Green,  Richard  I>. 

Second  Lieutenant,  1  March,  1815.     Resigned  1  April,  1823. 

Grimes,  John  H. 

Second  Lieutenant,  5  June,  1861.     First  Lieutenant,  1  September,  1861.     Captain. 
13  August,  1865.     Dismissed  11  February,  1870. 

Grynies,  Charles. 

Second  Lieutenant,  3  March,  1819.     First  Lieutenant,  17  July,  1821.     Brevet  Cap- 
tain, 20  July,  1831.    Died  25  July,  1834. 
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nil  ok,  T^oiiIm  J. 

Second   Liiutiiiaiit,  '2'2  June,   187J.     First    Eieutcnunt,  21    December,  18B0.     In 

eervice. 

nnn,  ('.  C. 

Srcinul  Lieutenant,  12  Sei)tember,  IM'J.      Hesij^'ncd  in  1H12. 

lalo,  W,  II. 

SfCDncl  Lieutennnt,  5  June,  18(51.     First  Lieut«iiimt,  1  Scptrnilier,  ISCl.     C'ujitain, 
b  Dei  iinlier,  l«(i4.     Died  28  August,  1807. 
[all,  Kdward. 

Second  Lieutenant,    lo  Ajjfil,   1790.     Cuptain,   2:5  January,    1809.      ltcflignc<l    i:{ 
August,  IttUy. 
[all,  FraiioiM  C 

bccdiid   Liiutenunt,  5  July,  1825.     First    Liiutcnunt,  1   July,   1834.     Captain,  16 
March,  1S47.     Died  13  July,  1853. 
[all,  JoHopli  C 

Second  Lieutenant,  10  June.  1817.     First  Lieutenant,  8  March,  1819.     Brevet  C  n- 
taiii,  3  March,  1829.     Died  17  May,  1833. 
[all,  Joliii. 

First  Lieutenant,  2  August,  1798.  Captain,  1  December,  1801.  Major,  8  June, 
1814.     Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 

[all,  IVilliam. 

Second  Lieutenant,  18  April,  1812.  First  Lieutenant,  24  September,  1813.  Cap- 
tain, 18  December,  1814.  Disbanded  18  April,  1817,  under  Peace  Establishment 
Act. 

[am merely.  I^.  R. 

Second  Lieutenant,  23  July,  18GG.     Resigned  21  September,  1869. 

[anna,  Charles  S. 

Second  Lieutenant,  23  April,  1810.  First  Lieutenant,  14  April,  1812.  Captain, 
18  June,  1814.     Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 

[ardy,  J.  L.  C 

Second   Lieutenant.  3   March,   1823.     First  Lieutenant,   13   June,  1830.     Captain, 
3  March,  1847.     Died  26  November,  1853. 
[ardy,  Jot^epli. 

Captain,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 

[arwood,  Richard. 

First  Lieutenant,  10  July,  1798.     Resigned  10  November,  1799. 

[arrin);ton,  F.  m. 

Secoini  Lieutenant,  8  December,  18G4.     First  Lieutenant,  13  October,  1869.     In 

service. 

arriH,  Uoyd  G. 

Second  Lieutenant,  9  March,  1865.     Resigned  25  April;  1868. 

[arriH,  John  <'. 

Second  Lieutenant,  25   November,  1861.     First   Lieutenant,   16  February,  1864. 
Brevet  First  Lieutenant,  24  April.  1802,  for  gallant  and  meritorious  servicca  at 
the  attack  upon  Forts  Jackson  and  St.   Philij),  24  April,  1862.     Resigned   31 
July,  1869. 
arrlHon,  Richard. 

Second   Lieutenant,  25  June,  1770.     Disbanded  with  the  Navy  of  the  Revolution. 

aHil,  An<lrew. 

Second  Lieutenant,  1808.    First  Lieutenant,  23  January,  1809.    Resigned  2  August, 
1809. 
avcrHtick,  John  W. 

Second  Lieutenant.  18  March,  1864.     Resigned  27  September,  1809. 

aycock,  <>corKC  R. 

Becoiid  Lieutenant,  10  March,  1863.  First  Lieutenant,  20  June,  18C6.  CaptAin, 
56 
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18  April,  1880.     Brevet  Captiiin,  7   June,  18T0,  for  gallant  and  meritorious  ser- 
vices at  GuDi^owder  Bridge,  in  July,  1864,  to  date  from  7  June,  1870.    In  service. 
Kays,  A.  J. 

Second  Lieutenant,  4  December,  1847.     First  Lieutenant,  17  July,  1857.    Resigned 
1  March,  186-1. 
BEeatb,  John. 

Second  Lieutenant,  18  April,  1811.      First  Lieutenant,  31  May,  1812.     Captain. 
18  June,  1814.     Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 
Slebb,  €.  B. 

Second  Lieutenant,  14  March,  1856.     First  Lieutenant,  1861.     Captain,  26  July, 
1861.    Major,  12  January,  1870.    Lieutenant-Colonel,  18  April,  1880.    In  service. 
Heisler,  George* 

Second  Lieutenant,  25  November,  1861.     Died  12  July,  1862. 
Henderson,  €.  A. 

Second  Lieutenant,  16  March,  1847.    First  Lieutenant,  10  December,  1855.    Brevet 
First  Lieutenant,  13  September,  1847.     Dismissed  22  July,  1863. 
Henderson,  Daniel. 

Fii'st  Lieutenant,  25  June,  1776.     Disbanded  -with  the  Navy  of  the  Revolution. 

Herrilly,  I>',  James. 

Second  Lieutenant,  5  March,  1872.     Resigned  1  May,  1880. 
Heywood,  Charles. 

Second  Lieutenant,  5  April,  1858.  First  Lieutenant,  186/1.  Captain,  23  November, 
1861.  Major,  1  November,  1876.  Brevet  Major,  8  March,  1862,  for  distinguished 
gallantry  in  the  presence  of  the  ememy,  8  March,  1862.  Brevet  Lieutenant- 
Colonel,  5  August,  1864,  for  gallant  and  meritorious  services  at  the  Battle  of 
Mobile  Bay,  to  date  from  5  August,  ]8('i4.     In  service. 

Higbee,  John  II. 

Second  Lieutenant,  9  March,  1861.     First  Lieutenant,  1  September,  1861.     Cap- 
tain, 10  June,  1864.     Brevet  Captain,  25  May,  1863,  for  gallant  and  meritorious, 
services  at  Port  Hudson  and  Grand  Gulf,  25  May,  1863.     In  service. 
Hitchcoek,  Robert  E. 

Second  Lieutenant,  5  June,  1861.     Killed  in  action,  21  July,  1801,  Bull  Run. 

HoflT,  H.  B. 

Second  Lieutenant,  25  November,  1861.     First    Lieutenant,  26  No'vember,  1861.. 
Died  17  August,  1862. 
Hoist,  Thomas. 

Second  Lieutenant,  14  January,  1799.     Last  appearance  in  Register  of  1799. 

Holmes,  George. 

Second  Lieutenant,  8  March,  1849.     Resigned  28  February,  1861. 

Hopkins,  S.  G. 

Second  Lieutenant,  28  AjDril,  1810.     Last  appearance  in  Register  of  1810. 

Hooper,  Thomas  W. 

Second  Lieutenant,  19  February,  1801.  First  Lieutenant,  1  September,  1802. 
Resigned  10  March,  1807. 

Houston,  George  P. 

Second  Lieutenant,  23  October,  1860.  First  Lieutenant,  1  September,  1861.  Cap- 
tain, 6  February,  1864.  Major,  21  December,  1880.  Brevet  Major,  5  August, 
1864,  for  gallant  and  meritorious  services  at  the  Battle  of  Mobile  Bay,  to  date 
5  August,  1864.     In  service. 

Howard,  John. 

Second  Lieutenant,  4  June,  1799.      First  Lieutenant,  1   July,  1801.      Resigned 
16  February,  1807. 
Howell,  Becket  J. 

Second  Lieutenant,  1  August,  1860.     Resigned  1  March,  1861. 

Howie,  Parke  G. 

Second  Lieutenant,  1  March,  1815.     First  Lieutenant,  18  April,  1817.     Brevet 


<;knei{ai,  n.w  ^   ukcistkic-  maimm:  roui's.  •<>;; 

Captain,  Adjutant   und    Inspector  with   rank  «>f  Major.     Captain,    1   July,  1m;M. 
liruvet  Captain,  l.s  April,  1827.     Died  10  July,  IbfjT. 
IToyt,  Naiiiiicl. 

Sirond  I.iuutenant,  5  Junr,  isoi).     liesigncd  14  March,  1810. 
lIuKor,  Jaoob  M. 

Second  J.icutcnant.  1  .May,  lTi»!».     Died  8  November,  17U9. 
Iltiiupliroy,  €'.  II. 

Sccoml  J>ieuti'nant,  10  March,  18(JU.     Uesigncd  in  1804. 
lIiiiitin)(loii,  K.  W. 

ScTon<l  Lirutciiant,  r»  June,  1801.     First  Lieutenant,  1  September,  1861.     Captain, 
21  June,  isci.     In  service. 

Hyde,  lloiijamiii. 

Second  Lieutenant,  2  July,  1S12.     First   Lieutenant,   1813.     Died   10  February, 
1815. 

Ingraliani,  H.  T,. 

Second  Lieutenant,  IG  July,  1858.     Uesigncd  8  March,  1861. 
Irving,  lEclgar. 

Second  Lieutenant,  1  October,  1833.     Resigned  27  Febnmry,  1835. 

Jacksou,  Saiiitiol  S. 

Second  Lieutenant,  23  June,  1880. 
JaineH,  Janios. 

First  Lieutenant,  9  August,  1798.     Resigned  20  May,  1799. 
Johnson,  John. 

Second  Lieutenant,  23  May,  1800.     First  Lieutenant,  1  June,  1802.     Resigned  in 
1809. 
Johnson,  Samuel  B. 

Seconil  Lieutenant,  April,  1814.     First  Lieutenant,  10  July,  1814.     Died  I'J  Mav, 
1820. 
Jones,  £dward. 

Second  Lieutenant,  7  January,  1859.     Resigned  22  October,  1800. 
Jones,  James  H. 

Second  Lieutenant,  3  March,  1847.    First  Lieutenant,  1  September,  1853.    Captain. 
7  May,  1801.     Lieutenant-Colonel,  10  June,  1804.      Colonel,   10  March,  1879. 
Died  17  April,  1880. 
Jones,  Kop^er. 

Second  Lieutenant,  26  January,  1809.    First  Lieutenant,  28  June,  1809.     Resi^med 
7  July,  1812. 

Keene,  Newton. 

Second  Lieutenant,  22  December,  1798.     First  Lieutenant,   1  November,   1800. 
Resigned  1  November,  1805. 
Kello^s,  liynian. 

Second  Lieutenant,  3  July,   1S12.      First  Lieutenant,   18  June,   I8I4.      Capta""- 
3  March,  1819.     Resigned  9  February,  1820. 
Kelton,   illsin  C. 

Second    Lieutenant,  31   March,   1809.     First  Lieutenant,   1    April,   1875.     In  wr- 
vice. 
Kenne<ly.  II.  W. 

Second  Lieutenant,  1  March,  1815.     Resij^ed  9  November,  1810. 
Kennedy.  Philip  € 

Second    Liewttiiant,   14    February,   1801.      First  Lieutenant,   1   September,    18GI. 
Captain,  1804.     Died  31  August,  1804. 
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Colonel,  1  November,  187G.    Brevet  First  Lieutenant,  1!5  September,  1847.    Bre- 
vet Major,  8  September,  1863,  for  gallant  and  meritorious  services  at  the  nigh'; 
attack  upon  Fort  Sumter,  to  date  from  8  September,  1863. 
McCawley,  !E(Iwar<l. 

Second  Lieutenar.t,  17  June,  1870.     Resigned  1  April,  1873. 
McCawlc\y,  James. 

Second  Lieutenant,  28  March,  1820.     First  Lieutenant,  G  October,  1822.     Captain, 

13  September,  1836.      Brevet  Captain,  6  October,  1832.      Died  22  February, 
1839. 

McCleaii,  James. 

Second  Lieutenant,  23  March,  1813.     Resigned  20  August,  1813. 

McCIeary,  W, 

Second  Lieutenant,  16  December,  1799.     Died  31  December,  1800. 

M eCIine,  John. 

Second  Lieutenant,  9  September,  1818.     Last  appearance  in  Register  of  1818. 

McClure,  James. 

Second    Lieutenant,  25    June,   1776.      Disbanded   -with    the  Navy  of  the   Revo- 
lution. 

McDowell,  J.  £. 

Second  Lieutenant,  3  July,  1811.     Resigned  25  March,  1812. 

MeKinnon,  X.  A. 

Second  Lierrtenant,  21  April,  1812.     Last  appearance  in  Register  of  1812. 

Melinight,  James. 

First  Lieutenant,  3  August,  1798.     Captain,  1  September,  1708.     Killed  in  a  duel, 

14  October,  1802. 
McDonald,  W.  J.,  Jr. 

Second  Lieutenant,  21  May,  1868.     Resigned  1  September,  1879. 

McElratli,  Thomas  IL. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Resigned  19  June,  1866. 

McKeaii,  W.  B. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Captain,  13  October,  1869.     Retired  16  April,  1870.     Died  30  August,  1879. 

McIiCaii,  Alexander  C. 

Second  Lieutenant,  11  March,  1829.     Resigned  8  May,  1833. 

McL.ean,  G.  W. 

Second  Lieutenant,  8  May,  1838.  First  Lieutenant,  6  March,  1838.  Resigned 
7  February,  1839. 

Mc:sreill,  F.  B. 

Second  Lieutenant,  17  October,  1834.  First  Lieutenant,  15  April,  1841.  Died 
13  March,  1856. 

McSlierry,  W.  K. 

Second  Lieutenant,  31  March,  1869.     Died  13  October,  1872 

Meade,  Robert  li. 

Second  Lieutenant,  14  June,  1862.      First  Lieutenant,  2  April,  1864.      Captain, 
22  January,  1876.     Brevet  First  Lieutenant,  8  September,  1863,  for  gallant  and 
meritorious  services   at  the  night   attack    upon   Fort    Sumter,   8    September, 
1863. 
Meade,  Stephen. 

First  Lieutenant,  22  July,  1776.     Disbanded  with  the  Navy  of  the  Revolution. 

Meeker,  E.  P. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  17  November,  1864.  Cap- 
tain, 19  November,  1877.  Brevet  Captain,  14  January,  1865,  for  gallant  and 
meritorious  services  at  the  attack  upon  Fort  Fisher,  13, 14  and  15  Januarv.  1865. 
In  service. 
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Ifeiore,  JiiliiiH   K. 

Scroiul  J-iiiitfimnt,  IC.  April.   IH.'i.'j.     First  Lieutenant,   1801.     Dismined  •  May, 

IMC.l. 

raeiiiiiiiiiK<'r,   <aOun;e. 

Ciilitaiii,  ;;  Aui,'iist,  IT'.iM.      I)it»<l  :n   Aiifjufit,  1708. 
H*»r<*or,  Carroll. 

Sftuiul  I.ifiitciKini.  •.'•.'  .IiiiH-.  isso. 
H<*r<'<'r,  Saiiinol. 

yi'(on<l    Li(ut«nant.   I'i    Manh,    iMtiO.       First   Lieutenant.   1    .lanuan,-.   1874.      In 
Hervico. 
»Kill<>r.  i:.  K. 

■>'i  .iiul  l.iriitfiiaiit.  t;  Ffl.niiiry.  1N0.'>.      Hetirod  \'2  Octol.cr.  IH(5J». 
>liil4>r.  SainiK'l. 

S. roil. I  l.icutfiiaiit.  1  .luiif.  ISON.  First  Licutniant.  7  Marcli.  IsOli.  Captain, 
IS  .liiiu'.  ISM.  Major,  1  .!iily,  1S:{.J.  Lieutfiiaiit Coloml.  <;  Octol.cr,  1S41. 
Ilrrvct  Major,  2-t  Au<;uHt,  1814.  Brevet  Lieiitinant-Coloiiel.  :\  Marcli,  1S27. 
Dif.l  !»  Dvciniber.  1S5:.. 

dills,  .laiiK'H  J. 

Scfoiul   J/nuteiiant.  1    Manli,   lNl."i.      First  Lieutenant,  is  April.  ls|T.     .'{<sit,'netl 
12  Septeiuber.  1817. 
»IoiilcKat.  T.   It. 

Second  Lieutenant,  15  April,  1812.    First  Lieutenant,  is  .Imu',  isil.     Last  appear- 
ance in  Rcgi.ster  of  1810. 
MloiitKoiiiery,  ]Iii{;li. 

Second  Lieutenant,  25  June,  1776.      Disbanded  with  the  Navy  of  the  Uevolu 
tion. 
WorKaii.  .ibel. 

Second  Lieutenant,  25  June,  [1776.      Disbanded  with   the  Navy  of  the  RctoIb- 
tion. 
dortirnii,  John  V. 

Second    Lieutenant,   10   March.  ISfjri.      First  Lieutenant,  2    July,   ld71.     In  ser- 
vice. 
WorriH,  Ciiovornoiir. 

Second  Lieutenant.  2  July,  18G4.     Died  25  December,  1865. 
doNby.  Robert. 

Second  Lieutenant,  isio.  First  Lieutenant,  14  April,  1812.  Resigned  30  April, 
1814. 

doMeby.  .ToHopli. 

Second  LiiMiteiiant.  20  April.  ISIO.     Resigned  ^10  April,  1814. 

>Iiillaiiy,  Frank  A. 

Second  Lieutenant,  2:5  Julv.  1S»>C..  First  Lieutenant,  21  June,  1872.  Resigned 
11  May.  INSO. 

Million,   Koborl. 

Captain.  2')  June.  187(».     Disbanded  with  the  Navy  of  the  Revolution. 

»Iiiiiroo,  Frank. 

Second  Lieutenant,  5  June,  18G1.  First  Lieutenant,  1  September,  18G1.  Captain. 
10  June,  1864.     Died  18  November,  1877 

Wnrphy,  1>.  St.  C. 

Second  Lieutenant,  19  February,  1S7:L  First  Lieutenant,  18  April,  1880.  In 
service. 

»Iiirray,  IV.  K.  • 

Second  Lieutenant.  2  Julv,  1864.     First  Lieutenant,  2  .ViiL^'ust,  1869.     Dismissed 

17  May.  1871. 
rauHi\  W.  S. 

Second  Lieutenant,  18  March,  1864.     First  Lieutenant,  27  April,  1807.     Captain, 

21  December,  ISSO.     In  service. 
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Heale,  Joseph. 

Second  Lieutenant,  8  May,  1790.     Died  22  September,  1800. 

Heill,  R.  R. 

Second  Lieutenant,  6  February,  1865.     First  Lieutenant,  16     ctober,  1869.     Re- 
signed 2  June,  1873. 
NeTilIe,  Francis  N. 

Second  Lieutenant,  23  May,  1826.     Struck  off,  3  April,  1840. 

IVeTille,  Francis  S. 

Second  Lieutenant,  30  October,  1830.     Resigned  15  July,  1833. 

Newton,  Fduin  B. 

Second  Lieutenant,  10  January,  1817.     Resigned  1  January,  1819. 

ZVichols,  Robert  H. 

Second  Lteutenant,  27  February,  1801.     Resigned  5  April,  1801. 

Wichols,  Samuel. 

Major,  25  June,  1776.     Disbanded  witb  the  Navy  of  the  Revolution. 

Nicholson,  A.  A. 

Second  Lieutenant,  28  March,  1820.  First  Lieutenant,  27  May,  1822.  Captain,  25 
July,  1834.  Quartermaster  with  the  rank  of  Major.  Brevet  Captain,  27  May, 
1832.     Died  18  July,  1855. 

Nicholson,  A.  S. 

Second  Lieutenant,  16  March,  1847.  First  Lieutenant,  14  March,  1856.  Adjutant 
and  Inspector  with  the  rank  of  Major.  Major,  6  May,  1861.  Brevet  First  Lieu- 
tenant, 13  September,  1847.     In  service* 

Nicholson,  Joseph. 

becond  Lieutenant,  7  June,  1878.      First  Lieutenant,  29  November,  1874.      In 
service 
Nicholson.,  Joseph  S. 

Second  Lieutenant,  16  March,  1847.  Brevet  First  Lieutenant,  13  September,  1847. 
Resigned  5  September,  1850. 

Nicholson,  Jesup. 

Second  Lieutenant,  13  March,  1816.     Resigned  10  July,  1817. 

Nicholson.  William. 

Captain,  6  September,  1776.     Disbanded  with  Ihe  Navy  of  the  Revolution. 

Nicoll,  William. 

Second  Lieutenant,  24  December,  1813.  First  Lieutenant,  18  June,  1814.  Died 
24  March  1821. 

Nokes.  N.  Li. 

SecoHd  Lieutenant,  25  November,  1861.  First  Lieutenant,  30  June,  1863.  Cap- 
tain, 20  March,  1872.     In  service. 

Nort^ell,  Freeman. 

Second  Lieutenant,  3  March,  1847.  Brevet  First  Lieutenant,  13  September,  1847. 
Dismissed  2.  June,  1855. 

Nowell,  Fd.  IS. 

Second  Lieutenant,  9  May,  1815.     Died  7  July,  1817. 

Nye,  C.  H. 

Second  Lieutenant,  25  November,- 1861.     First  Lieutenant,  26  November,  1861. 

Dropped  16  November,  1864. 

O'Bannon.  P.  N.  , 

Second  Lieutenant,  18  January,  1801.  First  Lieutenant,  15  October,  1802.  Re- 
signed 6  March,  1807. 

O'Brien,  A.  H.  ^^  . 

Second  Lieutenant,  10  March,  1869.  First  Lieutenant,  29  November,  1874.  Re- 
signed 30  :\rarch,  1875. 
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Moott,  Ileiiry. 

Second   Lieiitenunt,   19  Octola-r,   1812.     First  Lieutenant,   is  June    1«14      DjlhJ 
17  Septenihcr.  1M21. 

("aptiiin,  22  July.  ITTf..     l)irtl)an(lucl  with  tho  Nuvy  of  the  devolution. 
Mborii,  W.  S. 

Second   I/ieuteiumt,  9  October,  1800.     First  Lieutenant,  1   .Inlv.  lNO-2      Ht^iirnod 
20  April,  1800.  '^ 

•hi;«s  John  S. 

Sceond  I.iiuttn.nnt.  i;i  Miireli,  ISttfl.     Cashiered  12  June,  1817. 

*aliiier.  .iiilick. 

Second  Lieutenant,  12  March,  1800.     First  Lieutenant,  13  March,  1872.     Rcsiiniod 
20  September,  1879. 

*aliiier,  Kioliiird. 

Captain,  '2-2.  July,  1770.     Disbanded  with  tho  Navy  of  the  Hevolution. 
*arkor,  Iloiiry  yi. 

Second  Lieutenant,  23  January,  1809.    First  Lieutenant,  28  June,  1809.     Ucsiirned 

28  February,  1812. 

*arkcr,  W,  II. 

Second  Lieutenant,  5  June,  1801.     First  Lieutenant,  1  September.  1801.     Captain. 
8  December,  1804.     Brevet  Major,  l.'i  January,  1804,  for  ;,'allant  and  mcritoriou.H 
services  at  the  attack  upon  Fort  Fisher,  18,  14  and  lo  Januarv,  1865. 
*ayne,  John  O. 

Second  Lieutenant.  2  December,  1853.     Dismissed  25  October,  1858. 
►eet,  F.  T.,  Jr. 

Second  Lieutenant,  14  June  1802.    First  Lieutenant,  1  September,  1864.    Resijniod 
28  Au<,nist,  1809. 

•erry,  ^Villiniii  F. 

Second  Lieutenant.  3  March,  1847.     Rcsiijned  15  November,  1848. 
'ile,  JoiiON. 

Second  Lieutenant,  12  July,  18(i2.     Killed  in  action,  24  December,  1804. 
'rinie,  JoHhua. 

Second  Lieutenant,  27  .\pril.  1812.     Died  7  February,  1818. 
'inckney.  Thomas   II. 

Second    Lieutenant,   1807.      First   Lieutenant,  23   January,   1809.      ResinTicd  31 
Aujrvist,  1811. 

'ope,  P.  C. 

Second  Lieutenant,   25  November,  1861.     First  Lieutenant,  20  November,  1861. 
Captain,  14   April,  1870.     Brevet  Captain,  8  Sei)teinber,  1803,  for  pallant  and 
meritorious  services  at  the  night  attack  upon  Fort  Sumter,  b  Scpteniber,  1ho:(. 
In  service 
orlor.  Aiidri'w. 

Captain.  2")  June,  1770.      Disbanded  with  the  Navy  of  the  Revolution. 
'orter.  <'harloH  Iv. 

Second  Lii-utenant,  1817.     First  Lieutenant,  3  March,  1S19.     l{esiijneil  12  .Vui^n-t, 
ISIO. 

ortor,  C'arllMie  P. 

Seci)nd    Lieutenant,  20  Decenil>er,  1800.     First  Lieutenant,  1    February,  1873.     In 

servitf. 

owtTH.  ilariiiM  <'. 

Second  Lieutenant,  Ll.Iune,  l^oO.      Dismissed  lo.luly,  1n;{7. 
orter,  JauioM. 

Second  Lieutenant,  0  December,  1799.     Resigned  30  June.  ISOl. 
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Powiial,  ^Thomas. 

First  Lieutenant,  25  June,  1776.     Disbanded  with  the  Navy  of  the  Revolntion. 

Powell,  S.  W. 

Second  Lieutenant,  25  November,  1861.      First  Lieutenant,  20  November,  1865 
Resigned  12  February,  1865. 

Q,uackinbiisli,  8.  W. 

Second  Lieutenant,  4  December,  1869.  First  Lieutenant,  8  September,  1877.  I 
service. 

Qneeii,  Henry  W. 

Second  Lieutenant,  14  March,  1842.  First  Lieutenant,  28  September,  1847.  Die 
at  sea,  4  April,  1858. 

Randolph,  W.  A. 

Second  Lieutenant,  30  July,  1823.    Dismissed  21  October,  1826. 

Ragland,  James. 

Second  Lieutenant,  2  February,  1809.     Resigned  17  May,  1809. 

Ramsay,  Alan. 

Second  Lieutenant,  1  March,  1857.  First  Lieutenant,  1861.  Captain,  26  Jul 
1861.    Died  15  February,  1864. 

Rankin,  Robert. 

Second  Lieutenant,  2  September,  1798.  First  Lieutenant,  2  March,  1799.  Ca- 
tain,  16  January,  1808.     Resigned  1  January,  1809. 

Ratbborne,  J.  H. 

Second  Lieutenant,  25  October,  1858.     Resigned  16  January,  1862. 

Read,  Franklin. 

First  Lieutenant,  25  June,  1776.     Dismissed  with  the  Navy  of  the  Revolution. 

Read,  Jacob. 

Second  Lieutenant,  3  March,  1847.  First  Lieutenant,  19  August,  1855.  Resigm 
28  February,  1861. 

Reber,  John  M. 

Second  Lieutenant,  14  June,  1862.     Dismissed  20  June,  1863. 

Reddick,  Josiah. 

Second  Lieutenant,  5  September,  1798.  First  Lieutenant,  25  May,  1799.  R 
signed  30  June,  1802. 

Reid,  George  C. 

Second  Lieutenant,  2  July,  1864.     First  Lieutenant,  29  August,  1869.     In  servic 

Remey,  W.  B. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  17  February,  18(; 
Captain,  21  June,  1872.  Appointed  Acting  Judge  Advocate  General  of  t. 
Navy,  2  July,  1878.  Appointed  Judge  Advocate  General  of  the  Navy  with  t" 
rank  of  Colonel,  from  9  June,  1880. 

Reynolds,  E.  McD. 

'Second  Lieutenant,  3  March,  1847.  First  Lieutenant,  27  November,  1853.  Ca 
tain,  24  May,  1861.  Brevet  First  Lieutenant,  13  September,  1847.  Dismiss^ 
7  December,  1864. 

rjtCTnolds,  Michael. 

Second  Lieutenant,  1  May,  1799.  First  Lieutenant,  9  April,  1801.  C'aptai 
23  January,  1809.     Resigned  30  January,  1811. 

Reynolds,  John  O. 

Second  Lieutenant,  26  May,  1824.  First  Lieutenant,  17  May,  1833.  Capta 
3  March,  1847.  Major,  1861.  Lieutenant-Colonel,  26  July,  1861.  Brevet  Maji 
13  September,  1847.     Died  2  November,  1865. 

Rich,  Jabez  €. 

Second  Lieutenant.  21  June,  1834.  First  Lieutenant,  24  February,  1839.  Ca 
tain,  27  November,  1853.     Dismissed  22  May,  1861.    . 
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i}ir(lH4»ii,  Itenjaiiiiiii. 

?c<)n(l   liiouti-njiiit.   r,   .Iimr.    \><\'.',.      l-'irst    l.ioutonnnt.    is  .Iinic,  IsM.     ItcnigTicd 
1  Octohcr,  1S21. 
Il<>,  Holiort  It. 

•<(iiul  IJciitciiant,  "2  I  April,  INK).      Died  in  SoptiMiilnr.  I  *«  I  I . 
;h,  Myron  V. 

■(•iiiul  l.ii  uicii.iMt,  is  Aiitriist,  IsriT.      Itrsiymil  '.i  .Junijjiry.  Isr»s. 

hiN,  a.  w. 

■(■(HkI   l.itMitoiuint. 'jr.   April,   ls:{j.      First  I/n-ut.-naiit.  II    Di-cfmlMT,  IHIlfi.     r)i«'<l 

1  March,  IS-tr,. 
liiHoii.  K.  K. 
•(•otid    Lieutenant,  'J   .Inly,   IHfU.       First   Licutcniint,  '>s   September,   1869.       In 

service. 

Ill  fort.  A.  li. 

L'conil  liienteiijuit,  .July,  1M17.      Died  in  1818. 
prM,  S.  W. 

econd  Lieutenant,  :{  Marcii,  1821.     Died  '27  September.  182H. 
i,  Andrew. 
Bcond  Lieutenant.  :{  Mareli.  1821.     First  Lieutenant.  1  October,  1824.     Died   11 

December,  18;?0,  of  wounds  received  in  action. 

HolK  n.  R. 

c'cond   Lieutenant,   10  October,  J 869.     First   Lientenant,  1    November,  1876.     In 
service. 
NlOlI.    U.    W. 

econd  Lieutenant,.')  April,  1813.  First  Lieutenant,  is  November,  1847.  Pay- 
master with  the  rank  of  Major.  Brevet  Captain,  10  December.  1847.  Died  31 
October,  1863. 

marHli.  K.  G. 

econd   Lieutenant,  14   .June,  1862.     First   Lieutenant,  10  ,Iune,  1864.     Resigned 

1  .luly,  1871. 
>e.  Calvin  L. 

econd  Lieutenant,  :'.  .June,  ^H~)'^.     Resigned  14  February. .1861. 
t,  Frank. 
econd    Lieutenant,  It    December,  1870.      First    f-ieutenant.    10   May,  1878.      In 

service. 

t,  M.  B. 

econd  Lieutenant,  4  .July,  1809.     Resii,'ned  i:?  Marcli,  islO. 

innibnrKli*  J*  ^V. 

econd  Lieutenant.  14  Marcli,  1829.     Cashiered  20  October,  18!i2. 

'rincrliorn.  J. 

econd  Lieutenant,  10  .January,  18.18.  First  Lieutenant.  16  November,  1861. 
Captain,  16  November,  1801.     lietired  17  May,  1s71.     Died  16  .January,  1876. 

»nok,  W.  S. 

econd  Lieutenant,  .'5  .July,  1871.     First  Lieutenant,  2  September,  1879.     Asai*- 
tant  Quartermaster  with  the  rank  of  Captain,  4  January,  1880. 
■H,  C'liarloH. 

econd  Lieutenant,  28  March,  1820.     Died  29  .>Liy.  Is2i. 

'cy,  I^aiayette. 

econd  Lieutenant,  30  October,  l8ul.     Uoigned  'M  December,  1841. 

4,  I>avi<l  n. 

econd  Lieutenant,  2.'>  November,  1861.     Resigneil  17  .luly,  1868. 
er,  Aloxatndpr. 

econd  Lieutenant,  27  .\pril,  1810.  First  Lieutenant,  17  April,  1812.  Captain, 
18  June,  1814.     Brevet  Major,  1814.     Uesijjned  :«  April.  islO 


892  GENERAL  NAVY  REGISTER.— MARINE  CORPS. 

Nhailer,  Julius  C. 

Second  Lieutenant,  21  March,  1870.     Resigned  15  June,  1877. 

Shaw,  Samuel. 

Captain,  25  June,  1776.     Disbanded  witli  the  Navy  of  the  Revolution. 

Sherburne,  John  H. 

Second  Lieutenant,  12  March,  1866.  First  Lieutenant,  20  March,  1872. 
service. 

Sherburne,  W.  W. 

Second  Lieutenant,  28  September,  1811.     Resigned  1811. 

Sheredine,  Itl.  R. 

Second  Lieutenant,  26  March,  1799.     Resigned  31  July,  1802. 

Sherman,  C.  li. 

Second  Lieutenant,  12  July,  1862.  First  Lieutenant,  9  December,  1864.  B: 
First  Lieutenant,  5  August,  1864,  for  gallant  and  meritorious  services  a1 
Battle  of  Mobile  Bay,  5  August,  1864.     Resigned  7  September,  1877. 

Shnttleworth,  W.  li. 

Second  Lieutenant,  28  February,  1839.    First  Lieutenant,  16  March,  1847.    Cap 
28  September,  1857.     Colonel,  10  June,  1864.     Bi-evet  Captain,  10  March, 
Died  27  September,  1871. 

Simms,  John  ]>. 

Second  Lieutenant,  7  October,  1841.    First  Lieutenant,  27  September,  1847. 
tain,  1861.     Brevet  Captain,  13  September,  1847.     Dismissed  8  July,  1861. 
Singletary,  J.  G. 

Second  Lieutenant,  1  March,  1815.     Last  appearance  in  Register  of  1815. 

Slack,  W.  B. 

Second  Lieutenant,  28  January,  1839.     First  Lieutenant,  3  March,  1847,     Cap 

22  February,  1857.     Quartermaster  -with,  the  rank  of  Major.     Major,  13  Au, 
1860.    Brevet  Captain,  10  March,  1847.     In  service 

Slaek,  W.  B.,  Jr. 

Second  Lieutenant,  13  May,  1869.     Died  37  September,  1874. 
Sloan,  Thomas  T. 

Second  Lieutenant,  17  October,  1834.     First  Lieutenant,  31  October,  1840. 
10  February,  1850. 

Smalley,  £.  A. 

Second   Lieutenant,  25  November,  1861.     First  Lieutenant,  26  November, 
Resigned  25  July,  1866. 
Smith,  Con  Stan  tine. 

Second  Lieutenant,  37  August,  1835.     Transferred  to   the  Army,  20  Never 
1830. 
Smith,  Jacob  Q. 

Second  Lieutenant,  1  September,  1802.     Resigned  29  March,  1804. 

Smith,  Richard. 

Second  Lieutenant,  20  July,  1806.     First  Lieutenant,  8  March,  1807.     Cap 
13  March,  1812.      Brevet  Major,  18  June,   1814.     Brevet  Lieutenant-Col 
18  June,  1824.     Cashiered  23  February,  1830. 
Smith,  Richard  li. 

Second  Lieutenant,  26  April,  1812.     Resigned  8  July,  1812. 
Smyser,  John  D. 

Second  Lieutenant,  21  March,  1870.     Retired  3  May,  1878. 

Snowden,  Charles. 

Second  Lieutenant,  1  March,  1815.     Last  apijearauce  in  Register  of  1815. 
Sparks,  Alexander  I>. 

Second  Lieutenant,  10  December,  1855.     Resigned  in  1855. 
Spearing,  Charles  F. 

Second  Lieutenant,  7  May,  1822.     First  Lieutenant,. 31  January,  1827.     Cashi 

23  September.  1841. 
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er,  \%'.  F.,  Jr. 

jcond  Lieutenunt,  i:i  March,  1872.  FirBt  Lieutenant,  J  .Iimuury,  1880  In 
service. 

Kiio,  John  T. 

•citiid  MciitcMiint,  17  October,  ISHJ.      Keaigncd  A  .Inly,  183' 
k,  .tl4'\iiii<lor  W, 

.'cond   J.icntcnant,   ll»  July,  IH.l.'i.     Kirst  Lieutenunt,  28  Februiiry,   IhOl.     Din- 
missed  1)  January,  18»!2. 
k,  IVilliaiii  it. 

■cond   Licntiiiant.   1    Inly,   18;n.     First  LietJtenant,    1   .July,  18:J4.     Captuin,  18 
M.ircli.  IS  17.     Died  18  August,  \Hr,r,. 
Ii«'ii,  Henry. 

•cohd  Lieutenant.  2S  February,  1815.     Resigned  20  March,  181«. 
lo,  FriiiioiN  IV. 

jcond  Lieutenant,  22  Ajjril,  1812.  First  Lieutenant,  24  July,  1813.  Captain, 
10  Dccemlier,  1814.  Disbanded  18  April,  1817,  under  Peace  Establishment 
Act. 

'iiNoii,  .iiidrew. 

■CDud  Lieutenant,  20  February,  1875.     Resigned  25  April,  1879. 
iirt,  C  G. 

!cond  Lieutenant,  1808.  First  Lieutenant,  1809.  Last  appearance  in  Register 
of  1809. 

iirf.  Kieliurd. 

•cond  Lieutenant,  2:5  April,  1812.     Last  appearance  in  Register  of  1812. 
iK'.y,  David. 

cond  Lieutenant.  23  October,  1708.     Resigned  30  September,  1801. 
uaii.  C  .  II. 

cond  Lieutenant,  25   November,   ISGl.     First  Lieutenant,  20  Novendjcr,  1801. 
Captain,  5  December,  18()7.     Retired  12  March,  1872. 
lard,  CjJoorKC  C 

cond  Lieutenant,  14  .June,  1802.  First  Lieutenant,  10  June,  1804,  for  gallant 
and  meritorious  services  at  the  Uattle  of  Boyd's  Neck,  and  at  the  Battle  of  Tuli- 
finuy  Cross  Roads,  to  date  from  G  December,  1864.     Died  20  April,  1867. 

IK,  Wiiliaiii. 

cond  Lieutenant,  1  March,  1811.     First  Lieutenant,  16  April,  1812.    Captain,  18 
June,  1!S14.     Resigned  23  October,  1818. 
tier.  Koiijainiii. 

rst  Lieutenant,  31  October,  1798.     Resigned  31  October,  1800. 

r«'«.  W.  I. 

contl   Lieutenant,  25  November,  1801.     First  Lieutenant,  26  November,  1861. 

Captain,  24  August,  1807.     Resigned  12  January,  1870. 

•(.  Alexander. 

cond  Lieutenant,  1  June,  1800.     Resigned  6  August,  1806. 

*t.  Jobn. 

ptiiin,  '2')  June,  1770.     Disbanded  with  the  Navy  of  the  Revolution. 

;eon,  K.  It. 

.•ond  Lieutenant,  25  November,  1801.     Dismissed  1  July,  1863. 

^rland.  D.   J. 

;-ond  Lieutenant,  29  March,  1842.     First  Lieutenant,  1847.     Quiirtemiaster  with 

rank  of  Major.      Brevet  Captain,   14   September,   1847.      Dismisacd  23  Julv, 

18G0. 

,  TlioniaH  R. 

:ond  Lieutenant,  1807.     First  Lieutenant,  27  January,  1809.     Captain,  18  Jane, 

1814.     Disbanded  18  April,  1817,  under  Peace  Establisnment  Act. 


894  GENERAL  NAVY    REGISTER.— MARINE    CORPS. 

Swift,  Williaui  F. 

Second  Lieutenant,  1  March,  1815.     Last  appearance  in  Register  of  1815. 

Talluiaii,  Jauies- 

First  Lieutenant,  5  September,  1798.     Dismissed  2  January,  17U9. 
Tansill,  Robert. 

Second  Lieutenant,  3  November,  1840.     First  Lieutenant,  IG  Marcli,  1847.     ' 
tain,  29  November,  1858.      Brevet  Captain,  17  November,  1847.      Dismi 
24  August,  18G1. 
Tattuall,  J.  R.  F. 

Second  Lieutenant,  3  November,  1847.    First  Lieutenant,  22  February,  1857. 
missed  23  November,  1861. 
Taylor,  Algernon  S. 

Second  Lieutenant,  21    February,  1839.     First  Lieutenant,  3  March,  1847. 
tain,  17  July,  1857.     Brevet  Captain,  27  March,  1847.     Dismissed  6  May,  ] 
Taylor,  A.  S, 

Second  Lieutenant,  2  July,  1864.     First  Lieutenant,  30  July,  1868.     In  service 
Taylor,  Robert  ». 

Second  Lieutenant,  2  March,  1839.     Died  13  November,  1845. 
Terrett,  George  H. 

Second  Lieutenant,  1   April,  1830.     First  Lieutenant,  1   July,  1834.     Captai; 
March,  1847.     Brevet  Major,  13  September,  1847.     Dismissed  6  May,  1861. 
Thayer,  Cotton. 

Second  Lieutenant,  25  June,  1799.     Resigned  15  July,  1801. 
Tbonias,  Frederick. 

Second  Lieutenant,  1  July,  1825.     Transferred  to  the  Army,  14  July,  1826. 

Thompson,  Benjamin. 

Second  Lieutenant,  22  July,  1776.      Disbanded  with  the  Navy  of  the  Rei 
tion. 
Thompson,  George  H. 

Second  Lieutenant,  11  March,  1865.     Died  at  Sea,  2  May,  1868. 
Thompson,  Gillies. 

Second  Lieutenant,  12  April,  1815.     Resigned  12  December,  1815, 
Thompson,  James. 

Second  Lieutenant,  2  May,  1799.     First  Lieutenant,  1  July,  1800.     Captai 
January,  1809.     Resigned  12  January,  1810. 
Thornton,  Francis. 

Second  Lieutenant,  25  April,  1810.     First  Lieutenant,  3  April,  1811.     Resii 
in  1847. 
Thwing,  Nathaniel. 

Second  Lieutenant,  22  July,  1776.     Disbanded  vrith  the  Navy  of  the  Revolutio 

Tilton,  Mcliane. 

Second  Lieutenant,  2  March,  1861.     First  Lieutenant,  1  September,  1861.     i 
tain,  10  June,  1864.     In  service. 

Towns,  Thomas. 

Second  Lieutenant,  30  August,  1805.     Resigned  31  March,  1806. 

Tiipper,  Charles  C. 

Second  Lieutenant,  3  March,  1819.     First  Lieutenant,  21  January,  1832.     Cap! 
1  July,  1834.     Brevet  Captain,  21  January,  1832.     Died  18  January,  1838. 

Turner,  George  P. 

Second  Lieutenant,  27  September,  1856.     Dismissed  25  June,  1861. 

Turner,  James  A. 

Second  Lieutenant,  22  June,  1880. 
Turner,  TVilliam  C. 

Second  Lieutenant,  12  March,  1875. 
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SecDiid   l-ieiitenant,  10  NovcmbtT,   \HU\.     First  Livutenutit,  IH  June,  1814.     ("ap- 
tiiiii, -,':{  Fcl)ruiiry,  1H30.     Major,  15  November,  IH  to.     Mnvit  ('liiit.iin    ::  Munh 
l-^i.",.     Killed  in  battle,  13  September,  1847. 
'ler,  II.  IS. 
Second   I.ieiitentuit,  U  Mtirch,  1823,     First   Lieutenant,   1    April,  1830.     Cuptain. 
12  Miuvli,  1M4.",.    Adjutant  and  Inspector  witli  rank  of  Major.    Dismissed  4  M:iv, 
18<iL 
ler,  II.  II.,  Jr. 
Second  Lieutenant,  2  January,  18.'»5.     Dismissed  21  .hine,  1801. 

'qiieliart,   Joliii. 

Second   Lieuteuant,  5   March,  1811.     First  Lieutenant,  30  April,  1812.     Resigned 
in  1812. 


iIott(s  I^oiiiH  <lo  la. 

First  Lieutenant,  24  August,  1770.     Disbanded  witli  the  Navy  of  tlic  Rcvolutloa. 
m  Dyke,  Abrahuin. 

First  Lieutenant,  22  July,  1770.     Disbanded  with  the  Navy  of  the  Revolution. 

nit,  .Mar  III  ad  like. 

Secoiul  I^icutonant.  10  January,  1801.     Last  appearance  in  Register  of  1801. 
allaocs  Milliaiii. 
Second   Lieutenant,  14  June,  1802.     First  Lieutenant,  i.0  June,  1804.     Captain, 
3  October,  1870.     Brevet  First  Lieutenant,  8  September,  1803,  for  gallant  and 
meritorious  services  at  the  night  attack  upon  Fort  Sumter,  8  Se|)tember,  18^3. 
lirevet  C^aptain,  14  January,  1805,  for  gallant  and  meritorious  services  at  the 
attack  upon  Fort  Fisher,  13,  14  and  15  January,  1865.     In  service. 
allaoli,  Kioliard. 
Second   Lieutenant,  24   April,  1869.     First   Lieutenant,  22   January,  1876.      In 
service. 
allor,  fiittlcton  W.  T. 

Second  Lieutenant,  20  June,  1880. 
aleM,  Samuel. 

Second  Lieutenant,  10  November,  1800.     Resigned  20  February,  1801. 
alclroii,  ]V.  S. 
Second  Lieutenant,  13  September,  1831.    First  Lieutenant,  25  July,  1834.    Captain, 
10  March,  1847.     Brevet  Major,  22  July,  1848.     Died  21  February,  1857. 
alker,  Cicorgc  W. 
Second  Lieutenant,  10  June,  1817.     First  Lieutenant,  3  Marcli,  1821.     Hr^vet  Cap- 
tain and  Quartermaster.     Captain,  1  July,  1834.     Brevet  Captain.  3  Munli,  l>^;ll. 
Died  2'.»  August,  1851. 
AiiiMriKlit,  R.  D. 
Second  JJeutenant,  15  February,  1807.     First  Lieutenant,  23  January.  1809.    Cup- 
tain,  29  September,   1812.      Lieutenant-Colonel,  1  July,   1834.     IJrevet  Major, 
3  Marcli,   1823.     Brevet  Lieutenant-Colonel,  3  March,  1827.     Died  5  October, 
1841. 

aiiMvriKlit,  K.  I>. 

Second   Lieutenant,  4    December,  1869.     First    Lieutenant,    17   Munh,    isTT.     In 
service. 
ard,  .4.  W. 

Second  Lieutenant.  14  June,  1862.     Died  17  March.  186t. 
aHlibiirii,  I.  II. 
Second  Lieutenant,   18  March,   1804.      First   Lieutenant.  29  August,   1807.      In 
service. 
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Watki^s,  T.  li.  C. 

Second  Lieutenant,  22  May,  1826.     First  Lieutenant,  1  July,  1834.     Died  31  Octo- 
ber, 1840. 
Watson,  Arthur  li. 

Second  Lieutenant,  9  March,   1865.     First  Lieutenant,  18  May,  1871.     Retired 
29  March,  1878. 
Watson,  Henry  IS. 

Second  Lieutenant,  5  October,  1836.     First  Lieutenant,  3  March,  1847.     Brevet 
Captain,  20  November,  1847.     Resigned  1  January,  1855. 
Watson,  Josiab. 

Second  Lieutenant,  21  June,  1835.     First  Lieutenant,  3  March,  1847.     Captain, 
10  December,  1855.     Major,  16  November,  1861.     Died  5  February,  1864. 
Watson,  Samuel  £. 

Second  Lieutenant,  4  July,  1812.  First  Lieutenant,  18  June,  1814.  Captain,  28 
March,  1820.  Major,  1  July,  1834.  Brevet  Lieutenant-Colonel,  28  March,  1830. 
Died  17  November,  1847. 

WeaTCr,  James. 

First  Lieutenant,  27  September,  1798.     Resigned  31  August,  1803. 
Webster,  F.  I>. 

Second  Lieutenant,  18  March,  1864.     First  Lieutenant,  5  December,  1867.     In 
service. 
Webster,  lie  Roy  C. 

Second  Lieutenant,  1  July,  1874.     In  service. 
Weed,  Elijah  J. 

Second  Lieutenant,  16  January,  1817.     First  Lieutenant,  3  March,  1819.     Captain, 
1  July,  1834.     Quartermaster  with  rank  of  Major.    Brevet  Captain,  7  November, 
1828.    Died  5  March,  1838. 
Welch,  Henry. 

Second  Lieutenant,  3  March,  1847.     Died  27  August,  1847. 

Welles,  George  M. 

Second  Lieutenant,  12  July,  1862.     First  Lieutenant,  11  January,  1865.     Retired 

29  November,  1874. 
West,  !Edward  li. 

Second  Lieutenant,  17  October,  1834.     First  Lieutenant,  6  October,  1841.     Died 

30  March,  1851. 
Wharton,  Thomas. 

Second  Lieutenant,  28  January,  1799.     First  Lieutenant,  17  October,  1800.     Died 
in  1801. 
Whetcroft,  W.  W. 

Second  Lieutenant,  19  February,  1817.     Resigned  3  August,  1830. 

Whipple,  DaTid. 

Second  Lieutenant,  29  May,  1871.  First  Lieutenant,  16  March,  1879.  In  ser- 
vice. 

White,  Francis  B. 

Second  Lieutenant,  24  September,  1813,     First  Lieutenant,  18  June,  1814.     Killed 
in  a  duel,  25  September,  1819. 
Whiting,  Henry. 

Second  Lieutenant,  1  July,  1874.     In  service. 

Whitney,  I..  F. 

Second  Lieutenant,  17  October,  1834.     Cashiered  14  March,  1840. 

Whittier,  Rufus  A. 

Second  Lieutenant,  22  October,  1850.     Dismissed  30  June,  1858. 

Wiley,  James. 

Second  Lieutenant,  9  January,  1847.  First  Lieutenant,  27  September,  185G. 
Assistant  Quartermaster  with  the  rank  of  Captain.  Captain,  26  July,  1861.  Re- 
tired 20  June,  1873. 


(JENEIIAL  NAVY  UEGISTEH.^  MAHINK  CORPS.  807 

illiHiiiH,  <'liarloH  F. 

Second   Lit'iiteimnt,  14  .lunc,  isd'j.      First  l.icutcmint,  10  June,  1864.     Captain, 
1   Nnvenii)or.  lH7(i.     Hrevet  Captain,  14  January,  IHtir),  for  gallant  and  nicritn- 
rious  services  at  tlie  attack  njton   Fort  Fisher,  i:i,  14  and  1.1  January,  IBO.'S.     In 
Bcrvice. 
illiaiiiN.  II.  A. 

S.cnnd  i.itiitcnant,  28  September,  1708.     Died  1  July,  1800. 
illiaiiiN,  Juliii. 
S.cniid   I.ii'utcii.int,  20  Anj^ust,  180.').     First    Ijcutcnant,  2   Murcli,  1807.     Captain. 
;!1  .Ianii;iry.  ixil.     Died  of  wounds  received  in  action,  August,  1N12. 
illiaiiiM,  Job  (it. 
Second  Lieutenant.  7  May,  1822,     Fir?t  Lieutenant,  27  December,  1825.     Captain, 
15  November,  1840.     Dietl  2ti  September.  185(5. 
iliiior,  r.  P. 

Second  Lieutenant,  23  January,  1809.     Resigned  10  Juno,  1809. 
ilsoii,  iMaaio  It. 
Second  Lt(  uteiiaiit,  10  May,  18:J8.     Resigned  29  May,  1841. 

ilMOIi.    Tll4»lll}|M    S. 

Second  Lieutenant,  13  December,  1857.     Dismissed  24  August,  1801. 

iiHoii,  \\.  n. 

Second  Lieutenant.  23  January,  1809.     First  Lieutenant,  28  June,  1809.    designed 
14  September,  1809. 
inthrop,  I>.  W. 
Se( tond  Lieutenant,  1808.     First  Lieutenant,  13  February,  1809.    Resignerl  fi  Mav 

isii. 

ood.  TlioiiiaH  N. 

Second  Lieutenant,  1  July,  177C. 
oo<Imoii,  Joseph. 

Second   Lieutenant,  22  April,  1810.     First  Lieutenant,  2  April,  1811.     Resigned 
17  June,  1814. 
oriiieloy,  W.  W. 

Second  Lieutenant.  15  August,  1805.     Resigned  17  June,  180C. 
rifflit,  Uilliaiii. 

Second  Lieutenant,  1817.     Resigned  8  May,  1818. 
ynkoop,  I>.  vS. 

First  Lieutenant,  16  November,  1798.     Lost  in  the  ''Insurgent." 


itoH,  TlioniaH  Y. 

Second  Lieutenant,  1817.     Dismissed  17  August,  1817. 
tiiii};.  .ilbi'rt  It. 

Seeord  l^icutcnant,  18  March,  18(i4.     First  Lieutenant,  29  November,  1807.     Re- 
signed 31  January,  1873. 
»iiiiic,  JaiiK^M  It. 
Second    Lieutenant.  14   June,  18C2.     First   Lieutenant,  22  June,  1864.     Resigned 
20  .lanuary,  18(J5. 
tiiiig,  John   F. 
S.  (  orid  Lieutenant,  4  April,  1838.     Died  9  February,  1839. 

tiiiiK,  J.  yi,  T. 

Second   Lieutenant,  2  July,   1804.      P'irst  Lieutenant,  9   .Vugnst,   1808.      In   ncr- 
vice. 
miiK,  T.  M.  W. 

Second  Lieutenant,  20  February,  1822.     Died  7  July,  1825. 
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^"  S"?;d'ueu'j;nant,  28  February,  183..  ^  Jirst  Lieute..^^^  12  March,1845.     Brevet 
Captain,  13  September,  1847.     Died  12  December,  1857. 

^**rc^nfl!ete?a;t'*i*7  March,  1856.     Resigned  28  February,  1857. 

*^"iconf  Lieutenant,  19  December,  1871.     First  Lieutenant,    6  December,  1879. 
Died  4  June,  1880. 


APPENDIX. 


8M 


Ji.    LIST 

OK   TltK 

ESSELS  OF  WAR  OF  TIIF  IIMTED  STATES  NA^Y. 

1707-1.SS1. 


s  A  I  L  I  >;  <;    V  i:  s  »  i:  L  s . 

Name.                       Tans  Gum.                                      Jiemarkn. 

:tive 122  2     Purchased  1837. 

iams 5:50  28     Built  1799.     Uuraed  at  llumpdcn,  Me..  1S14. 

iolph  Ilugel 2(59  3     Purcliiis.-d  lso:5.     Mortar  Schooner. 

II()U<;hton 32G  2     Purchased  18G2.     Sold. 

ahama,  re-named 

New  Hampshire 2600  15  Built  1818.     Receiving  Ship  at  Norfolk.  1S7J. 

I)any 1064  20  Built  1S43.     Foundered  at  Sea,  1854. 

i)emarle 200  ..  Built  1S(;5.     Sold. 

ert 300  20  Captured  1812.     Broken  up.  1829. 

ligutor 40  4     Built  1813.    Originally  Gunboat  166.     Sunk  1H14. 

ligator,  2nd 1     Purchased  1813.     Captured  at  New  Orleans,  1814. 

liiXator,  3rd 198  12  Built  1821.     Lost  at  t'arysfort  Reef,  1823. 

nanda 368  6  Purchase  d  1^62.     Sold. 

nerica — Yacht Purchased  1''62.     Snid. 

inie 27  1  Built  1^!64.     Wre<  kii I  on  Coast  of  Florida.  l^O."). 

•gU3 298  16  r.uilt  lS(t3.     Cipturid  in  British  Channel,  1813. 

•gus,  2nd 509  18  Huilt  1M14.    Bunicd  at  Washington,  1814. 

•iel 19  1  Purchased  l.^(;3.     Sold. 

•iel,  2nd 4  Purciiased  l^iJ.     Sold  IMS. 

iel,  3rd 1  Purchased  1831.     Sold  1833. 

■letta 199  3  Purchased  ]>62.     Mortar  Schooner. 

■thur 554  6  Purchased  I8»i2.     Sold. 

ip 56  8  Purchased  ISI 3.     Sold  1M24. 

ip,  2nd 57  2  Purchased  1813.     Sold  1815. 

ip,  3rd 56  3  Purchased  1813.     Sold  1824. 

jgusta 14  Purchased  1799.     Sold  1801. 

linl-riilgc 259  10  Built    1843.     Foundered   on    AUantic   Coast,   21 

August,  1863. 

iltimore 422  20  Purchased  1798.     Sold  1801. 

>aglc.. 52  3  Purcliased  1822.     Sold  1825. 

raungard 101  1  Captured  1N62.     Sold. 

■n  Morgan Purclia>ed  1862.     Sold. 

>hio 196  2  I'urclias.'d  1862.     Sold. 

mita 76  I  Purchased  1846.     Sold  1849. 

•ston,  3nl 700  28  Built  1799.     Burned  at  Washington,  1814. 

iston,  4th 700  18  Built  1825.     Lost  at  Kleuthera.  West  Indies,  lR4rt. 
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Name.                      Tons.  Guns.                                    Remarhs. 

Boxer 370  14  Built  1815.     Lost  off  Balize,  1817. 

Boxer,  2nd 194  10  Built  1831.     Sold  1848. 

Brandywine 172G  44  Built  1821.     Launched  1825.     Destroyed  bv  fire 

at  Norfolk,  Va.,  1864. 

Brazilieras 540  6  Purchased  1862.     Sold. 

Buffalo 5  Purchased  1 814.     Sold  1820. 

Bull  Dog 2  Purchased  1814.     Sold  1821. 

Caledonia 3  Captured  1812.     Sold. 

Camel 5  Purchased  1814.     Sold  1820. 

Carniita 61  ..  Built  1865.     Condemned  at  Key  West,  1865. 

Carolina 230  14  Blew  up  at  New  Orleans,  1814. 

Charles  Phelps 362  1  Purchased  1 862.     Sold. 

Charlotte 70  2  Purchased  1863.     Sold. 

Chippewa 390  14  Built  1815.     Lost.     Caycos,  W.  L 

Chippewa,  2nd 44  Built  1815.     Broken  up  or  sold  between  1815  and 

1824. 

Chesapeake 1244  36  Captured  June  1,  1813. 

Chotauk 53  1  Purchased  1862.     Sold  I860. 

Columbia 1508  44  Built  1814.    Burned  on  stocks  at  Washington,  1814. 

Columbia,  2nd 1726  44  Built  1825.  Launched  1836.  Destroyed  at  Nor- 
folk, Va.,  1861. 

Columbus 2480  74  Built  1816, 

Concord 700  18  Built  1828.     Lost  on  East  coast  of  Africa,  1843. 

Congress 1268  36  Built  1799.     Broken  up  1836. 

Congress,  4th 1867  44  Built  1839.     Destroyed  at  Hampton  Roads,  1862. 

Connecticut,  2nd 492  24  Sold  1801. 

Conquest 82  3  Purchased  1813.     Sold  1815. 

Consort 230  6  Built  1836.     Sold  1844. 

Constellation 1236  10  Rebuilt  1 854. 

Constitution 1335  6  Built  1797.    In  service.    Repaired  at  Philadelphia 

Navy  Yard,  1874.     Laid  up  at  New  York. 

C.P.Williams 210  3  Purchased  1863.     Mortar  Schooner. 

Corporation 2  Purchased  1814.     Sold  1820. 

Corypheus — Yacht Purchased  18()2.     Sold. 

CJourier 554  3  Purchased  1862.     Wrecked  4  June,  1864. 

Crescent. 36  Presented  to  the  Dey  of  Algiers. 

Cumberland 1726  44  Built  1825.     Launched  1842.     Razeed.     Sunk  in 

Hampton  Roads  by  the  Merrimac. 

Cyane 34  Captured  1815.     Broken  up  1836. 

Cyane,  2nd 695  2  Built  1837.     At  Mare  Island  Navy  Yard,  1874. 

Dale 320  8  Built  1838.     At  Naval  Academy,  Annapolis,  1874. 

Dan  Smith 149  3  Purchased  1862.     Mortar  Schooner. 

Dart 94  1  Purchased  1862.     Sold. 

Decatur 566  16  Built  1838.     Sold. 

Decoy 6  Purchased  1822.     Sold  1826. 

Delaware,  2nd 321  20  Purchased  1798.     Sold  1801. 

Delaware,  2nd 2633  74  Built  1817.     Destroyed  at  Norfolk,  Va.,  1861. 

Detroit 400  18  Captured  1813. 

Dispatch 50  2  Purchased  1814.     Sold  1820. 

Dolphin,  2nd 198  12  Built  1821.     Sold  in  the  Pacific,  1835. 

Dolphin,  3rd 224  10  Built  1836.     Destroyed  at  Norfolk,  1861. 

Eagle 2  Purchased  1812.     Captured  3  June,  1818. 

Eagle,  3rd 20  Built  1814.     Sold  1824. 

Eagle,  3rd 12  Built  1814.     Sold  1820. 

Electra 248  2  Purchased  1846.     Sold. 

Elizabeth 3  Purchased  1812.     Broken  up  15  May,  1815. 
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Name.                      Tom.  Guns.                                    lif  marks. 

nterprise,  2nd 13.",  12     Built  179U.     Kiiliirj^ad  to  14J5  Toub  in  1811.     Lost 

ut  Little  Ciiracoii.      lb'2'i. 

ntorprisf,  :ird 191  10     Ruilt  IHMI.     SoUn«45. 

pcrvier 477  IM     (';ipHin-<ll81  1.     Lo.st  ut  Hea,  Ibl.";. 

lie r,(".i  IH     Miiilt  imn.     Hrokni  up  INII. 

ii('.2nd r.ll  I      Huiit  1H|'.».     Stonship.     Sold. 

ssex 8fi()  5J2     Huiltl7lt!»,     ('iipture<l  1814. 

ssi'.x,  Sr ;r,5  Ki     i'.iiilt  isi:i.     Sold  1  Ml.",. 

than  AlUn n.'JO  7     I'lirchasc.l  lHti2.     Sold. 

tnii 139  BoMili  Ketch.     IJuilt  IWOC.     Lost  at  New  0;l<-iin(». 

1812. 

tnii,  2nd.    .    220  11      Purchased  1813.  Condemned  at  New  Orleans,  1817. 

tiia.  ;{ril 183  I{on»l>  Mar^'c.     Purchas<.l  lN4t;.     Sold. 

ui,'enia — Schooner Purchased  18('.2.     Sold  ls04. 

xperiment IIJ.I  12     Built  IsOO.     Sold  1801. 

x|.irin»ent,  2nd IW  10  Built  is:n.     Sold  1848. 

iiir  .Vmerica 2  Purchased  1812.     Sold  ISM. 

lirlield 700  IM     Built  1S2«.     Sold  and  broken  up. 

ilcoii 80  1  Captured  184(!.     Sold  1840. 

dmouth 70.'3  18  Built  ls2r..     Sold  at  Aspinwall.  l.son. 

iirralonea 382  ..  Built  l.'^OS.     Steamer  Mussaehusetts altered  t<majl- 

iu<r — Bark.     Bold. 

'arNot 1012  G  Purchased  1S02.     Sold  1866. 

;nnimorc  Cooper O.'i  1  Purcliascd  18.")2.     Sold  18r,((. 

■mandina 297  U  Purchased  18(!2.     Sold. 

•rret,  2nd 8  Purchase<l  1812.     Lost  olT  Stony  Inlet,  1814. 

•rret,  2nd 51  3  Purchased  1822.     Lest  in  West  Indies,  182.'i. 

rebrand 12  Purchased  1815.  Condemned  at  New  Orleans,  1819. 

refly 333  14  Pnrcliased  1814.     Sold  1816. 

ambeau 300  14  Purcliased  1814.     Sold  1816. 

ving  Fish 90  2  Purcluised  1838.     Sold  1842. 

irt 150  2  Built  1839.     Sold. 

).x 130  4  Built  1817.     Condemned  1821. 

)X 80  2  Built  1864.     Sold. 

)x,  2nd 51  3  Purchased  1822.     Condemned  1838. 

anklin 22.",7  71  Built  1815.     Broken  nj)  1852-18.'i3, 

ctlonia ."^OO  4  Purchased  1845.     Destroyeil  bv  earthquake,  1869. 

olic 509  18  Built  1S13.     Captured  off  Havana,  1S14. 

dton— Steamship 2000  30  Built  1814.     Blew  up  at  Brooklyn,  1829. 

mges 504  24  Purcliased  1798.     Sold  1801 

jmsbok 622  7  Built  1862.     Sold. 

MU  of  the  Sea 371  4  Purchased  18li2.     Sold. 

ineral  Greene 645  28  Built  1799.     Burned  at  "Washington,  1814. 

;neral  Pike 875  24  Built  1813.     Sold. 

;ort,'e  ]SIauj;hun 274  3  Purchased  1862.     Mortar  Scho<»ner. 

iorgo  Washington 024  24  Purchased  17'.»8.     Sold  1803. 

jorgiana 280  16  Captureil  1813.     Recaptured  otV  coast,  1814. 

jrmantown 939  20  Built  1843.     Destroyed  at  Norfolk,  1H61. 

lent 1  Built  181.5,     Sold. 

L.  Brockenborough Built  1863.     Lost  1863. 

ivernor  Tompkins. ..  .      96  ti  Purchase<l  1812.     Captured  1 J  .\ugusf,  If'l  I. 

■ami)us 184  12  Built  1H21.     F(Uin<iered  off  Charli-ston.  S.  C.  1848. 

anite 1  Purchase*!  1hCi2.     Ueturned  to  Lighthouse  Board. 

IHC,.'-.. 

•eenwich 338  16  Captured  181  :t.    Burned  at  Marquesas  Island,  ft  I 

■     hound 65  3  Purchased  1S22.     Sold  1824. 

'owler 53  2  Purchased  1812. 
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Name.  Tons. 

Guard 925 

Guerriere 1508 

G.  W.  Blunt 121 

Hamilton 

Hecla 194 

Helen 

Henry  Janes 20] 

Herald 279 

Hope 134 

Horace  Beals 296 

Hornet,  2nd 

Hornet,  3rd 440 

Hudson 1728 

Idaho 1837 

Independence 1891 

Ino 895 

Insurgent 

Intrepid 

Ironsides,  Jr 200 

Jackal 47 

James  L.  Davis 461 

James  S.  Chambers 401 

Jamestown . .      * 888 

Java 1508 

J.  C.  Kuhn 888 

Jefferson 

John  Adams 544 

John  Adams,  2nd 700 

John  Griffith 246 

John  P.  Kennedy 350 

Jones 

Julia 53 

Julia ,.    . 

Kingfisher 450 

Kittatinney, 421 

Lady  of  the  Lake 89 

Lawrence 450 

Lawrence,  2nd 364 

Levant,  2nd 792 

Lexington,  2nd 691 

Lightning 

Louisiana 341 

Lynx 150 

Macedonian 1325 

Macedonian,  3rd 1140 

Madison .  593 


Guns.  lie  marl's. 

3  Bought  1861.     Originally  National  Guard.     Laid: 

up  at  New  York,  1874. 
44     Captured  1814.     Broken  up  1841. 
1     Purchased  1862.     Sold. 

9  Purchased  1812.     Capsized  10  August,  1813. 

..  Bomb  Barge.     Purchased  184().     Sold. 

4  Purchased  1818.     Lost  in  Delaware  Bay,  1815. 
3  Purchased  1 802.     Mortar  Schooner.     Sold. 

18     Purchased  1798.     Sold  1801. 

1  Purchased  1862.     Sold. 

3  Purchased  1862.     Sold. 

10     Purchased  1804.     Sold  1806. 

18     Built  1 805.     Lost  oflf  Tampico,  1829. 

44     Purchased  1826.     Sold  1844. 

7  Built  1866.     Screw  steamer,  converted  into  sailing 

ship.     Sold  1874. 
22     Built  1814.     Razeed  to  a  54.     Receiving  Ship  at 

Mare  Island  Navy  Yard,  Cal.,  1874. 
9     Purchased  1862.     Sold  1867. 
36     Captured  1799.     Lost  at  sea,  July,  1800. 

4  Captured  1803.    Blew  up  oflf  Tripoli,  1804. 
. .     Built  1864.     Sold. 

8  Purchased  1822.     Sold  1824. 

4  Purchased  1862.     Sold. 

5  Purchased  1802.     Sold. 

20  Built  1843.     Sitka,  Alaska. 

44  Built  1814.     Broken  up  1842. 

5  Purchased  1862.     Sold. 

18  Built  1 814.      Sold  1821,  or  broken  up,  or  unfit  for 

repairs. 

28  Built  1799.     Broken  up  1829. 

18  Built  1830.     Sold  at  Boston,  1865. 

3  Purchased  1862.     Mortar  Schooner. 

3  Purchased  1853.     Sold  1856. 

18     Built  1814.     Sold  1821,  or  broken  up,  or  unfit  for 
repairs. 

2  Purchased  1812.     Captured  10  August,  1813. 
. .     Built  1864.     Sold. 

5     Purchased  1862.     Wrecked  on  St.  Helena  Island, 
28  March,  ISdl. 

4  Purchased  1862.     :  .,ld. 


3 

Purchased  1813.     Sold  1815. 

20 

Built  1813. 

10 

Built  1843.     Sold  1846. 

18 

Built  1837.     Lost  in  Pacific  Ocean,  1860. 

18 

Built  ]  825.     Sold. 

Built  1865.     Sold. 

16 

Purchased  1812.     Broken  up  1821. 

6 

Built  1814.     Lost  at  sea,  1820. 

38     Captured  1812.     Broken  up  1835. 
. .     Built  1832.     Launched  1836.     Razeed  1852.     In 
ordinary  at  Norfolk,  Va.,  1874.    Sold  Dec,  1875.. 
20     Built  1813. 


(JKNKUAI.    ^\\^•    l:l  CisiKH 


•jo.% 


Navie.                      Tom.  h'lti 

uliouese    101)  | 

aluk  Alxllic'l 2r)()  10 

aria  A.  Wood 314  2 

aiioii 5(50  10 

aryl-.mcl 380  20 

atthi-w  Vassar 182  3 

attlicw  Vassar 182  3 

I'rrimac .'»30  21 

idni^'ht 380  T. 

ohuwk. 32 

t)iitc/iinia 317  20 

()nti,n)im'ry 0 

orning  Light 937  S 

itche/. 700  \H 

itioiml  Guard 1040  4 

lutilus 18.i  12 

.<w  Orleans 280.",  I>0 

.'W  York 2033  74 

:w  York,  2iid 1130  30 

)rf.lk 200  IS 

irfojk— Packet 349  3 

arrara 450  20 

ghtingale 1000  1 

insuch 148  14 

)rth  Carolina 2033  74 

lio 3 

lio,  2nd 2700  5 

II.  Lee IflO  3 

iver  H.  Lee 1!)<J  3 

eida 243  14 

-ka-liye 250  2 

tario 509  IS 

tario.  2nd 81  3 

ward 704  3 

piron 250  2 

vetta 171  3 

sego 2 

nipero 1375  4 

ra 190  3 

taj)sr<) 380  20 

acock 509  18 

acr)ck,  2nd 559  18 

ni.syivania 3241  120 

rry 2H0  10 

rt :'. 

trel 70  1 

enix 90  2 

iladclphia 1240  30 

ot .    120  2 

ickney 195  IS 

incer 230  r, 

ittsburg 4  1 


">  Uevmrkt. 

Captured  1840.     Sold  1H|«. 
Capfnn-d  1840.     Sold  IM49. 

riinhascd  I8(i3.     Mortar  Schooner.     Sold  1868, 
IJiiilt  1.S3S.    Hrokcn  up.    lUljuilt  as  Steamer.  1874. 
Piirchasod  1799.     Sol.l  IHOI. 
I'urclia.scd  1803.     Mortar  Sdiooncr. 
I'urcIia.Hcd  1S04.     Mortar  Stliooner. 
Pnrchasfd  1798.     Sold  1801. 
PurchaHod  1802.     Sohl. 
Huilt  1814.     Sold   1821,  or  broken  up,  or  wuWi   i*..r 

rcj)air8. 
Purclia.scrl  1798,     Sold  1801. 
Purrlia.Hcd  1S13.     Sold  1815. 
Purchased    1802,     Captured  off  Coast  of    Tcxiuj, 

21  .January,  1S03. 
Huilt  1S27.      Broken  up  1S40. 

Purchased  1802.     Name  clianped  t«»  Guard,  1805. 
Purchased  1S03,     Captured  off  New  York,  1812. 
Huilt  1S15.    On  the  stocks.  Sackett's  Harbor,  1874. 
Hnilt  1818.     Destroyed  at  Norfolk,  1801. 
Huilt  1799.      Hurned  at  Washington,  1S14 
Purchased  179S.      Sold  ISOl. 
Pur(ha.«('d  1S02.     MorUir  Schooner. 
Huilt  1S13. 

Purchased  1802.     Sold  11  February,  180.>. 
Purchased  1812.     Dropped  from  Navy  List,  1826, 
Built  1818.     Broken  up.     Sold  1807. 

Built  1813.     Captured  12  August,  1814, 

Built  1820.  Launched  1820.  Receiving  Ship, 
Boston,  1874.     Laid  up  ut  Boston. 

Purchased  1S04,     Sold, 

Purchased  1S03,     Mortar  Schooner. 

Built  1S09.     Sold. 

Purchased  1813.    Lost  on  Caycos  Reef,  V,'.  I.,  1848. 

Built  1813.     Sold  1819. 

Purchased  1S13.     Sold  1815, 

Purchased  ISOO.     Store.sliip  at  Callao.  Pcni,  1874. 

Purcha.sed  1841.     Sold  1845. 

Purcliascd  ISOl.     Mortar  Scliooncr. 

Built  1840.  Transferred  from  the  War  Depart- 
ment, and  returned  to  it,  1844-1845. 

Purcliased  1800.     Sold  1807, 

Purchased  1800.     J^Iortar  Schooner. 

Purchased  1799.     Sold  1801, 

Built  IS13.     Broken  up  1828, 

Built  1S2S,     Lo.st  at  CoIuml)ia  River,  1841. 

Built  1S22.  Launched  lv837.  Destroyed  ut  Nor- 
folk. Va.,  ISOl. 

Built  :S43.     Sohl  180.5. 

Purchased  1S13.     Sold  1H1.5. 

Purchaseil  ls40.  Transferred  to  Const  Survey,  1850. 

Piirchase.l  is  11.     Sold. 

Huilt  1799.      Wrecked  off  Tripoli,  1.803. 

Hudt  1M3I!.     Sold  1S38. 

Built  179H.     Sold  ISOl, 

Built  1S30.     Sold  1844, 

Huilt  1815.  Broken  up  or  sold  between  1815  and 
1824, 
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Built  1820. 
Built  1836. 
Built  1798. 
Built  1843. 
iiig  Ship 
Built   1819 


Name.                      Tons.  Guns 

Plymoutli 989  20 

Po'in sett— Steamer 250  2 

Porcupine 1 

Porpoise 198  12 

Porpoise,  2ncl 224  10 

Portsmouth 593  24 

Portsmouth,  2nd 846  14 

Potomac 1457  20 

Preble 7 

Preble.  2nd 566  16 

President 1576  44 

President,  2nd 2 

Prometheus 290  12 

Pursuit 603  C 

Queen  Charlotte 300  14     Captured  1813 

Racer 252  3 

Rachel  Seaman 303  2 

Ranger 14 

Ranger,  3rd 1 

Raritan 1726  44 

Rattlesnake 278  14 

Raven — Transport 50  1 

Reefer 76  1 

Release 327  2 

Relief 468  2 

Renshaw 80 

Restless 205  4 

Retaliation 107  14 

Revenge,  3rd 12 

Richmond 20U  1 8 

Roanoke 7 

Roebuck 455  4 

Roman 350  1 

Rosalie 28  1 

Sabine 1457  22 

Saint  Lawrence 1 726 

Saint  Louis 431  18 

Saint  Mary's 766  20 

Sam  Houston 66  !■ 

Samuel  Rotan 212  2 

Santee 1475  48 

Sarah  Bruen 233  3 

Saranac 360  14 

Saratoga 757  4 

Saratoga,  2nd 26 


Remarks. 
Built  1843.     Destroyed  at  Norfolk.  Va.,  1861. 
Built  1840.    Transferred  from  the  War  Departmen 

and  returned  to  it,  1844. 
15uilt  1813. 

Lost  in  West  Indies,  1833. 


Sold  1801. 
North  Pacific  Squadron,  1874. 


Train 


Shir 


Launched    1821.      Receiving 
Philadelphia,  1874.     Sold  May,  1877. 
Purchased  1813.     Sold  1815. 
Built  1838.     Burned  at  Pensacola,  27  April,  1863 
Built  1800.     Captured  off  New  York,  1815. 
Purchased  1812.     Sold  1815. 
Purchased  1814.     Sold  1819. 
Purchased  1860.     Sold. 


Purchased  1860.     Mortar  Schooner. 
Purchased  1860.     Sold. 
Purchased  1814.     Sold  15  May,  1821. 
Purchased  1814.     Sold  1816. 
Built  1842.     Launched  1843.     Destroyed  at  Not 
folk,  Va.,  1861. 

Captured  at  sea,  1814. 

Sold  1815. 

Sold  1849. 

Sold. 


Purchased  1813. 
Purchased  1813. 
Purchased  1846. 
Purchased  1856. 
Built  1836.     Receiving  Ship,  Washington,  1874 

Laid  up. 
Purchased  1864.     Sold. 
Purchased  1860.     Sold. 
Captured  1798.     Recaptured  in  West  Indies,  179J 

Original  name,  Le  Crovable. 
Purchased  1807.     Lost  off  Newport,  R.  I.,  1811. 
Purchased  1798.     Sold  1801. 
'Transferred  from  State  Department,  1814.     Soh 

1816. 
Purchased  1860.     Sold. 
Purchased  1860.     Sold. 
Built  1864.     Sold. 

Built  1855.     Receiving  Ship,  Portsmouth,  N.  H 

1874.     Laid  up,  Portsmouth. 
Built   1826.      Launched    1847.     Used   as  Marine 

Barracks  at  Norfolk,  1874.     Sold  1875. 
Built  1828.     Receiving  Ship,  Leatjue  Island,  1874 
Built  1843.     State  School  Ship,  New  York,  1874 
Purchased  1860.     Sold. 
Purchased  1860.     Sold. 
Built  1855.     At  Annajjolis  Naval  Academy,  1874 

Gunnery  Ship. 
Purchased  1860.     Mortar  Schooner.     Sold. 
Built  1815.     Sold  1818. 
Built  1842.     Training  Ship. 
Built  1S14.     Sold  1824. 
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Name.  Tonn       (Inns  Itnnnrk* 

■annah.   HTri  BmU  IMJ      Launched    lb42.     liu/.cctt.     In  (udi 

niiry.  Norfdlk,  V'h..  IH74. 

rpion 2  PiircliuHt'd  IWTJ.     Captured  ft  Scptembei,  1814 

urge 10  t'lipturnl  1H04.     Sold  1M12.     Originally,  Triinufcr 

a  I'rivateor. 

urjjc,  2nd 10  Captuicd  1H12.     Capsiztd  10  Auj,'u»t,  1813. 

Foam 264  3  Pmthasfd  isnd.     Sold. 

Gull,  2nd 100         2  Punhascd  IHIJH.     Lost  off  Cupi-  llnm,  1m:ii» 

Gull— Steam  Galliot.  150         :<  Purchased  1H22.     Sold  IMld. 

horsL' 1  I'liichased  1H12.     IJurned  IHI  1. 

rk 177        12  BiiiU  1H2I       Lost  at  Coluinl»ia  Hi\er,  IKJC. 

irk H7  1  Huilt  l>»r»4.    Name  ehanj^ed  to  CJeorge  W.  Kmlper*. 

spark  Knapp b35*         n  Pun  h:i8C«i    IbtiO      WrcLkc-d  at  Cape   lluytien,  18 

May,  \XiV.\. 

aers .  2  Purchased  1812.     Captured  12  August,  IHl  I 

iiers,  2nd 259       10  Huilt  1842.     Sunk  off  Vera  Cru/.,  1840. 

•  lironiii 217         3  Purciiased  I8t>0.     Mortur  Schooner. 

ithauipton 5()7         4  Huilt  1S42.     Storeship.     Sold. 

Ilk yOO       14  Puiciuised  1814.     Sold  1820. 

.rk,  2nd 1  Purchased  1831.     Sold  1833. 

ttire,  2nd 102  Bouih  Ketch.      Purchased  1805.      Broken  up  1820. 

ttiro,  3rd 280       12  Purchased  1814.     Sold  1816. 

newall 30  1  Captured  lsr.4.     Sold. 

jmboli 192  Uoinh  IJargi .     Purcha.scd  1846.     Sold. 

)crior 44  Built  1814.     Sold   1821,  or  broken  up,  or  unfit  for 

repairs. 

)ply 547         4  Purchased  1846.     Laid  up,  New  York,  1874. 

prise— Ketch 12  Purchased  1815.     Condemned,  New  Orleans,  1820. 

ph 300       16  Built  181:!.     Broken  up  1820. 

ph,  2nd 1  Purchased  1831.     Lost  in  West  Indies,  1831. 

en 250       16  Built  ls03.     Captured  at  sea.  1814. 

npico 80         1  Capture.l  1846.     Sold  1849. 

ley 1  Built   1846.      Transferreil  from  Treasury   Depart- 

ment and  returned  to  it. 

iV.  "Ward 234         3  Purchased  18(;0.     Mortar  Schooner. 

lefonta— Block  Ship.  1500       22  Built  1814.     Sold  on  stocks. 

rier 61         3  Purchased  1822.     Sohl  1825. 

kler 50        ..  Bond)  Ketch.     Purcha.-^ed  1H12.     Soh.  1818. 

onderoga 17  Purchased  1814.     Sold  ls24. 

;ress 1  Purchase*!  1812.     Captured  4  September,  1814. 

n  Bowline 260       12  Purchased  1814.     Sold  I  Ml y. 

•ch 260       12  Purchased  1814.     Sold  isiri. 

•pedo Purchased  1814.     Sold  1818. 

ppc 1  Purchased  1812.     Burned. 

lup 16  Purchase<l  1812.     Sold  1815. 

mibull,  8rd 400       24  Built  17!is.     Sold  1801. 

ixlun 331       10  Built  1842.     Lost  at  Tuspan,  1846, 

o  Sisters 54         1  Built  1 864.     Sold. 

ited  States 1576       44  Built  1797.     Pestroycil  ut  Norfolk,  Va..  186-. 

Iparaiso 402  Built  H61.     Sold. 

ocity Built  1863.     Captured  ut  Sabine  Pass,  21  Junuary, 

1863. 

i<'eance 92  Bomb  Ketch.      Purcha.se«l  1805.      Broken  up  1818. 

-niont 2633        1<">  Built    1848.     Beceiving   Ship,    New    York,   1874. 

Laifl  up.  New  York, 

juvius 92  Bondt  Ketch.     Pnr<hascd  1800.     Broken  up.  1829. 
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Name.  2'ons. 

Vesuvius,  2nd 239 

Viuceunes 700 

Viper 

Virginia 2633 

Vixen 185 

Vixen,  2nd 

Wanderer 300 

Warren,  2nd 385 

Warren.  3rd (597 

Washington 2250 

Washington,  3rd 2250 

Washington,  4th 

Wasp,  2nd 450 

Wasp,  3rd 509 

Wave 

Weasel 53 

Wildcat 48 

Wildcat 80 

William  Bacon 183 

William  Badger 334 

William  G.  Anderson . . .  593 

Yorktown 5<iG 


Guns. 

18 
10 
74 
12 
14 

4 
20 
18 

74 
74 
10 

18 
18 

1 

3 

3 

1 

3 

1 


Remarlcs. 
Bomb  Ketch.     Purchased  184(5.     Sold. 
Built  1825.     Sold  18(57. 
Built  1804.     Captured  at  sea,  1813. 
Built  1818.     Broken  up  on  stocks,  1874. 
Built  1803.     Captured  at  sea,  1812. 
Purchased  1813.     Captured  at  sea,  1813. 

Purchased  18(50.  Sold. 
Built  1798.  Sold  1801. 
Built  1825.     Sold  at  Panama,  and  used  as  a  co 

hulk  by  Pacilic  Mai!  Steamship  Company,  IS"* 
Built  181(5.     Broken  up  1843. 
Built  1814.     Broken  up  1843. 
Budt  1843.     Transferred  from   Treasury   Depaj 

ment,  and  returned  to  it,  1848. 
Built  180().     Captured  at  sea,  1812. 
Built  1813.     Lost  at  sea,  1817. 
Purchased  1838.     Sold. 

Sold  1825. 

Lost  in  the  West  Indies,  1824 


Purchased  1822. 
Purchased  1822. 
Built  1864.  Sold 
Purchased  1860. 
Purchased  1860. 
Purchased  1860. 


Mortar  Schooner. 

Sold. 

Sold  1866. 


16     Built  18:i8.     Lost  at  C&^e  de  Verde. 


REVEI»JUB    SERVICE. 

Diligence 187       12     Built  1798.     Returned  to  the  Revenue  Service. 

Eagle 187       14     Built  1798.     Sold  1801. 

General  Greene 98       12     Built  1798. 

(lovernor  Jay 187       14     Built  1798.     Returned  to  the  Revenue  Service. 

Pickering 187       14     Built  1798.     Lost  at  sea,  1800. 

Scammel 187       14     Built  1798.     Sold  1801. 

South  Carolina 12     Built  1798.     Returned  to  the  Revenue  Service- 
Virginia,  2nd 187       14     Built  1798.     Returned  to  the  Revenue  Service. 

STEAM     VESSELS. 


Abraham 700 

Abeona 206  6 

Acacia 300  4 

A.  C.  Powell 65  1 

Adams 615 

Adela 583  6 

Admiral 1248  5 

Advance 880  4 

Agamenticus 1 085  4 


Paddle.  Purchased  1862-63.  Sold  30  Sept.,  18( 
Paddle.  Purchased  1864-65.  Sold  17  Aug.,  18( 
Screw.  Purchased  1863-64.  Sold. 
Screw.  Purchased  1861-62.  Sold  20  June,  18( 
Screw.  Built  1874.  Pacific  Squadron. 
Paddle.  Purchased  1863-64.  Sold  30  Nov.,  18( 
Screw.     Purchased   1863-64.      Name  clianged 

Fort  Morgan,  1  Sejitember,  1864. 
Paddle.     Purchased  1864-65.     Name  changed 

Frolic. 
Iron-clad.    Built  1861-62.    Renamed  Terror.    I 

building  at  Camden, 


GENKUAI.    NAVV    KKGISTEH. 


iiuu 


Buiiic  by  torpedo,  la 

Sold  5  Sept.,  1805. 
luwu.      Luid   up   at 


Name.  Ton*.     Guru.  lUnuirka. 

y&viam 074         8     Pad-llc.     Huilt  lMni-«;2.     Sold  1807. 

ulmma 12(U  9     Paddle.     Purchtt»t«l  1S02-03.     Sold. 

arm..* F.)svlcr  Wlucl.     Huilt  IhTJ.     Torptilo  boat 

aska 1123       12     Srrt'W.     Hiiilt  1H(.H.     Pacillc  Bciuadn.n. 

hiitros 878         4     St  row.     Piirilia.sed  Ib6l-0J,     bold  8  Sept.,  1885. 

ert 8!U        10     Screw.     Iluilt  I8ii0. 

ert 541  Screw,     liuilt  1874.     Asiatic  Squadron. 

ert,  2nd 05         3     Screw.     Purcliiu>ed    180:{-04.     i^uuio  changed  to 

Watch,  1  October,  1805. 

exandria GO         3     Paddle.     Purchased  181)3-04.   Sohl  17  Auf?.,  1888. 

fred  Hobb 75         4     Screw.     Piirchoae.i  I8til-(i2.     Sold  1 7  Au^,'.,  l-^tifl. 

•^omu 4S3         3     Screw.       IJuilt     1604-00.       Origiuully    Stiuaudo. 

Broken  u|>  1875. 

Igonquin 974        10     Paddle.     Purchased  1883-04.     Sold  21  Oct.,  1809. 

leghauy lOuO        ..      llorizuntnl   Hunter  Puddha.     Built    1845.     Kirut 

vessel  wifh  ui>   iron  hull  in  Iho  United   SUileit' 

Is'avy.     Couvertcd  into  Scjew,    1801.     Soid    15 

May,  ISr.l). 

liance 015       ..     Screw.     Built  1874.     North  Atlantic  S^^juodron. 

pha Screw.     Purchased  1801-05.     Soid  15  bepl.,  1>05. 

thea 73         1     Screw.     Purciioscd  I8o3-04. 

Miirch,  1805. 

naranthus 182         3     Scnw.     Purchased  1804-05. 

umuuoosuc 32U0       23     Screw.      Built   1804.     Isow 

Boston. 

lacnsta 217         1     Screw.    Purchas<?d  1858.     Sold  20  July,  1805. 

leiiione 150         4     Screw.     Purchased  1804-05.     Sold  35'Oct.,  1805 

itelope 173         0     Paddle.     Purchased  1803-04.     Sold. 

itietam 24UO       21     Screw.     Built  1870.     Store  ship.  League  Island. 

itona 505         4     Screw.     Purchased  1803-»i4.     Sold  30  Nov.,  1808. 

■apahoe 2348       13     Screw.     Built  1804-05.     Not  buiit. 

•apahoe 2200        8     Screw.     Built  1803-04. 

•ctic 255        ..      Screw.     Purchased  1855.     Sold. 

•ethusa 195         2     Screw.     Purcha-sed  1804-05.     Sold  3  Jan.,  1800. 

•gosy 219         8     Pad<lle.     Purchased  l'?03-04.     SoUl  17  Aug.,  1808. 

•ies 820         7     Screw.     Purchased  1803-04. 

•izona 950         2     Paddle.     Purchased  1803-63. 

27  February,  1805. 

•kansas 753         0     Screw.     Purchased  1803-04. 

oostook 507         4     Screw.     Built  1801-02.     Sold  September,  lb09. 

cutney 974         8     Paddle.     Built  1801-03.     Sold. 

huelot 780         r;     Paddle.     Built  1805.     Asiatic  Squadron. 

ter Tug.     Purchased  1803-04.     Wrecked  8  Oct.,  l'^•.l 

lanta 1000         4     Ironclad.     Captured  1804-65.     Sold  4  May,  1  -  ,J. 

igusta 1310         8     Paddle.     Purchased  1801-03.     Sold. 

igusta  Dinsmore 850         3     Screw.     Purcliased  1803-04.     Sol.l  5  Sept.,  1868. 

enger 750         7     Kam.     Built  18i".:!-04.     Sold  29  November,  1805. 

;alia 170         2     Sjrew.     Purchased  1804-05.     Sold  10  Aug.,  Is08. 

Itiniore 500         2     Paddle.     Purchased  1803-04.    Sold23  June,  1805 

nshee 533         5     Paddle.     Purchased  1803-f.4.     Sol«l  iiO  Nov.,  Is08. 

•rrataria (irouudcd  and  destroyed,  7  April,  1803. 

,rou  dc  Kalb 511       13     Ironclad.     Purcha^ied  1801-02.    Sunk  by  torpedo, 

July,  1803. 

,t 530        3     Screw.     Purchased  1864-05.     Sold  25  Oct,  1865. 

iiefit Pad<lle.      Purchased   1804-05.      Ch«4rU!f  expired 

1>05;  returned  to  owners. 

ntnn 1000       16     Ironclad.     Built  1801-03.     Sold  29  Nov..  1865. 

rberry 103         4     Screw.     Purchased  I,s04-fi5.     S<.ld  10  July,  isr,8. 

rmuda 1235         8     Screw.     Purcha.ned  1803-04.     Sold  21  ScpL,  l80i*. 


Sold  1  Aug.,  Io05. 
Destroyed  by  lire, 

Sold  20  July,  1865. 
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Name.  Tons.  Guns. 

Bienville 1558  10 

Blgnonia 331  3 

Black  Hawk 902         8 

Bloomer l;]0         2 

Blue  Light 85         1 

Bon  Homme  Richard,  2d.371 3  20 

Boxer 444         3 

Brilliant 226         4 

Britannia 495         4 

Brooklyn 2070  20 

Buckthome 128         1 

Burlington 814 

Cactus 176         1 

Cairo 512 

Calhoun 508  4 

Calypso , 630         6 

Camanche 496        2 

Cambridge 858        5 

Camelia 198         2 

Canandaigua. 955  10 

Canonicus 550         2 

Canonicus 1034        2 

Carnation 82         2 

Carondelet 512  13 

Carrabasset 292        6 

Casco 614        2 

Catalpa 1900        3 

Catawba 1034        2 

Catskill 496        3 

Cayuga 507        6 

Ceres 144         1 

Champion 115        4 

Chatham 

Chattanooga 3000        8 

Chenango 974        8 

Cherokee 606         6 

Chickasaw 450         4 

Chicoi3ee 974         8 

Chillicothe 303         2 

Chitlicothe 203         3 

Chimo 614        2 

Chippewa 507         4 

Choctaw 1000  .. 

Chocura 507  4 

Cimarron 860  10 

Cimmerone 8G0  10 

Cincinnati 512 


Sold  1867. 
Sold  12  July,  1866 
Destroyed  by  fire 

Sunk  and  wrecl 

Laid  up,  New  Lon 


Memarks. 
Paddle.  Purchased  1861-62. 
Screw.  Purchased  1864-65. 
Paddle.     Purchased  1862-63. 

23  April,  1805. 
Paddle.      Purchased   1863-64. 

sold,  1865. 
Screw.     Purchased  1863-64. 

don. 
Screw.     Built  1864-65.     Not  built. 
Paddle.      Purchased   1866.      Originally   Tristan 

Shandy.     Sold. 
Stern-wheel.     Purchased  1862-63.     Sold  17  Aug, 

1868. 
Paddle.    Purchased  1863-64.     Sold  10  Aug.,  1868 
Screw.     Built  1858.     Repairing  at  New  York. 
Screw.     Purchased  1863-64.     Sold  1869. 
Built  1875.     Laid  up  at  League  Island. 

Screw.     Purchased  1863-64.     Sold  20  June,  1865 
Iron-clad.     Purchased  1861-63.     Western  Flotilla 

sunk  by  torpedo,  13  December,  1863. 
Paddle.     Purchased  1861-62.     Sold  1865. 
Screw.     Purchased  1863-64.     Sold  30  Nov.,  1865 
Iron-clad.     Built  1865.     Laid  up  at  Mare  Island 

1874. 
Screw.     Purchased  1861-62.     Sold  20  June,  1865 
Screw.     Purchased  1863-64.     Sold  15  Aug.,  18GC 
Screw.     Built  1861-63.     Repairing,  New  York. 
Iron-clad.    Built  1861-83.    AtPensacola.    Laid  up 
Iron-clad.     Built  1864-65.     At  Pensacola,  1874. 
Screw.     Purchased  1863-64.     S'Ud  10  Aug.,  186f: 
Iron-clad.    Built  1861-62.   Western  Flotilla.    Soh 

30  November,  1865. 
Paddle.    Purchased  1863-64.     Sold  15  Aug.,  186£ 
Ii-on-clad.      Built  1863-64.      Re-named   Hero   a 

Washington,  1874.     Broken  up  1875. 
Screw.  Purchased  1864-65.   Yard  Tug,  New  York 
Iron-clad.     Built  1861-62. 

Iron-clad.  Built  1861-63.  Brandon,  James  Rivei 
Screw.  Built  1861-63.  Sold  25  October,  1865. 
Screw.  Purchased  1861-63.  Sold  25  Oct.,  1865 
Paddle.  Purchased  1863-64.  Sold  29  Nov.,  180^ 
Paddle.  Purchased  1864-65.  Sold  3  Sept.,  1865 
Screw.     Built  1803-64.     Suuk  by  ice  at  Leagu 

Island,  and  sold  27  January,  1872. 
Paddle.     Built  1861-63.     Sold. 
Screw.     Built  1863-64.     Sold  1  August,  1866. 
Iron-clad.     Built  1861-62.     Sold. 
Paddle.     Built  1861-62.     Sold  1867. 
Iron-clad.     Built  1861-63.     Sold  39  Nov.,  18C5. 
Iron-clad.     Built  1863-64.     Sold  29  Nov.,  l^GS. 
Iron-clad.     Built  1863-64.    Re-named  Piscataqua 

at  Washington,  1874. 
Screw.     Built  1861-63.     Sold  30  November,  1865 
Paddle.     Purchased  1861-63.     Sold  1866,  at  Nev 

Orleans. 
Screw.     Built  1861-63.     Sold  1867. 
Paddle.     Built  1863-64.     Sold. 
Paddle.     Built  1861-62.     Sold  1866. 
Iron-clad.     Purchased  1861-63.     Sold  1866. 
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Ult 


Name.  Toim.  Uuitt 

rcassian IT.'iO         .> 

uru  Dolsoii 1000 

ematis 20<>        :i 

ifton H'Ji         (i 

inton 50 

nver 128         2 

yde    25)4  2 

eur  du  Liou GO         2 

ihassctt 100         2 

ihoes As.S         2 

hoi's 014         2 

lUiiT 177 

>l083us 2127  10 

lonxdo 3400  40 

luiubia 

iUiml)i:i,  3rd 

luinbiue 131         2 

mmodore 80        4 

mmodore  Barney 513         4 

minodorc  Hull 37i5         3 

muiudore  Jones 542         G 

mmodore  McDonough  534        6 

mniodoro  Morris 5:J2         1 

mmodore  Perry 513         4 

mmodore  Read GoO         0 

mmodore  Truxton 

noma  ugh 955         8 

nestoga 

nfiance 1380  12 

nnecticut 1800         5 

nnccticut 1800  11 

ntoocock 2200         8 

mubia GOO         3 

vington 224         8 

wslip 220         3 

icket 151  t; 

3CU8 

jsader 519         8 

rlew r.M".         (i 

rrituck 1  li3  5 

cotah i>98         0 

ffodil IGO         2 

hli:i 50 

i-chiug 520         7 

isy 50 


Sold  22  Juiif.  l.MdH. 

WestcTJi     Flnlilhi. 

Sold. 
Captured  ut  Sabine 

Solil. 

Sol. I  21  Sept,  1808. 
Sold  25  Oct..  1SG5. 


Remark*. 

Screw.     Purchased    1802-^3. 
Paddle.       ("a|)tured    lS(;i-G2. 

Returned  to  owner,  1MG5. 
Screw.     PiuL-hased  18G4-«.'5. 
Paddle.     Purchased  1801-02. 

Pass,  18G3. 
Screw.     Purchased  1804-fi5. 
Screw.     Purchased   1803-04. 
Paddle.     Purchased  1803-04. 
Screw.     Riiilt  18G1-02.     Returned  to  Light-IIuuso 

Hoard,  IMC,.-). 
Screw,     liuilt  1801-02.     Yard  Tug.  RoBton. 
Iroti-clad.     Huilt  1H03-G4.     Broken  up  1874. 
Iron-clad.     Built  lS04-f;5.     Broken  up  1874. 
Paddle.     Purchased  1804-05.     Sold  15  Aug.,  1805. 
Screw.      Building   18GG.      Originally   Kalamaz<M), 

On  the  stocks. 
Screw.     Built  1855.     Receiving  Shi|>.  New  York. 
Iron-clad.     Wrecked  otT  North  Carolina,  18t>:;. 
Purchased  1802-03.     So!<l  1807. 
Screw.      Purchased   18G2-G3.     Captured   23   .May, 

1804. 
Paddle.     Purchased  1863-64.     Name  changed  to 

Fort  Gaines,  1  September,  1804. 
Paddle.     Purchased  1801-02.     Sold  20  July,  1808. 
Puddle.  '  Purchased  ls(;i-f;2. 
Paddle.     Purchased   1802-03. 

pedo,  0  May.  isc.l. 
Padille.     Purchased  1801-02. 

gust,  18li5. 
Paddle.     Purchased  1801-02. 
]':i<lille.     Built  1801-02.     Sold  12  .Julv,  1H;.>. 
Pad. lie.     Purchased  1803  04.     Sold  20  July,  1805. 
Purchased  1M12-03.     Sold. 
Paddle.     Built  1801-02.     Sold  1807. 
Iron-clad.       Built    1^01-02.       Weateru    Flotilla. 

Sold  30  November,  1805. 
Screw.     Not  built. 
Paddle.     Purchased  1861-62. 
Paddle,     Purchased  1804-05. 
Screw.     Built  1803-64.    Nume changed  to  Albany, 

and  sold  1^72. 
Paddle.     Pun  liascd  1803-04.     Sold  25  Oct.,  ISO.-S. 
Paddle.     Purchased   1803-04.      Captured   5   May, 

1804. 
Paddle.     Purchased  1803-64.     Sold  1866. 
Purchased  1N02-03.     Sold  17  August,  1808. 
Screw.     Purchased  1803-04.     Wrecked  on  Boty'R 

Island,  August,  1803. 
Screw.     Purchased  1858.     Sold. 
Purchased  isii2-r,3.     Sold  17  August,  1800. 
Screw.     Purchased  1801-02.     Sold  15  Sept.,  1863. 


Sold  27  Sept..  1^;:,. 
Destroyed  by  t4)r 

Foundered  23  Au- 

Sold  12  Julv.  1805. 


Sold  21  Sept.,  isfl.-s. 
Sold  21  Sept.,  isf,.",. 


Built  1858.     Broken  up  at  Maro  Island, 


Sold  1867. 
Si)ld  17  Aug..  1805. 
Grounded  and  df». 

Sold  17  Aug.,  1865. 


Screw. 

1870 
Paddle.  Purchanod  1802-63, 
Patldle.  Purciiased  180J-03. 
Screw.     Purchased  l8((3-(;4. 

troved,  20  January,  lNf'.5. 
Padd'le.     Purchased  1802-03. 
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Name.  Tons.  Ouns. 

Dandelion Ill  2 

Darlington 300 

Dawn 391  3 

Daylight 682  4 

Delaware 357  3 

Delta 

DeSoto 1600  9 

Detroit 1380  13 

Diana 

Dictator 1750  2 

Dispatch , . .  558 

Dispatch 750  4 

Don 390  8 

Donegal 1124 

Dragon 118  1 

Dunbarton 636  4 

Dunderberg 5090  10 

Eastport 700  8 

E.B.Hall 193  4 

Edith 400  3 

Elk 163  6 

Ella 230  3 

Ellen... 341  4 

Ellis...    3 

Emerald 30 

Emma 350  8 

Emma  Henry 521  1 

Engineer 143  1 

Engineer 200 

Enterprise 615 

Eolus 344  3 

Epervier 831  10 

Epsilon 

Essex 614  17 

Essex 615 

Estrella 

Etlah 483  3 

Eureka 

Eutaw 974  8 

Exchange 211  7 

Fahkee 699  3 

Fairplay 800  4 

Fairy 173  8 

Fawn 174  7 

Fern 3 

Flag 9G3  9 

Flambeau 900  3 

Florida 1201  9 

Forest  Rose 203  6 

Fort  Donelson 900  7 


Sold  15  Aug.,  186f 

Sold, 
Sold  1  Kov.,  1865. 
Sold  25  Oct.,  1865. 

Sold  12  Sept.,  1865 
Sold  5  Sept.,  1868. 

Sold. 
Not  built. 
Captured  in  Archi 

Laid  up,  Leagu 


Remarks. 
Screw.     Purchased  lSr)2-G3. 
Pciddle.     Purchased  1801-62. 
Screw.     Purchased  1861-63. 
Screw.     Purchased  1861-C2. 
Paddle.     Purchased  1861-62. 
Screw.     Purchased  1864-65. 
Paddle.     Purchased  1861-63. 
Screw.     Purchased  1864-65. 
Screw.     Purchased  1862-63. 

pelage  River,  1863. 
Iron-clad.     Built  1861-63-64. 

Island. 
Screw.     Purchased  1855.     Sold. 
Screw.     Purchased  1873.     Special  service. 
Screw.     Purchased  1864-65.     In  service. 
Paddle.     Purchased  1864-65.     Sold  27  Sept.,  1865 
Paddle.     Purchased  1861-62.     Sold  20  July,  186J 
Paddle.     Purchased  1864-65.     Sold  1867. 
Iron-clad.     Built   1861-62.      Sold   by  contractoi 

1866,  to  French  Impeiial  Government,  and  re 

named  the  Rochambeau. 
Paddle.    Built  1861-63.    Grounded  and  destroyec 

26  April,  1864. 
Screw.     Purchased  1861-63.     Sold  20  June,  186f 
Screw.    Purchased  1847.    Lost  on  California  Coasi 
Paddle.     Purchased  1863-64.     Sold24  Aug.,186f 
Paddle.     Purchased  1861-62. 
Paddle.     Purchased  1861-62. 
Paddle.    Purchased  1861-62. 
Screw.    Purchased  1864-65. 

Yard,  Portsmouth,%1874. 
Screw.    Purchased  1863-64. 
Paddle.    Purchased  1864-65. 

Wasp,  1865. 
Paddle.    Purchased  1836.     Rebuilt  1855. 
Purchased  1855.     Sold. 
Built  1874.     Repairing,  Washington. 

Purchased  1864-65.     Sold  1  Aug.,  186f 
Purchased  1864-65.     Not  built. 
Purchased  1864-65.     Sold  13  July,  186? 
Purchased  1861-63.     Sold  39  No\ 


Sold  15  Sept.,  186E 
Sold  3  Sept.,  186£ 
Sold. 
Ferry-boat  at  Nay 

Sold  1  Nov.,  1865. 
Name  changed  t 


Paddle. 

Screw. 

Paddle. 

Screw. 

Screw. 

Iron -clad. 

1865. 
Screw.    Built  1874.    Repairing,  League  Island. 
Screw.     Purchased  1864-65.     Sold  1867. 
Iron-clad.     Built  1863-64-65.     Sold  1876. 
Screw.     Purchased  1862-63.     Sold  15  Sept.,  1866 
Paddle.     Purchased  1861-62.     Sokll8C7. 
Paddle.    Purchased  1863-64.     Sold  17  Aug.,  1865 


Screw.    Purchased  1863-64. 
Screw.     Purchased  1863-63. 
Paddle.     Purchased  1864-65. 
Paddle.     Purchased  1863-64, 
Screw.     Purchased  1862-63. 
Screw.     Purchased  1861-62. 
Screw.    Purchased  1861-62. 
Paddle.     Purchased  1861-62. 
Screw.     Purchased  1862-63. 
Paddle.    Purchased  1864-65. 


Sold  10  Aug.,  1865 
Sold  17  Aug.,  1865 

Sold  17  Aug.,  1865 

Sold  17  Aug.,  1865 
Sold  17  Aug.,  1865 
Sold  13  July,  1865 
Sold  13  July,  1865 

Sold. 
Sold  17  Aug.,  1865 

Sold  25  Oct,  1865 
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9in 


TtemarkM. 
Purclmscd  18(5:1-04. 
riinhnscfl  ISO  J- 05. 
I'lirciiHSfd  lH01-(;a. 
I'lirrlmsid  1«0:»-04. 
l'iircliasc<l  lH«12-«3. 
riiiihnsod  18(M-G5, 


Bold  SS  Oct.. 
Sold  1.1  Aujj., 
K«»lcl  15  Aug., 
Sold  M  Aufi; 
Sold  27  S<-|)t.. 
Sold  5  Sept.,  1 


B))cciul  bcrvic*'.  G 


iftr.r. 

IHfi.'.. 
IHfW. 
1805. 
1H05. 
H«5. 

uir  of 


I^^id 


Returned  to  "War 

Returned  to  War 

So]dl7An«r.,1«n.'5. 
Sold 


Name.  Ton*.     Oun». 

rt  Donclson (»0()         r,     Puddle. 

rtGuines 80  I      I'liddle. 

•tll.nry ni'.l  i\     Puddle. 

-tHiiidiimn 'Jst;  7      Puddle. 

•t  Jackson 1770  i'addle. 

■t  Morgan 11248         5     Screw. 

rtune 'i'M         2     Screw,     Iliiilt  18G3-04 

Mexico,  1S74. 

inklin 8^80       51     Screw.     Piiilt  1854.     Rereiving  Ship. 

)Iic (il4  I'addle.     Pnrdiased  ua  A.  D.  Vance.  1804 

ii]».  Wasliington. 

Iton,  Ist 2000       ;iO     Pa.ldle.     lUiilt  1814.     Blew  up.  1829. 

Iton,  2nd I'addle.     Huilt  18:»5.     I-auncbfd  ]8:J7. 

ichiu 180         :)     Screw.     Purchased  1863-G4.     Sold  15  Sept.,  1808. 

atia 1244       11     Screw.     Purchased  1803-04.     Sold  13  Oct.,  1805. 

ena 910         8     Scn-w.     Built  1872-79.     European  Squadron. 

nai,'c • 187         fi     Paildlc.     Purchased  1804-05.     Sold  17  Any.,  1''05. 

nnui 1     Screw.     Purchasi'd   1804-05.     Sold  25  ()<t.,  ls<;5. 

:elle 117         0     Paddle.     Purchased  1803-04.     Sold  17  Aug..  1M05. 

leral  Bragg 7U0         2     Bam.    rai)tured  1801-02.    Western  Flotilla.    Sold 

1  Sei)teml)er,  1805. 
leral  BumsIJo 201         5     Paddle.     Purcha.sed  1804-05. 

l)ei)artnient,  1  June,  1808. 
leral  Grant 204         5     Paddle.     I'urcha.sed  1804-05. 

Department,  1805. 

leralLvon 1200         1     Paddle.     Purchased  1802-03. 

lerul  Pillow 500         2     Bam.     Captured  1801-OJ.    Western  Flotilla. 

li'J  Novend»er,  1bi'-~>. 
leral  Price 700  Ram.    Captured  l><ti  I -02.    Western  Flotilla. 

I'.O  Poiitcinlicr,  IsOo. 
leral  Sherman 187         5     Paddle     Purchased  1804-05. 

Department,  1  June,  18<!8. 

icralTavlor 150         1     Paddle.     Built  lS4.j,     Sold. 

leral  Thomas. 184         5     Paddle.     I'urchased    1804-05, 

Department,  1  June,  180.5. 

lessee 803         4     Screw.     Built  1801-02.     Sold  1807. 

anium £'J'3         3     Paddle.     Purchased  l><03-04.     S.. Id  10  Oct.,  1805. 

trude 350         8     Screw.    Purchased  1803-04.     Sold  30  Nov.,  l^^f.". 

tjsburg 513         2     Paddle.     Purchased  1803 — as  Margaret  and  Jessie. 

Sold  Ma V,  1879. 

diolus <)7         3     Screw.     Purchased  1804-05. 

nee 80  Scuw.      Purchased   1804-05. 

I, '-ague  Inland. 

ggow 252      .   0     Pa<ldle.     Purchased  1 8(t3-04. 

UCU3 1'2U       11     Screw.     Purchased  1803-04. 

de 2:52         0     Screw.     Purch.used  1801-0.5. 

de 137         G     Pad.lle.     Purchased  1802-03 

at  Cairo,  IHinoi«»,  Feliruary,  1'803, 
i-ernor  Buckingham..  880         0     Screw.     Purchased  lS(;3-0  J.     Sold  12  Jidy,  180.1. 

luipus 300        ..      J'addic.    Purchased  lst;3-04.  Oriu'inally  loii.  S>M. 

mdGulf 1200        11      Screw.     Purchased   1803-04.     Sold  80"Nov..  I'^O.I. 

uito  City 315         7     Paddle.     Purchased   1803-04.     Captured   6  May, 

1804. 

ipoShot 20  Screw.   Captured  1801.    Originally  Tiig  New  York. 

:at  Western Purchased   1801-02.     WcBtern  Flotilla,     Sold  23 

Noveml)er,  I8t'>5. 

)ssbeak 190         0     Paddle.     Purchased  1804-0.1.     Sold  17  Aug.,  1805. 

L-rriere 2200      20     Screw.     Built  1803-04.     Sold  1873. 
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Returned   »•• 


Sold 

Wnr 


Returned  to  War 


Sold  15  Sept,  1805. 
Navy   Yard   Tug, 

Sold  Jime,  1809. 
Sold  12  July,  1N05. 
Sold  15  Aug.,  180.5. 

Destroyed  by  lire 
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Sold  16  Aug.,  186! 

Sold, 
Sold  1  Nov.,  1865. 
Sold  25  Oct.,  1865. 

Sold  12  Sept.,  1865 
Sold  5  Sept.,  1868. 

Sold. 
Not  built. 
Captured  in  Archi 


Name.  Tons.     Guns.  Remarks. 

Dandelion Ill         2  Screw.     Purchased  1802-0)3. 

Darlington 300       ..  Paddle.     Purchased  1861-62. 

Dawn 391         3  Screw.     Purchased  1861-63. 

Daylight 682         4  Screw.     Purchased  1861-62. 

Delaware 357         3  Paddle,     Purchased  1 861-62, 

Delta Screw.     Purchased  1864-65. 

DeSoto 1600         9  Paddle.     Purchased  1861-63. 

Detroit 1380       12  Screw.     Purchased  1864-65. 

Diana Screw.     Purchased  1862-63. 

pelago  River,  1863. 

Dictator 1750         2  Iron-clad.     Built  1861-62-64.      Laid  up,  Leagu 

Island. 

Dispatch 558       ..  Screw.     Purchased  1855.     Sold. 

Dispatch 750        4  Screw.     Purchased  1873.     Special  service, 

Don 390         8  Screw.     Purchased  1864-65.     In  service. 

Donegal 1124       ..  Paddle,     Purchased  1864-65,     Sold  27  Sept.,  186? 

Dragon 118         1  Paddle.     Purchased  1861-62.     Sold  20  July,  186? 

Dunbarton 636         4  Paddle.     Purchased  1864-65.     Sold  1867. 

Dunderberg 5090       10  Iron-clad.     Built   1861-62.     Sold  by  contracto] 

1866,  to  French  Imperial  Government,  and  re 

named  the  Rochambeau. 

Eastport 700        8  Paddle.    Built  1861-62.    Grounded  and  destroyec 

26  April,  1864. 

E.B.Hall 193        4  Screw.    Purchased  1861-62.     Sold  20  June,  186f 

Edith 400         2  Screw.    Purchased  1847.    Lost  on  California  Coasi 

Elk 163         6  Paddle.     Purchased  1863-64.     Sold24  Aug.,186E 

Ella 230         2  Paddle.     Purchased  1861-62. 

Ellen... 341         4  Paddle.     Purchased  1861-62. 

Ellis...    3  Paddle.    Purchased  1861-63. 

Emerald 30       ..  Screw.    Purchased  1864-65. 

Yard,  Portsmouth,U874. 

Emma 350         8  Screw.    Purchased  1863-64. 

Emma  Henry 521         1  Paddle.     Purchased  1864-65. 

Wasp,  1865. 

Engineer 143        1  Paddle.    Purchased  1836.     Rebuilt  1855. 

Engineer 200       ..  Paddle.     Purchased  1855.     Sold. 

Enterprise 615       ..  Screw.     Built  1874.     Repairing,  Washington. 

Eolus 344         3  Paddle.     Purchased  1864-65.     Sold  1  Aug.,  186J 

Epervier 831       10  Screw.     Purchased  1864-65.     Not  built. 

Epsilon. Screw.    Purchased  1864-65.    Sold  13  July,  1865 

Essex 614       17  Iron-clad.     Purchased  1861-63.     Sold  29  No\ 

1865. 

Essex 615       , .  Screw.    Built  1874.    Repairing,  League  Island. 

Estrella Screw.     Purchased  1864-65.     Sold  1867. 

Etlah 483         3  Iron-clad.     Built  1863-64-65.     Sold  1876. 

Eureka Screw.     Purchased  1862-63.     Sold  15  Sept.,  1866 

Eutaw 974         8  Paddle.     Purchased  1861-62,     Sold  1867. 

Exchange 211        7  Paddle.    Purchased  1863-64.     Sold  17  Aug.,  1865 

Fahkee 699        3  Screw. 

Fairplay 800         4  Screw. 

Fairy 173        8  Paddle. 

Fawn 174        7  Paddle. 

Fern 3  Screw. 

Flag 963         9  Screw. 

Flambeau 900        3  Screw. 

Florida 1261         9  Paddle. 

Forest  Rose 203         6  Screw. 

Fort  Donelson 900        7  Paddle. 


Sold  15  Sept.,  186! 
Sold  2  Sept,,  186£ 
Sold. 
Ferry-boat  at  Nav 

Sold  1  Nov.,  1865. 
Name  changed  t 


Purchased  1863-64. 
Purchased  1862-63. 

Purchased  1864-65. 

Purchased  1863-64. 
Purchased  1862-63. 
Purchased  1861-62. 
Purchased  1861-63. 

Purchased  1861-63. 
Purchased  1862-63. 

Purchased  1864-65. 


Sold  10  Aug.,  1865 
Sold  17  Aug.,  1805 

Sold  17  Aug.,  1865 

Sold  17  Aug.,  1865 
Sold  17  Aug.,  1865 
Sold  13  July,  1865 
Sold  13  July,  1865 

Sold. 
Sold  17  Aug.,  1865 

Sold  25  Oct,  1865 


GENEVA  I,  XAVY  IlEGISTEU. 


fin 


Name.  Tom. 

rt  Ponclson {)()() 

•t  CJ;iiiu'3 80 

•tll.iin r.l!» 

-t  Ilimlman 'Jsii 

t  .Tiickson 1770 

•t  Morgan Vi\H 

:tuiie 300 

inklin Snso 

»l<c <il4 

Iton,  iBt 2000 

Iton,  2n(l 

ichia 1«0 

atift 1214 

eiia «J10 

iiaixc • 1S7 

lima 

X'llo 117 

icMil  Bragg 7U0 

leral  Burnsldo 201 

leral  Grant 204 

loral  Lvon 1200 

lerul  Pillow 500 

leral  Price 700 

leral  Shermaa 187 

loral  Tavlor ir.O 

iLiai  Thomas. 184 

lessee S03 

i'.nium 2'J'3 

tnide y"">0 

tjsburg 513 

tliolus 07 

nee 80 

gfjnw 252 

IU:U3 1-11 

lie 2:!.i 

Ju lo7 

rernnr  Buckingham..  8*^(1 

iiiipus ynO 

in. I  Gulf 1-JOO 

,uito  City C15 

ipoShnt 2(5 

;iit  Western 

issbcak 1 0() 

L'lriure 2200 
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dunt.  RemarlcM. 

5  I'a.l.lle.  Purcliused  l,SM-04, 

t  I'a.lillc.  PurrliaHcd  lN(U-«5, 

r.  I 'a.  I.  lie.  Piiriliasf<l  1H(;|-(J2. 

7  I 'a.  I.  lie.  Piircliase*!  lHri:{-04. 

..  I'ikMU'.  Piircliased  lH(i2-«3, 

5  Serew.  I'liicliaKed  18(14-05. 

2  Scnw, 


51 


::() 


11 

8 
0 
1 
0 


.   0 

11 

(') 

G 


11 


G 
20 


Sold  25  Oct.,  1ft05 
Sold  15  Aug.,  1805. 
Sol«i  15  Aug.,  1805. 
Sohl  17  Aug.,  1805. 
Sohl27Srpl..  1805. 
Sold  5  Sept.,  180.5. 


Special  borvice.  Gulf  n( 


Laid 


Returned  to  War 
Rcturnc«l  to  "War 
Sold  17  Aug.,  1805. 


Returned 


W»T 


IJiiilt  1803-04. 

JSI'txico.  1S74. 
Pricw.     Built  1851.     Rcrciving  Ship. 
Paddle.     IMir<lia.«ed  aa  A.  D.  Vance.  1804. 

up,  Wasliington. 
Paddi.-.     liuilt  1H14.     Blew  up,  1829. 
Puddle.     Built  ]s:t5.     Launched  1837. 
S<  lew  .     Purchased  1803-04.     Sold  15  Sept.,  1868. 

Screw,  Purchased  1803-04.  Sold  13  Oct.,  1865. 
Serrw.  Built  1872-79.  European  Sriuadron. 
Paddle.  Purchased  1801-05.  Sold  17  Aug..  1««05. 
Screw.  Purchased  1804-05.  Sold  25  Oct.,  ls(;5. 
Paddle.  Purchased  1803-04.  Sold  17  Aug.,  1805. 
]{ain.    Ca|>tured  18(51-02.    Western  Flotilla.    Sold 

1  Seiitember,  1805. 
Paddle.     Purcliased  1804-05. 

I)ei)artnuiit.  1  June.  1808. 
Paddle.     Purcha.«ed  1804-65. 

Departnieiir.  1805. 
Paddle.     Purchased  180S-63. 
Itani.     Ciptiired  18(;i-02.    Western  Flolrl la.    Sold 

i;'J  Novell! I ler,  I8tl5. 
Bam.    Captured  1  NO  I -02.    Western  Flotilla.    Sold 

;'.0  Pc]jteinl>er.  18(i5. 
Paddle.     Purc'.iascd  1801-05. 

DepartnuMit,  1  ,luiie,  1^08. 
Pad. lie.  Built  is.j.-,.  B.ild. 
Paddle.     I'urchased    1804-65. 

DcpartTircnt,  1  .liine,  1805. 
Screw.     Built  1801-02.     Sold  1807. 
Paddle.     Purchased  1803-(i4.     S..M  10  Oct.,  1805. 
Screw.     Purchased  l8f.3-04.     S.)ld  30  Nov..  180.5. 
Paddle.     Purchased  1803 — as  Margaret  und  Jessie. 

Sold  Ma V,  1879. 
Screw.     Purcliased  1804-05.     Sold  15  Sept.,  1805. 
Scriw.      Purcliased   1804-05.      Navy   Yard   Tug, 

I. . -ague  Ii:laiid. 
Paddle.     Purchased  18rt3-04.     SoMJiine,  1809. 
Screw.     Puichascl  1803-04.     S.>1.1  12  July,  ls05. 
Screw.     Purcha.'^e.l  1801-05.     S.>ld  15  Aug.,  180.V 
Pad.Ue.     Purchased  1802-03.     Destroyed  l»y  lire 

at  Cairo,  Illinoi!',  February,  1803. 
Scrow.     Purchased  180:5-01.     Sold  12  Julv,  ISO.T 
Pa.ldle.    Purchased  lsi;:5-(;  I.  Oritjinally  loii.  Sold. 
S.rew.     Punhase.l  1803-04.     Sold  BO'Nov.,  isr,5. 
Pa.ldle.     Purchased   1803-64.     Captured   6  May, 

1804. 
Screw.   Captured  ISOl.   Originally  Tug  Ncat  York. 
Puichase.l  1801-02.     Western  Flotillo.     Sold  2'J 

N.)vcmber,  1805. 
Pachllc.     Purchased  1801-0.5.     Sold  17  Aug.,  1863. 
Screw,     Built  1803-04,     Sold  1872. 


Returned  to   War 
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Name.  Tons. 

Harcourt 68 

Harriet  Luue 619 

Hartford 2000 

Harvest  Moou 54G 

Hassalo 2200 

Hastings 293 

Hatteras 1100 

Heliotrope 238 

Hendrick  Hudson 400 

Henry  Brinkcr 103 

Hetzel 301 

Hibiscus 40(> 

Hollvliock 300 

Hollyhock 300 

Home 713 

Honduras 376 

Honeysuckle 234 

Housatonic 1240 

Howquah , 397 

Hoyt 19 

Hunchback 517 

Huntress 138 

Huntsville 817 

Huron 541 

Huron 507 

Hyacinth 50 

Hydrangea ....  224 

Ibex 236 

Ida 104 

Idaho 2638 

Illinois 2200 

Ind  ianola 443 

I.  N.  Seymour 133 

Intrepid 330 

Ion 230 

loECO 974 

Iris 400 

Iris 483 

Iron  Age 828 

Iroquris 695 

Isaac  hmith 453 

Isonomia 593 

Itasca 507 

luka 940 

Ivy 50 

Jacob  Bell 229 

James  Adger 1151 

Jasamine 220 


Guns. 


RemarTcs. 


18 
3 


20 
2 
2- 


Screw.     Purchased  1864-65.     Sold  3  Oct.,  1867. 

Side-wheel.  Purchased  1861-62,  Captured  at 
Galveston,  Tejcas,  1  January,  1863. 

Screw.     Built  1858.     Repairing,  Boston. 

Paddle.  Purchased  1863-64.  Sunk  by  torpedo, 
1  March,  1865. 

Screw.     Purchased  1863-64.     Never  built. 

Paddle.     Purchased  1864-65.     Sold  17  Aug.,  1865. 

Side-wheel.  Purchased  1861-62.  Sunk  by  Ala- 
bama, 11  January,  1863. 

Paddle.    Purchased  1863-64. 

Screw.     Purchased  1862-63. 

Screw.     Purchased  1861-62. 


Sold  20  June,  1865. 
Sold  12  Sept.,  1865. 
Sold  20  July,  1865. 


■62.     Returned  to  Coast  Sur- 


Sold. 

Sold  5  Oct.,  1865. 

Sold  5  Oct.,  1865. 
Sold  5  Sept.,  1865. 

Sold  5  Sept.,.  1865. 
Sold  15  Aug.,  1865. 


Sold  10  Aug.,  1865. 
Sold  10  Aug.,  1865. 
Sold  13  July,  1865. 
Sold  17  Aug.,  1865. 
Sold  30  Nov.,  1865. 


Paddle.     B-uilt  1861- 

vey,  1865. 
Screw.     Purchased  1864-65. 
Paddle.    Purchased  1863-64. 
Paddle.    Purchased  1864-65. 
Screw.    Purchased  1863-64. 
Paddle.     Purchased  1863-64. 
Screw.     Purchased  1863-64. 
Screw.    Built  1861-63.    Sunk  off  Charleston  by 

torpedo,  17  February,  1864. 
Screw.    Purchased  1863-64. 
Screw.    Purchased  1864-65. 
Screw.    Purchased  1861-62. 
Paddle.     Purchased  1864-65. 
Screw.     Purchased  18(n-63. 
Screw.     Built  1874.     Wrecked  1879. 
Screw.     Built  1861-62.     Sold  14  June,  1869. 
Screw.     Purchased  1862-63.     Sold  17  Aug.,  1865. 
Screw.     Purchased  1863-64.     Sold  25  Oct,  1865. 

Paddle.     Purchased  1864-65.     Sold  17  Aug.,  1865. 
Screw.     Purchased  1863-64.     Sunk  by  torpedo,  23 

April,  181';."). 
Screw.     Built   1864-65.      Converted  into   sailing 

vessel  and  sold  in  East  Indies. 
Screw.     Built  1863-64. 

Iron-clad.    Built  1861-62.    Captured24  Feb.,  1863. 
Paddle.     Purchased  1861-63.     Sold  20  June,  1865. 
Screw.     Built  1874.     Torpedo  boat. 
Paddle.    Purchased  1863-64.    Re-named  Grampus.. 
Paddle.     Built  1861-62.     Sold. 
Paddle.     Built  1847.     Sold  1850. 
Screw.    Purchased  1863-64.      Originally  Shiloh. 

Sold  1874. 
Paddle.     Purchased  1861-62.     Destroyed  on  Coast 

of  North  Carolina,  11  January,  1864. 
Screw.     Built  1858.     Repairing  at  Mare  Island. 
Screw.  Purchased  1861-62.  Cai3tured20  Jan.,  1863. 
Paddle.     Purchased  1864-65.     Sold  12  July,  1865. 
Screw.     Built  1861-62.     Sold  30  November,  1865. 
Screw.     Purchased  1863-64.     Sold  1  Aug.,  1865. 
Screw.     Purchased  1862-63.     Sold  17  Aug.,  1865. 


S    Paddle.     Purchased  1861-63.     Lost  6  Nov.,  1865. 

9     Paddle.     Purchased  1861-63. 

2     Screw.     Purchased  1863-64.     Sold  1866. 
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S«)I»l  \r,  Sept.  isii.v 
Sold  .-»  Ort..  1M«;.'>. 
S<»l<l  21  Oct..  ISitM. 
W'oiitern  Fiotillu. 

Sold  17  AuR.,  18«.V 


Name.  Tonii.      Gurm.  Itemarka. 

•'^va 2490       21     Scnw.     0\\  tin-  Stncks.  N.w  York  Navy  Yard 

Jean  Sands laii        ..      Screw.     Built  isf.i   ((,',.     Yard  Tiif».  Norfolk 

.lolin  Hancock :{82        ..     Screw.     Hiiilt   In.-.o.     Sold. 

Jolin  L.  Lockwood l!SO         J     Paddle.     I'ureliased  iHtJi -ii2. 

.lohn  P.  Jackson 777         (5     Paddle.     PunliaHod  ls(iU(52. 

Jonquil 1)0         2     S(Tew.     Purchased  18li:{-(;4. 

Judge  Torreuce 000  Paildle.     Piurliased    lMt51-«2. 

Sold  17  Au<,'ust.  ISO.'i. 

Juliet 157         0     Screw.     Purcll;l^M•d  lH«;2-(i:j. 

•luniuta b28         H     Screw.    Huilt  lN(ii-(;-,>.    Uepuirinu',  L.-ni;u«7uiand! 

Juniper IIC         2     Screw.     Purchased  ISHJ-O.-J.     S)ld  l»  Nov..  INIW. 

Kalamazoo ..:]200  1      Iron-clad,     lluiit    \m:\-i\\.      Ueiiamcd    Colonsu*. 

On  stocks.  1N71. 

Kanawbu 51)7         4     Screw.     IJuiit  ls(;i_(;2.    Sold  1800. 

Kansas 41(»         :{     Screw.     liuilt  1n(;:i  04.    I.aitI  up.  Kittcrj'  Yard. 

Katahdin 507         4     Screw.     Built  I8t;i-t;2.     S»ld  3)  November,  IHO.V 

Katarina 112         2     Screw.     l*urchus(d  1M04-05.     S  »ld  25  Oct..  IHCLn. 

Not  known  at  Navy  Department. 

Kate 242  0     Paddle.     Purchas.  d 'l8(;4-f'i5.     Sold. 

Kearsarge G(»5         0     Screw.     Built  1S01-(I2.    North  Atlantic  S^juadron. 

Kennebec 507         4     Scnw.     Built  1*^01-02.     Sold  yi)  Novemiter,  lNtJ5. 

Kensington 1052         :J     Paddle.     Purchased  1801-62.     Sold  12  July,  ls«5 

Kentucky 800       1 1     Purchased  1  M(i2-(;:5.     Sold. 

Kenwood 2132         0     Paddle.     Purchased  1803-01.     Sold  17  Aug.,  1865. 

Keokuk 077       . .     Iron-clad.       Built  1802-03.      Sunk  in    biTttle  off 

Charleston.  S.  (;.,  7  April.  1S03. 

Kcosauqua 2200         8     Screw.     Built  1803-01.     Not  built. 

Kcwaydin 2490       21     Screw.       He-naiv.ed    Pennsylvania.       On    stocks, 

Boston. 

Keystone  State 1364         9     Paddle.     Purchased  1801-02.     Sold  15  Sept,  1808. 

Key  West 207         9     Paddle.     Purchased    180:5-04.     Burnt  to  prevent 

capture,  4  November,  1804. 
Kickapoo 540         4     Iron-clad.     Ikiilt  1801-02.     Re-named  Krwavdin. 

SoUl  in  1874. 

Kineo 507         4     Screw.     Built  1801-02.     Sold. 

King  Philip Paddle.     Purchased  1801-02.     Sold  15  Sept.,  1808. 

Kinsman Purchased  1802-03.     Snagged  and  sunk.  2;5  Feb 

ruarv,  1803. 

Klamath 483         3     Iron-ciad.     Built  1803-04.     Sold  1874. 

Koka 483        2     Ironclad.     Built  lS(l3-04.     Broken  up  1874. 

Kosciusco Ram.     Purchased  1801-02.     Sold. 

Laburnum 181         4     Screw.     Built  1804-65.     Sold. 

Lackawanna 1020       10     Screw.     Built  1801-02.     Pacific  S<iuadron. 

L.idy  Sterling 8     Paddle.     Built  1804-05.     Sold. 

Lafayette 1000        8     Ram.     Purchased  1801-02.     Sob  I  1800. 

liancaster 2120       22     Screw.     Built  1858.     Repairing.  Kittcni-  Yanl. 

Lancaster Ram.     Purchased   1801-02.     Sunk   by   Yicksburg 

Batteries. 

L.irkspur 125         2     Screw.     Purchased   180:^04.     Sobl  10  Aug.,  180.5. 

Laurel 60         1     Screw.     Purchased   1S02-C3.     Sold  17  .Vui;.,  ImW. 

Lavender 08       ..     Screw.     Purchased  1803-04.      Wrecked   12  June. 

1804. 

Lehigh 490         2     Inm-clad.    Built  1801-02.    Brandon,  James  River. 

Lenapee 904         8     Paddle.     Built  1801-02.     Sold. 

Leslie 100  2  Screw.  Built  1801-02.  Returned  to  War  Depart- 
ment, June.  ISO.'. 

Lexington 500         7     Iron-clad.      Purchased    1801-<12.     Sold    17   Aug., 

1805. 
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Name.  Tons.  Guns. 

Leyden 'MW 

Lilac 121)  2 

Lilian 080  'J 

Lily 'iO  1 

Linden 177  0 

Lioness 

Little  Ada 190  2 

Little  Rebel 

Lodona 800  7 

Louisiana 295  4 

Louisville 468  13 

Lupin 68 

Mackinaw 974  8 

Madawasca 2840  23 

Madge 218  2 

]\Iagnolia 843  3 

.Mahaska 832  6 

Maliopac 580  2 

Malvern 627  3 

Manayunk 550  2 

Mahattan 550  2 

jSIanitou 2000  15 

Mai-atanzii 786  6 

]\Iarblehead 507  4 

Maria 170  2 

Marietta 479  2 

Marietta 479  2 

Marigold 115  2 

Marion 910  8 

Marmora 207  8 

Martin 25 

Mary  Sanford 757  3 

Massachusetts 765 

Massachusetts 2107  40 

Massasoit 974  8 

Mattahessett 974  8 

Maumee 593  4 

Mayflower 306  2 

]^Iempliis 791  4 

Mendota 974  8 

Mercedita 776  7 

Mercury 187  2 

Meredosia 1380  12 

Merrimac 3200  40 

Merrimac,  4th 684  6 


Remarks. 

Screw.     Built  1864-05.     Yard-tug,  Portsmouth. 

Screw.     Purchased  1863-64.     Sold   12  July,  1865. 

Paddle.     Built  1804-65.     Sold  30  Nov.,  1865. 

Screw.  Purchased  1862-63.  Sunk  by  collision, 
3  May,  1863. 

Screw.  Purchased  1862-63.  Snagged  and  sunki 
22  February,  1864. 

Ram.     Purchased  1861-62.     Sold. 

Screw.     Purchased  1804-65.     Sold  13  Auij.,  1865. 

Ram.     Captured  1861-62.      Sold  29  Nov.,"l80o. 

Screw.     Purchased  1802-63.     Sold  20  June,  1865. 

Screw.  Purchased  1861-62.  Used  as  powder- 
boat  off  Fort  Fisher,  23  December,  1804. 

Iron-clad.     Purchased  1801-62.     Sold. 

Screw.     Purchased  1803-04.     Sold  28  Oct.,  1865. 

Paddle.     Built  1861-62.     Sold  1867. 

Screw.     Built  1865.     Re-named  Tennessee.     Flag 

ship  North  Atlantic  Squadron. 
Screw.    Purchased  1861-02.     Sunk  off  Frying-Pan 

Shoals,  11  October,  1803. 
Paddle.     Purchased  1861-02.     Sold  12  Jan.,  1865. 
Built  1861-62.     Sold. 

Built   lb61-02.     At   Brandon,  James 


Purchased  1863-64.     Sold  25  Oct.,  1868. 
Built  1861-62.     Now  Ajax,  1874. 
Built   1861-62.     At   Brandon,  James 


Paddle. 

Ironclad 
River. 

Paddle. 

Iron-clad 

Iron-clad 
River. 

Screw.     Built  1870.     Name  changed  to  Worcester, 
Laid  up.  Norfolk,  Va. 

Paddle.     Built  1861-62.     Sold. 

Screw.     Built  1861-62.     Sold. 

Screw.     Built  1863-64.     Sunk  by  collision,  186- 

Iron-clad.     Built  1861-62.     Sold  17  April,  1873. 

Iron-clad.     Built  1863-04. 

Screw.     Purchased  1803-04.     Sold  1866. 

Screw.     Built  1874.     South  Atlantic  Squadron. 

Stern-wheel.      Purchased  1862-63.     Sold  17  Au- 
gust, 1868. 

Screw.     Purchased  1864-65.     Sold  10  Aug.,  1865. 

Screw.     Purchased  1803-64.     Sold  10  Aulr.,  1808. 

Screw.     Built  1848.     Transferred  from   War   De- 
partment.    Re-named  Fai'ralones  and  sold  1866. 

Screw.    Building  1866.    Originally  Passaconaway. 
On  the  stocks,  Portsmouth,  N.  Y. 

Paddle.     Built  1801-02.     Sold  1807. 


Sold  1807. 
Sold  8  June.  1809. 
Practice-ship,  Cadet  En- 


Paddle.     Built  1801-02. 

Screw.     Built  1861-62. 

Screw.     Built  1863-64. 
gineers,  1874. 

Screw.     Purchased  1801-62.     Sold  8  Jone,  1869. 

Paddle.     Built  1861-62.     Sold  18(i7. 

Screw.     Purchased  1861-62.     Sold  28  Oct.,  1865. 

Paddle.     Purchased  1861-62.     Sold  1873. 

Screw.     Not  built. 

Screw.    Built  1855.     Captured  at  Norfolk  by  the 
Rebels. 

Paddle.     Purchased  1863-64.     Foundered  Febru- 
ary, 1865. 
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Name.  Tons. 

Metacomet U74 

Meteor 221 

Miami TM) 

MiiintoiiODioli 1225 

\\  icliigiu) 450 

.»li;;ni)nnette 50 

^Milwaukee 'J70 

Milwaiike.' 1)70 

Miiiiiu    <J7l 

Miiiiusotu.    15200 

Mimietonkti 2490 

Mississipi)i 

Missouri 1700 

Mist 283 

Mistletoe 50 

Moccasin 192 

Modoc 483 

Mohawk 464 

Mohican 910 

Mohongo 1034 

Monudnock 1091 

Monarch 

Mondamin 2348 

Monitor 770 

M Diiocacy 747- 

Monongahela 9G0 

Montauk 496 

Montauk 844 

Monterey 52 

Montgomery 787 

Monticcllo 055 

Moodna 077 

Moose IbO 

Morse 533 

Moshnlu 2000 

Mound  City 512 

Mount  Vernon 025 

Mount  Washington 

Muscoota 1030 

Myrtle 50 

Mystic 404 

Mystic 541 

Nahant 490 

Naiad 185 

Nansemond 340 

Nantasket 523 

Nantucket 490 

Napa 614 


GMnt.  liema^k* 

8     Paddh'.  Huill  1801-02. 

«     I'addle.  I'urcliaHcd  1803-04.     r-.M.i  .,  net.,  1803. 

7     Paddle.  Huilt  180102.     Sold  10  A Utf.,  180.5. 


s 
40 
21 


10 
7 

3 
1 
5 
8 
10 
4 


13 


11 


15 

13 

3 

10 


Huilt    lH(il-02.     HehuildinK.   1^71.  at 


Iron-clad. 

Cliclseu. 

Paddle.     Built  1844.     On  Luke  Eric. 
Screw.     Purcha.sed  1802-03.     Sold  17  April.  1873. 
Iron-clad.     Jiuilt  1801-02.     Sunk  l>v  torpedo,  28 

Marcli,  1805. 

Iron-clad,     liuilt   1804-05.     Sunk  In   t.irpodo,  28 

March,  1805. 
Pa<ldl.'.     Huilt  lS(U-({2.     Sold  1807. 
Screw.     Huilt  1855.     Training  Shi|». 

He-named  California. 


Sold 
Destroyed  at  Port  Hudson 


Screw.     Huilt  1M70. 

Mav.  1875. 
l*add"le.     Huilt  1841 

14  March,  1n(;3. 
Paddle.     Huilt  1841.     Hurned  at  Oibraltar,  1848 
Paddle.     Purchased  1804-05.     S.ild. 
Screw.     Purchased  1802-03.     Sold  29  N(»v.,  1805. 
Screw.     Purchased   1804-05.     Sold  5  Oct.,  1805. 
Iron-clad.     Ihiilt  18(55.     Hroken  up,  1875. 
Screw.     Purchased  1858.     Sold  isiM. 
Screw.     Huilt  1858.     Rebuilding  at  Marc  I.%land. 
Pad<lle.     liuilt  1803-04.     Sold  Novendjcr,  1870. 
Iron-clad.     Huilt  1861-02.     Laid  up.  Mare  Island. 

Het)uilding. 
Ham.     Purchased  1801-02.     Sohl. 
Screw.     Purchased  1804-05.     Not  built. 
Iron-clad.     Huilt  18(il-02.     Original  type  of  tur- 

reted  vessels.     Foundered  off  Cape  llatteras,  21 

December,  1802. 
Paddle.     Built  1804-05.     Asiatic  Station. 
Screw.     Built  1801-02.     Laid  up.  Mare  Island.  Cal. 
Iron-clad.     Huilt    1861-62.      Navy    Yard,    Wash- 
ington. 
Iron  clad.      Huilt    1804-0.':'.      Repairing   at    New 

Y'ork,  1874. 
Screw.  Purchased  1803-04.  Yard-tug.  Mure  Island. 
Screw.     Purdiased  1801-02.     Sold  10  Aug..  18«W. 
Screw.     Purchased  1801-02.     Sold  1  Nov.,  1805. 
Iron-clad.     Huilt  1801-02.     Sold. 
Paddle.     Purchased  1H0;MU.    Sold  17  Aug..  180.5. 
Paddle.     Purchased  1801-02.     Sold  20  Jtdy.  180.5. 
Screw.   Built  1807.   Re-named  Severn.    Sold  1877. 
Iron-clad.     Built  1801-02. 

Screw.     Purchased  1801-02.     Sold  12  Julv,  1865. 
Paddle.     Purchased  1801-02.     Sold  21  June.  1808. 
Paddle.     Built  1H(i:}-r.4.     Sold  8  May,  1.S09. 
Screw.     Built  is(;'j-r.3.     Sold  17  August,  1805. 
Screw.     Purchased  1858.     Sold. 
Screw.     Purchased  1803-64.     Sold  20  June,  1868. 

Iron-clad.     Built  1801-62.     At  League  Island. 
Paddle.     Purchased  1804-65.     Sold  17  Aug.,  I8rt8. 
Paddle.     Purcha.sed  18«;3-04.     Sold  13  Sept,  18M. 
Screw.     Built  1807.     Br  )ken  up. 
Iron-clad.     Huilt  I'^^'.l-Oi.    At  Annapolis. 
Iron-clad.     Built  1803-04.     Broken  up. 
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Name.  Tons. 

Narcissus 101 

Narragansett 910 

Naubec 483 

Naunikeag 250 

Nausett 483 

Neosho r)23 

Neptune 1243 

Nereiis 1244 

Nesluiminy 32C0 

Nettle 50 

Nevada 201J) 

Newbern 948 

New  Era 157 

New  Ironsides 3486 

New  London 221 

New  National 379 

Niagara 4580 

Nina 306 

Niphon 475 

Nipsic 615 

Nita 210 

Norwich 431 

Nyack 410 

Nyanza 203 

Nymph 171 

Octorara 829 

Oleander 263 

Oleander 206 

Omaha 1122. 

O.  M.  Pettit 165 

Oneida 1023 

Oneota 1034 

Onondaga 1250 

Ontario 2490 

Oriole. 137 

Osceola 974 

Osage 523 

Osage... 523 

Ossipee 828 

Otsego 974 

Ottawa 507 

Ouachita 720 

Owasco 507 

Ozark 578 

Ozark 578 

Palos 306 

Pampanoosuc 2869 


Guns. 


Hem  arks. 


2     Screw.     Purchased  1863-64.    SunK  by  torpedo,  8 
December,  1864. 

5  Screw.     Built  1858.     Laid  up  at  Mare  Island. 

1  Iron-clad.    Built  1863-64.    Re-named  Minnetonka. 

]5roken  up,  1874. 

6  Paddle.     Purchased  1863-64.     Sold  17  Aug.,  1865. 

2  Iron-clad.     Built  1863-64.     Broken  up,  1874. 
2     Iron-clad.     Built  1861-62. 

Screw.     Purchased  1863-64.     Sold  12  July,  1868. 
Screw.     Purchased  1863-64.     Sold. 
Screw.     Built  1863-64.     Not  built. 
Screw.     Purchased  1862-63.     Sold. 
Screw.     Built  1870.     Sold  June,  1874. 
Screw.     Purchased  1863-64.     Sold. 
Purchased  1862-63.     Sold  17  August,  1865. 
Iron-clad.      Built    1861-62.     Burned    at   League 

Island. 
Screw.     Purchased  1861-62.     Sold  8  Sept.,  1865. 
Paddle.    Purchased  1863-64."  Returned  to  owners, 

1865. 
Screw 
Screw, 


11 
11 
10 

23 
6 
6 

18 


12 


6 

2 

12 
2 
9 

2 

4 

21 


4 
14 

4 
2 

7 


21 


Sold  17  April,  1865. 

European  Squadron. 

Sold  25  May,  1868. 

Sold  10  Auff.,  1865. 


Built  1855.     In  ordinary,  Boston. 

Purchased  1863  64.    Torpedo-boat,  New- 
port, R.  I 
Screw.     Purchased  1863-64. 
Screw.    Built  1863.  Rebuilt. 
Paddle.     Purchased  1863-64. 
Screw.     Purchased  1861-62. 
Screw.     Built  1862-63.     Laid  up,  Mare  Island. 
Paddle.     Purchased  1863-64.     Sold  15  Aug.,  1865. 
Paddle.     Purchased  1864-65.     Sold  17  Aug.,  1865. 

Paddle.     Built  1861-62.     Sold  1866. 
Paddle.     Purchased  1864-65.     Sold  5  Sept.,  1868. 
Screw.     Purchased  1862-63.     Sold  5  Sept.,  1865. 
Screw.     Purchased  1868.    Ordinary,  Kittery  Yard. 
Paddle.     Purchased  1861-62      Sold  2  Sept.,  1865. 
Screw.     Built  1861-62.     Run  down  and  sunk  in 

Yeddo  Bay,  24  January,  1870. 
Iron-clad.     Built  1862-63. 
Iron-cbid.     Built  1861-62.     Sold. 
Screw.      Re-named  New  York.      On  the  stocks, 

New  York. 
Paddle.     Purchased  1864-65.     Sold  17  Aug.,  1865. 
Paddle.     Built  1862-63.     Sold  1867. 
Iron-clad.     Built  1861-62.     Sunk   l)y  torpedo,  29 

March,  1865.    Subsequently  raised  and  sold,  1867. 
Iron-clad.     Built  1863-64.     Sunk  by  torpedo,  29 

March,  1865. 


Screw.     Built  1861-62. 
Paddle.     Built  1861-2. 

cember,  18G4. 
Screw.     Built  1861-62. 
Paddle.    Built  1868-64, 
Screw.     Built  1861-62. 
Iron-clad.     Built  1861- 


Laid  up,  Boston. 
Sunk  by  torpedo,  9  De- 
Sold  25  October,  1865. 

.    Sold  25  September,  1865. 
Sold  28  October,  1868. 

62.     Sold  29  Nov.,  1865. 


Iron-clad.     Built  1864-65. 

Screw.     Built  1866.     Asiatic  Squadron. 
Screw.     Built  1863-64.      R^'-named   Connecticut, 
On  the  stocks. 
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lit  iititrka. 


Hailin)^  vc»- 


Nnme.  Tonn.     Gunn. 

^^■^^n^Au. 507         4     Scrtw.     niiilt   l»(H-(i2.     Sold  510  November,  1865. 

Puiisy •'in  Scn'W.     I'iin;li:iHf(l   lf(l2  (i;j.     .S«iltl, 

Passuconiiwuy :{'-MHi         I     Ironclad,     liiiilt  1M(;;{-(;.|.     Re-immo«I  Maawichu- 

setts.     On  t lie  Blocks,  lb74. 
Passaic 1'.".         -J     Ironclad.     Huilt  l«Gl-«2.     Receiving  Rhip,  Wa«b- 

iiii^ton,  D.  C. 
Patiipscn 841         2     Iron-clad.     Uiiilt  1801-C2.     Sunk  by  torjKjdo,  16 

.lanuury,  1865. 

Patroon 18:5         r*     Screw.     Purchased  lH(;i-(J2.     Sold. 

l*aul.li>nes mw         0     Paddle,     Uuilt  l,M(ll-«2.     Sold  18(;7. 

I'anl  .lones,  .Ir '-W  1      Steam  Lttuucli.     Huilt  1808-04.     Sold    17  AugiMt, 

1  ><»•..-.. 
Pawnee 872  1     Screw.     Huill   I85M.     Converted   into 

sel.     Store-8lii|),  Port  Royal. 

Pawpaw 175  M     Paddle.     Hiiilt  l8t!:j-04. 

I'awtii.xet SJ74  8     Paddle.     Ruilt  180-2-(i:J.     S(»ld  1807. 

I'eaeock i:5SU       12     Screw.     Built  1804-05.     Not  built. 

I'eiiiMna 507         4     Screw.     Huilt  l80!-0'i.     Sold  :J()  No vendier,  1868. 

Penguin 38J)         f.     Screw.     Purcliu.sed  18(M-02.     Sold  IN  Sept.,  1865. 

Penobscot 507         4     Screw.     IJuilt  lS(il-02.     Sold  I'.J  October,  1800. 

Pensacohi liOOO       23     Screw.     Huilt  1858.     Flaj^-sliij).  Pacilic  Squadron. 

Peony 180         2     Screw.     Purchased  1804-05.     Sold. 

Peoria 974         8     Puddle.     IJuilt  1802-63.     Sold. 

I'eosta 283       14     Paddle.     Built  1803-04.     Sold  17  August,  1805. 

IVquot 503         4     Screw.     Built  1801-02.     Sold  1800. 

I'eri 150         8     Paddle.     Purchased  1804-05.     Sold  17  Aug.,  18C8. 

Periwinkle 387         2     Screw.     Purchased  1804-05.     Sold. 

Peterhotr Screw.     Purchased    1802-03.     Sunk    by   collision 

off  North  Carolina,  0  Marcli,  1M04. 
Petrel,  2nd 220         0     Screw.     Purchased  1802-03.     Captured  22  April, 

1804. 

Petrita 200         1     Puddle.    Captured  1847.    Sunk  off  Alvarado,  1849. 

Philadelphia 500         2     Puddle.     Purchased  1801-02.     Sunk  by  t<irpedo. 

Philippi 311         2     Puddle.     Purchased    1803-04. 

bile  Bay,  5  August,  1804. 
Phlo.x 317         2     Patldle.    "purchased"l804-05. 

Annapolis. 

Pilgrim 108         2     Screw.     lUiilt  1863-64.     Yard  tug,  I.*aguc  Island. 

I'iiik 184  1      Screw.      Purchased    1803-04.      Lost  on    Duuphin 

I.-<lwnd,  September,  1805. 

I'inta 300         2     Screw.     Built  1803-04.     Nuvy  Yanl,  Norfolk. 

I'iscataqua 2100       21      Screw.     Built  1804-05.     Re-named  Delaware.     In 

onlinary. 

Pittsburg 512       13     Iron-clad.     Built  1861-62.     Sold  29  Nov.,  1865. 

IManter 300         2     Paddle.     Ca|)tured  1861-62.     Sold. 

I'lymoutli 1122       12     Screw.     Purchased  1858.     Laid  up,  Kittery  Yard. 

Pocaliontas 094         5     Screw.     Purchased  1858.     Sold. 

Poinsett 250         2     Paddle.     Built  1840.     Transferred  from  War  De- 
partment, and  Sold  1845. 

I'ontiuc 074         8     Paddle.     Built  lM(il-02.     Sold  1807. 

Pontoosuc 071  8     Puddle.     Built  1801-02.     Sold  1800. 

i'oppy O:'.         3     Screw.     Purchased  1803-04.     Sold. 

Port  Fire 85         1     Screw.     Purchased  1803-64. 

mouth,  N.  II. 

Port  Royal 805         8     Pu<ldle.     Purchased  1861-03. 

Potomsku 287         5     Bcrew.     Purchused  1801-02. 

Powhatan 2182       17 

Prairie  Bird 171  0 

Prestcm 128 


Destroyed  in  Mo- 
At  Naval  Academy, 


Broken  up  at  Ports- 
Sold  1800. 
Sokl  10  Aug..  18C5. 
Built   1N50.     North  Atlantic  Sjiiaiiron. 
Sold  17  Aug.,  1866. 
Sold  30  Nov..  18C5. 


Paddl 

Screw.     Purcha.'^ed  1802-03 

Screw.     Purchused  l!SO4-05. 
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Name.  Tunx. 

I'liiiirose 94 

Princess  Royal 828 

Princeton,  1st 672 

Princeton,  2nd 

Proteus 1254 

Pulaski 395 

Puritan 1870 

Pushmataha 2000 

Quaker  City 1600 

(Jueen 630 

(iueenCity 212 

(iueen  of  the  West 

Quinnebaug 910 

Quinsigamond 2127 

Ranger 541 

Rattler 165 

Red  Rover 

Reindeer 212 

Reliance 90 

Republic 90 

Resaca 900 

Rescue Ill 

Resolute. ...    90 

Rhode  Island 1517 

Richmond 2000 

Rio  Bravo 325 

Roanoke 3400 

Rocket 127 

Rodolph 217 

Koraeo 1 75 

Rose 62 

R.  R.  Cuyler 1202 

Sachem 197 

Saco 410 

Sacramento 13G7 

Sagamore 507 

Saginaw 453 

Sampson GOO 

Sandusky 479 

Sangamon 496 


Guns.  RemarJcs. 

Purchased  1862-03.  Sold  17  March,  187r 
Purchased  1863-64,  Sold  12  Sept.,  1865- 
Built  1843.  First  screw  vessel  of  war  ever- 
Broken  up. 
Built  1851.  Sold  9  October,  1866t 
Purchased  1863-64.  Sold  12  July,  1865. 
Purchased  1858.     Sold  at  Montevideo, 


10 

11 

1 


16 


1 
6 
1 

1 

10 
1 

1 

7 
14 


40 


Screw. 
Screw. 
Screw. 

built, 
Screw. 
Screw. 
Paddle 

1863. 
Iron-clad.     Built  1861-62. 

ing  at  Chester. 
Screw.     Built  1867.     Re-named  Congress, 

nary,  Kittery  Yard. 


Broken  up.     Rebuild- 


Ordi- 


Paddle.    Purchased  1861-62.    Sold  20  June,  1865. 

Screw.     Purchased  1863-64.     Sold  13  Oct.,  1868. 

Paddle  Purchased  1863-64.  Captured  24  June,. 
1864. 

Ram.  Purchased  1861-62.  Grounded  and  cap- 
tured, 14  February,  1863. 

Screw.     Built  1864-65      European  Squadron. 

Iron-clad.  Built  1863-64.  Re-named  Oregon. 
On  the  stocks,  1874. 


Screw.     Built  1874.     Pacific. 

Paddle.     Purchased  1862-63. 

doned,  30  December,  1864. 

Paddle.     Purchased  1862-63. 

Purchased  1863-64. 

Purchased  1861-62. 


Paddle. 

Screw. 
1863. 
Screw. 
Screw. 
Screw. 


Wrecked  and  aban- 

Sold29ISrov.,  1865. 
Sold  17  Aug.,  1875. 
Captured  23  Aug., 


Sold  23  June,  1868. 
Sold  1867. 


Purchased  1864-65.     Sold  1  Aug.,  1865. 
Built  1864-65.     Sold  187-. 
Purchased  1861-62.     Fire-tug,  Washing- 
ton Navy  Yard,  1872. 

Screw.     Purchased  1861-62. 

Paddle.     Purchased  1861-62. 

Screw.     Built  1858.     Flag-ship,  Asiatic  Squadron. 

Paddle.     Purchased    1875.     Turned  over  to  War 
Department,  June,  1879. 

Screw.     Built  1855.     Converted  into  a  three  tur- 
reted  monitor.     Laid  wp  at  New  York. 

Screw.   Purchased  1863-64.    Yard-tug,  New  York. 

Paddle.     Purchased  1863-64.     Sunk  by  torpedo, 
1  April,  1865. 

Paddle.     Purchased  1862-63.     Sold  17  Aug.,  1865. 

Screw.     Purchased.     Yard-tug,  Pensacola. 

Screw.     Purchased  1861-62.     Sold  15  Aug.,  1865. 

Screw.     Purchased  1861-62.     Sold. 

Screw.     Built  1865.     Laid  up.  Mare  Island. 

Screw.     Built  1861-62.     Wrecked  in  East  Indies,, 
19  June.  1867. 

Screw.     Built  1861-62.     Sold  1866. 

Paddle.     Built  1858.     Wrecked  in  Pacific,  29  Oc- 
tober, 1870. 

Paddle.     Purchased  1861-62.     Sold  17  Aug.,  1865. 

Iron-clad.     Built  1861-62.     Sold  17  April,  1873. 

Screw.      Built   1861-62.      Re-named   Jason.      At. 
Philadelphia. 
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^Vamc.                      Tons. 
Sun  Jucinto 

Siintiago  du  C»l)a IHOT 

^'u^ulllc 12:58 

Sassacus 1)74 

Satelettc U2l) 

Suugus 550 

Scorpion,  2ncl UIJ!) 

Scotiii 507 

Scourge,  3rd 2:50 

Sea  Gull 150 

Scbago «;V3 

Srlnui 5*J0 

•^eIninolc 801 

Seneca 507 

serapis 1  :W0 

Sliukumaxon 3200 

^hamokon 1030 

shamrock 'J74 

>lia\vniut 410 

Sliawmut 593 

Miiwnee 483 

^haw-heen 180 

>benaudoah 929 

jhiloh G14 

ihokokon 700 

iignal 190 

silver  Cloud 190 

Silver  Lake 212 

>iren 232 

>nowdrop 125 

Snowdrop 1 25 

Somerset 521 

>t)n<)ma 955 

iorrel OS 

louthBeld 751 

South  Carolina 1C5 

tovereign 440 

ipeedwell 300 

Ipirea 4()<i 

ipitlire,  4th 22H 

ipringtield MO 

ipuy ten  Duy vil I  1  '> 

Iquando i;i  1 

lUindish 300 

itars  and  Stripes 407 


Rtmarka. 
I^)«t  in  West  Indies.  1  Junu 


Guns. 

0     Screw.     Ruilt  1848. 
ary,  1805. 

10  Pail.fle.     PurchaHcd  1801-02.    Sold  21  Sept,  1805. 

11  l»a.l(lie.     Huilt  1848.     Sunk  June,  1M75. 
8     I'addle.     Huilt  1M01-C2.    S<.ld. 

2  I'addle.  Purchased  1801-02.  Captured  23  Au- 
gust, 1803. 

2  Iron-cliid.   Purchased  1802-03.    Laid  up  at  Wash 

ingfon. 

3  Paddle.     Purchased  1840.     S«ild  184H. 

4  Screw.    Riiilt  1801-02.    Sunk  l»y  torpedo,  14  April, 

1805.      Raised  and  hold  25  ()«-tol>«!r,  1805. 

3  Screw.      Purchased.     Sold  184N. 

:'.     I'addle.     Purchased   1M22.     Sold  1840. 
0     Paddlf.      Built   l.S(il-02.     Sold. 

4  Paddle.     Purchased  1S04-05.     Sold  18  Aug..  1805. 

3  Screw.     Ruilt  ls58.     Sold  20  Julv,  lS7u. 

4  Screw.     Huilt  1801 -02.     Sold. 

12  Screw.     Not  built. 

4  Screw.  Huilt  lS(;3-04.  Renamed  Nebraska,  and 
broken  uj)  at  Philadelphia  Navy  Yard.  On  tho 
stocks,  1874. 

10  Pa. Idle.     Huilt  1803-04.     Sold  21  October.  1809. 
8     Paddle.     Huilt  1801-62.     Sold. 

3     Screv/.     Huilt  1803.     Laid  up.  Norfolk. 

3  Screw.     Huilt  1804-05.      North   Atlantic  S«iuad- 

ron,  1874. 
2     Ironclad.     Built  1803-64.     Broken  up,  1875. 
2     Paddk'.     Purchased   1801-02.     Sold. 

11  Screw.     Huilt  1801-02.    Flag-ship,  South  Atlantic 

Scjuadron. 
2     Iron-clad.     Purchased  1803-04.      Rc-nanad   Iris. 

At  New  Orlean.%  1874. 
0     Paddle.     Purchased  1803-04.     Sold  25  Oct..  1805. 
0     Stern-wheel.      Purchased    1802-03.      Captured   5 

May,  18f,4. 
6     Paddle.     Purchased  180;}-04.     Sold  17  .Vug..  1805. 
0     Stern-wheel.     Purchased  1802-03.     Sold  17  Aug., 

1805. 
8     Padille.     Purchased  1864-65. 
2     Screw.     Purchased  180:j-04. 

2  Screw.     Purchased  1804-05. 
0     Paddle.     Purchased  18r)l-02. 
0     Paddle.     Purcha.sed  1801-02. 

Huilt  1803-04.     Laid  up  at  League  Island. 

4  Paddle.    Purchased  1801-02.    Sunk  by  Rebel  ram, 

19  April,  1804. 
0     Screw.     Purchased  1801-02.     Sold   l.'^OO. 

Purchased  1802-03.    Sold  29  Nov.,  1805. 
Built  l80;}-04.     Laid  up  at  Washington. 
0     Screw.     Purchased  1804-05.     Sold  fi  Oct.,  1800. 

3  Paddle.     Purchased  1840.     Sold  1848. 
0     Paddle.     Purchased  1802-63.     Solil  17  Aug.,  1865. 

Purchasetl    1804  05.      Broken    up.    New 


Sold  17  Aug.,  1865. 
Y'ard-tug,  Norfolk. 

Sold. 
Sold  1807. 


Paddle. 

Screw. 

Screw. 

Paddle. 

Paddle. 

Screw. 

York. 
Ironclad.      Huilt    lS0:)-64. 

and  broken  up,  1874. 
Screw.     Huilt  l>>03-04.     League  Island. 
Screw.     Purchased  1801  -02.     Sold  10  Aug.,  1865. 
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Name.  Tons.  Ouns. 

State  of  Georgia 1204  9 

St.  Clair 203  4 

St.  Clair 203         8 

Stepping  Stones 226         1 

Stettin 

Stevens'  War  Steamer. .  .4683        6 


Itemarls. 


Stockdale 181  6 

Sumter 464  5 

SinntPi- 

Simcock 483  2 

Siiiillower 294  2 

Susquehanna 2213  23 

Suwanee 1030  10 

Swatara 910  8 

Sweetbrier 240  3 

Switzerland 500 

Tacony 974  8 

Taghkanic 1380  12 

Tahgayuta 2200  8 

Tahoma 507  4 

Tallahatcliie 171  6 

Tallahoraa 974  8 

Tallapoosa 650 

Tawah 108  8 

Teazer 90  2 

Tecumseh 1034  2 

Tempest 161 

Tennessee 1275  2 

Tennessee 1273  6 

Tensas 150  2 

Theta 

Thistle 50 

Thomas  Freeborn 269  2 

Thunder 

Ticonderoga 1019  11 

Tioga 819  6 

Tioga 819  8 

Tippecanoe 1034  2 

Tippecanoe 1034  2 

Tonawanda 874  4 

Tonawanda 1564  4 

Trefoil 370  2 

Trenton 2300  11 

Triana 350  2 

Triana 306  2 


Paddle.     Purchased  1861-62.     Sold  35  Oct.,  1865- 

Stern-wheel.  Purchased  1862-63.  Sold  17  Aug., 
1SG5. 

Paddle.     Purchased  1864-65.     Sold  17  Au',^,  1865. 

Paddle.     Purchased  1861-63.     Sold  13  Julv,  1865. 

Screw.     Purchased  1861-63.     Sold  23  June,  1865. 

Screw.  Built  1848.  Commenced  1843.  First 
placed  on  the  Navy  list,  ly.j.s.  Relinquished  to 
Mr.  Stevens,  1864.  By  him  presented  to  the 
State  of  New  Jersey.  On  the  stocks  at  Hobo- 
ken,  1874. 

Paddle.     Purchased  1863-64.     Sold  34  Aug.,  1S65. 

Screw.     Purchased  1858.     Sold. 

Paddle.     Sunk  by  collision,  24  June,  1863. 

Iron-clad.     Built  1863-64.     Broken  up,  1875. 

Screw\     Purchased  1863-64.     Sold  10  Aug.,  1865. 

Paddle.     Built  1848.     In  ordinarv.  New  York. 

Paddle.     Built  18()3-64.     Wrecked. 

Screw.     Built  1864-65.     Asiatic  Squadron. 

Screw.     Purchased  1863-64      Sold  35  Oct.,  1865. 

Ram.  Purchased  1861-63.  Sunk  by  Pittsburg 
batteries,  25  March,  1863. 


Not  built. 
Sold  1867. 


Screw.     Built  1861-62.     Sold. 

Screw.     Not  built. 

Screw.     Built  1863-64. 

Scre\^^     Built  1861-62. 

Paddle.     Not  built.       . 

Paddle.     Built  1862-63.     Sold. 

Paddle.     Built  1863.     Dispatch  vessel. 

Paddle.     Purchased  1863-64.     Burned  to  prevent 

capture,  11  November,  1864. 
Screw.     Captured  1861-62.     Sold  23  June,  1868. 
Iron-clad.      Built   1861-62.     Sunk  by  torpedo,  5 

August,  1864. 
Paddle.     Built  1864-65.     Sold  37  Nov.,  1865. 
Paddle.     Captured  1861-63.     Sold  1867. 
Iron-clad.     Built  1864-65.     Sold  37  Nov.,  1867. 
Paddle.    Purchased  1863-64.     Sold  17  Aug.,  1865. 
Tender.     Built  1864-65.     Sold. 
Screw.     Purchased  1863-63.     Sold  17  Aug.,  1865. 
Paddle.     Purchased  1861-63.     Sold  30  July,  1865. 
Tender.     Built  1864-65.     Sold  8  August,  1865. 
Screw.     Built  1861-63.     Special  service. 
Paddle.     Built  1861-62.     Sold  1867. 
Paddle.     Built  1863-64.     Sold.   . 
Iron-clad.     Built  1861-62. 

At  League  Island. 
Iron-clad.    Built  1864-65. 

At  League  Island. 
Iron-clad.     Bull   1861-62. 

Rebuilding,  1874. 
Iron-clad.     Built  1864-65. 

Repairing  at  Wilmington,  1874 
Screw.     Built  1864-65.    Sold. 
Screws   Built  1876.   Flag-ship  European  Squadron. 
Screw.     Built   1863-64.     Yard-tug,  Washington. 

D.  C,  1874. 
Screw\      Built  1864-65.      Yard-tug,  Washington, 

1).  C. 


Re-named  Wyandotte. 
Re-named  Wyandotte. 
Re-named  Amphitrite. 
Re-named  Amphitrite. 
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Name.  Tonn. 

Fristam  Shandy Ill 

Pritoiiia 202 

rritoiiia 202 

lulip \K\ 

Pinixis (514 

rusciirora 72G 

riisciiinliia r)05 

fyler COO 

LJndorwritcr :J41 

Jmpqua 483 

Jnadilla ilOT 

Jncfts li»2 

Jnion U5(» 

Jnion,  2nd 1114 

Unit nC) 

/alley  City I'JO 

/andalia 981 

/anderbilt 4000 

/■erbena 104 

.''icksburg HW 

/'ictoria 2/54 

/^ictory 100 

/■indicator 750 

/iolet 146 

/iffjinla,  2nd 581 

/ixen 

Volunteer 

.Vabash ^200 

.Viicliusett our) 

iVampanoag 21'}5 

iVanisuttii 270 

iVaiido 045 

Vanoloset 2200 

Yasp   521 

iVassuc 483 

rVataiiga 2200 

.Vatch <i5 

iVaterce '-'T  I 


Vater  Witch 

..   255 

Vatcr  "Witch, 

2nd. .  . 

Vatcr  Witch, 

8rd 

Vatt-r  Witch, 

4th.... 

. .   22Si 

kVaxsaw 

..  4N:t 

(tHiiit.  lUntiirks 

:\     Paddlt.    111^111804-05.    Nuino  chunked  to  lioxer, 
12  .liinr.  1805. 

1  riitl<Ilc.     I'lirchasod  I80a-04.     Sold  1800. 

2  I'addlw.      Built  1  NO  |.«;5.     Sold. 

5     Si  lew.     Piirchawd   l80:i-04.      Hhw  up  and  sunk, 

I  1  Novenibtfr.  1804. 
2     In. II  .lad.       Huilt     lH0:»-«4.       I{j--rmra«!d     OIacko- 

iSroken  iij),  1M74. 
0     Scri'W.     Built  ImOI-02.     Lai<l  up.  Man-   It*laiul. 
M     Inm-clad.     Built  lsoi-02.     SoM  211  .\..\..  isos. 
9     I'liddlc.      Purchased  1801-G2.     Sdd  1  Sc'pL.  186«. 

4     Pu<ldlo.     Purcha.se<l    1S01--G2.     Cupturod   1    Feb 

ruary,  1801. 
2     Iron-cfad.     Built  1803-04.     Sold  at  New  Orirana, 

1874. 
4     Screw.     Buiit  1801-02.     Sold  il  Nov.,  18C0. 
:{     Screw.     Purchased  1,h01-02.     Sold  IHOIl. 

Horizontal  Submerged  Paddle.     Built  1841.     Sold 

1858. 
4     Paddle.     Purchased  1802-03.     Sold  25  Oct.,  1865. 
Screw.     Built  1804-05.     Sold  12  July,  1865. 
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Screw. 
Screw. 
Paddle 

Stat*: 
Screw. 
Screw. 
Screw. 
Paddle 
Hani. 
Screw. 

Bar. 
Screw. 
Paddle 
Paddle 


Purchased  1801-02.     Sold  15  Aug..  1805. 
Rebuilt  1874.     North  Atlantic  Sijuadrjin. 
Built  1802-03.     Presented  to  the  United 
»  bv  Mr.  Vanderbilt.     Sold  is  Feb.,  1873. 


Purchased   1804-05. 
Purcliascd  1803-04. 
Purchased  1801-02. 
Purchased  1803-04. 


Sold  20  .July,  1805. 
Sold  12  .lulv,  180.5. 
Sohl30Nov.,  1805. 
Sold  17  Aug.,  1805. 


Built  1803-04.     Sold  20  November.  1805. 

Purchased  1803-  04.     Lost  on  Capo  Fear 
4  August,  1804. 

Pr.rrhased  180:j-04.     Sold  30  Nov.,  1865. 
.     Purchasefl  1S40.     Sold. 
.     I'urchased  1804-05.     Sold  29  Nov.,  1865. 


Screw.     Built  1N55.     Uecciving  Ship.  Boston. 

Screw.     Built  1801-02.     Pacific  Squadron. 

Screw.  Built  1804.  Re-named  Florida.  In  or- 
dinary, New  London. 

Screw,  'purchased  1801-02.     Sold  20  July,  1865. 

Paddle.     Purcha.sed  1804-15.5.     Sold  30  Nov..  1805. 

Screw.     Built  1S03-04.     Not  built. 

Pa^Mle.  Purchase*!  January,  l'<(55.  Originally 
Kinma  Henry.     Sold  .lanuary.  1870. 

Iron  clad.     Built  1803-04.     Broken  up,  1875. 

Screw.     Built  1803-04.     Not  built. 

Screw.  Purchased  1804-05.  Originally  Alert. 
SoUi  2::  June.  1805. 

Pad*ll*'.  Built  1801-02.  Destroyed  by  nn  carth- 
<liiaki'. 

Paddle.     Built  1845. 

Pad<ne.     Built  1845. 

Paddle.     Built  1840. 

Piublle.     Built  1S52.     Capture*!  by  Rebels. 

Paddli*.     Built  lS(i3-«M.     Capture*!  0  .May,  IWM. 

Uon-dad.  Built  l80;i-04.  Rc-namc*!  Niobe. 
Bmken  uj).  1S74. 


Captured  3  Juno.  1864. 
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WeebiwkeQ . 


Tww. 
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Gmtu. 


Bewtmrk*. 


Western  Worid 441  5 

WestfiekL 891  6 

W.O.Patnam :..  149  2 

\V.  N'.  Brown 800  1 

Whitebead 186  1 

Wilderness 890  8 

Willamette 2800  8 

Winnebago 970  4 

Winnebago SiO  4 

Winnipec 1080  10 

Winona 507  4 

WinooskL 9T4  8 

W^inooski 974  10 

Wissahickon. 507  4 

Wyalnsing 974  8 

Wjandank 399  3 

Wyandotte 550  3 

Wjoming .............  T36  6 

Yankee 338  8 

Yantic 410  3 

Yazoo. 453  2 

Yoang  America 173  1 

Young  Rover 418  5 

Yoccsi. 373  2 

Yoma. 4S3  3 

Zeta Screw. 

Zouare 137  1     Screw. 


Iron-clad.    Boilt  l8«l-«3.    Sunk  off  Monis  Islaiid 

6  December,  l^«i3. 
Scrtfw.    Porcbaseil  lS61-e3.    Sold  33  Jane,  ISfiS 
Paddle.     Purcbased  18«l-e3.     Blown  up  in  Gal 

reston  Bar.  1  Janqurj,  1863. 
Paddle.     BoUt  1861-«3.    Sold  30  Jane,  1S68. 

Parcbased  1863-63.    S«^ld  17  Aug.,  196S. 
Parcbaaed  1861-^3.    Sold  10  Aug.,  186a 
Porrbased  1864-65.    Sold  7  S^t.,  1S65. 
Bailt  1863-64.     Sold. 

Bailt  1881-63.     Re-named   Tornado 


Paddle. 

Screw. 

Paddle. 

Screw. 

Iron-elad. 

Sold. 
Iron-clad.     Bailt  1863.   Sold  1874. 
Paddle.     BaUfc  1863-64.    Sold  17  Jane,  186& 
Built  1861-63. 
Bail!  1863-63. 
Built  1864-65. 
BnUt  1861-63. 
Built  1861-63. 


Screw. 

Paddle. 

Paddle. 

Screw. 

Paddle 

Paddle. 


Sold  30  MoTember,  1868 

Sold. 

S^Id. 
Sold  35  October,  18(Bl 

Scld  1867. 


Puicliased  1861-63,    Store-balk,  Narm 
Academy.    Broken  op. 
Screw.    Purcbased  1858.    Wasbingtrai  XaTyTard 
Eoropeaa  S^tion. 


Screw.     Built  1858. 


Paddle.    Parcbaaed  1861-«3.    Sold  1>  Sept.,  1865 
Screw.     Builtl864.    North  Atlantic  SK^uaditm. 
Iron-clad.    Built  1863-64.    S<^d  and  broken  u^ 

1874. 
Paddle.    Purcbased  1861-63.    Sold  13  July,  1865 
Screw.     Purchased  1861-63.    Sold  23  Juite,  1865 
Screw.    Purchased  1864-te.    Sold. 
Iron-clad.     Built  1863-64.     Sold  at  New  Orleans 

1874. 


Purchased  1864-65.     Sold 
Purchased  1861-63.    Sold 
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".»2a  GENKKAL   NAVY   KEGISTER. 

Resolution  expressite  of  tlie  sense  of  Congress  of  the  gallant  conduct  of  Commodore  Edwari 
PuEBLK,  the  officers,  seamen,  and  marines  of  his  squadron. 

That  tlie  thanks  of  r()iis:cres3  be,  and  the  same  are  hereby,  presented  to  Conimodon 
Edward  Preble,  and  throiiudi  him  to  tlie  ofliccrs,  petty  officers,  seamen,  and  marines,  at 
taclu'd  to  the  squadron  under  his  command,  for  their  gallantry  and  good  conduct  dis 
played  in  the  several  attacks  on  the  town,  batteries,  and  naval  force  of  Tripoli,  in  thi 
year  1804. 

That  the  President  of  the  United  States  be  requested  to  cause  a  gold  medal  to  b' 
struck,  einbleuTatical  of  the  attacks  on  the  town,  batteries,  and  naval  force  of  Tripol 
by  tlie  squadron  under  Commodore  Preble's  command,  and  to  present  it  to  Commodori 
Preble  in  such  a  manner  as,  in  his  oj^inion,  will  be  most  honorable  to  him:  and  tha 
the  President  be  further  requested  to  cause  a  sword  to  be  presented  to  each  of  thi 
commissiimed  officers  and  midshipmen  who  have  distinguished  themselves  in  the  sev 
ural  attacks. 

That  one  month's  -paj  be  allowed,  exclusively  of  the  common  allowance,  to  all  th 
petty  officers,  seamen,  and  marines,  of  the  squadron,  who  so  gloriously  supported  tb 
honor  of  the  American  flag,  under  the  orders  of  their  gallant  commander,  in  the  sev 
eral  attacks. 

That  the  President  of  the  United  States  be  also  requested  to  communicate  to  th 
parents,  or  other  near  relatives,  of  Captain  Richard  Somers,  Lieutenants  Henry  Wads 
worth,  James  Decatur,  James  R.  Caldwell,  Josej^h  Israel,  and  Midshipman  Joh] 
Sword  Dorsey,  the  deep  regret  which  Congress  feel  for  the  loss  of  those  gallant  men 
whose  names  ought  to  live  in  the  recollection  and  aflfection  of  a  grateful  country,  an( 
whose  conduct  ought  to  be  regarded  as  an  example  to  future  generations. 

Approved  March  3,  1805. 


Resolutions  relative  to  the  brilliant  acMe cements  of  Gciptains  Hull,  Decatur,  Jones,  ar* 

Lieutenant  Elliott. 

1.  That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  presen 
to  Captain  Hull,  of  the  frigate  Constitution,  Captain  Decatur,  of  the  frigate  Uniie< 
States,  and  Captain  Jones,  of  the  sloop  of  war  Wasp,  each  a  gold  medal,  with  suit 
able  emblems  and  devices ;  and  a  silver  medal,  with  like  emblems  and  devices,  to  eacl 
commissioned  officer  of  the  aforesaid  vessels,  in  testimony  of  the  high  sense  entertaine( 
by  Congress  of  the  gallantry,  good  conduct,  and  services,  of  the  captains,  offlcen 
and  crews,  of  the  aforesaid  vessels,  in  their  respective  conflicts  vrith  the  British  frig 
ates,  the  Guerriere  and  the  Macedonian,  and  sloop  of  war  Frolic ;  and  the  President  i 
also  requested  to  present  a  silver  medal,  with  like  emblems  and  devices,  to  the  neares 
male  relative  of  Lieutenant  Bush,  and  one  to  the  nearest  male  relative  of  Lieutenan 
Funk,  in  testimony  of  the  gallantry  and  merit  of  thosQ  deceased  oflicers,  in  whon^  thei 
country  has  sustained  a  loss  much  to  be  regretted. 

2.  That  the  President  of  the  United  States  be,  and  he  hereby  is,  requested  to  presen 
to  Lieutenant  Elliot,  of  the  Navy  of  the  United  States,  au  elegant  sword,  with  suit 
able  emblems  snd  devices,  in  testimony  of  the  just  sense  entertained  by  Congress  o 
his  gallantry  and  good  conduct  in  boarding  and  capturing  the  British  brigs  Detroi 
and  Caledonia,  while  anchored  imder  the  protection  of  Fort  Erie. 

Approved  January  29,  1813. 


Resolution  requesting  the  President  of  the  United  States  to  present  medals  to  Captain  Wn. 
LiAM  Bainbridge,  and  the  officers  of  the  frigate  Constitution. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  presen 
to  Captain  William  Bainbridge  of  the  frigate  Constitution,  a  gold  medal,  with  suitabl 
emblems  and  devices;  and  a  silver  medal,  with  suitable  emblems  and  devices,  to  eac! 
commissioned  officer  of  the  said  frigate,  in  testimony  of  the  high  sense  entertained  1^ 
Congress  of  the  gallantr}',  good  conduct,  and  services  of  Captain  Bainbridge,  hi 
officers  and  crew,  in  the  capture  of  the  British  frigate  Java,  after  a  brave  and  skilfu 
combat.  • 

Approved  March  3,  1813. 
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An  ac(  rftrarding  the  olfirtrs  amt  crew  of  th«  friijate  Cojutitution,  and  the  offleen  and  errw 

of  the   Waap. 

Be  it  enacted,  dc,  Tliut  the   I"ri;ai(k-i»t  of  tlio  United  States  ho,  niul   he  !•*  h.  r-l.v 
authorized  to  have  distril)uted,  as  i)ri/.c  money,  to  Ca)>tain  Isaac  Hull,  of  t 
Constitution,  his  oilircrs  and  crew,  tlic  sum  <if  fifty  thousand  d'tllant,  for  t! 
and  destruction  of  the  British  fri^mte  Guerriere:  and  the  like  huuj,  in  1;  r,  t4i 

Captain  William  liainbridixe,  his  ollicers  and  crew,  for  tho  capture  and   ..  ii  of 

the  British  frijjjato  Java:  and  tho  sum  of  twenty-live  thousand  dollars  in  liku  manner. 
■«  Captain  .Iacoi»  Jones,  of  tho  sloop  of  war  Wasp,  Iiis  onic«'rs  and  crew,  for  the  cap' 
turc  of  the  British  sloop  of  war  Frolic :  and  that  tho  sum  of  one  hundrol  and  twenty- 
live  thousand  dollars,  out  of  any  money  in  the  treasury  not  otherwise  appropriate*!, 
be,  and  tho  same  is  hereby,  appropriated  for  the  ])urpose3  aforesaid. 
Approved  March  3,  1813. 


.1/1  act  to  reward  the  ojjicera  and  crew  of  the  sloop  of  war  Hornet,  and  Lieutenant  I'i.r  lo;  ,. 

and  his  ojjicerx  and  comjtanions. 

That  the  President  of  tho  United  States  be,  and  he  is  liereby,  authorized  \..,  iii». 
•  listributed,  as  i)rizc  money,  to  Ca])tain  James  Lawrence,  late  of  the  sloop  of  war 
Hornet,  his  otlicers  and  crow,  or  their  widows  and  chiMrcn,  the  sum  of  twentv-Hvo 
thousand  dollars,  for  tho  capture  and  destruction  of  the  British  bri^  I'eacock ;  and  to 
Lieutenant  Elliott,  and  his  officers  and  companions,  or  their  widows  and  children,  the 
sum  of  twelve  thousand  dollars,  for  tho  capture  and  destruction  of  the  British  lirijf 
Detroit;  and  that  the  sum  of  thirty-seven  thousand  dollars  be,  and  the  same  is  hereby, 
appropriated  to  the  ])urpo80  aforesaid,  to  be  paid  out  of  any  money  in  tho  treasury  not 
otherwise  appropriated. 
Approved  July  13,  1813. 


Jiesolution  relative  to  the  brilliant  achievement  of  Lieutenants  Buunows  and  McCali^. 

That  the  President  of  the  United  States  be  requested  to  present  to  the  nearest  male 
relative  of  Lieutenant  William  Burrows,  and  to  Lieutenant  Edward  H.  McCall,  of  the 
brii^  Enterprise,  a  gold  medal,  with  suitable  emblems  and  devices;  and  a  silver  medal, 
with  like  emblems  and  tlevices,  to  each  of  the  commissioned  officers  of  the  aforesaid 
vessel,  in  testimony  of  the  hij^h  sense  entertained  by  Congress  of  the  gallantrv  and 
good  c<mduct  of  the  officers  and  crew  in  the  conllict  with  tlie  British  sloop  Boxer,  on 
the  fourth  of  September,  in  tho  year  eighteen  hundred  and  thirteen.  And  the  President 
is  also  requested  to  communicate  to  tho  nearest  male  relative  of  Lieutenant  Burrows, 
the  deep  regret  which  Congress  feel  for  the  loss  of  that  valuable  officer,  who  died  in 
the  arms  of  victory,  nobly  contending  for  his  country's  rights  and  fame. 

Approved  January  0,  1S14. 


Resolution  directing  a  sword  to  be  presented  to  the  nearest  male  relation  of  Midshijrman 

John  Cl.<vrk. 

That  the  President  of  the  United  States  be  requested  to  present  a  sword  to  the 
nearest  male  relation  of  Midshipman  John  Clark,  who  was  slain  gallantly  cr>mlmtting 
the  enemy  in  tho  glorious  battle  gained  on  Lake;  Erie,  under  the  command  cf  Captain 
Perry,  and  to  communicate  to  him  tho  deep  regret  which  Congress  feels  for  the  loss  of 
that  bravo  officer. 

Approved  February  19,  1814. 


Jiesolution  expressive  of  the  nense  of  Congress  of  the  gallant  conduct  of  Captain  Tttomas 
]yiAcuoNOLOii,  the  officers,  seamen,  marines,  and  infantry  serving  as  marines,  on  bottrd  the 
United  States  squadron  on  Lake  Champlain. 

That  the   thanks  of  Congress  be,  and  the  same  are  hereby,  presented   to  Captain 
Thomas  Macdonough,  and,  through  bim,  to  tho  officers,  petty  ufncers,  seamen,  muriD« 
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and  infantry  scrvinEj  as  marines,  attached  to  the  squadron  under  his  command,  for  the 
decisive  and  splendid  victory  jrained  on  Lake  Champhiin,  on  the  eleventh  of  Septem- 
ber, in  the  year  one  thousand  eight  hundred  and  fourteen,  over  a  British  squadron  of 
superior  force. 

That  the  President  o{  the  United  States  be  requested  to  cause  gold  medals  to  be 
struck,  emblcmetical  of  the  action  between  the  two  squadrons,  and  to  present  them 
to  Cajitaia  Macdonough  and  Captain  Robert  Henley,  and  also  to  Lieutenant  Stephen 
Cassin,  in  such  manner  as  may  be  most  honorable  to  tliem ;  and  that  the  President  be 
further  requested  to  present  a  silver  medal,  with  suitable  emblems  and  devices,  to  each 
of  the  commissioned  officers  of  the  navy  and  army  serving  on  board,  and  a  sword  to 
each  of  the  midshipmen  and  sailing-masters,  who  so  nobly  distinguished  themselves 
in  that  memoral)le  conflict. 

That  the  President  of  the  United  States  be  requested  to  present  a.  silver  medal,  with 
like  emblems  and  devices,  to  the  nearest  male  relative  of  Lieutenant  Peter  Gamble, 
and  of  Lieutenant  John  Stansbury.  and  to  communicate  to  them  the  deep  regret 
which  Congress  feels  for  the  loss  of  those  gallant  men,  whose  names  ought  to  live  in  the 
recollection  and  affection  of  a  grateful  country. 

That  three  months'  pay  be  allowed,  exclusively  of  the  common  allowance,  to  all  the 
petty  officers,  seamen,  marines,  and  infantry  serving  as  marines,  who  so  gloriously 
supported  the  honor  of  the  American  flag  on  that  memorable  day. 

Approved  October  20,  1814. 


Resolutions  expressive  of  the  sense  of  Congress  of  tJie  gallant  conduct  of  Captain  Oliver  H 
PcRRY,  the  officers,  seamen,  marines,  and  infantry  acting  as  such,  on  hoard  his  squadron. 

That  the  thanks  of  Congress  be,  and  the  same  are  hereby,  presented  to  Captain 
Oliver  Hazard  Perry,  and  through  him  to  the  officers,  petty  officers  ,seamen,  marines, 
and  infantry  serving  as  such,  attached  to  the  squadron  under  his  command,  for  the 
decisive  and  glorious  victory  gained  on  lake  Erie,  on  the  tenth  of  September,  in  the 
year  eighteen  hundred  and  thirteen,  over  a  British  squadron  of  superior  force. 

That  the  President  of  the  United  States  be  requested  to  cause  gold  medals  to  be 
struck,  emblematical  of  the  action  between  the  two  squadrons,  and  to  present  them  to 
Captain  Perry  and  Captain  Jesse  D.  Elliott,  in  such  manner  as  will  be  most  honorable 
to  them;  and  that  the  President  be  further  requested  to  present  a  silver  medal,  with 
suitable  emblems  and  devices,  to  each  of  the  commissioned  officers,  either  of  the  navy 
or  army,  serving  on  board,  and  a  sword  to  each  of  the  midshipmen  and  sailing-masters 
who  so  nobly  distinguished  themselves  on  that  memorable  day. 

That  the  President  of  the  United  States  be  requested  to  present  a  silver  medal,  with 
like  emblems  and  devices,  to  the  nearest  male  relative  of  Lieutenant  John  Brooks,  of 
the  marines,  and  a  sword  to  the  nearest  male  relatives  of  Midshipman  Henry  Laub, 
and  Thomas  Claxton,  Jr.,  and  to  communicate  to  them  the  deep  regret  which  Congress 
feel  for  the  loss  of  those  gallant  men,  w'hose  names  ought  to  live  in  the  recollection 
and  affection  of  a  grateful  country,  and  whose  conduct  ought  to  be  regarded  as  an 
example  to  future  generations. 

That  three  months'  pay  be  allowed,  exclusively  of  the  common  allowance,  to  all  the 
petty  officers,  seamen,  marines,  and  infantry  serving  as  such,  who  so  gloriously  sup- 
])orted  the  honor  of  the  American  flag,  imder  the  orders  of  their  gallant  commander, 
on  that  signal  occasion. 

Approved  January  6,  1814. 


Hesolution  relative  to  the  brilliant  achievement  of  Captain  James  Lawrence,  in  the  capture 
of  the  British  vessel  of  war,  the  PeacocTc. 

That  the  President  of  the  United  States  be  requested  to  present  to  the  nearest  male 
relative  of  Captain  James  Lawrence,  a  gold  medal,  and  a  silver  medi'd  to  each  of  the 
commissioned  officers  who  served  under  him  in  the  sloop  of  war  Hornet,  in  her  conflict 
with  the  British  vessel  of  war,  the  Peacock,  in  testimony  of  the  high  sense  entertained 
by  Congress  of  the  gallantry  and  good  conduct  of  the  officers  and  crew  in  the  capture 
of  that  vessel ;  and  the  President  is  also  requested  to  communicate  to  the  nearest  rela- 
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tivo  of  Captnin  Lawrence  tlio  Hcnso  whii-.h  Coiij,'rc8a  enterUiiim  of  tho  Ioim  which  tho 
Dttvul  Bervke  of  tho  United  Stut<x  ]iu>t  tiinco  Bustjiincd  in  tho  death  of  tliut  distin- 
guished otliecr. 

Appraced  Jantto/ri/  11,  1814 


Reaolutiona  erpremce  of  t/te  aeiuse  of  Cou'jrfiin  relative  U>  the  victory  of  the  Peaeoch 

the  A'/iercurr. 

That  tho  President  of  tlio  United  States  bo  rerjuested  to  present  Id  Ciiptnin  I<cwis 
Warrington,  of  the  uloop  of  war  J'eacock,  a  ^<>ld  medal,  with  Huitul^h;  eniMfinB  nnd 
devices,  and  a  silver  medal,  with  like  eiuMenia  and  devices,  to  each  of  the  eouunin- 
sioned  ollicers,  anil  a  Bword  to  eadi  of  tlio  midshi])Micn,  and  to  tho  Bailint;  inutttcr,  of 
tlio  said  vessel,  in  testimony  of  tiie  high  Bcnso  entertained  liy  ("ongrcsH  of  tho  gallantry 
and  good  comluctof  tho  olilcerH  and  crew,  in  tho  action  with  the  liritish  brig  Kpervier, 
on  the  twenty-ninth  day  of  Ajjril,  in  the  year  one  thousand  eiglit  hnndred  and  foiirti-en, 
in  which  action  the  decisive  ell'ect  and  great  siipcriority  of  the  American  gunnery  wcro 
so  signally  displayed. 

Approved  October  21,  1814. 


Besolution  expressive  of  the  sense  of  Congre&»  relative  to  the  capture  of  tfte  British  doop 
lieindeer,  by  the  American  sloop    Wa.^p. 

That  tho  President  of  tlie  United  States  he  reriuested  to  present  to  Captain  Johnston 
Blakely,  of  the  sloop  Wasp,  a  goiil  medal,  with  Buitahle  devices,  and  a  cilver  medal, 
with  like  devices,  to  each  of  the  commissioned  ofilcers,  and  also  a  Bword  to  each  of  the 
midshipmen,  and  tho  Bailing-master  of  the  aforesaid  vessel,  in  testimony  of  tho  high 
sense  entertained  by  Congress  of  tho  gallantry  and  good  conduct  of  the  olTicers  and 
crew,  in  the  action  with  tlie  British  sloop  of  war  Reindeer,  on  the  twenty-eighth  of 
June,  in  the  year  one  thousand  eight  hundred  and  fourteen,  in  which  action  determined 
bravery  and  cool  intrepidity,  in  nineteen  minutca  obtained  a  decisive  victor}',  by 
boarding. 

Approved  November  3,  1814. 


Resolutions  expressive  of  the  high  sense  entertained  hy  Congrets  of  the  gallantry  and  good 
conduct  of  Commodore  T>.  T.  Vx-VTKKi^o^,  and  Major  D.  Cahmick,  «n<Z  of  the  o^ea%, 
seamen,  and  marines,  under  their  command,  in  the  defence  of  New  Orleaiu. 

That  Congress  entertain  a  high  sense  of  the  valor  and  good  conduct  of  Commodore 
D.  T.  Patterson,  of  the  officers,  petty  officers,  and  seamen,  attached  to  his  command, 
for  their  ))romi)t  and  efficient  co-operation  with  General  Jackson,  in  the  late  gallant 
and  successful  defence  of  the  city  of  New  Orleans,  when  assailed  by  a  poweiful  British 
force. 

That  Congress  entertain  a  high  sense  of  the  valor  and  good  conduct  of  Major  Daniel 
Carmick,  of  the  officers,  non-commissioned  officers,  and  marines,  under  his  conunand, 
in  the  defence  of  the  said  citj'  on  the  late  memorable  occasion. 

Approved  February  22,  1815. 


Resolution  requeating  the  President  to  present  medals  to  Captain  James  Biddle,  and  tho 
officers  of  the  shop  of  war  Hornet. 

That  the  President  of  the  United  States  be.  and  he  is  htreby,  requested  to  present 
to  Captain  James  Bidtlle,  of  the  sloop  of  war  Hornet,  a  gold  me<lal,  with  suitable  em- 
blems and  devices,  and  a  silver  medal,  with  suitable  emblems  and  tieviees.  to  each 
commissioned  officer  oi  the  said  sloop  of  war,  in  testimony  of  the  high  nense  enter- 
tained by  Congress  of  the  gallantry,  good  conduct,  anil  services,  of  Captain  Biddle,  his 
officers  and  crew,  in  capturing  the  British  sloop  of  war  Penguin,  atler  a  brave  and 
skilful  combat. 

Approved  February  22,  181C. 
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Resolution  requesting  the  President  to  present  medals  to  Captain  Stewart  and  the  officers  of 

the  frigate  Constitution. 

That  the  President  of  the  United  States  be,  and  he  is  hiereby,  requested  to  present  to 
Captain  Charles  Stewart,  of  the  fngato  Constitution,  a  gold  medal,  with  suitable  em- 
blems and  devices,  and  a  silver  medal,  with  suitable  emblems  and  devices,  to  each  com- 
missioned officer  of  tlie  said  frigate,  in  testimony  of  the  high  sense  entertained  by  Con- 
gress of  the  gallantry,  good  conduct,  and  services,  of  Captain  Stewart,  his  officers  and 
crew,  in  the  cai)ture  of  the  British  vessels  of  war,  the  Cyane  and  the  Levant,  after  a 
brave  and  skilful  combat. 

Approved  February  22,  1816. 


An  act  rewarding  the  officers  and  crew  of  the  sloop  of  war  Hornet^  for  the  capture  and  de- 
struction of  the  British  sloop  of  war  Penguin. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  authorized  to  have  dis- 
tributed, as  prize-money,  to  Captain  James  Biddle,  of  the  sloop  of  war  Hornet,  his  offi- 
cers and  crew,  the  sum  of  twenty-tive  thousand  dollars,  for  the  capture  and  destruction 
of  the  British  sloop  of  war  Penguin;  and  that  the  sum  of  twenty -five  thousand  dollars, 
out  of  any  money  in  the  treasury  not  otherwise  appropriated,  be,  and  the  same  is  here- 
by, appropriated  for  the  purpose  aforesaid. 

Approved  February  28,  1816. 


An  act  rewarding  the  officers  and  crew  of  the  Constitution  for  the  capture  of  the  British  shop 

of  war  Levant. 

That  the  President  of  the  United  States  be,  and  he  hereby  is,  authorized  to  have  dis- 
tributed, as  prize-money,  to  Captain  Charles  Stewart,  late  of  the  frigate  Constitution, 
his  officers  and  crew,  the  sum  of  twenty-five  thousand  dollars,  for  the  capture  of  the 
British  sloop  of  war  Levant ;  and  that  the  sum  of  twenty-five  thousand  dollars,  out  of 
any  money  in  the  treasury  not  otherwise  appropriated,  be,  and  the  same  is  hereby,  ap- 
propriated for  the  purpose  aforesaid. 

Aiyproved  April  26,  1816. 


Resolution  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Lieutenant  Duncan, 

of  the  United  States  Navy. 

That  the  provisions  of  the  joint  resolutions  of  Congress,  passed  October  twenty, 
eighteen  hundred  and  fourteen,  entitled  "  Resolutions  expressive  of  the  sense  of  Con- 
gress of  the  gallant  conduct  of  Captain  Thomas  Macdonough,  the  officers,  seamen,  and 
marines,  and  infantry  serving  as  marines,  on  board  of  the  United  States  squadron  on 
lake  Chaniplain,"  be  so  construed  and  extended  as  to  include  the  name  of  Silas  Dun- 
can, a  lieutenant  in  the  navy  of  the  United  States,  in  testimony  of  the  sense  which  is 
entertained  by  both  Houses  of  Congress,  of  the  distinguished  gallantry  and  good  con- 
duct of  the  said  Lieutenant  Duncan,  in  an  action  with  the  enemy's  forces,  on  the  sixth 
of  September,  eighteen  hundred  and  fourteen,  on  the  same  lake. 

Approved  May  13,  1826. 


Joint  resolution  of  thanks  to  the  officers,  sailors  and  marines  of  ths  United  States  Na/vy. 

That  tlie  thanks  of  Congress  are  due  and  are  hereby  tendered  to  the  officers,  sailors, 
and  marines  of  the  navy  of  the  United  States,  for  the  zeal  and  ability  with  which  their 
duty  during  the  late  war  with  Mexico,  and  especially  their  efficient  co-operation  with 
the  army  of  the  United  States  in  the  capture  of  Vera  Cruz  and  the  Castle  of  San  Juan 
de  UUoa,  was  performed. 

That  the  President  of  the  United  States  be  requested  to  cause  the  foregoing  resolu- 
tion to  be  communicated  to  the  officers,  sailors,  and  marines  of  the  Navy  of  the  United 
States  in  such  terms  as  he  may  deem  best  calculated  to  give  effect  to  the  object 
thereof. 

Approved  August  7,  1848. 
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-•1  joint  resolution  directing  the  pretientation  of  a  medal  to  CoinvuuuUr  DuHCAN  N.  Inhua 

HAM. 

Tliat  tbu   Presideut  of  tlic  United  Stutes  be,  uiul  Iil-  is  lu-rel))'  rcqucutcd,  to  cruho  to 
bo  mudo  a  iiu'ilal,  with  suitiil)lu  duvicoH,  uiid  prest'iilfd  in  Coiniimnder  Duiu-nii   N 
Ingndmin,  of  tlio  Navy  of  liu;   United  Stiiten,  as  a  teHtiinoiiial  of  the   hij^li  wruw;  cnt«-r 
taineil  l)y  ('<m<,'res.s  of  his  gallant  and  jndiciouH  condnct  on  the  m-cond  of  July,  ri:.'!i' 
een  hundred  and  lifty-thrt'c,  in  extendinj^  pnitcction  to  Martin  Kon/.ta,  l)y  P-«*uinu  ln:ii 
from  illegal  sei/.nre  and  ini|>risonnient  un  board  the  Austrian  wardirig  lliiKHar. 

Approval  Auijust  4,  lb5l. 


A  resolution  confcrrimj  the  rank  of  ncnior  jlmj-ojficer  on  ilu  actire  aini---    h-'  --i'  the  L'nitrd 
States  Nary  on  Captain  Ciiahlkh  Stkwaut. 

That  the  President  of  the  United  States,  by  and  with  the  a<lvie<!  ami  tonnvnt  of  ti  . 
Senate,  be,  and  he  is  herei)y,  authorized  and  empowered  to  eonfer  on  ('aptain  Cli 
Stewart,  of  the  United  States  Navy,  in  recognition  of  his  distinguished  and  inentun 
ous  service,  the  conmussion  of  senior  Ihig  otlieer  of  the  United  States  Navy,  ou  th' 
active  service  list. 

Approved  March  2,  1859. 


A  resolution  giving  the  thanks  of  Congress  to  the  officersy  »oldier»^  and  teamen  of  the  Army 
and  Navy  fur  their  gallantry  in  the  recent  brilliant  victories  oner  t/ie  enemies  of  the  United 

States  and  the  Constitution. 

That  the  thanks  of  Congress  are  due  and  are  hereby  tenilered,  to  the  oflieers,  sol- 
diers, and  seamen  of  tlie  Army  and  Navy  of  the  Uiuted  States,  for  the  heroic  gallantry, 
that  under  the  providence  of  Almiglity  God,  has  won  the  recent  series  of  brilliant  vie 
tories  over  tlie  enemies  of  the  Union  and  the  Constitution. 

Approved  February  23,  lbU2. 


UPOW  IlKCOMMKNUATION   OK   TIIK    PUESIDKNT. 

A  resolution  tendering  the  thanks  of  Congress  to  Captain  Samuel  F.  DuPont,  and  oTficer». 
petty  officers,  seamen,  and  marines  under  his  command,  for  the  victory  at  Port  lioyal. 

That  the  thanks  of  Congress  he,  and  they  are  hereby,  tendered  to  Captain  Samuel  V 
DuPont,  and  througli  him  to  tlic  oflieers,  petty  oflieers,  seamen.  an<J  marine.s  attached 
to  the  squadron  under  his  comninad,  for  the  decisive  and  ^i)lendid  victory  achieved  at 
Port  Royal  on  the  seventn  day  of  November  last. 

Approved  February  22,  18G2. 


A  resolution  crpressire  of  the  thanks  of  Congress  to  Captain  A.  U.   Fooik."/  ihi-  I  mtfd 
States  Navy  and  to  the  officers  and  men  under  his  command  in  the  tcestern  JlotUla. 

That  the  tlianks  of  Congress  and  of  the  American  people  arc  due,  and  arc  h«'n;by 
tendered  to  Cajitain  A.  II.  Foote  (d'tlu- United  States  Navy,  and  to  the  oflieers  and  men 
of  the  western  flotilla  under  his  command,  for  the  great  gallantry  exhibited  by  thei.. 
in  the  attack  upon  Forts  Henry  and  Donelson,  for  their  eflicienry  in  opening  the 'IVh 
nessee,  Cunii)erland,  and  Mississippi  rivers  to  the  pursuits  of  lawful  commerce,  and  ft»r 
their  unwavering  devotion  to  the  cause  of  the  country  in  the  midst  of  the  greatest 
difliculties  and  dangers. 

Approval  March  19,  1802. 


A  resolution  eTj/resnive  of  the  thanks  of  Congress  to  Lieutenant  .1.   L.   WouDKN.  of  tA* 

United  States  Navy,and  to  the  officers  and  men  under  his  command  in  the  Monitor. 

That  the  thanks  of  Congress  and  of  the  American  people  are  due  and  arc  hereby  ten 

dcred  to  Lieutenant  John  L.  Wonlen,  of  the  Uniteil  States  Navy,  and  to  tbcofllrerBan.l 
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men  of  the  iron-clad  gunboat  Monitor,  under  his  command,  for  the  skill  and  gallantry 
exhibited  by  them  in  the  late  remarkable  battle  between  the  Monitor  and  the  rebel 
iron-clad  steamer  Merrimac. 

Sec.  2.  Be  it  further  resolved,  That  the  President  of  the  United  States  be  requested 
to  cause  this  resolution  to  be  communicated  to  Lieutenant  Worden,  and  through  him 
to  the  officers  and  men  under  his  command 

Ajyproved  July  11,  1802. 


OPON    RECOMMENDATION    OF    THE    PRESIDENT. 

A  remlution  of  thanks  to  Captain  David  G.  Farragut,  of  the  United  States  Na/oy^  and  to 
the  officers  and  men  under  his  command. 

That  the  thanks  of  the  peojile  and  of  the  Congress  of  the  United  States  are  due  and 
are  hereoy  tendered  to  Captain  David  G.  Farragut,  of  the  United  States  Navy,  and  to 
the  officers  and  men  under  his  command,  composing  his  squadron  in  the  Gulf  of  Mex- 
ico, for  their  successful  operations  on  the  lower  Mississippi  river,  and  for  their  gallantry 
displayed  in  the  capture  of  Forts  Jackson  and  St.  Philip,  and  the  city  of  New  Orleans, 
and  in  the  destruction  of  the  enemy's  gunboats  and  armed  flotilla. 

Sec.  2.  A7id  be  it  further  resolved.  That  the  Secretary  of  the  Navy  be  directed  to  com- 
municate this  resolution  to  Captain  Farragut,  and  through  him  to  the  officers  and  men 
under  his  command. 

Approved  July  11,  1862. 


UPON  recommendation  of  the  president. 

A  resolution  tendering  the  thanks  of  Congress  to  Captain  Louis  M*  Goldsborough,  and, 
officers,  petty  officers,  seamen,  and  marines  under  his  command,  for  the  victory  at  Roanoke 
Island. 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Captain  Louis  M. 
Goldsborough,  and  through  him  to  the  officers,  petty  officers,  seamen,  and  marines  at- 
tached to  the  squadron  under  his  command,  for  the  brilliant  and  decisive  victory 
achieved  at  Roanoke  Island  on  the  seventh,  eighth,  and  tenth  days  of  February  last. 

Approved  July  11,  1862. 


UPON  recommendation  of  the  president. 

Joint  resolution  tendering  th^  thanks  of  Congress  to  Captain  Andrew  H.  Foote,  of  the 

United  States  Navy. 

That  the  thanks  of  Congress  be,  and  the  same  are  hereby,  tendered  to  Captain 
Andrew  H.  Foote,  of  the  United  States  Navy,  for  his  eminent  services  and  gallantry  at 
Fort  Henry,  Fort  Donelson,  and  Island  Number  Ten,  while  in  command  of  the  naval 
forces  of  the  United  States. 

Sec.  2.  That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to 
transmit  a  certified  copy  of  the  foregoing  resolution  to  Captain  Foote, 

Approved  July  16,  1862. 


Joint  resolution  tendering  the  thanks  of  Congress  to  Commander  John  L.  Worden,  of  tJie 

United  States  Navy. 

That  in  pursuance  of  the  recommendation  of  the  President  of  the  United  States,  and 
to  enable  him  to  advance  Commander  John  L.  Worden  one  grade,  in  pursuance  of  the 
ninth  section  of  the  act  of  Congress  of  sixteenth  July,  eighteen  hundred  and  sixty-two, 
that  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Commander  John  L. 
Worden  for  highly  distinguished  conduct  in  conflict  with  the  enemy  in  the  remarkable 
battle  between  the  United  States  iron-clad  steamer  Monitor,  under  his  command,  and 
the  rebel  iron-clad  frigate  Merrimac,  in  March,  eighteen  hundred  and  sixty-two. 

Approved  February  3,  1863. 
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Joint  resolution  ttnderiwj  the  thankaof  Congreu  to  Commodore  Ciiaklkii  Hkxby  Davih, 
and  other  officern  of  the  Nary,  in  purtuanee  of  the  recommendation  of  tka  Pretident  of  tJui 
United  Stateii. 

That  the  thanks  of  Con^resa  be,  uiid  tlicy  uro  hereby,  given  to  the  following  ofllccm 
of  tlio  United  Stiitos  Navy,  iij)on  the  recoinniendution  of  the  I*r<i>id«-nt  of  tho  United 
tatea,  viz:  ('ounnochire  (Mmrles  Henry  Davis,  "for  distini^iiisiicd  brrvic**!!  in  eonllict 
with  the  enemy  at  Fort  I'illow,  at  Meiui)hi8,  and  for  Bucccb.iful  o|nr.ition«  at  other 
I'oints  in  tije  waters  of  tho  Mississippi  river;  Cui)tuin  John  A.  l)ahl;^r<-n,  for  di»- 
lint^uislu'd  service  in  the  line  of  liis  jjrofession,  improveincnta  in  ordiuuK  «■,  and  /.calouii 
and  etlieient  hil)or8  in  tho  ordnance  branch  of  tho  8er\'icc;  Captain  Stt-pln-n  ('.  Howan, 
lor  distiiiguislied  Hcrviccs  in  tht;  vvat»r8  cd"  North  Carolina,  and  particularly  in  tho 
capture  of  Ncwbcrn.  being  in  chief connnantl  of  tho  naval  forces;  Comtnaniler  David 
1).  Porter,  for  the  bravery  and  nkill  displayed  in  tho  attack  tm  tho  post  <  if  Ark  anno*, 
wliich  surnndcri'd  to  the  eonibiiird  niilitary  and  naval  forces  on  tho  tenth  of  .lanuury, 
eighteen  hundred  ^iiid  eixty-tliree;  Hear  Admiral  Hilaa  II.  Stringham,  now  on  tho 
retircil  list,  for  distinguished  services  in  the  <apture  of  Forts  Ilutteras  and  Clark  ;  and 
that  a  copy  of  this  resolution  b<!  forwarded  to  ea<:h  of  tho  above  oOlcers  by  tho 
President  of  the  United  States. 
Ayproctd  February  7,  1803. 


Joint  retolution  tendering  the  thnnla  of  Congress  to  Captain  John  KouiiKus,  of  tJte  L'nilol 
t>tates  Navy  for  e^ninent  xkill  and  zeal  in  the  discharge  of  his  dudes. 

That,  in  i)ursuance  of  the  recommendation  of  the  President  of  the  United  States,  and 
to  enable  him  to  achanee  Captain  Uodgersone  grade  in  pursuance  <d"  the  ninth  M-i-tion 
of  the  act  of  Congress  of  sixteenth  July,  eighteen  hundred  and  sixty-two,  the  thankK 
of  Congress  be,  and  they  are  hereby,  tendered  to  Captain  John  Hodgers  for  the 
eminent  skill  and  gallantry  exhibited  by  him  in  the  engagement  with  the  rebel  armed 
iron-clad  steamer  '*  Fingal,"  alias  "Atlanta,"  whilst  in  command  of  the  United  States 
iron-clad  steamer  *Weehawken,"  which  led  to  her  capture  on  .June  seventeenth, 
eighteen  hundred  and  sixty-three;  and  also  for  the  zeul,  bravery,  and  gouoral  good 
conduct  shown  by  fhis  officer  on  many  occasions. 

Approved  December  23.  1803. 


.1  resolution  of  tlianks  of  Congress  to  Commodore  Cadwaladek  Rinqoold,  th^  offloen  and 
crew  of  the  United  States  ship  *'  ISabine.'' 

That  the  thanks  of  Congress  are  hereby  tendered  to  Commodore  Ringgold,  the 
i)tiicer8,  petty  officer,  and  men  of  the  United  States  ship  "  Sabine,"  for  the  daring  and 
skill  displayed  in  rescuing  the  crew  of  tho  steam  transj)ort  "(iovernor,"  wrecke*!  in  a 
gale  on  the  first  day  of  November,  eighteen  hundred  anil  sixty-one,  having  on  board  a 
l)attalion  of  United  States  marines  under  the  command  t)f  Major  .?i>lin  G.  Reynolds, 
and  in  the  search  for.  and  rescue  of,  the  United  States  line-of-i»attlf  ship  "Vermont," 
disabled  in  a  gale  U]K)n  the  twenty-sixth  of  Februurj' last,  with  her  crew  and  freight. 

Sec.  2.  That  the  Secretary  of  the  Navy  be  directed  to  communicate  tho  foregoing 
resolution  to  Commo<lorc  Ringgold,  and  through  him  to  tho  ofUccrs  and  men  under 
Jiis  command. 

Apptund  March  7,  1804. 


Joint  liesolution  tendering  the  thajiis  of  Con{p-es$  to  Admiral  Pohtbb. 

That  tho  thanks  of  Congress  be,  and  they  aro  hereby,  tenderetl  to  Admiral  Darid  D. 

Porter,  commanding  the  Mississijjpi  squadron,  for  tho  eminent  skill,  eminrancc  and 
gallantry  exhibited  by  him  and  his  stiuadruu,  in  co-opcrution  with  the  Army,  in  open- 
ing the  Mississippi  River. 
Approud  April  19,  IbW. 
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A  resolution  tendering  the  tlianhs  of  Congress  to  Captain  Jo  tin  A.  Winslow,  United  States 
Napy,  and  to  the  officers  and  men  tuider  his  command,  on  toard  tJie  United  States  steamer 
Eearsarge,  in  her'coftfiict  with  the  piratical  craft  the  Alabama,  in  compliance  with  the 
President's  recommendation  to  Congress  of  tlie  fifth  of  December,  eighteen  hundred  and 

sixty-four. 

That  the  thanks  of  Congress  are  due,  and  are  hereby  tendered,  to  Captain  John  A. 
"Winslow,  of  the  United  States  Navy,  and  to  the  officers,  petty  officers,  seamen  and 
marines  of  the  United  States  steamer  Kearsarge,  for  the  skill  and  gallantry  exhibited 
by  him  and  the  officer"  and  men  under  his  command  in  the  brilliant  action  on  the 
nineteenth  of  June,  eighteen  hundred  and  sixty-four,  between,that  ship  and  the  pirat- 
ical craft  Alabama,  a  vessel  superior  to  his  own  in  tonnage,  in  guns,  and  in  the  number 
of  her  crew. 

Approved  December  20, 1864. 

A  resolution  tendering  the  thanls  of  Congress  to  Lieutenant  William  B.  Gushing,  of  the 
United  States  Navy,  and  to  the  officers  and  men  who  assisted  Mm  in  his  gallant  and  peril- 
ous achievement  in  destroying  the  rebel  steamer  Albermarle,  in  compliance  with  the  Presi- 
dent's recommendation  to  Congress  of  the  fifth  of  December,  eighteen  hundred  and  sixty- 
four. 

That  the  thanks  ot  Congress  are  due,  and  are  hereby  tendered,  to  Lieutenant 
■\Villiam  B.  Gushing,  of  the  United  States  Navy,  and  to  the  officers  and  men  under  his 
command,  for  the  skill  and  gallantry  exhibited  by  them  in  the  destruction  of  the  rebel 
iron-clad  steamer  Albemarle,  at  Plymouth,  North  Carolina,  on  the  night  of  the  twenty- 
seventh  of  October,  eighteen  hundred  and  sixty-four. 
App>roved  December  20,  1864. 


A  resolution  tendering  the  thanks  of  Congress  to  Bear-Admiral  David  D.  Porter,  and  to 

the  officers,  petty  officers,  seamen,  and  marines  under  his  command,  for  their  gallantry  and 
good  conduct  in  the  recent  capture  of  Fort  Fisher. 

That  the  thanks  of  Congress  are  hereby  presented  to  Rear-Admiral  David  D.  Porter, 
and  to  the  officers,  petty  officers,  seamen,  and  marines  under  his  command,  for  the  un- 
surpassed gallantry  and  skill  exhibited  by  them  in  the  attacks  upon  Fort  Fisher  and 
the  brilliant  and  decisive  victory  by  which  that  important  work  has  been  captured 
from  the  rebel  forces  and  placed  in  the  possession  and  under  the  authority  of  the 
United  States,  and  for  their  long  and  faithful  services  and  unwavering  devotion  to  the 
cause  of  the  country  in  the  midst  of  the  greatest  difficulties  and  dangers. 

Sec.  2.  And  be  it  further  resohed.  That  the  President  of  the  United  States  be  requested 
to  communicate  this  resolution  to  Admiral  Porter,  and  through  him  to  the  officers,  sea- 
men, and  marines  under  his  command. 

Approved  January  24,  1865. 


A  resolution  tendering  the  thanhs  of  Congress  to  Vice-Admiral  David  G.  Farragttt,  and 

to  the  officers,  petty  officers,  .seamen,  and  marines  under  his  command,  for  their  gallantry 
and  good  conduct  in  the  action  in  Mobile  Bay  on  the  fifth  August,  1864. 

That  the  thanks  of  Congress  are  eminently  due,  and  are  hereby  tendered,  to  Vice- 
Admiral  David  G.  Farragut,  of  the  United  States  Navy,  and  to  the  officers,  petty  offi- 
cers, seamen,  and  marines  under  his  command,  for  the  unsurpassed  gallantry  and  skill 
exhibited  by  them  in  the  engagement  in  Mobile  Bay  on  tlie  fifth  day  of  August, 
eighteen  hundred  and  sixty-four,  and  for  their  long  and  faithful  services  and  unwaver- 
ing devotion  to  the  cause  of  the  country  in  the  midst  of  the  greatest  difficulties  and 
dangers. 

Sko.  2.  That  the  President  of  the  United  States  be  requested  to  communicate  this 
resolution  to  Vice-Admiral  Farragut,  and  that  the  Secretary  of  the  Navy  be  requested 
to  communicate  the  same  to  the  officers,  seamen,  and  marines  of  the  Navy  by  general 
order  of  his  department. 

Approved  February  10,  1866. 


L'ROMOTIONS,  RETIIIKMENTS   AND   CASUALTIKS 


SIXC'i:   .liM'AllV    I,    IHHO. 


PR09I0XI0NS. 


Abbott,  John  S. 

Licuteniint,  27  July,  1881. 
Aiii<»ry,  10.  fi. 

LHutoiiimt-Coniniander,  23  Jan.,  1881. 

AriiiH,  I.yiiiaiu. 

.Master,  i!0  August,  1881. 

Aii|!;iir,  Joliu  P.  J. 

Lieutenant,  10  January,  1881. 

JUiulKor,  Osfur  C 

Coumiodore,  15  November,  1881. 

Bate!4,  X.  L,. 

Meilicul  Inspector,  15  July,  1881. 
ISeaiiiiioiit,  J.  C 

Keiir-Aihninil,  25  November,  1881. 

licnsoii.  IVilli^iiii  S. 

Ensign,  7  August,  1881. 

Itook,  George  Itl. 

Licutcniint-Coninnindcr,  28  May,  1881. 

lio^tMii'k,  F.   :Yfi. 

Ensign,  ;J0  August,  1881 

Uowycr,  John  .11. 

Master,  28  May,  1881. 
Br»<lfor<l.  K.   F. 

Captain,  15  November,  1881. 
Jiroiiitii^le,  IVilliaiii  X. 

Kii-ign,  7  August,  l^sl. 

isiiroid,  n.  n. 

Liiutoiuint-Commander,  30  Aug.,  1881. 
Itiill.  JainoH  II. 

I.i('ut<nant.22  Ai)ril,  1881. 
Kiirdiok,  ^Villiain  I.. 

F.iisigii,  27  .luiy,  is^i. 


Case,  Frank  It. 

Ensign,  15  November,  1881. 
Channiau,  JaiiioM  II. 

Asbibtunt  r^'ViiiM-t.r.  22  Marrh.   1881. 


Chewier.  V.  HI. 

ConiniandtT,  15  Novcmbrr,  1881. 

Clark,  liCwis. 

Command,  r,  211  Marcli.  IHHI. 

Co<*liraii,  CiicorKo* 

Pay  Inspector,  :i(»  August.  1881. 

Colwoll,  John  C. 

Master,  1  .June,  1881. 

ConHfant,  W.  91. 

Ensign,  150  August,  1881 

Conway,  ^Vililani  C 

i/ieutenant,  12  March,  1881. 

Cook,  F.  A. 

Commander.  1  Orfobor,  1881. 

Cooper,  (li.  II. 

l{ear-AdMiiral,  15  November,  1881. 
Crosby,  Freeman  XI. 

Lieutenant,  7  August,  1881. 

Dana,  IV.  S. 

Conmiandcr,  7  August,  1881. 
Denfield,  <;eoree  W. 

Ensign,  22  April.  1881. 
l>od<l.  Arthur  W. 

Ensign,  2i)  March,  1881. 
DoiiibauKh.  II.  M. 

Ensign,  1  Oi.toher,  1881. 

Dorii,  F<l\iiii  J, 

Master,  7  August,  18S1. 

Drnry,  II.  K. 

Passed  Assistant  Paymaster,  0  Blarcb, 
1881. 
I>nnn,  Ilerht^r  O. 

Ensign,  12  .MarcJi.  1881. 


£deM,  Keiijautin  l<. 

Lieutenant-Commander. 
1881. 


Aprd, 


\KW. 
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Eiiimous,  George  T. 

Master,  15  November,  1881. 

Fiske,  B.  A. 

jNI  aster,  2  February,  1881. 

Flyniie,  L.iiciaii. 

:\Iaster,  23  April,  1881. 
Franklin,  Samuel  R. 

Commodore,  28  May,  1881. 

Grant.  Albert  W. 

Ensign,  17  May,  1881. 

Ilalpine.  N.  J.  I^*  T. 

Ensign,  1  October,  1881. 

ilarris,  II.  T.  B. 

Paymaster,  18  July,  1881. 

Blarrington,  P.  F. 

Commander,  28  May,  1881. 

Harrison,  II.  W. 

Ensign,  11  June,  1881. 
Heath,  Frank  B. 

Ensign,  28  May,  1881. 
Hilburn,  William, 

Lieutenant,  14  September,  1881. 

Hodges,  Benjamin  W. 

Ensign,  24  February,  1881. 

Hoff,  William  B. 

Commander,  7  August,  1881. 

Holmes,  Frank  H. 

Master,  24  February,  1881. 

Houston,  F.  S. 

Lieutenant-Commander,     29     March, 

1881. 

Hoxsej,  T.  I>. 

Passed  Assistant  Paymaster,  18  Jan., 
1881. 
Hnnker,  Jaeob  J. 

Lieutenant,  15  November,  1881. 

Hutter.  George  E. 

Master,  27  July,  1881. 

Hntebins,  Hamilton. 

Master,  22  May,  1881. 

Ide,  George  E. 

Lieutenant-Commander,  1  Oct.,  1881. 

Impey,  R.  E. 

Lieutenant-Commander,  14  Sept.,  1881. 

Jeffries,  Alfred. 

Ensign,  7  August,  1881. 

Jones,  George  W. 

Assistant  Paymaster,  18  March,  1881. 


Jouett,  li.  P. 

Lieutenant,  30  August,  1881. 

Krafft,  J.  C.  P.  de. 

Oommodore,  1  October,  1881. 

liansdale,  Philip  T. 

Ensign,  1  June,  1881. 
Ijeaeh,  Boynton. 

Lieutenant,  7  August,  1881. 
littlefleld,  C.  W. 

Passed  Assistant  Paymaster,  14  July, 
1881. 
liOngnecker,  Edwin. 

.     Lieutenant -Commander,  7  Aug.,  1881. 

liOomis,  J.  Porter. 

Paymaster,  30  August,  1881. 

Lnee,  (Stephen  B. 

Commodore,  25  November,  1881. 
lindlow,  Xieoll. 

Commander,  14  September,  1881. 

Enll,  E.  P. 

Captain,  14  September,  1881. 
Lijman,  C.  H. 

Lieutenant,  11  June,  1881. 

Machette,  Henry  C 

Paymaster,  16  June,  1881. 
McCanley,  Edward  Y. 

Commodore,  7  August,  1881. 
Matthews,  E.  O. 

Captain,  7  August,  1881. 
Mead,  William  W. 

Lieutenant-Commander,     12     March^ 
1881. 
Mentz,  George  W. 

Lieutenant,  25  November,  1881. 
Merriam,  G.  A. 

Lieutenant,  28  May,  1881. 

Milton,  John   B. 

Lieutenant,  30  August,  1881. 

Miller,  Jos.  N. 

Captain,  28  May,  1881. 
Moore,  Andrew  M. 

Surgeon,  1  Ajjril,  1881. 

Xieolson,  John  O. 

Master,  1  October,  1881. 
Nicholson,  J.  W.  A. 

Rear-Admiral,  1  October,  1881. 

]!)roell,  York. 

Master,  25  November,  1881. 

Xorton,  Charles  S. 

Cai)t:i5ii,  1  Octol.er,  1881. 
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NoHtrand,  IV.  II. 

Master,  7  August,  1881. 

Xye,  II.  C.  T. 

Lieutenant,  1  October,  1881. 

Oliver,  JaiiiCH  II. 

Ensiyii,  14  Sipteinber,  1881. 

Parker,  JaiiieH  P. 

Ensign,  10  .lanuary,  1881. 
Parker,  Joint  F. 

MusttT,  17  May,  1881. 
Poaeook,  David. 

Master,  11  Scpttinbcr,  1881. 
Perry,  TlioiiiaH. 

Licutenant-C»nunander,  25  Nov.,  1881. 

Peters,  CJeorRe  II. 

Muster,  10  January,  1881. 
PeterHoii,  Arthur. 

Passed  Assistant  Paymaster,  1  Sept., 
1881. 
Phythain,  R.  I^. 

Captain,  25  November,  1881. 

Ray,  W.  P. 

Lieutenant,  21  February,  1881. 

Reaiiiey,  Lazarus  I^. 

Lieutenant ,  2  February,  1881. 
Retell,  Ileury  F. 

Master,  2U  Marcli,  1881. 
Rej'uolds,  FdHtii  I^. 

Master,  1  October,  1881. 
Roouey,  William  R.  A. 

Maslrr,  11  June,  1881. 
Ross,  John  W. 

Surgeon,  17  August,  1881. 

Rash,  IVilliam  R. 

Ensign,  25  November,  1881. 

Salter,  T.  ii.  C. 

Lieutenant,  7  August,  1881. 


Neheuek,  Casper. 

I'ay  Director,  ;iO  ,\  ugunt,  1881. 
Neott,  Iteruurd  (>. 

Master,  'M  Au^,'ust,  18HI. 

SelfridKe,  Thouias  O. 

Captain,  2  1  Fibniary,  1881. 
Sieard,  ]tIoiilKoni(>ry. 

Captain,  7  August,  IbWl. 
Smith,  Henry  R. 

Passed  AsHiBtont  PaymoBtcr,  6  I)«c., 
1880. 
Spotts,  James  II. 

l{e  tr-A(iiiiiral,  28  May,  1881. 
Stewart,  J.  IV. 

Master,  12  March,  1H81. 

Tanwell,  William  G. 

Surgeon,  15  July,   1881. 
Thomas,  K.  II. 

Lieutenant-Commvn<ler,  7  Aug.,  1881. 
Toppan,  Franeis  VV. 

Lieutenant,  2U  March,  1881. 
Tyler,  II.  R. 

Ensign,  22  May,  1881. 

Yail,  A.  II. 

Lieutenant-Commander,  15  Nov.,  1881 . 


Waekenshaw,  II.  C. 

Ensign,  2  February,  1881. 
Wales,  I».  S. 

Medical  Director,  11  October,  1881. 
Whittield,  William  £. 

blaster,  7  August,  1881. 
Winslow,  Franeis. 

Lieutenant,  17  May,  1831. 

Wise,  William  C. 

Commander,  21  February,  1881. 
Wright,  A.  II. 

Commander,  25  November,  1881. 


RBXIRCD   I.ISX. 


Carter,  S.  P. 

Commodore,  G  August,  1881. 

Cook,  T. 

11  October,  1881. 
Cutter,  George  E. 

Pay  Director,  Chief  iiureau  o^  '^^vi- 
sioDS,  30  August,  1881. 

Davis,  George  I^eoiiard. 

Pay  Inspector,  17  January,  1881. 


Fairfax,  D.  Me^'. 

Kear-Admiral,  1  October,  1881. 
Fleteher,  Arthur  II. 

Lieuti'iiaiit. 

Iloirell,  J.  C. 

Kear-Admiral,  25  Novemlicr.  1881. 

King.  J.  W. 

Chief  Engineer,  2i5  August,  15*81. 
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Chief  Eugineer,  3  March,  1881. 

IVictaolsoii,  SomerTill. 

Commodore,  22  January,  1880.  Re- 
stored to  Active  List  next  after  Com- 
modore C.  H.  Wells.  Retired  7 
April,  1881,  after  40  years  service. 

Rodgers,  C.  R.  P. 

Rear-Admiral,  15  November,  1881. 


ISaflord,  I .  T. 

11  October,  1881. 
^Stevens,  Thomas  H. 

Rear-Admiral,  27  May,  1881. 

Taylor,  William  E. 

Medical  Inspector,  14  January,  1881. 

Whiting,  W.  I>. 

Captain,  7  August,  1881. 
Williams,  Li.  J. 

Medical  Director,  14  October,  1881. 


DBCBASHD. 


Aston,  A. 

Chief  Engineer,  10  September,  1881. 

Breese,  K.  Randolph. 

Captain,  13  September,  1881. 
Browne,  Samnel  T. 

Paymaster,  15  June,  1881. 

Edes,  Benjamin  Ij. 

Lieutenant-Commander.  Killed  by  ex- 
plosion at  Newport,  R.  I.,  29  Aug., 
188L 

OroTe,  Thomas  O, 

Lieutenant,  27  July,  1881. 

BEonse,  Jerome  B. 

Lieutenant,  9  January,  1881. 

Hnnter,  Henry  C 

Lieutenant,  10  June,  1881. 

Jones,  George  W. 

Assistant  Paymaster,  21  June,  1881. 

liCifis,  Robert  F.  R. 

Captain,  23  February,  1881. 


Matthews,  E.  S. 

Surgeon,  16  August,  1881. 
McCrea,  Edward  P. 

Capttiin,  October,  1881. 
3IeI>ongal,  Charles  J. 

Commander,  28  March,  1881. 

Preston,  William  M. 

Passed  Assistant  Paymaster,  8  March, 

1881.       \ 

Spalding,  liyinan  O. 

Lieutenant.    Killed  by  explosion  of  a 
torpedo  at  Newport,  R.  I.,  29  Aug., 
1881. 
Sprague,  J.  P. 

Chief  Engineer,  15  September,  1881. 
Stevens,  H.  H. 

Assistant  Engineer,  24  April,  1881. 

Terrell,  Thomas  C. 

Lieutenant,  16  May,  1881. 

Thomson,  Cnrtis  H. 

Passed  Assistant  Paymaster,  13  July, 

1881. 

Whittakcr,  J.  W. 

Chief  Engineer,  9  March,  1881. 


RHSIQIVBD. 


Burnett,  John  C. 

Passed  Assistant  Paymaster,  3  Aug., 
1881. 
Bnsbee,  Perrin. 

Master,  31  May,  1881. 

Beering,  Charles  W. 

Master,  21  May,  1881, 

Be  Blois,  Thomas  A. 

Lieutenant,  1  February,  1881. 


Gate  wood,  R. 

Cadet  Eugineer,  19  August,  1881. 

Michelson,  Albert  A. 

Master,  30  September,  1881. 

Shaw,  Samuel  F. 

Surgeon,  31  March,  1881. 
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w:<n 


9IID»HIPItIl<:iS.-io  June,  i88i. 


Except  otherwise  Btatcd. 


ell,  John  A. 
UnIi,  John  B. 

iihoon,  JaniCH  B. 
liHNo,  Henry  S. 
leiiienfM,  A.  B. 

on^herty,  John  A. 
ray  (on,  l»erolval  L. 

arret!,  I^eigh  O. 
arret (,  I^eroy  M, 
iliboiiN,  John  II. 
iliNon,  J4»hn. 
ill,  ^Villiani  A. 

ayden,  E.  E. 
ariow,  Charles  H. 
4»o(l,  John. 

iinKen,  Charles  W. 

ellogs,  F.   M. 


I^ope/..  ICol>«'r(   F. 

IWarMh.  C  C. 
]Vleiiir4'o.  l>aiii<l  |>. 
]tIiiM>r.  ICaiKlolph   II. 
Mn«l4i,  John    %. 

Pureell,  John  I,. 

Bipley.  C  harl<>H  S. 
llol»iiiMon.  Il4>rl><'rt  J. 

Sehiverin,  I{4>iiiii4>  l». 
Sloan.  It4>l>ert  S. 
Sno>t<len.  Tii4»inaM. 

Thoni,  ^Villiani  A. 
Tillman.  F4l«^in  II. 
To(l4l,  miHoii  I.. 

4  June,   isso.  to  take   position  nexf 
after  J.  .1.  Knnpp. 

Winterhalter,   iliM>ri  ii. 

lb  June,  lsTi>,  to  take  position  next 
after  W.  G,  David. 


APPOIXXED. 


ennett,  F.  ill. 

Assistant  Engineer,  10  June,  1881. 
cviiiffton,  91. 

Assistant  Engineer,  10  June,  1881. 
ryan,  B.  €. 

Assistant  ?]ngineer,  10  June,  1881. 

nil,  c;.  II. 

Assistant  P'ngineer,  "20  .lune,  1880. 
utter^vorth,  James. 

Chief  Engineer,  U)  March.  1881. 


Crjiifi^.  Tliomas   V. 

Assistant  Surgeon,  9  July,  1881, 

Eiiton,  W.  V. 

I'asst'd  Assistant  F^ngineer.  23  March, 

issi. 

EdK»r,  John  .^1. 

Assistant  Surgeon,  \>  -Inly,  IHiSl. 

CSriflin.  B.  S. 

A.vsi>taiil  Knirini'iT.  'JO  J  urn-.  iH.SO. 


inaKa*  A.  B. 

l';isstfl  Assistant  Engineer,  10  Jlurch, 
US.SI. 

irr,  C'.  A. 

Assistant  Phigineer,  10  June,  1881. 

»oi<'y.  III.  E.  j  iHbeMter,  l{.   I". 

Assistant    Engineer,  20  June.  1881.  ABsistant  Engineer,  10  June,  1881 


llnnt,  A.  H. 

Assistant  Engineer,  10  June,  1881. 
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Assistant  Engineer,  10  June,  1881. 

Jaggar<l,  W.  H. 

Assistant  Surgeon.  9  July,  1881. 

licacli,  Philip. 

Assistant  Surgeon,  9  July,  1881. 

McCartney,  1>.  P. 

Chief  Engineer,  27  August,  1881. 


MelTille,  G.  N. 

Chief  Engineer,  4  Maich,  1881. 

Spangler,  H.  W. 

Assistant  Engineer,  20  June,  1880. 

Wliitalier,  Harry  W. 

Assistant  Surgeon,  9  July,  1881. 


HE  XA\T^  OF  THE  XJXITED  STATJ':s. 


adoniMMl  from   tli<«   Nai-j-  IU>i;l»i«>r  fop  ISHI,  »ui<l  ilm  Anauat   Report  of    Uio  Hocntarj  of    ibo  Narj, 

T>ocomU«r.  \tw\. 


There  were  in  the  service  in  1881,  65  naval  steam  vessels,  all  screw  propellers  except 

c,  besides  23  wooden  sailing  vessels,  21  iron-dad  vessels,  two  torpedo  boats  and  2.'i 

gs.     Total  i;?9,  of  which  about  r»7  were  in  cfUcicnt  service.     The  number  of  guns  is 

)33. 

The  active  list  of  the  navy  is  composed  of  1  admiral,  1  vice-admiral,  12  rear-ad miraln, 

commodores,  50  captains,  90  commanders,  80  lieutenant-commanders,  280  lieu- 
lants,  100  masters,  100  ensigns,  82  midshipmen,  130  cadet-midshipmen,  and  1 IJ 
det-midshipmen  on  probation  at  the  Naval  Academy,  all  of  whom  are  ofGcers  of  thi- 
le. 

Of  the  staff  there  are  1  surgeon-general,  lo  medical  directors,  14  medical  inspectors, 
surgeons,  79  passed  assistant  surgeons,  10  assistant  surgeons,  1   paymaster-general, 

pay  directors,  13  pay  inspectors,  49  paymasters,  29  passed  assistant  paymasters,  19 
distant  paymasters,  1  engineer-in-chief,  09  chief  engineers,  100  j),issed  as-^isLant  engi- 
ers,  85  assistant  engineers,  73  cadet  engineers,  arnl  79  cadet  engineers  on  probation 
the  Naval  Academy;  2-1  chaplains,  12  professors  ol  mathematics,  1  secretary  for  the 
miral,  and  1  for  the  vice-admiral ;  1  chief  constructor,  10  naval  constructors,  5  assist- 
t  constructors,  and  10  civil  engineers. 

The  warrant  officers  consist  of  51  boatswains,  55  gunners.  53  carpenters,  43  sail 
ikers,  and  41  mates. 

The  retired  list  is  composed  of  officers  of  the  Tme  as  follows;  43  rear-admirals,  2o 
mmodorcs,  12  captains,  10  commanders,  15  lieutenant-commanders,  8  lieutenants,  1 1 
isters,  5  ensigns,  2  midshipmen.  Staff  officers,  viz.:  22  medical  directors,  1  medical 
spector,  3  surgeons,  5  passed  assistant  surgeons,  7  assistant  surgeons,  9  pay  directors, 
say  inspectors,  3  paymasters,  3  passed  assistant  paymasters,  1  assistant  paymaster,  19 
ief  engineers,  19  passed  assistant  engineers,  24  assistant  engineers,  3  naval  con- 
■nctors,  8  chaplains,  7  professors  of  mathematics,  10  boatswains,  5  gunners,  13  car- 
nters.  and  10  sailmakers. 

The  active  list  is  therefore  compose<l  of  1,103  officers  of  the  line,  G93  officers  of  the 
iff,  and  242  warrant  officers — toUil  3,OUH  officens  of  all  grades. 
The  retired   list  is  com|)08ed  of  125  officers  of  the  line,  117  officers  of  the  staff,  38 
irrant  officers,  and  G  jirofessors  of  mathematics. 

There  were,  July,  1881,  in  the  serv-ice,  provided  for  by  the  Navy  Appropriation  Art 
r  tlie  fiscal  year  1882,  7.500  enlisted  men  and  boys. 
The  Marino  Corps  consists  of  77  officers  and  1,500  enlisted  men. 
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PAY  TABLE  OF  THE  NAYY. 


Admiral 

Vlce-Adinlral 

Itear- Admirals 

Commodores 

Oaptaliis 

C<')inmauders 

Lloutonant-Commandors — 

First  lour  years  after  date  ot  commission.. 

After  four  years  Irom  date  of  commission. 
Lieutenants — 

First  five  years 

After  live  years 

Masters — 

First  five  years 

After  five  years 

Ensigns- 
First  five  years 

After  Ave  years 

Midshipmen 

Cadot-Mldshipmen 

MaU>s.. 


Medical  and  Pay  Directors  and  Medical  and  Pay  Inspectors  and  Clilet 
Engineers,  having  the  same  rank  at  sea 

neot  Surgeons,  Fleet  Paymasters,  and  Fleet  Engineers 

Surgeons,  Paymasters,  and  Chief  .iTngineers— 

First  Ave  years  after  date  ot  commission 

Second  five  years 

Third  five  years 

Fourth  five  years 

After  twenty  years 

Passed  Assistant  Surgeons,  Passed  Assistant  Paymasters,  and  Past 
Assistant  Engineers- 
First  five  years  after  date  of  appointment 

After  Ave  years 

Assistant  Surgeons,  Assistant  Paymasters,  and  Assistant  Engineers- 
First  five  years  after  date  of  appointment 

After  Ave  years 

Chaplains — 

First  Ave  years 

After  Ave  years 

Boatswains,  Gunners,  Carpenters  and  Sail-makers — 

First  three  years 

Second  three  years 

Third  three  years , 

Fourth  three-years 

After  twelve  years 

Cadet  Engineers  (after  examination) 

Naval  Constructors — 

First  Ave  years , 

Second  Ave  years , 

Third  five  years , 

Fourth  five  years 

After  twenty  years 

Assistant  Naval  Constructors — 

First  four  years , 

Second  four  years , 

After  eight  years , 


S13,000 
9,000 
6,000 
5,000 
4,500 
3,500 

2.800 
3,000 

2,400 
2,600 

1,800 
2,000 

1,200 

1,400 

1,000 

500 

900 

4,400 
4,400 

2,800 
3,200 
3,500 
3,700 
4,200 


2,000 
2,200 

1,700 
1,900 

2,500 
2,800 

1,200 
1,300 
1,400 
1,600 
1,800 
1,000 


On  Shore 
Duty. 


$13,000 
8,000 
5,000 
4,000 
3,500 
3,000 

2,400 
2,600 

2,000 
2,200 

1,500 
1.700 

1,000 

1,200 

800 

500 

700 


2,400 
2,800 
3,200 
3,600 
4,000 


1,800 
2,000 

1,400 
1,600 

2,000 
2,300 

900 

1,000 

i,3on 

1,300 

1,600 

800 

3,200 
3,400 
3,700 
4,000 
4,200 

2,000 
2,200 
2,600 


Secretary  to  Admiral  and  Vice- Admiral $2,500 

Secretiiries  to  Commanders  of  Squadrons 2,000 

Secretary  to  Naval  Academy 1,800 

Clerks  to  Commanders  of  Squadrons  of  Vessels,  750 

First  Clerks  to  Commandants  of  Navy  Yards 1,500 

Second  Clerks  to  Commandants  of  Navy  Yards,  1,200 

Clerk,  Mare  Island  Navy  Yard 1,800 

Clerk  to  Commandants  Naval  Stations 1,500 


Clerks  to  Paymasters  at  Navy  Yards — 
Boston,  New  York,  Philadelphia  and  Wash- 
ington  $1,( 

Mare  Island l,t 

Kittery,  Norfolk  and  Pensacola 1,4 

At  other  Stations 1,J 

The  pay  of  Seamen  is  $258,  and  of  ordinary  Seam 
$210  per  annum. 


Note.— The  navy  ration  is  commuted  at  30  cents  per  day.  The  navy  spirit  ration  was  totally  abolish 
Julyl,  1870. 

Navy  oflicers  are  retired  after  40  years  service,  on  their  own  application;  and  they  are  retired  in  a 
case  after  6'2  years  of  age,  with  some  exceptions.  The  compensation  of  retired  officers  Is  75  per  cent, 
the  active  pay  of  the  same  rank,  or  50  per  cent,  (according  to  the  causes  of  retirement.) 
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A-OEISTG^S^-     FOR. 

Colt's  Patent  Fire  Arms  Co.      W.  &  C.  Scott  &  Son. 
C.  G.  Bonehill.   J.  P.  Clabrough  &  Bros  and  Parksr 

BREECH  LOADING  GUUS, 

RELOADING  IMPLEMENTS  AND  GUN  CASES 


Liberal  Discount  made  to  Officers  of  the  Army  and  Navy. 

HARTLEY  &  GRAHAM, 
19  3Iaiden  Lane,  NKIV    VOUK. 


RAYiMOLD  &  WHITLOCIv 

IMPORTERS  AND  MANUFACTURERS  OF 

MILITARY  EQUIPMENTS, 

miGHTS  TENimfl,  1. 0. 0.  F.,  [NCHNIPNIENT,  UNO  PyiHUN  m\m. 
GOLD  AND  SILVER  FRINGES,  TASSELS.  LACES. 

STARS.  SPAWe.LES.  eORDS.  BRAIDS,  &c. 

EMBROIDERY,  BULLION,  1-lLi:,  AM)  C0KIX).\.\1:1. 
No.  39  WEST  14th  STREET.  NEW  YORK. 

o'We  coi'Uiclly  comuiuuU  the  above  geuUeincu  to  ibu  iradu  and  tbo  public. 

ilAUTLKV    6:    CiUAIlA.M. 


METALLIC  AMMli^lTlOX,       ^m  WADS,  Klack  and  Pink  Edge, 


SQ£  AMD  CE1;TBAL  FIBE,  ALL  SIZES. 


QUAEANTEED  SITPEEIOE  TO  AHY  WPOKTES. 


THE 


aBUJCXXSJ-ESX^OItT,    OOD»"3?5r. 


PRICE  LISTS  WITH  DISCOUNTS  TO  THE  JOBBING  TRADE  ON  APPLICATION. 


PERCUSSIOIV  CAPS. 

F.  G.  TRIMMED   EDGE,  W.  PROOF. 

F.  L.  GROUND   EDGE,  W.  PROOF,  FOIL   LINED, 

Equal  to  any  imported. 

D.  W.  P.  GROUND  EDGE,  W.  PROOF,  CENTRAL   FIRE, 

Equal  to  any  importecL 

MUSKET,  PAPER   AND   TIN   BOXES. 

BERDAN,  ORCUTT  AND    WESSON  PRIMERS. 
BULLET   BREECH   CAPS. 


PAP3ER    AND    BRASS    SHOT    SHEI^IiS. 

CELEBRATED  "U.  M.   C."    SIZES  8,  10,  13,  14,  16,  20.   CENTRAL  FIRE. 

BERDAN    SOLID   ANVIL. 

STURTEVANT  MOVABLE  ANVIL. 

BUFFINGTON,   MOVABLE    ANVIL. 

BERDAN  PRIMER. 
KENNEY'S  PATENT  INDENTATION  TO  PREVENT  WADS  FROM  STARTING, 

HARTLEY  &  GRAHAM,  Agents, 


STKATEQOS: 

A    SERIES   OF 

AMERICAN   GAMES   OF   WAR, 

BASED  UPON  MILITARY  PRINCIPLES  AND  DESIGNED  FOR  THE  ASSIST- 
ANCE liOTlI  OF  BEGINNERS  AND  ADVANCED  STUDENTS  IN  PROSE- 
CUTING THE  WHOLE  STUDY  OF  TACTICS,  GRAND  TACTICS,  STRAT- 
EGY, MILITAIIT  HISTORY,  AND  THE  VARIOUS  OPERATIONS  OP 
WAR;  ILLUSTRATED  WITH  NUMEROUS  DIAGRAMS;  TO  WHICH  IS 
APPENDED  A  COLLECTION  OF  STUDIES  UPON  MILITARY  STATIS- 
TICS AS  APPLIED  TO  WAR  ON  FIELD  OR  MAP. 


CHARLES   A.    I..    TOTTEN, 

FIIUT  I.IKI'TKXANT,  KOUKTIl  VM TV!)  STATra  ARTILLERY. 


The  uiidcisipied  have  now  reudy  '•  The  American  Game  of  War  "  styled  "Strategos," 
and  arc  prepared  to  ship  the  same  to  such  as  desire  to  avail  thenuMslvcs  of  an  invalua- 
ble iissistance  in  militarj' study. 

The  outtit  of  men,  boards,  diagrams,  rules,  tables  and  a  vcrj'  numerous  miscellany  of 
Qtensil>i,  etc.,  connected  with  the  j)layincr  of  the  several  indepen<lcnt  giimes  or  studies 
comprehended  under  the  general  title  of  Strateiroa,  is  very  extensive  and  comjilete,  and 
is  gotten  up  in  the  most  substantial  and  attractive  manner,  and  its  various  usca  will 
appeal  to  the  Avants  of  all  classes  of  military  men. 

To  THE  Gkneral  Military  Public  the  ^Muie  comes  as  a  universal  assistant,  an 
outfit  presenting  all  the  diversified  susceptibilities  of  the  tableau  and  the  panorama. 
It  will  lend  aid  in  all  kinds  of  military  "olycct"  study,  and  ])rove  as  usc-ful  to  the 
yrivate  student  as  to  those  who,  at  large  posts  or  in  largo  organizations,  can  afford  to 
study  its  capacities  collectively. 

To  PiiOFKssoRs  OF  MILITARY  SciENCK  AND  Tactics  at  various  national  rollcgca 
and  thenui.ierousmilitiiry  schools  throughout  our  country,  the  i)ublisher8  desire  par- 
ticularly to  recommend  this  outfit 

Iti  sj/stein  of  games  was  the  result  of  study,  undertaken  while  the  inrentor  \ra»  yet  aeticely 
(ii'jO'jed  upon  the  duty  of  viilitary  instncction,  at  the  Massachusetts  .Agricultural  College, 
in  Amherst,  Mass.,  1875-78.  It  was  there  tested  in  many  of  its  applications  and 
luethods,  and  its  merits  fully  established. 

Selections  from  Report  of  the  Regot^ar  Army  Boaro.— Speaking  of  the 
Tactical  Oaine:  "It  is  the  opinion  of  the  Board  that  this  contrivance  furnishes  a  valua- 
bloadjunct  to  the  volumes  of  tactics  in  the  instruction  of  olhcers  and  non-commissioned 
oflicers,  both  as  a  means  of  imparting  infonnation  and  of  testing  proficiency."  Refer- 
ring to  the  Topographical  Blocks  :  "  These  are  to  be  used  in  conjunction  with  others 
[tactic  il  side  up,)  to  illustrate  the  various  principles  of  <J>7ra<«<7^,alTording  to  the  various 
text  books  and  authorities  ui)on  these  subjects  the  same  ready  illustration  that,  with 
their  tactical  face  up,  they  do  to  the  manuals  of  tactics." 

Of  the  "Battle  Game''  the  Board  states :  "While  this  game  presents  no  problcma 
that  may  not  bo  more  fully  considered  and  more  ])crtl-ctly  solvi-d.  l)y  tltc  u.-w  »'f  iho 

finer  appliances  and  more  elaborate  rules  of  the  ^Adraneed  Gamf,"  i'    -^ im.-Ii.hU 

gicc  it  (I  mntenience  which  may  secure  it  a  considerable  use.     It  fiirni  '.a 

diver.'^ion  of  a  highly  military  character,  well  calculated  to  stimulate  w.  .  -  .  iro- 
fessional  quc8tioD&" 


Of  the  '^ AdiHuictd  Game''''  this  Board  reports,  that  "its  rules  and  method  of  pro- 
cedure are  in  genenil  like  those  of  the  European  Games;"  but  referring  to  the  only 
Entrlish  translation  of  tliese,  it  goes  on  to  state  that  the  most  noteworthy  points  of 
diiit'ionce  are : 

"  1st.  A  much  greater  fullness  and  explicitness  in  the  rules  for  the  guidance  of  the 
referee. 

"  2nd.  A  more  minute  analysis  of  the  conditions  of  actual  conflict;  a  more  accurate 
determination  of  the  ratios  representing  chances  of  success,  etc.;  a  more  elaborate  sys- 
tem of  tables. 

"  3rd.  The  presentation  in  the  tables  not  only  of  material  for  decision  in  the  game, 

butalso  of  valuable  professional  information,  in  form  convenient  for  references  in  study. 

"  It  is  believed  that  each  of  these  differences  renders  the  game  better  in  itself  as  a 

means  of  instruction,  or  more  fitted  for  use  in  the  conditions  of  service  of  the  United 

States  Army." 

ATJGUSl'  V.  KAUTZ,  Col.  8th  I^fl'y,  Brevet  Major  Gen.,  U.  S.  A. 
WM.  H.  FRENCH,  Col.  4th  Art'y  Brevet  Major  Gen.,  U.  S.  A. 
J.  C.  KELTON,  Lieut.  Col.  A.  A.  G.,  Brevet  Brig.  Gen.,  U.  S.  A. 
H.  S.  HASBROUCK,  Capt.  4th  Art'y,  Brevet  Major  U.  S.  A. 
J.  B.  CAMPBELL,  Capt.  4th  Art'y,  Brevet  Major,  U.  S.  A. 
CARL  F.  PALFREY,  1st  Lieut,  of  Engineers. 


PRICE  lilST  OF  GAMES  AND  MATERIAIi. 

No.  1.  Complete  Outfit,  as  per  Text-book,  18,200  men  on  each  side, 

2  sets  of  instruments,  etc $60  O© 

No.  3.  Complete  Outfit,  as  per  Text-book,  extra  fine,  rosewood  men, 

extra  instrviments,  etc 75  OO 

No-  3.  Medium  (1-2)  sized  Outfit,  40,000  men  on  each  side,  1  set 

instruments,  etc 35  OO 

No.  4.  Medium  (1-3)  sized  Outfit,  extra  fine,  2  sets  of  instruments, 

etc 50  00 

No.  5.  The  Battle-GaiiEC,  complete,  4  boards,  1  corps  on  a  side 25  OO 

No.  6.  The  BattlcGame,  small  (1-4)  size,  1  board,  1  division  oa  a 

side 7  50 

No.  7.  The  Tactieal  and  Topo^aphical  Game,  complete. . .   10  00 

(Nos.  5  or  6  and  7  are  included  in  each  of  the  sets  numbered  1,  2,  3  and  4,  but  are 
•old  separately,  for  the  convenience  of  purchasers.  Each  set  contains  the  Text-books 
complete.) 

Text-Books,  complete  in  2  volumes ^3  OO 

For  prospectus  giving  full  particulars,  with  report  of  the  Regular  Army  Board, 
letters  of  recommendation,  etc.,  send  to  the  publishers, 

».  APPIiETON  A:  CO.,  NEW  YORK. 
HARTI.ET  A  GRAHAM,  NEW  YORK. 

Publishers  of  the  Game  Apparatus  and  Outfit,  Messrs.  Hartley  «k  Graham, 

Nos.  17  and  19  Maiden  Lane,  New  York  City. 

Of  the  Book  of  Rules,  Tables  and  Statistics,  (in  two  volumes,)  Messrs.  IK 
Appleton  &.  Co.,  Nos.  1,  3  and  5  Bond  Street,  l^'ew  York  City. 


MARLIN 


3LiA.TEST     J^ISTJD     BEST, 


MANUFACTURED  BY 


ixiARijiiN  ARnas  CO. 


NEW^    HA.VE]Sr,    CONN, 


MAKERS  OF  THE 

Celebrated  Ballard  Rifles, 


WITHOUT  QUESTION  THE  BEST  MAGAZINE   RIFLE  EVER 
PRODUCED. 

40  Cal.,  60  Grains  Powder,  280  Grains  I-ead.    45  Cui.,  ush.k 
•Gove riiiuc lit  Cartridge. 

Scud  lor  Dcs»cripiive  List* 

SCHOVBRLIIUC,   DALY  c£   CALES^ 

84  and  8G   CHAMBERS   S  FRKET, 


A  Musket  Calibre  Gatling  Gun  is 
Mounted  on  a  Tripod.  This  Gun  fires 
over  one  thousand  shots  per  minute 
with  great  accuracy,  and  is  the  most 
rapid  firing*  Gun  in  the  world.  It  is 
simple  in  construction  and  not  liable 
to  get  out  of  order. 

The  Gatling"  is  also  mounted  on  Gun 
Carriages,  and  can  easily  be  trans- 
ferred to  the  rail  of  a  ship  or  bow  of 
a  small  boat. 

All  Calibres  from  0.42  inch  to  1.45 
inch  are  made. 

For  price  and  full  particulars. 

Address, 

GATima  SUN  CO. 

HARTFORD,  COJSN.,  U.  S.  A. 


THE   SUN    FOR    1881 


Everybody  reads  Tin:  Sin.  In  the  editions  of  this  newspaper 
throughout  the  year  to  come  everybody  will  find: 

I.  All  the  world's  news,  so  presented  that  the  reader  will  rrvt  tho 
j^reatest  amount  ol' inlbrmation  with  the  least  unprofitable  expenditure 
of  time  and  eyesight.  The  Sun  long  ago  discovered  the  goldcu  mean 
between  redundant  fullness  and  unsatisl'actory  brevity. 

II.  Much  of  that  sort  of  news  which  depends  less  tijjon  its  recognized 
importance  than  upon  its  interest  to  mankind.  From  morning  to 
morning  TiiK  Six  ])rints  a  continued  story  of  the  lives  of  real  men 
and  women,  and  ol  their  deeds,  plans,  loves,  hates,  and  troubles. 
This  story  is  more  varied  and  more  interesting  than  any  romance  that 
was  ever  devised. 

III.  Good  writing  in  every  column,  and  freshness,  originality,  accu- 
racy, and  decorum  in  the  treatment  of  every  subject. 

IV.  Honest  comment.  The  Sun's  habit  is  to  speak  out  fearlessly 
about  men  and  things. 

V.  Equal  candor  in  dealing  with  each  political  party,  and  equal 
readiness  to  commend  what  is  praiseworthy  or  to  rebuke  what  is  blam- 
able  in  Democrat  or  Republican. 

VI.  Absolute  independence  of  partisan  organizations,  but  unwaver- 
ing loyalty  to  true  democratic  principles.  The  Sun  believes  that  the 
Government  which  the  Constitution  gives  us  is  a  good  one  to  keep. 
Its  notion  of  duty  is  to  resist  to  its  utmost  power  the  efforts  of  men  in 
the  Republican  j)arty  to  set  up  another  form  of  government  in  place  of 
that  which  exists.  The  year  1881  and  the  years  immediately  following 
will  probably  decide  this  supremely  important  contest.  The  Si;.\  believes 
that  the  victory  will  be  with  the  peo})le  as  against  the  Rings  for  mono- 
poly, the  Rings  for  plunder,  and  the  Rings  for  imperial  j)0wer. 

Our  terms  are  as  follows: 

For  the  Daily  8ux,  a  four-page  sheet  of  twenty-eight  columns,  the 
price  by  mail,  postpaid,  is  55  cents  a  month,  or  $C.50  a  year;  or,  includ- 
ing the  Sunday  paper,  an  eight-page  sheet  of  fifty-si. \  columns,  the  price 
is  G5  cents  a  month,  or  $7.70  a  year,  postage  paid. 

The  Sunday  edition  of  The  Sun  is  also  furnished  separately  at  $1.20 
a  year,  postage  paid. 

The  price  of  Tin:  Wlkkly  Sun,  eight  pages,  fifty-six  columns,  is  $1  a 
year,  postage  paid,  For  clubs  often  sending  $10  we  will  send  an  extra 
copy  free.  Address, 

I.   W.   EN(;LAND, 
PvhlishvrofTnK  SUN,  Xetc  York  Cihf, 


SPORTSMEN'S  TELESCOPIC  TRUNK. 

Made  of  solid  sole  leather,  witli  heavy  iron  tVaiiie  aiitl  corners,  lockod 
hy  means  of  lock  buckles  on  stout  straps,  with  case  iusidc  complete  to  tit 
any  ;:un.  Tray  in  top  to  keep  liuen  from  other  clothiug;  will  carry  shells 
and  outtit  lor  extended  huntiug;  trip,  the  eouteuts  being  always  held 
tirndy  in  i)lace  makes  it  a  splendid  Sportsmen's  and  Tourists'  Trunk. 
When  packed  to  fullest  capacity,  it  is  15  inches  high  by  15  inches  wide, 
length  30  or  31'  inches  as  ordered.        Pricey  $25.00* 


Send  Stamp  for  Xew  Caiahfjue. 

A  full  Stock  of  Canvas  and  Leather  Goods  always  on  hand. 

Ti3:on\/d:soisr  &  soisrs, 

p.  0.  Box  1010.  301  Broadivay,  Neiv  York, 


ESTABLISHED   1848. 

General  Engraver, 

ALSO, 

ARTISTIC  DESISNEE  AND  ENGRAVER  ON  WOOD   DIE5  AND  MEDALS, 

WELDING  NOTES,  GAELS,  BUILDINGS,  CEESTS,  COLLEGE  NOTES,  &c.. 

MACHWERY,  PORTRAITS.  ILLUSTRATIONS  FOR  CATALOGUES,  dc. 

T«i03sroGRA.]vrs, 

ARMS,     CRESTS,     &c  ,     ENGRAVED     OX     STONE. 

182    BROADlTirAY, 

ISTEAV    YORK. 


Mil  imLL  &  GOilT, 

130  and   132   CHAMBERS  STltEEl\ 

BROADWAY  and:42nd  STREET, 
57th   STREET  and  6th    AVENUE, 

ACKER,  EDGAR  &  CO. 


§) 


Mi 


1 


HAVAM  CIGAES, 


J^lsZlD 


^K<)(  i:im  s. 


ARMY  AND  NAVY  STORES. 


GRAND  HOTEL, 


BROADWAY,  CORNER  31st  STREET, 


ISTET^    YORK, 


WITHIN  ONE  BI.OCK  OF  THE  ARMY  AlVD  NAVT  CI.VB. 


SPECIAL  RATES  TO  THE  ARMY  AND  NAVY. 


HENRY  MILFORD  SMITH, 


PROPRIETOR. 


One  Block  from  the  Aruiy  and  Navy  Club, 

BROADWAY,  28th  and  23th  STREETS, 

Eates  Reduced. — Rooms  with  Board,  $2.50,  $3.00 
and  $3.50  per  day  Rooms  on  European  Plan,  f  1.00  per 
day. 


MANUFACTURING  OPTICIAN 

41  UUIOU  SQUARE,  BUOADWAY  2,  ITtli  ST. 

TlIF    I.AItr.KST    ANI>    riNTST    STOCK    OT 

FIELD,  MARINE,  OPERA  AND  TOURISTS'  GLASSES 

IN   THIS  COUNTia 

TELESCOPES,    IVCICR.OSCOT'ES,    BA-FIOIVEETEIIS, 

Pocket  Aneroid  Barotneters  for  AltitttdrSf 

Spectacles   and    Eye    CalasM'*.    rifled    to   the    most    Fecniiar    Eye. 

Inspection  invited  and  correspondence  solicited.     Descriptive  Catalogue  by  enclosing 
tamp. 


UNION    SQUJ^RK,    NEAV"    YOliK, 


IDEFOT     FOFl 


m 


.  lUySIC  BOOKS 


A  \  I » 


mmik  injSTRu MINIS  oi  all  kinds, 

SOLE  AGENTS  IN  THE  UNITFO  STATES  FOR  THE  CEIEBHATEO 
Send   for  fu!l    Price   List   and    Illustrations. 


AUTHORIZED 


POST    SCHOOLS. 


The  following  Text  Books  liave  been  i)rescrib£?d  by  the  War  Depart- 
ment— General  Order  No.  38 — for  use  in  the  Poat  Schools  of  the  Army. 

S(PEJTGE(BIAJi  GO(PY  (BOOKS, 

CHA(BTS   OF  W(RlTlJiG  and 

THEORY  OF  (PFJ^JIAJTSHICP, 

SWIJ7T0J7'S  GFOG(BA(PHIES, 

SWIJiTOJ^'S  GOJiQFNSEQ  HISTCmY 

OF  THE  UjYITEQ  STATES. 


*^* Correspondence  with    reference  to  supplying    these  Books    will 
receive  i)roinpt  attention. 


ivisoN.  mat 


5      LJi.iii%i„i9iiiEa; 

FUBT.ISHERS, 
753  &  755  BROADWAY.   NEW  YORK. 


EE  MING  TON'S 


MILITARY, 


SPORTING  and 


HUNTING 


lliEElSIE'S    f  A-XEISTT,] 


SIMPLEST, 

MOST  EFFICIENT, 

INDESTRUCTIBLE 


Adopted  by  Ihr  United  Mates  Government  in  the  ^nvy  and 
Frontier  Serviee. 

lO  Shots.      It's  C'al..  70  <;r:iiii  Standard  <;overiinieiit  <  am  idu«N- 

PKICES <'arhine,    S22.     Frontier    ICilles,  S22.     Sportiii;;   and 

llnntin;;  Ititles.  S27. 

Ilisconiit  t4»  tSie  Tradi*  only. 

Seii«i   for  <'ala(outi<'  and    I'liri'   Usts. 

E.  REMINGTON    &   SONS, 


(P.  O.   BOX    3994.) 


!^s:p  Jitodfhraf/,  Sew    )  or/r 


SHANNON,   MILLER   &   CRANE, 

No.    46    M:^IDEISr    LA-NE, 
NEW    YORK, 

Cork  and  Felt  Helmets, 

MILITARY   GOODS, 

EQUIPfflENTS  FOR  OFFICERS  OF  ARMY,  NAVY  AND  NATIONAL  GnARD, 

SWORDS,  BELTS,  SHOULDER   STRAPS, 

Epaulettes,  Chapeaux,  Fatigue  and  Dress  Hats  and  Caps,  &c. 

eOLD  AND  SILVER  TRIMMINGS,  LACES,  FRINGES,  dc. 
Ml    GRAND  STREET,  NEW  YORK, 

MANUFACTURERS   OF  THE 

iw  Rep'iion  Cork  and  Fell  Beimels, 


m  J 


^ 


For  the  Army,  Navy  and  National  Guard, 

EPAULEHES,  SHOULDER  KNOTS  AND  SHOULDER  STRAPS, 

And  all  kinds  of  Equipments  for  the  Army  and  National  Ouard 
of  the  various  States,  constantly  on  hand  and  made  to  order  at 
sliort  notice. 


T  I-^   -E 


oi.D,  i>iiosi>i:itoi>i,  siri:.  i.iict. 


THIETY-FIVE  YEARS'  BUSINESS  EXPEPJEITCE. 


SKTS, H:t1».<MMKOOO 

KPl^us, 7,noo.ooo 

15,000  i*oi.i(  ii:s  i\  loitcj:. 

S137,000.00<»    I\S1  ltA\<  i:    l\    F4>K€£. 


TEN     F^CTS. 


1. — A  fiiir^^e  and  Strong  Company. 

The  New  York  Lifk  has  \c,k  and  tliu  Stmumty  wliidi  a/jc,  and  snrrcsa  brincr«. 
laa  been  in  operation  over  thirty-five  years,  and  at  the  ln'<;innin>;  of  isso  had  over 

000  policies  in  force,  coverinj^  over  $12 7,000,000  in  insurance.  For  the  Becuritv  of 
sc  policies  the  Company  held  nearly  $:50,000,(MJO,  l>eintr  !j!124.n(J  for  every  $100'  of 
ailities  by  tlio  State  Standard. 

2. — A  Purely  .^Siiliial  C'onipauy. 

The  New  Youk  Life  is  one  of  the  few  iixrd;/  mutunl  lifo  cninpaniea  in  this 
intry,  a  coin])any  owned  anil  manageil  by  the  pnjicy  hohh-rs  themselves,  in  their 
n  interests,  witli  no  stockhoklers  to  share  the  i)rotits  or  interfere  in  the  niana^enient 
the  prejudice*  of  the  insure<l.  It  affords  initurance  at  current  eiut  with  abtolut^ 
irity. 

it. — A  I>.il>oral  aiKl  l*roKreMMivo  Company. 

The  New  Youk  Like  h\\iH\0  origiwita^  and  introducftl  the  non-jorfeiture  tygttm  of 
ides,  since  ado])ted,  in  jmrt  or  in  Mine  form,  by  every  life  Company.     It  untieipHte«I 

1  New  York  State  Law  on  the  subject,  in  time  by  over  nineteen  years,  and  in  libcmlity 
the  insured  by  !,'iving  more  than  the  law  leiiuires. 

4. — A   Ifiapidly  CarouiiiK  Company. 

The  lust  ten  years  include  the  six  years  of  depression  that  followed  the  panic  ol 
'3;  yet  durin<x  these  ten  years  the  increase  in  the  Company's  assets  has  been  nearly 
ee-fold,  and  the  increase  in  surplus  and  interest  receipts  over  three  fold.  During; 
8  time  the  annual  disbursements  to  policy  holders  have  risen  from  $i.'»HM.;to:i  t<i 
Sls.iUO,  and  have  ag<^regated  tlie  inconceivable  sum  of  ^>^^/  niiUinn  iLtlUir$ 
.0,301,252.)  Its  interest  receipts  alone  have  been  upward  of  liflcun  milliuns  and 
re  more  than  paid  its  death  losses. 


5.— A  M»oli<l  aiKl  Vigorous  Company. 

The  New  York  Life  has  held  its  business,  in  spite  of  the  "  hard  times,"  bett 
than  any  other  prominent  company.  The  falling  ofi'  among  these,  from  the  highe 
point  reached  since  the  panic  of  1873,  has  been  nearly  tv/enty  per  cent,  on  an  averag 
both  of  income  and  insurance  in  force;  while  in  the  New  York  Life  the  falling  c 
has  been  only  about  two  per  cent,  of  income,  and  less  than  one-half  of  one  per  cent, 
insurance  in  force. 

6.— A  Wide- Awake  Company. 

The  New  York  Life  has  issued  over  140,000  policies,  insuring  over  $420,000,0C 
It  has  received  over  $85,000,000  in  premiums  and  nearly  $20,000,000  in  interest  ai 
rents.     It  has  paid  over  $-30,000,000  in  deatli  claims,  and  returned  over  $31,000,000 
livino'  policy  holders.     The  amount  of  its  'present  assets,  plus  its  payments  to  policy  hold< 
and  rheir  families,  exceeds  the  sum  received  from  them  hy  nearly  ci.v  million  dollars. 

T.— A  Well  Managed  Company. 

Its  management  was  never  more  vigorous,  skillful  and  prudent  than  at  presei 
Its  report  for  the  year  ending  January  1st,  1880,  shows  almost  unparalleled  prosperity 
a  large  increase  in  assets;  a  large  increase  in  ",ur  lus:  a  large  increase  in  premit 
receipts;  a  large  increase  in  interest  receipts;  a  large  increase  in  policies  and  insi 
ance,  issued  and  in  force ;  and  a  decrease  in  death  losses,  resulting  from  a  careful  seh 
tion  of  lives  and  consequent  low  mortality  rate. 

8. — A  Company  \ritli  A  IVo.  1  Securities. 

The  securities  of  the  New  York  Life  are  of  the  very  highest  order,  the  inter 
on  which  is  collected  when  due.  The  entire  amount  of  its  uncollected  interest,  includi 
the  amount  accrued  or  earned  but  not  yet  due,  upon  its  investments,  .January  1st,  181 
was  but  $317,989.11.  This  was  only  aljout  eight-tenths  of  one  per  cent,  of  the  Compan 
entire  assets,  being  the  loioest  raiio  of  any  prominent  company  and  in  notable  contrast  wi 
some.  At  the  date  above  given  its  bonds  and  stocks  were  worth  nearly  a  mJUi 
dollars  more  than  cost. 

9.— A  Prudent  Company. 

In  estimating  its  liabilities,  the  Company  employs  the  severest  standard  used 
this  country.  Security  being  the  sine  qua  non  in  life  insurance,  the  New  York  Li 
calculates  its  reserve  fund  on  the  suiDposition  that  it  will  be  able  to  realize  in  futi 
but  four  per  cent,  interest,  and  thus  keeps  this  fund  over  four  million  dollars  larj 
than  is  required  by  the  law  by  which  its  solvency  is  tested.  Hence,  no  unusual  loss 
no  sudden  depression  in  the  prices  i^f  securities,  no  panic,  no  hard  times,  nor  all 
these  combined  can  so  reduce  its  surplus  as  seriously  to  embarrass  the  Company. 

10. — A  Good  Company  to  Insure  in. 

The  policies  of  the  New  York  Life  are  notable  f<^r  their  freedom  from  vexati< 
restrictions ;  the  customs  of  the  Company  with  respect  to  payment  of  premiums,  e 
are  plainly  stated,  and  efforts  are  made  to  encourage  and  to  enable  every  honest  pol 
holder  to  keep  up  his  policy;  in  the  settlement  of  claims  by  death  the  greatest  lil 
rality  consistent  with  justice  is  ever  shown,  as  the  grateful  acknowledgments  of  hi 
dreds  of  beneficiaries  abundantly  testify.  By  its  liberal  construction  of  the  pol 
contract  in  cases  that  might  have  been  resisted  on  technical  grounds  it  has  gained  1 
reputation  of  being 

**A  IVon-Contesting  Company." 

MORRIS  FRANKLIN,  President.  THEODORE  M.  BANTA,  Cashier 

WILLIAM   H.  BEERS,   Vice-President  D.  O'DELL,  Sup't  of  Agencies. 

CHARLES  WRIGHT,  M.  D. 


\ 


Medical  Examiners. 
HENRY  TUCK.  M.  D.  N 


TO  THE  TEACHERS  AND  OFFICERS  AT  MILITARY  POSTS. 

Tin:    MOST    rOPULAlt    AM>    SUCCKSSrVL 

Ot  THE  DAY,  ARE  PUBLISH Kl)  UV 

B.    APIM.KTOX    A    UK 

7,  :i  and  3  BOND  STREET,  NEW   YOJ^h. 

AMOXG  "WHICH  are 

Applcton's  New  Readers— livc  volumes.      The  Most  J'opuLtr  .Stritt  rt-tr  pubUthtd. 

Tho  Model  Copy  Books— with  Miding  <  opics. 
Quackenbos'  New  American  III^to^y. 

Quuckonbos'  Illustrated  Lcnkoi  s  in  our  Langiiage. 
btickney's  iiunguago  Lines. 
Krusi's  Diawinu,  Series. 

Apx^letoii  H  Systematic  Qoographioa. 
Applcton's  Anthmotict.. 

Ilarkness'  Liatin  SericB. 
And  hundreds  of  others  for  all  grades  of  scIkjuIs  and  every  dc|iaxtuicnt  of  studf. 
Send  for  Circulars,  Price  Lists,  "Educational  Notes,"  Catalogues,  etc. 


RECENTLY    ISSUED: 

CHILD'S  BOOK  OF  LANGUAGE.     A  Cradcd  Scries  of  lessens  and  Ulaj.ks,  in 

Four  Numbers.     Hy  J.  H.  S  i  ickmy.     I.  STDKU.S  L\   PKTUKKS.     II.  SlUUIKS 

IN  AMMAI-S.     HI.    STI'DIES  IN  PLANTS.     IV.    STUDIES  OF  WORDS.     The 

set,  for  examination,  25  cents  ;  Teachers*  edition,  z<y  cents. 
BALLARD'S  WORD- WRITER.   An  Exercise-Book,  desigtvcd  to  accompany  "Word*. 

and  How  to  Put  Them  Together."     10  cents. 
BALLARD'S  PIECES  TO  SPEAK,  and  How  to  Spkak  Them.    Parts  I  and  IL 

20  cents  each. 
PRIMARY  COPY-BOOKS.    Mo dkl  Series.    Six  Numbers,  with  Wakcman's  Sliding 

Copies.     For  examination.  6  cents  each. 
A  CLASS-BOOK  HISTORY  OF  ENGLAND.     Illustrated  with  numerous  Wood 

Cuts  and  Historical  Maps.     Uy  the  Rev.  David  .Morris.     i2mo,  clotli.     For  cxamma- 

tion,  75  cents. 
KRUSI'S   EASY  DRAWING  LESSONS,   for  Kinderc.arte.n   and   Primary 

Schools.     Three  Scries,  12  Cards  each.     Sample  number,  10  cents. 
SCIENTIFIC  AGRICULTURE,    l^y  Professor  N.  T.  Luffon,  Vanderbilt  Univer- 
sity, N.-ishville,  Tenn.     Sample  copy,  30  cents 
GREEK  FOR  BEGINNERS.    By  Rev.  Joseph  P.  Mayor,  M.  A.,  Prof,  of  Classical 

Literature,   King's  College,  London.      Edited  by  ProL  E.  Ci.  CoY,  Phillips  Acailcmy, 

Audover,  Mass.     Sample  copy,  75  cents. 
THE  FIRST   THREE   BOOKS  OF  HOMER'S  ILIAD.     With  Notes,  Critical 

and  i;xplanatory,  etc.     Py  Hinky  Clark  Johnson,  A.  AL,  LL.  B.,  late  HcatI  Master  of 

St.  Paul's  (Cathedral)  School. 

NEARLY  READY: 

APPLETON'S  AMERICAN    STANDARD    GEOGRAPHIES.    Ba-^ed  on  the 

.Methods  of   Progressive   Educators,  and  giving  special  prominence  to  the   Industrial, 

Commercial,  and  Practical  Features.     Two  Books. 
LETTERS   AND   LESSONS   IN    LANGUAGE.    By  J.  II.  Stickney.    Part  L 

Invention.     Part  II.  Conversati(<n.     Part  111.  Literature. 
FIRST  SIX  BOOKS  OF  VIRGIL'S  -ffiNElD.    With  Notes  an.l  Vocabulary.    By 

Professor  FRIl:z^- 
THE  ART  OF  SCHOOL  MANAGEMENT.     By  Professor  J.  Baihwin.  Prindpsl 

Missouri  State  Normal  Schod,  Kirksvillc,  Mo. 
APPLETON'S  SCHOOL  READING  CHARTS,  k«'R  Primary  iNsrai'cnoii. 
THE  ORTHOEPIST:    A  Manu.al  of  Correct  Pronunciation  of  English. 
HISTORY  OF  GREECE.     By  T.  T.  Tlmaykms. 

U.    APPLETON    !c    CO.,   PnblisherP. 

1.  3  and  5  Uomt  Utrtet,  MKlt    lOKK. 


BALTIMORE  &  OHIO  RAILROAD. 

The  "GEEAT  NATIONAL  ROUTE"  between 

BOSTON,  PHILADELPHIA,  RICHMOND, 

NEW   YORK,  BALTIMORE,  WASHINGTON, 

AND  ALL    POINTS 

E-A.ST     .A.3Sri5     S  OXTTHE-A-ST, 

AND 

Cincinnati,  Zanesville,  Chicago,  Sandusky, 

Pittsburg,  Newark,  Defiance,  IndiPnapolis, 

Wheeling,  Columbus,  Mansfield,  St.  Louis, 

Louisville,  Kansas  City,  Omaha,  Milwaukee^ 

AND  ALL  POINTS 

■WEST,    2>TOI?.XI3:''CS7"EST    A-HTID    SOTJTH-^TC^ESX. 


THIS   DOUBLE-TRAOKED   LINE, 

With  its  Steel  Rails  on  Ston    Ballast  Magnificent  Iron  Bridges,  Gorgeous  Mountain  Scenery, 
Beaatitul  Landscapi  and  Picturesque  Views,  incomparably  the  finest  by  rail  in  the  world. 


NEW  AND  MAGNIFICENT  HOTELS  AND  SUMMER  RESORTS, 

At  convenient  distances,  Owned  and  Managed  by  the  Company,  are  replete  with  all  the  modern 
improvements  known  to  this  enlightened  age. 

J^*Ita  complete  equipment  with  all  the  modem  appliances  that  conduce  to  Speed,  Safbtt  and 
OoMFOHT,  are  characteristic  features  of  This  Favoeitb  Bodtb. 


This  is  the  ONLY  ROUTE  between  the  EAST  &  WEST, 

.^RUBTMING  ITS  TflBOETGH  TBAIN3  VIA  WASHINGTON  CITY.-^. 


TICKIETS    -A-OSTD    I3MT'OIt35wir-A.TIOIvr 

Can  be  obtained  at  Offices  of  the  Company,  as  below : 

BOSTON.— No.  219  W  shington  Street. 

HBW  YORK.— No.  315  Broadway.     Depot— Foot   f  Desbrosses  Street.     Depot— Foot  of  Court* 

PHIIADEIPHIA.— Nos,  1100  and  838  Chestnut  Street.    Depot— P.,  W.  &  B.  R.  R ,  corner  of 

Broad  Street  and  WashiPgto    Avei  ue 
BALTIMORE. — No.  149  West  Baltimore  Street,  SortI  east  comer  of  Calvert    Camden  Station — 

Howard,  Eutaw  and  C.-rcden  Streets. 
WASHINGTON. — Nos.  619  and  1351  Pennsylvania  Avemi  ■,  opposite  Willard's.    Depot— New 

Jersey  Avenue  and  0  Street. 
KICHMOND.— No.  826  Main  Street.    Depot— R.  F.  &  P  R  R  ,  comer  Eighth  and  Byrd  Streets. 
ClllC^dO — No.  83  Clark  St.    Palmer  House.    Grand  Pacific  Hotel.    Depot — Exposition  Building. 
C0I-II>1  BUS.— Union  Depot. 

CINrlV  \'  ATI  —No.  173  Gibson  House,  Walnut  S  .     Grand  Hotel      Depot— Pearl  and  Plum  Sts. 
PITTSBURGH. — Smithfield  Street  and  Fifth  Avenue.    Depot — Grant  and  Water  Streets. 

And  at  Principal  Ticket  OSlces  in  New  England,  the  Northwest,  West,  Southwest  and  South. 

WM.   M.   CLEMENTS,  L.  M.   COLE, 

Master  of  Transportalion.  General  Ticket  Agent. 


CARRDLLTOfl  HOTEL 

lALTIMORE,  LIGHT  &  GERMAN  STS. 


Ui^ilLU'IIlHX^Ui^v.    V^S-l>< 


Tie  Ijieest,  Ljtest  Byiii 


T  Hoifl  IN  THE  GiTl. 


ates  $3  and  $2.50  per  Day,  according  to  Location  of  Room. 

PERMiENT  BOrniD  BY  THE  illONIH  IIT  EROM  m  IIPIRDS, 

pecial   Arran§;ement8  will  always  be  mado  satisfactorily 
for  Families,  or  for  Parties,  by  Telegraph. 

DINNER  TICKETS  $8.00  PER  DOZEN. 


Ofticcrs  ot"  tlic  Army  and  "N'livv.  and  ]\Iarine  Corps,  may  always 
'ly  uj><»n  the  best  of  accomodations,  at  20  per  cent,  discouiii  >>\i 
Ivntisi'd  transient  rates,  and  tlie  nndersigned  takes  tli<  liberty 
f  referring  to  bis  per.'ional  record  in  tlie  General  Army  Kegister 
^  tlir  best  evidence  tbat  .Army  and  Navy  jjatronage  is  especially 
)licited,  and    will   be   prop«ily   cared  for. 

F.   W.  COLKM.W. 
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ANSON    &    UEELEY    ACTION, 


B&WM^M  M&&T  MMT'MMSl&M  mi'. 


18  THE  BEST  HilRLESS  GUN  IN  THE  IWDRLD. 


P^K  IOE3S. 

Xo.  1, 

fioo.oo 

No.  3, 

$200.00 

No.  2, 

150.00 

No.  4, 

3C0.00 

J^.  C3^  E;  IVT  Ss 


SGHOVERLING,  DALEY  &  GALES, 


N4  aiitl  >9*C5  Oliambers  S^treet. 


E 


T  #  m  m  m 


STRYKER  &  CO. 


MANUFACTURERS  EXCLUSIVELY  OF 


MItlTiRI 


uh 


Till 


IJ 


AND    DEALERS   IN 


ALL  IDS  OF  [wmm 


431    BROOME  STREET 


ITEVT"    "stok^k:. 


RAYMOLD  &  WHITLOGK, 

39   West   14th  Street,  near  6th  Avenue, 


Iwfl:.A.lSrTJF^A.GXXJPlEnS      OF     THE 


Jork^Feltlekets 


MILITARY  EQUIPMENTS 


FOR  THE 


ARMY,   NAVY   AND    NATIONAL    GUARD. 


Officers'  Trimmings  of  Best  Quality  and  Style 
at  Reasonable  Prices. 


We   corclially   commend    the   above   firm   to   the   trach 
and  public. 

HARTLEY   &   GKAHA:\I. 


WILLIAM   K.   BOYLE 


STEA.1VI 


Boi  AID  JOB  Paim 


CORNER  BALTIMORE  &  ST.  PAUL  STS. 
BALTIMORE,    MD. 


All    kiiMls    of    work    <>\«m-iiUmI    miIIi    a<«4-iira<-3 ,    proiiipliM^M 
iiiKl  tliNpatoli. 


SAMUEL  HUNT  i  SONS, 

MANUFACTURERS  AND  DEALERS  IN 

SADDLERY.  HARNtSS 


! 


! 


TRUNKS,  TRAVELING  BAGS,  &c 
202  W.  BALTIMORE  ST. 

BAIiTIMORE,    MD. 


Messes.  CHARLES  SGRIBNER'S  SONS 

Have  much  i^leasure  in  announcing  that  they  will  begin  in  October  the  publication 
of  a  work  which  they  believe  will  prove  the  most  important  of  recent  contributions 
to  American  History.     Under  the  general  title  of  the 

CAMPAIGNS  OF  THE   CIVII.   WAR, 

they  will  issue  a  series  of  volumes,  contributed  at  their  solicitation  by  a  number  of 
leading  actors  in  and  students  of  the  great  conflict  of  18Gl-'*)5,  with  a  view  to 
bringing  together,  for  the  first  time,  a  full  and  authoritative  military  history  of  the 
suppression  of  the  Rebellion. 

The  volumes  will  be  duodecimos  of  about  250  pages  each,  illustrated  by  maps 
and  plans  prepared  under  the  direction  of  the  authors.  They  will  appear,  as  far  as 
possible,  in  the  chronological  order  of  the  camisaigns  of  which  they  treat;  and  by 
their  i^reliminary  and  concluding  chapters  will  be  so  far  connected  that  the  completed 
work  Avill  practically  cover  the  entire  field  of  the  war.  The  price  of  each  volume 
will  be  $1.00. 

The  following  volumes  are  now  ready,  or  far  advanced  in  preparation,  and  will 
appear  at  short  intervals : 
I.— The    Ontbreak    of  Rebellion.      By  John   G.   Nicolay,  Esq.,   Private 

Secretary  to  President  Lincoln. 
II. — Front  'Fort    Henry  to    Corinth.     By  the  Hon.  M.  F.  Force,  late 

Brigadier-General  and  Bvt.  Maj.  Gen'l  U.  S.  V.,  etc.,  Treasurer  of  the  Society 

of  the  Arinv  of  the  Tennessee. 
Ill The    Peninsula.      By  Alexander  S.   Webb,  Bvt.  Maj.  Gen.  U.  S.  A.; 

Assistant  Chief   of  Artillery,  Army  of  the   Potomac,    iyH1-'t')2;    afterward 

Chief  of  Staff,  Army  of  the  Potomac,  etc. 
IV. — The  Army  lin<ler  Pope,     By  John  C.  Ropes,  Esq.,  of  the  Millitary 

Society  of  Massachusetts,  etc. 
V. — Xhe  Antietani  and  Fredericksburg.     By  Francis  Winthrop  Palfrey. 

late  Colonel  20th  Muss.  Infentry,  Bvt.  Brig.  Gen'l  U.  S.  V.,  etc. 
VI.— Chancellors ville   and    Gettysburg.      By  Abner  Doubleday,  Bvt. 

Major  Genl  U.  S.  A.  and  Major  Gen'l  U.  S.  V. 
VII.— The  Army  of  the  Cumberland.     By  Henry  M.  Cist,  Brevet  Briga- 
dier Gen'l  U.  S.  V.;  A.  A.  G.  on  the  staff"  of  Major  Gen'l  Bosecrans,  and  the 

staff  of  Major  Gen'l  Thomas;   Corresponding  Secretary  of  the  Society  of  the 

Army  of  the  Cumberland. 
IX. — The  Campaign  of  Atlanta.     By  the  Hon.  Jacob  D.  Cox,  Ex-Governor 

of  Ohio;   late  Secretarv  of  the  Interior  of  the  United  Slates;  Major  General 

U.  S.  v.,  etc. 
X — The  march   to   the   Sea.     Franklin   and    IVashville.     By  the 

Hon.  Jacob  D.  Cikx. 
XI.— The  Campaigns  of  Grant  in    Virginia.       By  Andrew  A.  Hum- 
phreys, Brigadier  General  and   Bvt.  Major-General   U.  S.  A;    late  Chief  of 

Engineers,  etc. 

Vol.  VIII,— The  Mississippi,  and  one  other  volume,  completing  the  series, 
are  in  course  of  preparation,  and  their  contents  and  authors  will  be  announced 
in  a  short  tim  e. 

WILL  BE  PUBLISHED  IN  OCTOBER,  VOLUMES  I  and  II, 

The  Ontbreak  of  Rebellion.  By  John  G.  Nicolay.  With  eight  maps.  $1.00. 
From  Fort  Henry  to  Corinth.     ByM.  P.  Force.    With  eight  maps.    $1.00. 

\*  These  books  will  be  for  sale  by  booksellers,  or  will  be  sent  prepaid,  upon 
receipt  of  price,  by 

CBAELES  SCRIBNER'S  SONS,  M,  743  aili  '145  BEOADW?. Y  W  YORK, 


LIST  OF  ADVERTISEMENTS. 


AMMr:?iTioN.  (Mktamjc,)  etc. 

Hartli  V  iV  r.ruham,  Xt-w  York. 

Hooks,  Ac. 

Ivison,    Ijlakt'iiian,   Taylor   it    Co., 

New  York. 
D.  Appleton  tt  Co.,  New  York. 
Hartley  &  Graham,  New  York. 
Scrilmer's  Sons,  New  York. 
T.  II.  S.  llaiiursly,  Washinj^ton. 

Clothing,  (MiLiT.\nY.) 

Strykor  &  Co.,  New  York. 

Equipments.  (Mimt.vry,)  itc. 

Raymold  it  Whitlock,  New  York. 

EXORAVEU. 

\.  Demarest,  New  York. 

G.^MEs  OK  War,  (Str.\.tecos.) 

D.  Appleton  &  Co.,  New  Y'ork. 
Ilartlc)-  it  Graliam,  New  York. 

GcNs,  (Breech-Loading.) 

Hartley  it  Graham,  New  York. 

E.  Remington  it  Sons,  New  York. 
Schoverling,   Daly   it    Gales,    New 

York. 

Providence  Tool  Company,  Provi- 
dence, R.  I. 

Hammerless  Breacli-Loading,  New- 
York. 

Gatling  Gun  Co.,  Hartford,  Conn. 

Martini  Repeating  Rifle,  New- 
York. 

IIi:i..METs.  (New  Couk  ANr>  ri;i.T.j 
Uaymold  it  \Vhith)ck.  New  York. 
Shannon,  Miller  it  Crane,  New  York. 
Baker  «t  McKtnnev,  Now  York. 


II. .in... 

Sturttvant  ll.ni.sc,  .Now  Vork. 
Carrollion  Ilotil.  Baltimore. 
CJraii.l   llotil,  New  Y..rL 
The  Kl.hitt,  Washington.  I).  C. 

Insurance 

New  York  Life  Ins.  Co.,  New  York. 

MiMXAitV  Goods,  it c. 

Uaymold  it  Whitloc-k,  New  York. 
Shannon, Millerit  Crane.  New  York. 

Music,  (SuJ':et.)  and  Isstriments. 
Win.  A.  Pond  it  Co.,  New  York. 

New.spait.ii. 

The  Sun,  New  York. 

Optician. 

H.  Waldstein,  New  York. 

Printing,  (Book  and  .Jon.) 

William  K.  Boyle,  Baltimore. 

Railroad 

Baitiraore  and  Ohio. 

Rifles,  (Repeating.) 

E.  Remington  it  Sons,  New  York. 
Ilartle    &,  Graham,  New  York. 
Schoverling,  Duly  it  Gales,  New  York. 

Strategos. 

D.  Api)lcton  it  Co.,  New  York. 
Hartley  it  Grah.am,  New  York. 

Trunks,  .fcc. 

Thomson  it  Sons,  (Telescopic,)  New 

Y..rk. 
Samuel  Hunt  <&  Sons,  (Hamew,  «&c  ^ 
Baltimore. 

Wines,  CioAit.s.  &c. 

Acker,  Murrall  «fc  Co.,  Now  V..rk. 
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